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LETTER  OF  TRANSMITTAL 


Madison,  Wis.,  Dec.  7,  1914. 

To  his  Excellency,  Francis  E.  McGovern,  Governor. 

As  required  by  law,  we  hav^e  the  honor  to  submit  our  Annual 
Report  containing  an  account  of  all  matters  pertaining  to  this 
office  from  June  30,  1913,  to  June  30,  1914. 

RAILROAD  COMMISSION  OF  WISCONSIN. 

By  John  H.  Roemer, 
Chairman, 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


PART  I 


Introductory 
The  Work  of  the  Year 

A.  GENERAL 

B.  STATISTICAL 

C.  ENGINEERING 


Digitized  by  VjOOQIC 


Digitized  by 


Google 


PART  ONE 


THE  WORK  OF  THE  YEAR 


INTRODUCTORY 

The  work  of  the  Commission  for  the  period  cov- 
ered by  this  report  will  be  divided  into  three  sec- 
tions :  General,  Statistical  and  Engineering.  Under 
the  head  of  General  will  appear  a  summary  of 
matters  which  have  been  before  the  Commission 
during  the  past  fiscal  year.  Under  Statistical  will 
be  shown  the  development  of  railroad  and  utility 
business  in  the  state  during  the  year.  The  detailed 
statistical  and  unit  cost  tables  will  be  contained 
in  a  separate  part  of  this  report.  Under  Engineer- 
ing will  be  shown  a  resume  of  the  (1)  inspections 
and  investigations  as  to  the  quality  of  the  service 
furnished  the  public  by  the  railroads  and  other 
carriers  and  the  public  utilities  under  the  jurisdic- 
tion of  this  Commission,  (2)  preparing  valuations 
of  physical  property  used  by  railroads  and  other 
carriers  and  by  pubUc  utilities  for  the  purposes 
for  which  these  valuations  are  required,  and  (3) 
attending  to  other  engineering  questions  that  arose. 


A.  GENERAL 

The  Commission's  calendar  for  the  year  covered 
by  this  report  shows  a  total  of  644  cases  set  for 
hearing,  an  increase  of  171  cases  over  the  number 
shown  by  last  year's  calendar.     Of  the  total  number 
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of  cases  set  this  year  340  were  matters  arising  under 
the  Railroad  Law  and  237  under  the  Public  Utilities 
Law.  Forty-six  sittings  arose  under  the  law  refer- 
ring to  the  extension  of  telephone  lines.  The  re- 
mainder related  to  matters  arising  under  the  Water 
Power  Act  and  the  Blue  Sky  Law,  and  to  applica- 
tions for  certificates  of  public  convenience  and  neces- 
sity. In  addition  to  the  formal  hearings,  the  Com- 
mission held  a  large  number  of  informal  conferences, 
of  which  no  record  is  kept.  The  following  table 
shows  the  number  and  kind  of  formal  cases  set  for 
hearing][^f  or    each     month : 

COMMISSION  CALENDAR 


Showing  Number 

of  Cases  Set  for 

Hearing  Each  Month 
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Railroad 

36 

21 

39 

24 

25 

20 

22 

24 

33 

33 

38 

25 

340 

UliUty 

15 

2 

8 

29 

15 

17 

17 

29 

23 

46 

24 

12 

237 

Convenience  & 

Necessity 

Blue  Sky 

1 

1 

3 

V. 

1 

1 

1 

2 

2 

14 

1 

1 

Water  Power 

1 

---- 

1 

1 

---- 

3 



6 

Non-Duplica-     ' 

Uon..:. ' 

3 

6 

4 

2 

3 

2 

5 

5 

13 

3 

46 

Total 

52 

23 

51 

63 

46 

41 

43 

56 

62 

85 

80 

42 

644 

Complaints  and  Applications:  During  the  year 
1,840  complaints  and  applications  were  filed  with 
the  Commission  as  against  1,305  for  last  year, 
being  an  increase  of  535.  It  will  be  noted  that  169 
applications  were  filed  under  the  Non-duplication 
Law,  243  under  the  Blue  Sky  Law,  and  6  under  the 
Water  Power  Act.  The  following  table  shows  the 
number  of  complaints  and  applications  of  each  class 
and  the  number  of  suits  against  the  Commission 
filed  each  year  since  the  organization  of  the  Com- 
mission: 
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Railway. 

Utilities. 

•9 

C 

c.ti 
c  » 
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o 

51 

c 
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09 

CO. 
O  9 

ZQ 

ct 

9 

a 

o  « 

aB 

3 

June  30,  1905 
to 

57 
107 
131 
175 
157 
167 
282 
268 
265 

350 
630 
673 
642 
432 
285 
402 
502 
506 

'  407 

June  30.  1906 

June  30.  1906 
to 

737 

June  30.  1907 

June  30.  1907 
to 

83 

67 

57 

98 

109 

112 

154 

240 
496 
144 
87 
139 
209 
300 

39 

45 

58 

54 

143 

196 

168 

14 
12 
16 
12 
10 
12 
9 

4 
3 
2 
5 

10 
6 

20 

1184 

June  30.  1908 

June  30.  1908 
to 

1440 

June  30,  1909 

June  30.  1909 
to 

866 

June  30.  1910 

June  30.  1910 
to 

708 

June  30.  1911 

June  30.  1911 
to 

1095 

June  30.  1912 

June  30.  1912 
to 

1305 

June  30.  1913 
June  30.  1913 
June  30,  1914 

169 

243 

6 

1840 

The  table  given  next  shows  the  number  of  com- 
plaints and  applications  of  each  class  filed  during 
each  month  for  the  fiscal  year  ending  June  30,  1914. 
A  comparison  of  the  total  number  of  subjects 
coming  before  the  Commission  each  month  during 
the  past  year  shows  a  minimum  of  111  cases  and 
a  maximum  of  228  cases,  as  against  a  minimum  of 
77  and  a  maximum  of  143  for  the  previous  year. 
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1913-1914. 

Railway. 
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July 

24 
20 

34 
50 

5 
8 

27 
29 

14 
11 

1 

6 
2 

111 

August 

10 

1 

131 

September  ._ 

17 

58 

17 

18 

12 

2 

7 

1 

132 

October 

23 
12 

64 
35 

8 
9 

18 
13 

14 
15 

10 
13 

91 
33 

_._- 

228 

November 

1 

132 

December 

20 

46 

14 

37 

19 

2 

18 

31 

1 

188 

January 

30 

33 

15 

28 

14 

1 

13 

25 

159 

February 

43 

37 

18 

27 

14 

2 

9 

22    1 

173 

March 

20 

31 

22 

31 

11 

1 

1 

21 

19 

157 

April 

May 

24 

42 

11 

26 

11 

2 

4 

24 

10, 

154 

18 

42 

9 

30 

20 

2 

23 

9    1 

154 

June 

14 

34 

18 

16 

13 

1 

1 

21 

3 
243 



121 

Total, 

265 

506 

154 

300 

168 

9 

20 

169 

6 

1840 

The  summary  below  shows  the  nature  of  the  ques- 
tions that  have  arisen  in  the  formal  railroad  cases 
during  the  past  fiscal  year.  It  will  be  noted  that 
the  number  of  questions  raised  exceeds  the  number 
of  complaints  and  applications  filed.  This  is  also 
true  in  the  tables  following.  It  is  explained  by 
the  fact  that  some  of  the  complaints  and  applica- 
tions   appertained   to    more   than    one    subject. 


QUESTIONS  INVOLVED   IN   FORMAL  RAILROAD   CASES 
July  J,  1913,  to  June  30,  1914. 
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5 
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1 

5 
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2 
3 

2 
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52 
33 

Service 

Rates 

42 
48 

Claims  and 
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Track 

57 
11 

Car  Shortage  .. 

1 

Rules 

1 

— 

1 

4 

Demurrage 
Charges 
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1 
3 

3 

Switching 

3 

1 

4 

Miscellaneous.  . 

2 

» 

2 

2 

1 

i 

1 

12 

! 
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23 

21 

17 

23 

12 

20 

31 

43 

20 

25 

18 

14 
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The  following  table  shows  the  number  of  ques- 
tions of  each  character  handled  by  the  Comission 
each    month    in    the   informal   railroad  cases: 

SUBJECTS  INVOLVED  IN  INFORMAL  RAILROAD  CASES 
July  /,  1913,  to  June  30,  1914. 


§ 

< 

1 
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1 

g 

Q 

& 

01 

a 
« 

1 
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< 
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a 
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Train  Service.. 

Claims  A  Over- 
charges  

Freight    &    Ex- 
press   Service 

Freight    &    Ex- 
press Rates.. 

Crossings 

Passenger 

Rates.- 

1 

5 

1 

5 
2 

7 
8 
1 
8 

4 

13 

15 

5 
3 

4 

14 

11 

5 
4 

4 

2 
6 
4 

4 

1 

3 

9 

19 

6 

4 
2 

1 
9 
4 

2 

1 

.6 
14 

1 

2 

1 

1 

9 
3 

4 

1 

4 

14 

4 

8 
2 

1 

4 

1 

4 

12 

2 

5 
5 

2 
2 

5 
9 

3 
3 

1 

4 

1 
1 

48 

132 

56 

55 
24 

11 

Switching 

Charges 

2 

Station     Facili- 
ties   

4 
2 

4 
2 

5 
2 

4 
1 
4 

4 
1 
4 

4 

1 

1 

8 

1 
2 

1 

5 
■"2" 

4 

1 
3 

52 

Track 

13 

Car  Shortage  . 

17 

Demurrage 
Charges 

1 
1 

^ 

Bridges 

1 

1 

Delayed      Ship- 
ments  -   _ 

3 

2 

5 

Street  Car  Serv- 
ice  

1 

3 

2 

2 
2 
9 

1 



5 

Passenger  Serv- 
ice  

2 
2 

2 

2 



2 

6 

2 
2 
2 

2 

1 
2 
2 

16 

Telegraph  Serv- 
ice  

9 

Fences 

3 
9 

1 

4 

4 
4 

2 
3 

16 

Miscellaneous. 

5 

9 

1 

2 

1 

51 

Total 

34 

50 

59 

64 

36 

47 

33 

38 

32 

45 

42 

36 

516 

The  following  table  presents  a  summary  of  the 
number  of  questions  submitted  to  the  Commission 
each  month  in  the  formal  utility  cases  during  the 
year  covered  by  this  report. 
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questions  raised  in  formal  utility  cases. 

Julu  /.  1913,  to  June  30,  1914. 
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1 

I 
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1 
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2 
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1 
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1 
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Purchase  of 
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4 

Total 

5 

7 

17 

8 

8 

L'i 

15 

19 

24 

13 

9 

18 
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The  number  of  subjects  of  each  class  dealt  with 
by  the  Commission  in  the  informal  utility  cases 
are  summarized  in  the  following  table: 

QUESTIONS  INVOLVED   IN   INFORMAL  UTILITY  CASES 
Jul'f  1,  1913,  to  June  30,  1914. 
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Rates.. 
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15 

6 
14 
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2 
14 
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13 

4 
10 
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3 
9 

29 

Service 

14 

11 

8 

151 

Rules 

2 
3 

2 
8 

3 
3 

1 
2 

"'3' 

1 

5 

9 

Charges 

2 

3 

2 

2 

2 

2 

37 

Overcharges 

Physical  Con- 

3 

3 

2 

1 

2 

3 

1 

2 

1 

18 

nection 

1 

1 

2 

Extension  of 

Tel.  Lines 

1 
5 

2 
5 

2 
6 

5 

1 
6 

1 
3 

1 
6 

1 
3 

9 

Miscellaneous. - 



2 

3 

3 

47 

Total - 

26 

29 

19 

18 

14 

37 

29 

27 

30 

26 

29 

18 

302 

Formal  Decisions — Railway:  During  the  year  the 
Commission  issued  195  formal  decisions  in  matters 
arising  under  the  provisions  of  the  Railroad  Com- 
mission Law.  The  questions  involved  in  these 
decisions    were    as    follows: 
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DECISIONS   IN  FORMAL  RAILROAD   CASES 
June  1^  1913  to  June  30,  1914,  inclusive. 

Total  number  of  railway  cases  decided _ _195* 

Questions  involved: 

Freight  rates   and  switching  charges 29 

Street   and   interurban   railway   fares 2 

Express  rates —  1 

Refunds 53 

Station  facilities 26 

Sidetracks  and  spur  track  facilities 4 

Continuation  of  operation  of  railway  line 1 

Freight  train  service 2 

Distribution  of  freight  cars  to  shipper 1 

Passenger  train  service 17 

Warehouse  site  on  railroad  right  of  way 2 

Street  and  interurban  railway  service 10 

Joint  use  of  tracks,  street  and  interurban  railways 2 

Express  company  service 1 

Dangerous  crossmgs 56 

Determination  of  mode  and  manner  of  crossing 11 

Miscellaneous 3 

Formal  Decisions —  Utility:  The  Commission  is- 
sued 100  formal  decisions  during  the  year  under  the 
provisions  of  the  Public  Utilities  Law.  The  matters 
involved   in   these    decisions    were    as   follows: 


DECISIONS     IN    FORMAL    UTILITY     CASES 

Julu  /,  1914  to  June  30,  1914,  inclusive. 

Total  number  of  formal  utility  cases  decided 100 1 

Questions  involved: 

A.  Rates  and  charges: 

1.  Applications  by  utilities  for  an  increase  in  rates: 

Electric  utilities 15 

Gas  utilities 1 

Telephone  utilities 13 

Water  utilities 4t 

Total .- 33 

2.  Applications  by  utilities   for   a   readjustment   of 
rates: 

Telephone  utilities 1 

Water  utilities 1 

TotaL 2 


*  Of  the  195  cases,  3  were  rehearings.  The  number  of  questions  involved  is 
somewhat  greater  than  the  number  of  cases  because  some  of  the  cases 
include  more  than  one  question. 

t  Of  the  100  cases,  2  were  rehearings  and  3  were  supplementary  orders.  The 
number  of  questions  involved  is  somewhat  greater  than  the  number  of 
cases  because  some  of  the  cases  include  more  than  one  question. 

t  Including  one  rehearing. 
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3.  Complaint  regarding  rales  ami  charges: 

Electric  utilities. 8* 

Gas  utilities _ _  4 

Telephone  utilities 4 

Toll  bridge  utilities 1 

Total 17 

4.  Investigation  of  rates  by  Commission  on  its  own 
motion: 

Electric  utilities... 4* 

Water  utilities. 3 

Total. 7 

B.  Service 

1.  Adequacy    of   service: 

Electric  utilities 4 

Telephone  utilities 3 

Water  utilities 5 

Total 12 

2.  Physical  connection  between  telephone  utilities..  8t 

3.  Extension  of  telephone  lines 14 

4.  Certificate  of  convenience  and  necessity: 

Electric  utilities... 1 

Telephone  utilities 1 

Total 2 

5.  Standards  of  service  prescribed  by  Commission: 

Electric  utilities 1 

Gas  utilities 1 


Total.-.- 2 

6.  Unjust  discrimination  in  service: 

Telephone  utihties 1 

7.  Failure  to  comply  with  Commission's  orders: 

Electric  utilities.. 2 

C.  Valuation  qf   Utilities  for  Purposes  of  Municipal  Purchase: 

Electric  utilities 1 

Water  utilities At 

Total 5 

D.  Miscellaneous 1 

Formal  Decisions — Water  Power  Cases:  The  Com- 
mission issued  3  formal  decisions  during  the  year 
under  the  provisions  of  the  statutes  governing  the 
regulation  of  water  powers.  The  questions  involved 
were    as    follows: 

Regulation  of  level  and  flow  of  water. 1 

Obstructions  to  navigation  in  rivers— 2 


*  Including  one  supplennentary  order. 

t  Including  one  rehearing  and  one  supplementary  order. 

i  Including  one  hearing  on  objections  interposed  to  jurisdiction   of  Commission. 
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Formal  Decisions — Licenses  to  Deal  in  Securities: 
The  Commission  issued  one  formal  decision  during 
the  year  in  its  administration  of  the  law  regulating 
the  sale  of  corporate  and  other  securities  (ch.  756, 
laws  of  1913),  the  so-called  '*Blue  Sky  Law."  The 
question  at  issue  was  the  methods  of  doing  busi- 
ness of  an  applicant  for  a  dealer's  license  and  a  for- 
mal hearing,  which  is  not  usually  held  in  such 
matters,  was  deemed  advisable  in  this  particular 
case  for  the  purpose  of  obtainmg  sworn  testimony 
upon  which  to  determine  the  merits  of  the  applica- 
tion. 

STOCK  AND  BOND  ISSUES 

The  applications  for  authority  to  issue  stock, 
bonds,  notes,  etc.,  reached  a  total  of  168,  of  which 
13  were  pending,  1  denied,  and  3  withdrawn  on 
June  30,  1914.  Seven  applications  related  to  the 
purchase  by  a  company  of  the  property  of  another 
company.  Issues  of  securities  were  authorized  as 
follows: 

Stock $     5.148,214 

Bonds 546,047,200 

Equipment  trust  certificates 1,280,000 

Gold  bond  certificates 80,000 

Notes : 8,000 

Total $552,563,414 


CERTIFICATES  OF  CONVENIENCE 
AND  NECESSITY 

There  were  nine  applications  for  certificates  of 
public  convenience  and  necessity  filed  with  the  Com- 
mission during  the  year.  Acting  on  these  the  Com- 
mission issued  five  certificates.  A  decision  was 
rendered  in  the  case  of  the  application  of  the  city 
of  Sheboygan  for  authority  to  construct  a  municipal 
lighting  plant  for  street  lighting  purposes  in  which 
the  petition  was  dismissed.  Three  applications  were 
pending   at    the   close   of   the   year. 
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Of  the  applications  filed  during  the  year  eight  were 
requests   for   authority   to   construct   railroad   lines. 

The  details  concerning  the  routes  involved  and  the 
disposition  of  applications  are  shown  in  Part  II 
of  this  report. 

CONVENIENCE   AND   NECESSITY 

Telephone  Constructions  and  Extensions 

Chapter   610,   Laws    of  1913 

Under  ch.  610  of  the  laws  of  1913,  effective 
July  10,  1913,  it  is  necessary  for  any  telephone 
company,  before  extending  its  lines  for  local  service 
into  any  town,  village  or  city  in  which  another 
telephone  company  is  furnishing  similar  service,  to 
serve  upon  this  Commission  and  upon  such  other 
telephone  company  a  notice  in  writing  of  its  in- 
tentions. If  within  twenty  days  of  the  time  of 
filing  of  the  notice  this  Commission  does  not  find 
that  the  proposed  extension  is  unwarranted  by  pub- 
lic convenience  and  necessity,  the  telephone  company 
is  authorized  by  operation  of  law  to  proceed  with 
the   construction   of  the  line. 

When  a  telephone  company  proposes  to  build  a 
new  system  to  give  service  in  any  town,  village  or 
city  in  which  another  telephone  company  is  fur- 
nishing similar  service,  the  procedure  is  somewhat 
different.  It  is  then  necessary  for  the  telephone 
company  to  make  application  to  the  Commission 
for  a  certificate  of  public  convenience  and  necessity. 
If,  after  investigation  and  hearing,  the  Commission 
finds  that  the  proposed  line  is  required  in  order 
that  the  convenience  or  necessity  of  the  public 
be  subserved,  a  certificate  to  that  effect  is  issued. 

There  were  169  notices  of  extension  filed  with  the 
Commission  since  the  law  became  effective,  14  of 
which  were  pending  at  the  close  of  the  fiscal  year. 
One  case,  that  of  the  application  of  the  Prairie 
Farm,  Ridgeland  and  Dallas  Cooperative  Telephone 
Company  to  extend  its  line  into  the  town  of  Wheeler, 
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was  settled  by  negotiations  between  the  parties 
interested.  Two  applications  to  extend  lines  were 
withdrawn,  and  two  applications  for  a  certificate 
of  public  convenience  and  necessity  for  the  con- 
struction of  new  telephone  lines,  were  denied.  The 
Commission  issued  11  formal  decisions  under  the 
provisions  of  this  chapter,  finding  that  the  proposed 
extensions  were  unwarranted  by  public  convenience 
and     necessity. 

A  detailed  list  of  notices  and  applications  filed 
with  the  Commission  is  shown  in  Part  II  of  this 
report. 

BLUE    SKY    LAW 

Chapter    756,    Laws    of    1913 

Ch.  756  of  the  laws  of  1913,  regulating  the  sale 
of  corporate  and  other  securities,  effective  October 
1,  1913,  applies  to  (1)  the  sale  of  securities  by  deal- 
ers, and  (2)  to  certain  companies  selling  their  own 
securities. 

A  "dealer,"  as  defined  in  this  chapter,  means  and 
includes  all  corporations,  associations,  joint  stock 
companies  or  individuals  organized  or  located  within 
or  without  this  state  engaged  in  the  business  of 
buying  or  selling,  offering  for  sale,  or  negotiating 
for  the  sale  of  any  security  to  any  corporation, 
association  or  individuals  in  this  state,  but  does 
not  include  corporations,  associations  or  individuals 
buying  securities  for  the  purpose  of  investment  or 
selling,  offering  for  sale  or  negotiating  for  the  sale 
of  securities  bought  or  held  by  the  seller  for  invest- 
ment. 

A  "company,"  as  defined  in  this  chapter,  means 
and  includes  all  corporations,  associations  or  joint 
stock  companies,  whether  organized  or  located  within 
or  without  this  state,  issuing  or  authorized  to  issue 
any  stocks,  bonds  or  other  evidence  of  title  to  or 
interest  in  or  lien  upon  any  or  all  of  its  property. 

Before  a  dealer  is  licensed  by  this  Commission 
to  offer  for  sale  any  securities  not  exempted  in  the 
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law,  it  is  necessary  that  an  application  be  filed 
showing,  among  other  things,  a  list  of  securities 
which  the  dealer  proposes  to  sell  and  also  a  list  of 
agents  who  will  sell  securities  on  the  dealer's  behalf 
and  under  his  license.  If,  after  investigation,  this 
Commission  finds  that  the  proposed  dealer  has 
complied  with  the  provisions  of  the  law  and  if  no 
facts  are  disclosed  reflecting  upon  the  merits  of  the 
securities  listed,  such  dealer  is  entitled,  upon  pay- 
ment of  a  fee  of  one  dollar,  to  a  license.  All 
licenses  expire  on  the  thirty-first  day  of  January 
next  after  they  are  granted,  but  may  be  renewed 
annually  upon  the  original  application. 

Every  company  selling  securities,  the  proceeds 
of  which  are  to  be  used  for  the  payment  of  com- 
missions or  other  expenses  in  excess  of  $2,500 
incidental  to  the  organization  or  promotion  of  the 
company,  comes  under  the  provisions  of  the  second 
part  of  this  chapter.  Every  such  company,  before 
offering  for  sale  any  securities  in  this  state,  is  re- 
quired to  file  with  the  Commission,  among  other 
things,  a  statement  showing  in  detail  the  plan  upon 
which  it  proposes  to  transact  business,  and  a  copy 
of  all  applications  for  the  purchase  of  bonds  and 
stock  and  forms  of  contracts  which  it  proposes 
to  make  with  subscribers.  If  the  Commission  finds 
that  the  provisions  of  this  law  have  not  been  com- 
plied with  or  that  the  method  of  doing  business  of 
the  company  is  unfair  or  fraudulent,  the  Commis- 
sion may  order  the  company  to  cease  to  transact 
business   in   this   state. 

The  Commission  has  issued  224  dealers'  licenses 
since  the  law  became  effective.  Nine  applications 
for  such  licenses  were  pending  at  the  close  of  the 
fiscal  year.  On  January  31,  1914,  the  Commission 
renewed  142  of  the  licenses  then  in  force. 

One  company,  the  McGreevy  Steel  Co.,  of  Duluth, 
Minnesota,  filed  its  statement  as.  required  by  the 
second  part  of  this  chapter  and  was  authorized  to 
proceed  with  the  sale  of  its  securities. 
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A  detailed  list  of  applications  filed  with  the  Com- 
mission under  the  provisions  of  chapter  756  is  shown 
in    Part   II    of   this   report. 

IMMIGRATION  AGENTS'   CERTIFICATES 

Subsection  3  of  section  1797-8  of  the  statutes 
provides  that  railroad  companies  may  give  '*free 
transportation  or  reduced  rates  therefor  to  persons 
actually  engaged  for  more  than  one-half  of  their 
time  each  year  in  the  business  of  selling  unimproved 
land  within  the  state  to  settlers,"  but  that  "no 
transportation  hereunder  shall  be  delivered  to  or 
used  by  any  such  person  until  the  Railroad  Com- 
mission, upon  application  of  such  person  and  after 
such  investigation  as  it  may  deem  necessary,  shall 
have  determined  that  such  applicant  is  actually 
engaged  in  such  business  within  the  letter  and  spirit 
of  this  provision  and  shall  have  issued  to  such 
applicant   a  certificate  to  that  effect." 

The  law  further  provides  that  on  or  before  the 
te'nth  day  of  each  month  every  person  holding  such 
a  certificate  shall  report  to  the  Commission  the  miles 
traveled  upon  the  railroads  of  the  state  under  the 
provisions  of  this  section  during  the  preceding  cal- 
endar  month. 

There  were  346  immigration  agents'  certificates 
issued  during  the  year.  The  railroad  companies 
refused  to  honor  29  of  the  certificates  presented  to 
them.  The  railroads  traveled  over  were  the  Chicago, 
St.  Paul,  Minneapolis  &  Omaha  Ry.  Co.,  the 
Minneapolis,  St.  Paul  &  Sault  Ste.  Marie  Ry.  Co., 
the  Northern  Pacific  Ry.  Co.,  the  Stanley,  Merrill 
&  Phillips  Ry.  Co.  and  the  Duluth,  South  Shore 
&    Atlantic    Ry.    Co. 

TARIFF    DEPARTMENT 

Former  reports  of  this  department  included  in  the 
annual  reports  of  the  Commission  give  a  general 
idea  of  the  character  and  scope  of  the  routine  work 
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of  the  department.  There  is  little  difference  in  the 
work  from  year  to  year.  During  the  period  covered 
by  the  present  report  941  separate  applications  for 
the  Commission's  approval  of  changes  in  rates, 
rules,  etc.,  proposed  by  railroads,  were  received. 
Approvals  were  issued  covering  914  of  these  applica- 
tions and  withheld  on  the  remaining  27.  A  large 
proportion  of  these  applications  involved,  as  usual, 
more  than  one  change  so  that  the  total  num- 
ber of  changes  involved  was  considerably  in  excess 
of  the  number  of  applications.  Most  of  the  changes 
approved  covered  reductions  in  rates  or  provided 
more  favorable  shipping  conditions.  Those  denied, 
with  a  few  exceptions,  covered  advances  in  rates  or 
restrictions  in  shipping  conditions.  In  many  in- 
stances approvals,  as  issued,  covered  modifications 
or  extensions  of  the  changes  involved  in  the  original 
applications  for  approval.  These  modifications,  etc., 
were  generally  made  on  the  request  of  the  Com- 
mission and  were  intended  to  bring  about  better 
conditions  than  would  result  from  the  changes  as 
originally  proposed  by  the  railroads. 

In  addition  to  the  applications  for  approval  re- 
ferred to  in  the  preceding  paragraph  there  were  a 
number  of  applications  withdrawn  after  filing  with 
the  Commission.  These  withdrawals  were  usu- 
ally the  result  of  information  furnished  the  appli- 
cants by  the  Commission,  whereby  the  situation 
involved  was  shown  to  be  different  from  that  in- 
dicated in  the  applications. 

Under  the  provisions  of  sec.  1797-12a  there  were 
submitted  to  the  Commission  for  audit  11,203  bills, 
practically  all  of  which  were  freight  bills.  Audit 
of  these  bills  resulted  in  the  presentation  of  claims 
to  the  railroads  for  refund  of  overcharges  amount- 
ing to  $1,088.59.  Up  to  date  of  this  report  $454.03 
have  been  refunded  to  shippers,  leaving  $634.56 
pending  at  the  end  of  the  year.  Practically  all  of 
these  bills  were  submitted  since  January  1,  1914, 
and  the  first  formal  claim  presented  to  the  railroads 
was   dated   March   16,    1914.     There   was   a   delay  in 
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the  systematic  handling  of  these  claims  due  to  the 
length  of  time  it  took  to  get  forms  from  the  printer. 
A  large  number  of  the  bills  submitted  were  for  small 
shipments  upon  which  the  overcharges  found,  if 
any,  were  generally  small.  The  greater  part  of  the 
total  amount  of  overcharges  found  came  from  car- 
load shipments,  although  the  total  number  of  bills 
submitted  for  carload  shipments  was  much  less  than 
the  total  for  small  lot  shipments.  It  may  be  said, 
generally,  that  the^  work  of  auditing  such  bills  could 
be  done  as  effectively  by  the  shipper  as  by  the 
Commission.  Frequently  the  bills  submitted  reveal 
at  a  glance  that  no  overcharge  has  been  made. 
There  was  one  instance  in  which  a  shipper  sent  a 
package  of  over  1,400  freight  bills,  covering  a  year's 
business,  for  audit.  Inspection  of  this  lot  of  bills 
failed  to  show  any  overcharges  thereon,  but  did 
show  that  with  few  exceptions  there  was  no  necessity 
in  sending  them  to  the  Commission,  as  the  shipper 
could  have  audited  them  with  about  as  little  incon- 
venience and  expense  as  it  took  to  transmit  them  to 
this    ofTice. 

The  total  number  of  different  shippers  who  sub- 
mitted bills  for  audit  was  thirty.  A  rough  estimate 
places  the  number  of  Wisconsin  shippers  who  do  a 
regular  and  more  or  less  continuous  carload  shipping 
business  at  about  2,500,  and  of  those  who  do  a 
regular  and  '  more  or  less  continuous  small  lot 
shipping  business  at  about  12,000.  The  relatively 
small  number  of  shippers  who  have  seen  fit  to 
take  advantage  of  this  law  would  seem  to  show 
that  there  is  no  general  demand  and  no  great 
necessity  for  the  enactment.  However,  there 
is  very  good  reason  to  believe  that  the  failure 
to  take  advantage  of  the  law  is  not,  to  any  great 
extent,  because  the  law  is  not  wanted,  but  rather 
because  it  is  not  generally  known  to  exist.  There  is  also 
to  be  considered  the  fact  that  many  large  shippers 
have  departments  of  their  own  for  auditing  their 
freight  and  express  bills,  and  many  others  are  under 
contract    or    have    agreements    with    audit    concerns 
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to  send  all  freight  bills  to  these  concerns  for  -audit. 
In  the  latter  case  it  is  understood  that  the  usual 
charge  made  for  auditing  freight  bills  is  50  per.  cent 
of    the    amount    recovered. 

In  order  to  place  the  work  of  auditing  bills  on 
an  equitable  basis  and  to  prevent  to  a  large  extent 
uselessly  submitting  bills  to  the  Commission  for 
audit,  the  correctness  of  the  charges  on  which  may 
easily  be  determined  by  the  shipper  or  consignee, 
it  is  recommended  that  sec.  1797-12a  be  amended 
so  as  to  provide  that  the  expense  of  audit  be  paid 
by    the    party    sending    the    bills. 


SUITS   AGAINST  THE   COMMISSION 

On  the  8th  day  of  July,  1913,  the  Northern  Ex- 
press Company  and  five  other  express  companies 
operating  in  this  state  brought  an  action  in  the  cir- 
cuit court  of  Dane  county  against  the  Commission 
to  set  aside  the  order  of  the  Commission  establishing 
a  schedule  of  rates  for  express  shipments.  Sub- 
sequently the  companies  put  the  schedule  into  effect 
and  dismissed  the    suit. 

In  the  case  of  Frank  Winter  v.  La  Crosse  Telephone 
Company  and  Wisconsin  Telephone  Company,  11 
W.  R..C.  R.  748,  the  Commission  made  an  order 
requiring  the  companies  to  make  physical  connection 
of  their  toll  lines  and  render  joint  service  over  the 
same.  On  August  11,  1913,  the  Wisconsin  Tele- 
phone Company  brought  an  action  against  the  Com- 
mission to  set  aside  such  order.  This  action  is 
now  pending  in  the  circuit  court  of  Dane  county. 
It  involves  the  constitutionality  of  the  Physical 
Connection     Law. 

In  re  Application  of  the  Citizens  Telephone  Com- 
pany of  Eau  Claire  for  authority  to  issue  stock  for 
the  purpose  of  acquiring  from  the  Chippewa  County 
Telephone  Company  certain  property  and  privileges  to 
enable  it  to  conduct  a  local  telephone  exchange  in  the 
city   of  Eau   Claire.     The    Commission   held   that  the 
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local  service  rendered  by  the  Chippewa  County 
Telephone  Company  in  the  city  of  Eau  Claire  was 
incidental  to  its  rural  and  toll  line  service  and  did 
not  constitute  it  a  public  utility  engaged  in  furnish- 
ing local  telephone  service  to  subscribers  in  that  city 
within  the  meaning  of  sec.  1797/n-94,  and  therefore 
refused  to  grant  authority  to  the  petitioner  to  issue 
stock.  (July  30,  1913.)  The  Citizens  Telephone  Com- 
pany brought  a  suit  against  the  Commission  to  set 
aside  the  order.  The  circuit  court  sustained  the  or- 
der of  the  Commission  and  the  supreme  court 
affirmed  the  judgment  of  the  circuit  court,  157 
Wis.  498. 

In  George  H.  Wilson  et  aL  v.  Chicago^  Milwaukee 
&  St.  Paul  Railway  Company,  the  Commission  made 
an  order  requiring  the  respondent  railway  company 
to  establish  a  milk  station  at  Omdoll's  crossing  for 
the  purpose  of  receiving  shipments  of  milk  to  Mil- 
waukee, 12  W.  R.  C.  R.  696.  The  railway  company 
brought  an  action  in  the  circuit  court  of  Dane 
county  to  set  aside  the  order  of  the  Commission, 
The  circuit  court  sustained  the  order  of  the  Com- 
mission and  the  supreme  court  affirmed  the  judgment 
of  the  circuit  court,    157   Wis.   287. 

In  re  determining  and  fixing  a  just  compensation 
to  be  paid  to  the  Oshkosh  Water  Works  Company  by 
the  city  of  Oshkosh  for  the  plant  of  said  company, 
12  W.  R.  C.  R.  602.  This  was  a  proceeding  on  the 
part  of  the  city  of  Oshkosh  to  acquire  the  property 
of  the  Oshkosh  Water  Works  Company.  Under 
the  statute,  after  hearing  had,  the  Commission  fixed 
the  just  compensation  to  be  paid  to  the  company 
by  the  city  at  $525,000.  On  December  26,  1914, 
the  company  brought  an  action  against  the  Com- 
mission to  set  aside  the  order  on  the  ground  that 
the  compensation  fixed  was  inadequate  and  unjust. 
The  circuit  court  affirmed  the  order  of  the  Commis- 
sion and  the  case  is  now  pending  on  appeal  in  the 
supreme  court. 

In  re  use  of  silent  numbers  against  the  Wis- 
consin   Telephone  Company   in   the  city  of  Milwaukee, 
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13  W.  R.  C.  R.  587.  Upon  complaint  of  Mr.  B.  0. 
Fox  of  the  city  of  Milwaukee  the  Commission 
investigated  the  reasonableness  of  the  practice  of 
the  Wisconsin  Telephone  Company  to  permit  sub- 
scribers to  have  telephones  without  publishing  the 
number  of  the  same  in  the  directory.  The  Commis- 
sion held  that  the  maintenance  of  silent  number 
service  can  not  be  regarded  as  unjust  discrimination 
on  the  part  of  the  telephone  company  and  that 
there  is  no  other  ground  upon  which  the  practice 
can  be  condemned.  An  action  was  brought  against 
the  Commission  by  the  complainant  to  set  aside 
such  holding.  The  circuit  court  of  Dane  county 
sustained  the  Commission  and  no  appeal  was  taken. 

In  The  Milwaukee  Electric  Railway  &  Light  Com- 
pany V.  Milwaukee  Northern  Railway  Company  and 
Chicago  &  Milwaukee  Electric  Railway  Company,  the 
Commission  made  and  entered  orders  on  December 
1,  1913,  permitting  the  petitioner  to  use  certain 
tracks  of  the  respondent  railway  companies  in  the 
city  of  Milwaukee  and  fixed  the  terms  and  conditions 
of  such  use.  The  respondent  railway  companies 
brought  a  suit  against  the  Commission  to  set  aside 
such  orders  upon  the  ground  that  the  provisions  of 
ch.  62,  laws  of  1913,  are  invalid.  This  case  is  now 
pending  in  the  circuit  court  of  Dane  county. 

In  re  Zone  Fare  Case,  establishing  rates  of  fare  to 
certain  suburbs  of  the  city  of  Milwaukee,  13  W.R.C.R. 
475,  the  representatives  of  the  various  suburbs  were 
dissatisfied.  Thereupon  the  town  of  Lake,  city  of 
Cudahy  and  city  of  Milwaukee  brought  separate 
actions  against  the  Commission  to  set  aside  such 
order.  Subsequently  the  complainants  filed  a  peti- 
tion with  the  Commission  for  rehearing,  which  was 
granted,  and  the  former  order  modified  to  the  satis- 
faction of  the  complainants.  These  cases  will  be 
dismissed. 

In  E.  D.  McGowan  v.  Wisconsin  Telephone  and 
Rock  County  Telephone  Company  the  Commission 
made  an  order  requiring  the  respondent  telephone 
companies  to  make  physical  connection  of  their  toll 
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lines  and  local  exchanges  in  the  city  of  Janesville,  14 
W.R.C.R.  529.  The  Wisconsin  Telephone  Company 
brought  an  action  to  set  aside  such  order.  The 
order  was  challenged  upon  the  same  grounds  as  set 
forth  in  the  Winter  Case  hereinbefore  quoted.  The 
case  is  now  pending  in  the  circuit  court  of  Dane 
county. 

STATISTICAL 

No  extended  discussion  of  the  organization  of  the 
statistical  staff  or  of  the  nature  of  the  duties  per- 
formed appears  necessary.  These  matters  have  been 
covered  in  previous  reports  of  the  Commission  and 
any  discussion  of  them  at  this  point  would  be  largely 
a  repetition  of  what  has  been  said  before. 


UTILITY    DIVISION 

The  report  of  this  division  for  the  year  ended 
June  30,  1914,  contains  information  similar  to  what 
was  contained  in  earlier  reports  for  all  except  tele- 
phone utilities.  The  legislature,  at  its  last  session, 
amended  Ihe  Utilities  Law  to  provide  that  telephone 
utilities  shall  report  for  the  year  ending  December 
31,  instead  of  June  30.  No  separate  report  was  re- 
quired of  telephone  utilities  for  the  half  year  ended 
December  31,  1913,  but  this  period  will  be  covered 
by  an  eighteen  months'  report  to  be  filed  this  winter 
and  of  which  the  results  will  be  published  in  our 
next  report.  Since  January  1,  1913,  Class  A  and 
Class  B  telephone  companies  have  been  required 
to  keep  a  classification  of  accounts  prescribed  by 
the  interstate  commerce  commission  and  differing 
in  many  respects  from  the  classification  previously 
used.  The  1913  report  filed  by  these  companies  was 
based  upon  the  Wisconsin  classification,  but  the 
report  to  be  filed  this  winter  will  be  based  upon 
the   interstate   classification. 

During  the  fiscal  year  ended  June  30,  1914,  the 
interstate      commerce      commission    tentatively    pre- 
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scribed  a  classification  of  accounts  for  telephone  com- 
panies having  annual  earnings  of*  from  $10,000  to 
$50,000  In  connection  with  this,  a  brief  prepared 
by  members  of  the  statistical  staff  was  submitted  to 
the  interstate  commerce  commission  on  May  6, 
1914.  This  brief  contained  such  objections  to  that 
commission's  tentative  classification  as  were  deemed 
vital  in  connection  with  the  work  which  has  been 
done  and  is  under  way  in  Wisconsin  toward  putting 
telephone  rates  upon  a  cost  of  service  basis. 

The  number  of  accounting  systems  installed  by  the 
Commission  and  of  systems  prescribed  during  the  year 
is  shown  in  the  following  pages.  The  standard  ac- 
counting forms  which  the  Commission  has  prescribed 
in  connection  with  the  work  of  standardizing 
and  systematizing  accounts  of  utilities  in  this 
state  have  been  available  during  the  past  year  in 
printed  form,  so  that  any  utility  receiving  help  could 
be  furnished  with  accurate  and  clear  accounting 
forms  from  which  to  have  the  printing  for  its  sys- 
tem done.  These  forms  also  contain  full  notations 
for  the  instruction  of  the  printer.  Prior  to  the  is- 
suance of  these  samples  in  printed  form,  blue-print 
samples  were  furnished  to  utilities,  but  it  has  been 
found  that  much  better  results  are  secured  from  the 
use  of  the  printed  forms,  as  they  show  the  make-up 
of  the  forms  much  more  clearly  for  the  use  of  utili- 
ties and  printers. 

Where  accounting  systems  are  prescribed  and  in- 
stalled by  accountants  not  connected  with  the 
Commission,  this  department  examines  and  passes 
upon  accounting  forms  and  methods  to  be  followed. 
This  has  appeared  necessary  because  prior  to  the 
adoption  of  this  practice  it  was  sometimes  the  case 
that  accounting  systems  so  prescribed  did  not  meet 
the  requirements  of  the  Uniform  Classification  of 
Accounts.  In  almost  every  instance  the  department 
has  found  the  accountants  and  utilities  ready  and 
willing  to  cooperate  with  it  in  securing  proper 
accounting  procedure. 
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The  following  lists  show  the  different  accounting 
systems  prescribed  and  installed  during  the  year,  some 
of  which  had  not  been  installed  by  the  close  of  the  year. 
No  special  accounting  systems  were  prescribed  for  tele- 
phone utilities. 


Accounting  Systems  Prescribed — Other  Than  Telephone  Utilities 
July  /,  1913— June  30,  1914, 

Name  of  Utility  Date 

Algoma  Light  and  Water  Commission April  9,  1914 

Appleton  Water  Department June  23,  1914 

Burlington  Water  Department April  3,  1914 

Cadott  Municipal  Electric  and  Water  Department February  28,  1914 

Delavan  Municipal  Water  Department July  24,  1913 

Elroy  Electric  Light  and  Water  Department April  20,  1914 

Jefferson  Water  and  Light  Commission January  23,  1914 

Juneau  Commission  of  Public  Works June  10,  1914 

Equitable  Electric  Light  Conipany  (Lake  Geneva) January  30, 1914 

Lancaster  Light  and  Power  Company January  12,  1914 

Manitowoc  Water  and  Electric  Department May  8,  1914 

Milton  Water,  Light  and  Power  Company March  25,  1914 

Menasha  Municipal  Light  and  Water  Department March  13,  1914 

Medford  Light  and  Heating  Company March  19,  1914 

Mineral  Point  Public  Service  Company January  21,  1914 

Mondovi  Light  and  Power  Company April  2,  1914 

Mosinee  Light  and  Power  Company February  3,  1914 

New  Lisbon  Electric  Light  and  Water  Department September  17,  1913 

Oneida  Gas  Conipany Feoruary  16,  1914 

Oshkosh  Water  Department January  31,  1914 

Princeton  Electric  Light  Department Februar>^  6,  1914 

Randolph  Municipal  Light  and  Water  Department  ...March  3,  1914 

Sturgeon  Bay  Utilities  Commission April  30,  1914 

Water  and  Light  Commission  (Two  Rivers) January  29,  1914 

Water  and  Light  Commission  (Waterloo) January  29,  19^4 

Washburn  Electric  Light  and  Power  Company March  19,  1914 

Waukesha  Water  Commission January  22,  1914 

Waupun  Water  and  Electric  Department  May  9,  1914 

Winneconne  Heat,  Light  and  Power  Company January  31,  1914 

Accounting  Systems  Installed — Other  Than  Telephone  Utilities. 
July  /,  1913— June  30,  1914. 

Columbus  Water  and  Electric  Commission 

Clinlonville  Water  and  Electric  Commission 

Delavan  Water  Department 

Grand  Rapids  Water  Department 

Johnson  Creek  Water  Department 

Kaukauna  Water  Department 

Equitable  Electric  Company.  Lake  Geneva,  Wisconsin 

Lancaster  Light  and  Power  Company 

Mukwonago  Municipal  Water  Department 

Mineral  Point  Public  Service  Company 

Mosinee  Electric  Company 

McGowan  Water,  Light  and  Power  Company,  Milton  Junction 
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In  addition  to  the  foregoing,  systems  were  partly, 
installed  for  the  Oshkosh  Water  Department  and  for 
the  Sheboygan  Railway  and  Electric  Company,  both 
of  which  have  been  completed  since  the  end  of  the 
year. 

Accounting  Systems  Installed  for  Telephone  Utilities, 
July  1,  1913,— June  30,  1914. 

Name  of  Utility  Location 

Carter  and  Wabeno  Telephone  Company Mountain 

Mosinee  Telephone  Company Mosinee 

Bell  Telephone  Manufacturing  Company Hayward 

Beloit  Farm  Telephone  Company Beloit 

Boscobel  Telephone  Company ■ Boscobel 

Clear  Lake  Telephone  Company ." Clear  Lake 

Coloma  Telephone  Company Coloma 

Dodge  County  Telephone  Company .'.Reeseyille 

Eureka  Telephone  Company Woodland 

Footville  Telephone  Company Footville 

Forestville  Telephone  Company Forestville 

Friendship  Telephone  Company.. _^ Friendship 

Harmony  Telepnone  Company Peshtigo 

Larsen  Telephone  Company... Larsen 

Mill  town  Mutual  Telepnone  Company Milltown 

Nelsonville  Telephone  Company Nelsonville 

New  Auburn  Telephone  Company New  Auburn 

Oconto  Rural  Telephone  Company ..Oconto 

Orfordville  Telephone  Company Orfordville 

Osceola  Farmers  Mutual  Telephone  Company Osceola 

Ozaukee-Washington  County  Telephone  Company Thiensville 

Pardeeville  Telephone  Company Pardeeville 

Price  County  Telephone  Company Phillips 

Spooner  Telephone  Company Spooner 

Washington  County  Telephone  Conipany ..Schleisingerville 

Troy  and  Honey  Creek  Telephone  Company.. Prairie  du  Sac 

Muscoda  Mutual  Telephone  Company Muscoda 

Amherst  Telephone  Company . Amherst 

Argyle  Telephone  Company Argyle 

Brown  County  Telephone  Conipany Denmark 

Fennimore  Mutual  Telephone  Company Fennimore 

Hubertus  Telephone  Company Richfield 

Manawa  Telepnone  Company Manawa 

Leeds  Farmers  Telephone  Company Poynette 

Deerfield  Telephone  Company Deerfield 

Clark  County  Telephone  Company Colby 

Following  is  a  list  of  amendments  of  utility  rates, 
other  than  those  handled  in  formal  actions  before 
the  Commission,  which  have  been  filed  with  the  Com- 
mission during  the  year.  The  list  shows  the  name 
of  the  utility,  the  locality  affected  by  the  amend- 
ment, and  the  nature  of  the  amendment.  There 
have   been   included    not   only   changes   in   the   rates 


Digitized  by  VjOOQIC 


The  Work  of  the  Year — Statistical  31 

themselves  but  changes  in  rules  and  practices  which 
in  any  way  affect  the  charges  paid  by  consumers. 
For  example,  such  rules  as  those  relating  to  charges 
for  reconnection,  to  prices  for  the  sale  of  lamps, 
or  to  discount  and  penalty  provisions  have  been 
included.  During  the  year  the  Commission  under- 
took an  informal  investigation  of  utility  practices 
as  to  extension  of  lines  to  serve  new  consumers, 
believing  that  charges  made  against  consumers  in 
connection  with  the  extension  of  lines  constitute  a 
part  of  the  rate  schedule  as  truly  as  do  the  charges 
made  directly  for  the  product  or  service  of  the  util- 
ity. The  failure  of  any  utility  to  ifollow  a  uniform 
practice  in  regard  to  extensions  must  necessarily 
lead  to  discriminations  as  objectionable  as  any  aris- 
ing from  variations  in  the  methods  of  applying  the 
schedule  of  service  rates.  All  rules  filed  by  utilities 
are  considered  a  part  of  their  rate  schedules.  The 
following  lists  of  utilities  which  have  filed  amend- 
ments includes  all  utilities  which  filed  with  the  Com- 
mission any  rules  or  changes  of  rules  affecting  the 
final  cost  of  service  to  the  consumer.  All  utilities 
which  filed  original  schedules  during  the  year  are 
also  included,  and  the  action  taken  with  regard  to 
acceptance  or  rejection  is  also  shown. 
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I.     ELECTRIC    SCHEDULES 

A.     AinEXDiasNTs. 

/.      Accepted  Amendments 


Dale 
filed 


7-  1-13 

7-  3-13 
7-1^13 

7-28-13 

8-2-13 

8-  4-13 

8-  8-13 


8-  9-13 
8-13-13 


8-15-13 
8-21-13 


9-  8-13 
9-10-13 


9-23-13 


9-24-13 


9-30-13 


10-  3-13 


lO-  7-13 
10-13-13 


10-18-13 


Utility 


Park  Falls  W.  Lt.  &  Pr.  Co 

Mun.  El.  Plant.- 

La  Crosse  G.  &  El.   Co 

T.   M.  E.  R.  &  L.   Co 

Mun    El.  Plant 

Men.   &   Mar.   Ll.   &  Tr.   Co 
Wells  Power  Co 

Lancaster  El.  Lt.  Co 

Lancaster  El.  Lt.   Co 

Mun.  El.  Plant 

Athens  El.  Lt.  &  Pr.   Co.._. 

Superior  W.   Lt.  &  Pr.   Co... 

T.  M.  E.  R.  &L.  Co 

M.  L.  IL  &T.  Co 


Wausau   Street   Ry.   Co 

M.  L.  H.  &T.  Co 

T.  M.  E.  R.  &L.  Co^. .__ 

Wells  Pr.   Co 

Plankinton  El.  Lt.  &  Pr.  Co. 

Ry.   Exch.   Bldg.   Co 

Commonwealth  Pr.  Co 

Wells  Pr.   Co 

Ry.   Exch.  Bids.   Co 

NiolitorA  Hummel  Realty  Co, 
Plankinton  El.  Lt.  &  Pr.  Co 

T.  M.  E.Ri&  L.  Co 

Commonwealth  Pr. -Co 

Southern  Wis.  Pr.   Co 

Wis.  Tr.  Lt.  H.  &  Pr.  Co 

Sauk  City  El.  Lt.   Plant 

Antigo  Elec.   Co 

Men.  &  Mar.  Lt.  &  Tr.  Co 


Applicable  at 


Park  Falls 

JefTerson 

La  Crosse 

Milwaukee 

Two   Rivers.._ 

Marinette 

Milwaukee 


Fennimore 

Bloomington... 

Lake  Mills 

Athens 

Superior.- 

Milwaukee 

Racine,  S    Mil. 
Cudahy,    St. 
Francis,        W 
Milw.,       Wau- 
watosa,      E. 
Milw.,    White- 
fish     B  ay  — 
Hales  Corners, 
St.        Martins, 
Waterford, 
Rochester, 
E    Troy, 
Mukwonago 
West  Allis. 

Wausau 
Jefferson,     Ft. 

Atkinson. 

Lake     Mills. 
Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Portage 

AppIeton_ 

Sauk   City 

Antigo 

Marinette 


Relates  to 


Amendment  to  street  lighting 
contract 

Rate  for  cooking  purposes. 

Rule  relating  to  consumers' 
deposits. 

Amendment  to  schedule  of  in- 
candescent lamp  prices. 

Power  schedule. 

Wholesale  power  rate. 

Agreement  for  interchange  of 
service  between  T.M.E.R. 
&   L.   Co.  A  Wells  Pr.   Co. 

Contract  with  village  of 
Fennimore. 

Contract  with  village  of 
Bloomington. 

Elec.  heating  rates. 

Reduction  in  incand.  lamp 
prices. 

Reduction  in  incand.  lamp 
prices. 

Reduction  of  minimum  month- 
ly bill  from  $1.00  to  $.50 
(res.   Itg.) 

Reduction  of  minimum  month- 
ly bill  from  $1.00  to  $.50 
(res.  Itg.) 


Amend,  to  mun.  Itg.   rates. 
Rate  for  furnishing  current  to 
local  utilities. 

Rate  for  commercial  orna- 
mental St.  Itg. 

Rale  for  commercial  orna- 
mental street  Itg. 

Rale  for  commercial  orna- 
mental street  Itg. 

Rate  for  commercial  orna- 
mental street  Itg. 

Rate  for  commercial  orna- 
mental street  Itg. 

Amend,  to  off-peaic  pr.  rate 

Amend,  to  off-peak  pr.  rale 

Amend,  to  off-peak  pr.  rate 

Amend,  to  off-peak  pr.  rate 

Amend,  to  off-peak  pr.  rate 

Amended  schedule  of  incand, 
lamp  prices. 

Amend,  to  contract  between 
Portage  El.  Lt.  Co.  &  S. 
Wis.   Pr.   Co. 

Discontinuing  use  of  Nernst 
lamps. 

Collection    of    monthly    bills. 

Reduced  rate  for  charging  of 
automobile  batteries. 

Amend,  to  rule  affecting  lamp 
renewals. 
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DaU 

filed 

UUlity 

Applicable  to 

Relates  to 

10-18-13 

Men.  A  Mar.  Lt  A  Tr  Co 

Marinette 

Gen.  rules  A  regulations. 

10-21-13 

Wis.  Pub.  Ser.  Co 

Green  Bay. 

Pr.   rate    for  Green  -Bay   and 
territory    along     interurban 
lines. 

10-21-13 

Wis.  Pub.  Service  Co 

De  Pere 

Contract  for  pr.  to  be  furnish- 
ed   the    DePere    El.    Lt.    A 
Pr.  Co. 

10-23-13 

Plankinton  El.  LI.  A  Pr.  Co. 

Milwaukee 

Amended  schedule  for  incand. 

lamps. 
Amend,    regarding    ownership 
of  meters,  and  charge  for  re- 

10-24-13 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Marinette 

connection. 

10-27-13 

Peninsular  Pr.  Co 

Florence 

Wholesale  power  rates. 

10-28-13 

Water  A  Lt.  Commission 

Plymouth 

Amended  power  rate. 

11-  5-13 

Oshkosh  Gas  Lt.  Co 

Oshkosh 

Sched.  for  combined  Itg.  A  pr. 

» 

service. 

lJ-11-13 

M.  L.  H.  AT.  Co. 

Milwaukee 

Amend,  affecting  cl.  service 
with  pr.  factor  less  than 
759b. 

Power  schedule. 

11-14-13 

Mun.  El.  Plant 

Reedsburg 

Twin  Bluffs 

11-18-13 

Mill.  Pr.  A  Lt.  Plant 

Amend,  to  schedule 

11-21-13 

Cambridge  Lt.  A  Pr.  Co 

Cambridge 

Rule  for  delinquent  payments 

11-21-13 

Baraboo  G.  A  El.  Co ._ 

Baraboo 

Amend  to  street  Itg.  rate. 
Amend,     relating    to     display 

lighting. 
Amend,  to  power  rate. 

11-22-13 

Men.  A  Mar.  Lt.  A  Tr.  Co.... 

Marinette 

12-  1-13 

Arcadia  El.  A  Water  Plant.. „ 

Arcadia 

12-  1-13 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co... 
T.  M.  E.  R.  A  L.  Co 

Menomonie 

Street  Itg.  contract. 

Amend,  to  residence  Itg.  rate 

12-  &-ia 

Milwaukee 

Alma 

12-  8-13 

Alma  El.  Lt.  Co.             -      __ 

Rules  relating  to  extension  of 
electric,  lines. 

•« 

Antiffo  EL   Co 

Antigo     .. 

«4 

•• 

Ashland  Lt.  Pr.  A  St.  Ry.  Co.. 

Ashland 

«• 

•• 

Baraboo  G.  A  El.  Co 

Baraboo . 

** 

•* 

Beaver  Dam  Lt.  A  Pr.  Co_- 

Beaver  Dam... 

•* 

Columbus  W.  A  Lt.  Plant.. 

Columbus 

•• 

«< 

Mun.  Water  A  Lt,  Plant 

Elroy 

*• 

*• 

N.  C.  Foster  Lbr.  Co 

Fairchild 

•* 

<4 

E.  Wis.  Ry.  A    Lt.  Co 

Pond  du  Lac. 

•  • 

*• 

Ft.  Atkinson  W.  A  Lt.  Com... 

Ft.  Atkinson... 

•* 

(« 

Grand  Rapids  El.  Co 

Mun.  El.  Lt.  Plant 

Grand  Rapids.. 

Greenwood 

Janesville 

Manitowoc 

•• 

«• 

•• 

•• 

Janesville  El.  Co 

«« 

•• 

Manitowoc  El.  Lt.  Co 

«« 

** 

Medford  Lt.  A  Htg.  Co 

Medford 

•• 

•• 

Merrill  Ry.  A  Ltg.  Co 

Mondovi  Lt.  A  Pr.  Co 

Merrill 

** 

•• 

Mondovi 

** 

•* 

Montello  Granite  Co 

Montello 

** 

*• 

New  Richmond  Pr.   Co 

New  Richmond 

•* 

•• 

City  Lta.  Plant- 

North  Freedom 
Pt.   Washingfn 

Randolph 

Richrd  Center. 

•* 

«4 

Water  A  Lt.  Plant 

•• 

«• 

Mun.  El.  Lt.  Plant 

•• 

«« 

Richland  Center  El.  Plant- 

** 

•« 

Superior  W.  Lt.  A  Pr.  Co... 

Superior 

•* 

•• 

Waupun  Mun.  El.  Plant 

Waupun 

•• 

Wausau  St.  Ry.  Co 

Wausau 

Westboro 

Westby 

Whitewater 

•* 

•• 

Wcstboro  Lbr.  Co             ..   . 

•  « 

«< 

Westby  El.  Lt.  Co. 

•• 

•• 

Whitewater  El.  Lt.  Co 

** 

•  • 

Winneconne  Ht.Lt.A  Pr.Co.. 

Winneconne..  _« 

** 

12-  9-13 

Albany  El.  Lt.  A  Htg.  Co.. 

Albany 

Amery  El.  Co. . 

Amery 

•• 

•  a 

Arcadia  El.  Lt.  A  W.  Plant... 

Arcadia 

«• 

•  ■ 

Mun.  El.    -t.  Plant 

Argyle 

•• 

Mun.  El.  Lt.   Plant 

Belmont 

•• 

•  • 

Mun.  El.    ^t.  Plant- 

Blair 

•• 

•« 

Cazenovia  Lt.  A  Pr.  Co 

Cazenovia 

•• 

«• 

Water  A  Lt.  Plant 

Clintonville 

Darlington 

Durand 

•  • 

Darlington  El.  Co 

M 

•  • 

Durand  Lt.  A  Pr.  Co 

•  4 

•• 

Horicon  Lt.  A  Pr.  Co 

Horicon 

•• 

•* 

El.  Lt.  A  Pr.  Co -_ 

lola 

•• 

WaUr  Lt,  A  Pr.  Co 

Marshfield 

Digitized  by 


Google 


34 


Report  of  the  Railroad  Commission 


Date 
filed 

utmty 

Applicable   at 

Relates  to 

12-  9-13 

T.  M.  E.-R.  A  L.  Co 

Milwaukee 

New  London  ._ 

Oakfield 

River  Falls 

Somerset 

Stanley 

Sun  Prairie 

Viola 

Rules  relating  to  extension  of 
elec.  lines.^ 

<« 

EL  Lt.  A  Water  Com 

Oakfield  Lt.  A  Pr.  Co 

EL  Lt.  Dept 

•« 

Apple  River  Pr.  Co 

•• 

„ 

Northwestern  Lbr.    Co 

Mun.  El.  Plant 

., 

•« 

Viola  Lt.  A  Pr.  Co _-. 

«• 

<« 

West  Bend  Htg.  A  Ltg.   Co. 

Wittenberfl  Elec.  Co 

Viroqua  El.  Lt.  Co 

West  Bend 

Wittenberg 

Vernon  Co. 
Poor    Farm, 
Viroqua,    Ver- 
non   Co.    Asy- 
lum,   Viroqua. 

Algoma 

Appleton,     Me- 
nasha.     Neenah 

Barron 

Bloomer 

Colfax 

Fountain  City.. 

Hustisford 

Kewaskum 

Ladysmith 

Lake  Geneva... 

Lomira .,. 

Loyal 

Contract  for  lighting   Vernon 
County  poor  Tarm  and  Ver- 
non county  asylum. 

Rules  relating  to  extension  of 
elec.  lines. 

12-10-13 

0 

City  Water  A  Lt.  Plant.... 
Wis.   Tr.   Lt.   Ht.    A   Pr.    Co 
Lt.  A  Water  Com 

•• 

Bloomer  El.  Lt.  A  Pr.  Co... 
MilL  A  Pr.  Plant .-. 

., 

•• 

Lt.  A  Pr.  Co _ 

•« 

«« 

Lt.  Pr.  A  Mfg.  Co _ 

«• 

•• 

EL  Lt.  Co 

•• 

•« 

Ladysmith  Ltg.  Co 

•• 

„ 

Equitable  El.  Lt.  Co 

Lomira  El.  Lt.   Co_ 

** 

•• 

El.  LL  A  Water  Works 

McUcn  W.  A  Lt.  Co 

Omro  El.  Lt.  Co 

•« 

** 

Mellcn 

Omro 

** 

•• 

Arnold  Te  Ronde 

Oostburg 

Sheboygan 

Stougntonl 

Birnamwood 

Cash  ton.. 

Elderon 

Frederic 

GalesvUle 

Grcsham __ 

Kilbourn 

Manawa.. 

Mishicot 

Mosinee 

Oconomowoc... 

Pardeeville 

Prairie  duChien 
Random   Lake. 

Rib  Lake 

Ripon 

•« 

12-11-13 

Sheboygan  Ry.  A  El.  Co.... 

Mun.  EL  Lt.  System.. 

El.   Lt.  Plant 

l 

Mun.  Lt.  A  Water  Plant 

Elderon  Lt.  A  Pr.  Co 

A.   0.   Dahiberg 

:: 

•« 

Davis  Mill  Co 

•« 

«• 

Richard  Bros 

«• 

«4 

Southern  Wis.  Pr.  Co 

UtUe  Wolf  River  Lbr.   Co.. 

Mishicot  Lt.   A  Pr.   Co 

Mosinee  EL  Lt.  A  Pr.   Co... 

Oconomowoc  Lt.  Dept 

Pardeeville  El.  Lt.  Plant 

Prairie  City  El.   Co. 

*« 

•• 

El.  LL   A  Pr.   Co 

«• 

•• 

Mun.  El.   Lt.  Plant 

•• 

»« 

Light  A  Water  Com. 

Stevens  Point  Ltg.  Co 

Viroqua  El.  Lt.   Co 

•• 

** 

Stevens  Point. . 

Viroqua 

Walworth 

Oakfield 

Cadott _-- 

Athens. 

Cassville 

Dodgeville 

Elmwood 

Grafton 

Grantsburg 

Mauston 

Mineral  Point.. 

Necedah. 

New   Lisbon 

Plainfield 

Twin  Blufifs 

Whitehall 

Milwaukee 

.« 

i; 

Walworth  Ltg.  Plant 

Oakfield  Lt.  A  Pr.  Co 

Cadott  Mun.  Plant 

Amend,  to  minimum  bill. 
New    pr.    rate    and    amended 

12-12-13 

Elec.  Lt.  A  Pr.  Co 

meter  rates. 
Rules  relating  to  extension  of 

Elec.  Lt  A  Water  Plant 

Elec.  Lt.  A  Pr.  Co 

elec.  lines 
Amend,     rclal 

Inter-County  Lt.  A  Pr.  Co.. 
Lt.  Ht.  A  Pr.  Co 

Grantsburg  Elec.    Plant _ 

Elec.  Service  Co  ... 

Public  Service  Co 

Mlg.  A  Elec.  Co 

Mun.  Elec.   Lt.  Plant 

Starks  A  Skeel 

Twin   Bluffs   Mlg.Pr.A   Lt.Pl. 

Whitehall  El.  Lt.  Plant 

M,  L  .H.  A  T.  Co 

Ling     to     service 

with    pr,    f 

75  ^T. 

actor    less    than 
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Date 
filed 

UUlity 

Applicable  at 

Relates  to 

12-13-13 

Mun.  Lt.  Plant 

Kilbourn 

Milwaukee 

Muscoda 

Onalaska 

Superior 

Green  Bay 

Iron  River 

Madison 

Milwaukee 

Oshkosh 

Two  Rivers 

Edgerton. 

Independence.. 
Oconto  Falls... 

Portage 

Sturgeon  Bay.. 

Theresa 

Mequon 

Baldwin. 

Bangor. 

Hudson 

Lodi..    . 

Rules  relating  to  extension  of 
elec.  lines. 

•« 

Commonwealth  Pr.  Co 

Elec.  Lt.  &  Pr.  Co 

<« 

12-15-13 

«« 

Wis.  Ry.  Lt.  A  Pr.  Co. 

Superior  W.  Lt.  &  Pr.  Co... 
Green  Bay  G.  &  El.  Co 

W.  Lt.  A  Tel.  Co 

Schedule  amended. 
Rules  relating  to  extension  of 
elec.  lines. 

„ 

Madbon  G.  A  El.  Co 

Wells  Pr.  Co 

,^ 

«< 
12-16-13 

Oshkosh  Gas  Lt.  Co 

Two  Rivers  W.  A  Lt.  Plant.... 

Edgerton  El.  Lt.  Co 

Mun.  El.  Plant 

•J 

<< 

Oconto  Falls  W.  A  Lt.  Plant 
Portage  El.  Lt.  A  Pr.  Co... 

Lt.  W.  A  Ht.  Plant 

El.   Lt.  A  Pr.  Co 

y 

12-17-13 

Milw.  Northern  Ry.  Co 

EI.  Lt.  A  Pr.  Co 

Contract  for  service  between 
MUw.  N.  Ry.  Co.  A  G.  A. 
Kletzsch.  A  the  MUw. 
River    Canning    Co. 

Rules  relating  to  extension  of 

4( 

Hussa  Bros.  El.  Lt.  A  Pr.  Co. 
Burkhardt  Mlg.  A  El.  Pr.  Co. 
Mun.  El.  Lt.  Plant    , 

elec.  lines. 

•• 

Men.  A  Mar.  Lt.  A  Tr.  Co.... 
Rosholt  El.  Lt.  Co 

Marinette 

Rosholt 

Eagle  River 

Boscobel 

Burlington 

MUton  Jet 

Westfield 

Oconto 

N.  Milwaukee. 
Milwaukee 

Eau  Claire 

Tomahawk 

Washburn 

Milwaukee 

Waterloo 

Mondovi 

Menomonie 

Plainfield 

Blanchardville  . 

Cleveland 

Jefferson 

Seymour 

Ashland 

Chetek 

Oconto 

Hillsboro 

Wausau 

Hayward 

Lancaster. 

MUton 

Brown  town 

,. 

12-lft-13 

4« 

13-1^13 

Eagle  River  Lt.  A  W.  Co... 
Boscobel  El.  Lt.  Plant 

Burlington  El.  Lt  A  Pr.  Co... 
McGowan  W.  Lt.  A  Pr.  Co 

Mlg.  A  Elec.  Lt.  Co.. 

Oconto  Elec.  Co 

Amended  schedule. 
Rules  relating  to  extension  of 
elec.  lines. 

«• 

12-21-13 

N.  MUw.  Lt.  A  Pr.  Co 

T.  M.  E.  R.  A  L.  Co 

Amend,    to   standard  rate  for 

12-22-13 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co... 
Lt.  Tel.  A  Imp.  Co 

ornamental  street  Itg. 
Rules  relating  to  estension   of 
elec.  lines. 

«4 

El.  Lt.  A  Pr.  Co 

<< 

12-23-13 
12-24-13 

Molitor  Box  Co _ 

Waterloo  W.  A  Lt.  Com....{ 

Mondovi  Lt.  A  Pr.  Co 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co... 

Starks  A  Skeel 

Amend,  to  street  Itg.  sched. 

Emergency  Itg.  sched.  for 
Stout  Schools  at  Menomo- 
nie. 

Contract    between    Starks    A 

12-26-13 

Water  A  Lt.  Plant 

Skeel  and  viU.  of  Plainfield. 
Rules  relating  to  extension  of 

Cleveland  Lt.  A  Pr.  Co 

Water  A  Lt.  Dept 

elec.  lines. 

»« 
12-29-13 

12-30-13 

•• 

Seymour  El.  Lt.  Plant 

Ashland  Lt  Pr.  A  St.  Ry.  Co.. 
Chetek  Lt.  A  Pr.  Co 

Peoples  Land  A  Mfg.  Co 

HiU^boro  Lt.  A  Pr.  Co 

Wausau  St.  Ry.  Co 

Rules  and  regulations. 
Rules  relating  to  extensyon  of 
elec.  lines. 

Sched.   for   planing    and    saw 

12-31-13 
1-2-14 

1-  &-14 

Hayward  El.  Lt.  A  Pr.  Co.... 

Lancaster  El.  Lt.  Co 

MUton  W.  Lt.  A  Pr.  Co 

Mun.  Lt.  Plant 

miUs    A    contract    with    B. 
Heineman  Lbr.  Co. 
Rules  relating  to  extension  of 
dec.  lines. 

Amend,    relating   to   time   for 

payt.  of  bUls. 
Rules  relating  to  extension  of 

elec.  lines. 
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Date 
filed 


Utility 


Applicable  at 


Relates  to 


1-  7-14 


1-  8-14 


1-  9-14 
1-10-14 


1-12-14 
1-13-14 


1-14-14 
1-15-14 

1-19-14 

1-23-14 

1-23-14 
1-24-14 

1-30-14 

2-  fr-14 

2-  7-14 

2-  9-14 
2-12-14 

2-14-14 

2-17-14 
2-1^14 


2-27-14 
2-28-14 

3-  2-14 
3-  3-14 
3-  5-14 

3-  6-14 


3-  fr-14 


La  Crosse  G.  &  El.  Co. 


Plymouth  Mun.  El.  Plant- 
Great  Northern  Pail  Co 

T.  M.  E.  R.  &  L.  Co 

Glenwood  &  Downing  Lt.A 
Pr.  Co 


Waupaca  El.  Lt.  A  Ry.  Co._ 
La  Crosse  G.  &  El.  Co 


Chip.  Val.  Ry.  Lt.  &  Pr.  Co... 
Chip.  Val.  Ry.  Lt.  &  Pr.  Co... 
Calumet  Service  Co.._ 


Bruce  W.  A  Lt.  Com.. 
Janesville  El.  Co 


Cedar  Grove  Tel.  Co.   (El.) 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co._ 

Rhinelander  Pr.   Co 

Mun.  El.  Lt.  Plant 


Elkhorn  Lt.  A  W.  Com. 
Falls  Lt.  A  Pr.  Co 

T.  M.  E.  R.  AL.  Co 


T.  M.  E.  R.  AL.  Co — 

Monroe  Elcc.  Co 


New  Richmond  El.  Lt.  PH.. 
Janesville  Elcc.  Co 


Wis.  Gas  A  El.  Co. 


Light  A  Water  Plant.. . 
Weyauwega  El.  Lt.  Co. 

Portage  El.  Lt.  A  Pr.  Co. 
Wausau  St.  Ry.   Co 


Brodhead  El.  Co. 
Ross  Mlg.  Co 


Equitable  El.  Lt.  Co 

Equitable  El.  Lt.  Co 

Milw.  Northern  Ry.  Co.. 

M.  L.  H.  A  T.  Co 


M.  L.  H.  AT.  Co. 


La  Crosse. 


Plymouth.. 


Gillett 

Milwaukee.. 


Glenwood.. 

Waupaca.. 
La  Crosse. 


Eau  Claire 

Eau  Claire 

Chilton 


Bruce 

Janesville. 


Cedar  Grove.. 

Menomonie... 

Rhinelander 

Reedsburg... 


Elkhorn 
Sheboyi 
Milwaul 


Sheboyaan  Fls. 
IKCC 


Milwaukee.. 
Monroe 


New  Richmond 
Janesville 


Kenosha. 


FUchl*d  Center. 
Weyauwega... 


Portage  . 
Wausau- 


Brodhead... 
WUd  Rose- 


Lake  Geneva.. 
Lake  Geneva.. 
Cedarburg 


Points  between 
Waukesha  A 
Watertown.  A 
at  Pewaukee 
A       Nashotah 

Racine.  S.  Mil 
Cudahy.  Wau- 
watosa,  W.Al- 
lis,  Whitcfish 
Bay.  E.  Troy. 
St.  Francis, W. 
Milw.,  E.  MU 
Mukwonago, 
WaterforOj, 
Rochester,  St. 
Martin's.  John- 
ton's  Creek. 
Hales  Corners. 
Jefferson, 
Ft.  Atkinson. 
A  Lake  MUU. 


Amend,  relating  to  gas  A 
elec.  extensions  to  new  con- 
sumers. 

Rules  relating  to  extension  of 
elec.  lines. 

Contract    with    Federal     Sign 

svstem. 
Rules  relating  to  extension  of 

elec.  lines. 

Rules  relating  to  extension  of 

elec  lines. 
Amend,  to  Itg.  rate. 
Wholesale  power  contract 
Rules  relating  to  extension  of 

elec.  lines. 

Statement  of  charges  for  serv- 
ice   outside  corporate    limits 

Rules  relating  to  extension  of 
elec.    lines.  ^^ 

Two     contracts  for  pr.  service. 
Rules  relating  to  extension  of 
elec.  lines. 


Rate  schedules  for  water  pr. 

service. 
Sched.  for  flat  rate  display  Itg 
Rules  relating  to  extension  of 

dec.  lines. 

Rates  for  sign  A  window  de- 
corative Itg.    A  flat  rates. 

Rules  relating  to  extension  of 
elec.  lines. 

Amended  meter  schedule. 

Rules  relating  to  extension  of 
elec.  lines. 

Rules  A  regulations. 

20%  disct.  for  unexpired  part 
of  contract  with  Underwood 
Veneer  Co. 

Rules  relating  to  payt.  of  bills 

Amend,  relating  to  discontin- 
uance of  elec.  consumers. 

Rates   for    patrolled    service. 

Excess  indicator  sched. 

Rules  relating  to  extension  of 
elec.  lines. 

Amended  rate  schedule  for 
elec.  service. 


Rate     for     residence     Itg. 
short  time  rate. 
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Date 
filed 


Utility 


Applicable  at 


Relates  to 


3-11-14 


3-12-14 
3-21-14 
3-25-14 

3-30-14 
4-  1-14 

4-  2-14 

4-  4-14 
4-  6-14 
4-11-14 
4-21-14 


4-23-14 

5-11-14 
5-18-14 

5-22-14 

5-26-14 
5-2«-14 
6-  1-14 


6-  4-14 
6-  8-14 
6-  9-14 
6-10-14 
6-15-14 
6-20-14 

6-22-14 
6-24-14 
6-24-14 
6-27-14 
6-30-14 


Rhinelander  Pr.  Co. 


Wausau  St.  Ry.  Co 

Commonwealth  Pr.  Co 

E.  Wis.  Ry.  &  Lt.  Co 

T.  M.  E.  R.  &  L.  Co.._ 

Waukesha  G.  A  El.   Co 

Fox  River  Mlg.  A  Pr.  Co.. 

Superior  W.  lA.  &  Pr.  Co.. 

Wells  Pr.  Co 

Lancaster  Lt.  A  Pr.  Co 

Wells  Pr.  Co 

T.  M.  E.  R.  A  L.  Co 

Commonwealth  Pr.  Co 

Fox  River  Mlg.   A  Pr.   Co.. 
Equitable  El.   Lt.  A  Pr.   Co 

Monroe  El.  Co 

Water  A  Lt.   Dept .1. 

Peninsular  Pr.  Co 

Burlington  El.  Lt.  A  Pr.  Co. 

T.  M.  E.  R.  A  L.  Co 

Watertown  G.  A  El.  Co... 

El.  A  Water  Co 

Lt.   Pr,  A  W.   Plant 

Beloit  W.  Gas  A  El.  Co._. 

Cadott  El.  Plant 

Mun.  El.  Lt.  System 

Monroe  El.  Co 

Wis.  Foundry  A  Steel Wks.. 

E.   Wis.   Ry.  A  Lt.  Co 

Plankinton  El.  Lt.  A  Pr.  Co.. 
El.   Lt.  A  Fuel  Co 


Rhinelander.. 


Wausau 

Milwaukee  .. 
Fond  du  Lac 

Milwaukee... 
Waukesha 

Pardeeville.. 

Superior 

Milwaukee.. - 

Lancaster 

Milwaukee... 

Milwaukee 

Milwaukee 

Pardeeville 

Lake  Geneva. 

Monroe 

Jefferson 

Florence 

Burlington 

Milwaukee 


Watertown 

Grand  Rapids. 

Bayfield 

Beloit 

Cadott 

Stoughton 

Monroe. 

Cedar  Grove.. 
Fond  du  Lac. 

Milwaukee 

Baldwin 


Contract  with  Rhinelander 
Llg.  Co.  A  rate  for  el.  ser- 
vice not  covered  by  con- 
tracts entered  into  prior  to 
Apr.   1,   1907. 

Amend,   to  optional   Itg.  rate. 

Complete  schedule  of  rates. 

Continuous  meter  reading  sys' 
tern. 

Sched.  of  incand.  lamp  prices. 

Rules  relating  to  extension  of 
elec.  lines. 

Rules  governing  payt.  of 
monthly  bills. 

Incand.  lamp  prices. 

Incand.   lamp   prices   A   rules. 

Power  rate. 

Complete  sched.  for  elec. 
service. 

Short  time  rate. 

Amended  sched.  of  incand. 
lamp  prices. 

Rate  for  moving  picture  shows 

Amend,  to  excess  indicator 
sched. 

Rule  relating  to  inspection  of 
connected  load. 

Rate  for    power. 

Sched.  for  power  rates  (large). 

0|>tional  rate  for  power  serv- 
ice. 

Standard  rate  for  ornamental 
street  Itg.  (Nitrogen  filled 
lamps). 

Summer  elec.  pr.  agreement. 

Cash  disct.  on  It.  A  pr.  bills. 

Pr.  rate  A  rate  for  elec.  ranges 

Contract  for  street  Itg. 

Penaltv    for    delinquent    pyts. 

Amended  rules  for  elec.  ser- 
vice. 

OfT-peak  Itg.  rate. 

Contract  for  street  Itg. 

Amended   incan.    lamp   prices. 
Power  schedule. 


I.     ELECTRIC    SCHEDULES. 

A.     AmNDioBim. 

2.      Rejected   Amendments. 


Date 
filed 

Utility 

Applicable  at 

Relates  to 

7-12-13 
9-10-13 

La  Crosse  G.  A  El. 
M.  L.  H.  A  T.  Co 

Co 

La  Crosse 

In      municipali- 
ties     supplied 
by    this    com- 

NfSton 

Monroe 

Rate   for   ofT-peak    service. 
Proposed  uniform  street  light- 
ing schedule. 

Minimum  rate  of  75c  per 
month  (advised  to  file  ap- 
plication for  author,  y  to 
increase  rates.)             it 

Two  rules  rejected. 

1-  2-14 
5-22-14 

Milton  W.  Lt.  A  Pr 
Monroe  El.  Co 

Co.... 
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I.    electric  schedules. 

B.     Rbtibed  Schbdulks. 
1.     Accepted. 


Date 
filed 


Utility 


Applicable  at 


Relates  to 


8-26-13 


9-  3-13 
9-10-13 


9-10-13 

11-18-13 

I2r'  6-13 

1-  9-14 

1-27-14 

5-  4-I4 


La  Crosse  G.  &  El.  Co. 

La  Crosse  G.  &  El.  Co. 
M.  L.  H.  <&  T.  Co 


Ellsworth  Ht.  Lt  &  Pr.  Co 

New  Richmond  Pr.  Co 

West  Bend  Ht.  &  Lt.  Co... 
West  Bend  Ht.  &  Lt.  Co... 
Mun.  Elec.  Plant 

Sheboygan  Ry.  &  El.  Co 


La  Crosse 

La  Crosse 

Cudahy.  E.Mil 
E.    Ttoy,    Ra- 
cine, S.  Milw., 
Wauwatosa, 
W.    AUis.    ^. 

Milwaukee 

Ellsworth—.-.. 
New  Richmond 
West  Bend.:.. 

West  Bend 

Evansville 


Sheboygan.. 


Revised  rate  for  ofT-peak  ser- 
vice. 
Revised  sign  Itg.  rate. 
Revised  scnedule. 


Revised   It.   &   pr.   sched. 
Complete  revised  sched. 
Revised  power  schedule. 
Revised    Itg.    &    pr.    rate.  ■ 
Complete    revised    sched.    of 

rates. 
Complete  revbed  schedule. 


I.     ELECTRIC  SCHEDULES. 
B.     Rktiskd   Schkdttubs. 
2.     Rejected. 


6-25-13 
2-17-14 


Lt.  &  Pr.  Co 

Neillsville  El.  Co. 


Spring  Valley.. 
Neillsville 


Revised  schedule  of  rates. 
Revised  schedule  of  rates. 


I.     ELECTRIC    SCHEDULES. 

C.       ORIGINiOi    SCHBDTTUBS. 

1.     Accepted. 


Date 
filed 

Utility 

Applicable  at 

Relates  to 

7-  3-13 
7-  8-13 
7-  8-13 
7-12-13 
7-15-13 
7-16-13 
7-.28-13 

Hackley-Phelps-Bonnell  El.C. 

Interstate  Lt.  &  Pr.  Co 

Oakfield  Lt.  &  Pr.  Co 

Thicnsville  Lt.  &  Pr.  Co 

Twin  Bluffs  Mlg.  Pr.  &  Lt.Pl. 

Cleveland  Lt.  &  Pr.  Co 

Mun.  El.  Plant 

Phelps 

Shullsburg 

Oakfield 

Thicnsville 

Twin  Bluffs 

Cleveland 

Minocqua 

Mosinee 

Clayton 

St.          Francis. 

Whitefish 

Bay,  Mukwon- 

ago.  WaterTd. 

Rochester, 

Hales  Corners. 

St.    Martins. 

Johnson's  Crk 

Withee 

Wrightstown... 

Hancock 

MUton  Jet 

Glidden 

Gilmanton 

Star  Prairie 

Kiel 

Original  sched.  of  rates. 

8-  8-13 
8-12-13 

Mosinee  El.  Lt.  &  Pr.  Co... 
Clayton  Elec.  Co.. 

" 

9-10-13 

M.  L.  H.  &  T.  Co 

•• 

10-  7-13 

Withee  Elec.  Plant       

10-21-13 
12-11-13 
12-18-13 
12-22-13 
12-26-13 
12-26-13 
1-22-14 

Wis.  Pub.  Service  Co 

Hancock  Lt.  &  Pr.  Co 

McGowan  W.  Lt.  &  Pr.   Co. 
Glidden  Lt.  Pr.  &  W.  Co... 

Gilmanton  Roller  Mill 

New  Richmond  Pr.  Co 

Kiel  Mun.  El.  Co 

1-27-14 
1-27-14 
2-17-14 

Almond  Elec.  Co 

Martintown  El.  Lt.  &  Pr.  Co. 
J.  Holmes  St  Son.       .       ... 

Almond 

Martintown.  _. 
Afton 

2-19^14 

Lena  El.  Lt.  &  Pr.  Co 

Osseo  El.  Co              .   .     .   . 

Lena.... -- 

:^24-14 

Osseo 

3-  2-14 
3-10-14 
3-10-14 
3-11-14 
3-16-14 

Bark  River  El.  Lt.  A  Pr.  Co.. 

Poy  Sippi  Ltg.  &  Pr.  Co 

Pine  FUver  EI.  Plant 

Norwalk  El.  Lt.  &  Pr.  Co.. 
Chip.  Val.  Ry.  Lt.  A  Pr.  Co.. 
Electric     Plant 

Rome  Si  Sul'vn 

Poy  Sippi 

Pine  River 

Norwalk 

Rusk -_. 

4-  9-14 

Slade's  Corn'rs. 
Honey  Creek.. 

Baraboo 

Oxford 

Coon  Valley 

Abbotsf  ord 

4-18^14 
5-15-14 
5-15-14 
6-17-14 
6-18-14 

Honey  Creek  El.  Lt.  Co 

Island  Woolen     MiU.. 

Oxford  Roller  MUls 

Coon  Valley  Mlg.  &  Lt.  PI..  . 
AbboUford  El.  Co. 
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II.     TELEPHONE    SCHEDULES. 
A.     AioNDiounB. 
1.     Accepted  Amendments. 


Date 
filed 


7-  3-13 
7-  8-13 
7-  8-13 


7-12-13 
7-18^13 
8-11-13 
8-12-13 
8-14-13 

8-16-13 

8-22-13 

8-30-13 


9-  2-13 

9-  3-13 

»-  4-13 
9-16-13 
9-17-13 
9-24-13 
9-26-13 

9-29-13 
lO-  2-13 
10-13-13 
10-2O-13 
10-24-13 
10-25-13 


11-  5-13 
11-10-13 


11-15-13 
11-22-13 


11-22-13 
11-22-13 


11-26-13 
12-  2-13 


12-  6-13 
12-10-13 


12-15-13 
12-15-13 


12-18-13 
12-18-13 


UtUity 


Slate     Lonja  Dis,  Tel.  Co 

Wis.  Tel.  Co 

Plain  Tel.  Co 

Wis.  Tel.  Co _- 

Wis.  Tel.  Co._ 

Cornell  Tel.  Co 

Pleasant  Val.  Tel.  Co 

Wis.  Tel.  Co 

Wis.  Tel.  Co 

New  Lisbon  Tel.  Co 

Wis.  Tel.  Co 


Troy  &  Honey  Creek  Tel.  Co, 

Randon  Lake  Tel.  Co 

Wis.  Tel.  Co 

Wausau  Tel.  Co 

Almond  Tel.  Co 

Cedar  Grove  Tel.  Co 

Portage  Tel.  Co 

Muscoda  Mut.  Tel.  Co 

Wis.  Tel.  Co 

Wis.  Tel.  Co 

La  Crosse  Interurban  Tel.  Co. 
La  Crosse  Interurban  Tel.  Co. 
Peoples  Tel.  Co 

Kaukauna  Tel.  Co 

Wis.  Tel.  Co 


Iron  River  W.  Lt.  &  Tel.  Co. 
Highland  Tel.  Co 

Spring,  Lake  Tel.  Co 

Wis.  Tel.  Co 

Crandon  Tel.  Co 

Wausau  Tel.  Co 

La  Crosse  Tel.  Co 

Muscoda  Mut.  Tel.  Co 

Kenosha  Home  Tel.  Co 

Wis.  Tel.  Co 

Farm.  Union  Tel.  Co 

Badger  State  Tel.  &,  Telg.  Co 


Applicable  at 


Elkhorn  

Manitowoc. 
Plain 

Richardson 

Madison 

Cornell 

Osseo 

Mill     Creek     & 

Stevens  Point, 
Appleton.   Nee- 

nah.  Menasha. 
New  Lisbon 

Almena,    Bar- 
ron.    Dallas, 
Hillsdale. 
Poskin,  Prairie 
Farm.     Ridge- 
land.     Chip. 
Falls.    Eau 
Claire,    Meno- 
monie. 

Prairie  du  Sac. 

Randon  Lake.. 

Oakfield 

Wausau 

Almond 

Cedar  Grove... 
Portage 

Muscoda 

Points  in   Wis.. 

Points  in  Wis.. 

W.Salem&Bar*e 

De  Soto_ 

Rio.     Wyocena, 
Fall     River, 
Randolph.Fox 
Lake. 

Kaukauna 

Appleton.  .Nee- 
nah.    Little 
Chute 

Iron  River 

Elmwood 

Spring  Valley.. 
Sherry     &     Au- 

burndale 

Crandon 

Wausau 

La  Crosse 

Muscoda 

Kenosha 

At    all    exchan- 
ges    outside 
Milwaukee 

Middleton 

Neillsville 


Relates  to 


Rate  for  summer  cottages. 

Extension    of    exch.    radius. 

Applying  rates  put  into  ef- 
fect Dv  Troy  &  Honey 
Creek  Tel.  Co 

Toll  rates  from  Richardson. 

Experimental  toll  rate. 

Additions  to  schedule. 

Amended  schedule  of  rates. 

Toll  rate  reduced  from  15c 
to  10c. 

Establishing  a  toll  rate  of  5c. 


Amend,      charging 

regular  rate. 
Toll  rates. 


ministers 


Extra  charge  for  "silent  call" 
and    "Automa"    telephones. 

Rule  establishing  penalty  for 
delinquent  payments. 

Sched.  of  toll  rates. 

Amend,  to  rate  schedules. 

Complete  sched.  of  rates. 
Change  in   method   of  collec- 
tion. 
Rate  for  business  telephones. 
Corrections  to  rates. 
Discontinuance  of  toll  stations 
Amended  sched.  of  rates. 

Penalty  for  nonpayment  of 
bills. 


Amend,  to  schedule. 

Rate  from    Appleton   to   Nee- 
nah   and   Little   Chute  for 
"Two    member    basis"    and 
"Particular  party   basis." 

Statement  of  rates. 

Rate   for   interchange  of  serv- 


Amended  toll  rates. 

Amend,     relating     to     delin- 
quent payt.  of  bills 
Toll    charges    for    nonsubscri- 

bers. 
Amend,  to  schedule. 
Amend,    relating    to    automo- 

S  hones. 
1   terminal   rate  for   Keno- 
sha exchange. 
Toll  terminal  rate. 


Rules  of  service. 
Amend,   to  rate  for  residence 
extension  talking  sets. 
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Date 
filed 


12-26-13 

12-29-13 

1-  2-14 

1-  7-14 

1-  7-14 

1-12-14 
1-17-14 


1-22-14 
1-23-14 


2-12-14 
2-12-14 
2-16-14 

2-18-14 
2-25-14 
2-27-14 


2-27-14 
3-  2-14 


3-  3-14 


3-10-14 

3-23-14 
3-26-14 
3-27-14 
4-  2-14 

4-  8-14 

4-11-14 

4-17-14 
4-21-14 
4-28-14 


5-  8-14 
&-14-14 


5-23-14 

5-27-14 
5-2^14 

6-  6-14 

6-10-14 
6-22-14 

6-25-14 


Utility 


Wis.  Tel.  Co 

MinoDg  Tel.  Co. 
Wis.  Tel.  Ck) 


Wis.  Tel.  Co 

Kenosha  Home  Tel.  Co. 


Minona  Tel,  Co_. 
FootviUe  Tel.  Co. 


Oakfield  Tel.  Co 

Muscoda  Mut.  Tel.  Co. 


Amherst  Tel.  Co. 
Amherst  Tel.  Co. 
Wis.  Tel.  Co 


Casco  &  Brussels  Tel.  Co. 

Wis.  Tel.  Co 

Wis.  Tel.  Co 


Rush  River  Farm  Tel.  Co.- 
Tri-Siate  Tel.  Co 


Oregon  Tel.  Co. 


Fond  du  Lac  Rural  Tel.  Co 


Almond  Tel.  Co.., 
Hubertus  Tel.  Co. 
E.  Wis.  Tel.  Co.. 
Almond  Tel.  Co... 


New  Union  Tel.  Co. 
La  Crosse  Tel.  Co.., 


Applicable 


Wis.  Tel.  Co _. 

Badger  State  Tel.  &  Telg^  Co. 

Platteville.    Rewey    A    Ellen- 

boro  Tel.  Co .' 


Wood  Co.  Tel.  Co 

Augusta  Lt.  A  Tel.  Co. 

Eastern  Wis.  Tel.  Co... 


Wis.  Tel.  Co. 
Wis.  Tel.  Co. 

Wis.  Tel.  Co_ 


Wis.  Tel.  Co 

Tri-Statc  Tel.  &  Telg.  Co.., 

Tri-State  Tel.  A  Telg.  Co... 

6-25-141  Troy  A  Honey  Creek  Tel.  Co 

6-30-14'  Wis.  Tel.  Co 


Rouse 

Minong 

All  exchanges  . 


Madison - 
Kenosha  . 


Minong.. 
FootviHe. 


Oakfield.. 
Muscoda  . 


Amherst 

Custer 

All  stations 


Casco 

Superior. 


Kaukauna.  A| 
pleton  ' 
Chute. 


pleton  &  Littl 


K 


Ellsworth 

Spooner.  Trego. 
Gordon,  Was- 
cott,  &  Lamp- 
son 

Oregon 


Fond  du  Lac. 


Almond. 
Colgate. 
Chuton  . 
Almond. 


Dodgeville. 
La  Crosse - 


Somers 

Colby  A  Unity. 

PlatteviUe.  Re 
wey  A  Ellen- 
boro 

Grand  Rapids. 

Augusta 


Chilton  . 


Relates  to 


Madison 

New       Franken 

A  Denmark. 
Madison 


South  Wayne.. 
Points  in  Wis... 

Lewis  A  Frcd'c. 

All  points  on 
Go's,  lines. 

All  points  on 
Co.'s  lines. 


Toll  rates  for  Rouse. 

Rule    for    switchboard  service. 

Rate  for  special  relay  secrecy 
switch. 

Experimental  toll  station  for 
.Madison. 

Rule  relating  to  physician's 
listings. 

Rate  for  summer  houses. 

Rule  for  penalty  if  bills  are 
not  paid  within  30  days 
after  due. 

Amend,  to  schedule. 

Rule  providing  for  penalty 
for  delinquent  payts.  A  de- 
linquent   switching   fees. 

Rule  relating  to  delinquent 
pavment  of  bills. 

Yearly  rate  for  messages  to 
Stevens  Point. 

Practice  relating  to  long  dis- 
tance messages  ori^nating 
at  prepayment  coin  tele- 
phones. 

Rate  for  messages  after  the 
initial   period   of  5   min. 

Amend,  relating  to  extension 
of  initial  rural  radius. 

**Two  number*'  or  **No  parti- 
cular party"  rate  for  Kau- 
kauna, Little  Chute  A  Ap- 
pleton. 

Toll  rates. 


Penalties  A  discontinuance  of 
service  for  delinquent  pay- 
ments. 

Rule  relating  to  delinquent 
payments. 

Rates  for  extension  telephone 

Rule  for  delinquent  payment 

Amended  rate  for  full  metal- 
lic service. 

Nonsubscriber  charge  for  local 
and  rural  service. 

Rule  relating  to  payment  of 
bills. 

Toll  rates. 

Rate  for  extension  bells. 


Disct.  for  prompt  payment. 

Res.  phones  changed  fron^ 
grounded  to  $1.00  four 
party    metallic    service 

5%  disct.  on  pyts.  for  a  year 
or  more  in   advance. 

Exchange  area  extended. 

Rate  between  New  Franken 
•  A    other    points. 

Discontinuance  of  experimen- 
tal toll  rate. 

Toll  rates. 

Toll  rates  from  Superior  to 
other  poinls. 

Rate  between  Lewis  A  Fre- 
deric. 

Rate  for  nonsubscribers. 

Rate  from  Amnicon  Falls. 
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II.     TELEPHONE    SCHEDULES. 
A.     AiaNDMBMn. 
2.     Rejected, 


Date 
filed 

Utility. 

Applicable  at 

Relates  to 

7-  7-13 

Colfax  Tel.  Exch 

Colfax 

Oakfield 

Fond  du  Lac 

Amend,  rate  for  incoming 
calls  over  Wis.  Tel.  Co 
lines  (advised  to  file  appli- 
cation for  authority  to  in- 
crease rates.) 

Amend,  sched.  (advised  to 
file  applic.  for  auth.  to  in- 
crease rates.) 

Amend,  relating  to  increase  in 
10  party  rural  line  service. 

11-30-13 

Oakficld  Tel.  Co 

3-10-14 

Fond  du  Lac  Rural  Tel.  Co... 

II.     TELEPHONE    SCHEDULES. 

B.       RaVISKD    SCHIDUUU. 

1.     Accepted, 


Date 
filed 

Utility. 

Applicable  at 

Relates  to 

7-30-13 

Boscobel  Tel.  Co 

Boscobel 

Appleton 

Kenosha 

Eagle 

Revised  schedule. 

S-16-13 

Wis.   Tel.  Co 

Revised  schedule. 

11-14-13 

WU.   Tel.  Co 

Complete  revised  schedule. 

12-  5-13 

Eagle  Tel.  Co . 

Partially  revised  schedule. 

4-29-14 

State  Long  Dis.  Tel.  Co 

Elthorn 

Complete  revised  schedule. 

II.     TELEPHONE    SCHEDULES. 

C.       OsiODfAL    SCHBDUUES. 

1.     Accepted. 


Date 

filed 

7-  8-] 

13 

7-I2-] 

13 

7-12- 

3 

7-18- 

3 

7-28-: 

13 

7-29-: 

3 

7-^9-1 

13 

7-30-1 

13 

8-  7-1 

3 

8-11-1 

13 

8-11-1 

3 

8-11-1 

3 

8-11-1 

13 

8-11-1 

3 

8-12-1 

3 

8-12-1 

3 

8-12-1 

3 

8-12-1 

3 

8-ia-3 

13 

8-13-1 

13 

8-13- 

13 

8-13-] 

13 

8-14-1 

13 

8-14-1 

13 

8-14-1 

13 

8-14- 

13 

8-14- 

13 

8-14- 

13 

8-15-1 

13 

8-15-1 

13 

8-15-1 

13 

Utility. 


Red    River  Tel.  Co-_ 

Soldiers  Grove  Far.  Tel.  Ex.. 

Rn«Sl««  Tel.  Line 

Spring  Green  Tel.  Exch.  Co^ 

Somerset  Tel.  Co 

Houlton  Rural  Tel.  Co.... 
Wautoma  A  Mt.  Morris  T.Co. 

^West  Bloomfield  Tel.  Co 

Ryan  Far.  Tel.  Co 

Sprague  Tel.  Co 

East  Pepin  Tel.  Co 

Mosville  Tel.  Co 

Almena  Farm.  Tel.    Co 

Riverside  Park  Tel.  Co 

Pleasant  Val.  Tel.  Co 

Skinner  Tel.  Co _ 

Hales  Prairie  Farm.  Tel.  Co. 
Maple  Val.  Mut.  Tel.  Co._ 

Armenia  Tel.  Co 

l^est  Wayne  Tel.  Co 

Dupont  Farm.  Cheese  Co__ 

Stillman  Creek  Tel.  Co 

Judervine-Clifton  Tel.  Co 

Tuffy  Line„ 

I>ramnien  Farm.  Tel.   Line. 

Naples  Tel.  Co 

Manville  Tel.  Co 

Orange  Hall  Farm.  Tel.  Co. 

Last   Chance  Tel.  Co 

South  Western  Farm.  Tel.Li_ 
Wood   Tel.  Co _ 


Applicable  at 


Shawano 

Soldiers  Grove.. 

Rid^eway 

Spnng  Green.. 

Somerset 

Houlton 

Wautoma 

Bloomfield 

Kewaunee 

Necedah 

Mondovi 

Hagen  City 

Turtle  Lake... 

Boscobel 

Boscobel 

Monroe 

Necedah 

Greenleaf 

Necedah 

Gratiot .- 

Marion 

Weyauwega 

Oakdale. 

Boscobel 

Mondovi 

Mondovi 

Marshficld 

Maiden  Rock._ 

Potosi. 

Necedah 

Wonewoc 


Relates  to 


Original  schedule  of  rates. 
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Date 
filed 

UUlity. 

Applicable  at 

Relates  to 

1-26-14 

Sanders                            o 

Boscobel 

Original  schedule  of  rates. 

1-27-14 

HarUand                         1.  Co... 

Bay  City 

1-27-14 

Rudolph 

Rudolph 

1-27-14 

Farm.  X                         rter._. 

Jancsville 

1-28-14 

Lorain  C                         > 

Clam  Falls 

1-29-14 

Clover  T                         

Barkpoint 

2-  2-14 

Freeman                          

Ferry  villc 

2-  4-14 

Bad  Ax 

Genoa 

2-  7-14 

S.  HUl  &                           el.  Co.. 

Spring  Valley- 

2-10-14 

Christian.  «  o.ut    .<;..  Co 

Cambridge 

2-10-14 

Ridgcway  Tel.  Co_ 

Ridge  way 

R.No.4,  Grants- 
burg 

2-10-14 

Burnette  Co.  Tel.  Co 

Hartland  Farm  Tel.  Co 

2-12-14 

Ellsworth. 

2-14-14 

Pride  Hollow  Tel.  Co 

N. Western  Tel.  Exch.   Co 

Avoca 

2-18-14 

Trempealeau   & 

Marshland  .-. 

2-18-14 

Brookville  Co-op.  Tel.  Co_-_ 

Viroqua 

2-18-14 

Brush  Creek  Farm  Tel.  Co.. 

Ontario 

2-19-14 

Guenther  Tel.  Co 

Knowlton 

Kewaunee 

** 

2-24-14 

W.  Kewaunee  Western  Tel.  Co. 

2-25-14 

La  VaUe  Tel.  Co 

La  Valle 

Grantsburg 

2-25-14 

Farmers  Ind.  Tel.  Co 

a-10-I4 

Cascade  Tel.  Co 

Cascade 

Prescott 

Clayton. 

3-26-14 

Prescott  Tel.  Exch 

4-27-14 

Clayton  Rural  Tel.  Co 

4-28-14 

Farm.  Eastern  Tel.  Co 

Wausau 

4-28-14 

Plover  Tel.  Co 

Plover ,._ 

Westby 

4-28-14 

Timber  Coulie  Coop.  Tel.Co. 

4-28-14 

Colburn  Mutual  Tel.  Co 

Stanley 

4-28-14 

Bond   Lake  Tel.  Co 

Minong 

5-  5-14 

Lower  Clyde  Farm.  Tel.  Co.. 
Wheeler  Tel.  Co 

Clyde 

5-  fr-14 

Wheeler- 

Boyceville 

Siren  » 

6-  1-14 
6-17-14 
6-22-14 

Boyceville  Tel.  Co 

Siren   Ind.  Tel.  Co 

Hager  City  Tel.  Co 

Hager  City 

III.     WATER    SCHEDULES. 

A.       AMBNDMXim. 

1.     Accepted. 


Date 
filed 

Utility. 

Applicable  at 

• 
Relates  to 

7-  9-13 

Mun.  Water  Plant 

Middleton 

East  Troy 

Clear  Lake 

Onalaska 

Cambridge  z 

Florence 

Whitewater 

Watertown 

N.Fond  duLac 

Oshkosh. 

Superior.. 

Ft.  Atkinson... 

Racine 

Ripon  

Rate  amended. 

9-21—13 

Man.  Water  Plant 

Schedule  of  rates. 

11—  fr-13 

Mun.  Water  Plant 

Amendment  to  schedule. 

11—12—13 

Mun.  Water  Plant..    . 

Amendment  to  schedule. 

11—26-13 

Mun.  Water  Plant 

Amendment  to  schedule. 

11-26-13 

Mun.  Water  Plant            .    _ 

Amended  rate  schedule. 

1—  7—14 

Mun.  Water  Plant 

Complete    set    of    rules    and 

4-22-14 

Mun.  Water  Plant 

regulations. 
Method  of  meter  reading. 

4-29-14 
5-14-14 

Sand   Rock  Water  Co 

Mun.  Water  Plant            .    .. 

Amended     rates,     rules,     and 

regulations. 
Rate   for   ^'Automatic   sprink- 

&-1&-14 

&-15-14 
5-29-14 

Water,   Lt.  A  Pr.  Co 

Water  A  Lt.  Comm 

Racine  Water  Co.. 

ler"  charges. 
Amended      rate      relating      to 

charge     for     water     wasted 

through  leakage. 
Practices    regarding    extension 

of  mains.  Tire  hydrants,  etc. 
Rates  for  garages  and  board- 

6- &-14 

6-15-14 
6-26^14 

Ripon   Lt.  A  Water  Co 

Mun.  Water  Plant 

ing  houses. 
Rule  to   apply  where  there  is 

Cadott 

Ripon 

more  than  one  consumer  on 
a  meter. 
Penalty    relating    to    rule    for 

Ripon  Lt.  A  Water  Co 

delinquent  payments. 
Amendment    relating    to    the 

extension    of   water   mains. 
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III.     WATER  SCHEDULES. 

B.       RSTIBBO    SCBXDULXS. 

1.     Accepted. 


Dale 
filed 

Utility. 

Applicable  at 

Relates  to 

1-27-14 

Mun.  Water  Plant .   _ 

Evansville 

Complete  revised  schedule  of 

rates. 

HI.     WATER  SCHEDULES. 

C.       ObIGINAL   SoHKDULn. 

1.     Accepted. 


Date 
filed 


7-28-13 
7-2^13 
8-20-13 
d-15-13 
10-18-13 
12-11-13 
2-  7-14 

4-  1-14 
4-15-14 

5-  7-14 
5-11-14 
6-24-14 


Utility. 


M 
W 
M 
M 
1V1 
M 
Si 
P] 
M 
M 
B 
Mun.  Water  Plant. 


Applicable  at 


Minocqua 

Owen 

Gays  Mills 

Water  ford 

Clear  Lake 

Cadott 

N.  Fond  duLac 

Prescolt 

Boscobel 

Mosinee 

Birnamwood 

Prairie  du  Sac. 


Relates  to 


Original  schedule  of  rates. 


IV.     GAS    SCHEDULES. 

A.     AmirDMSinB. 

1.     Accepted. 


Date 
filed 

Utility. 

Applicable  at 

Relates  to 

10-18-13 
10-25-13 

10-30-13 

Men.  A  Mar.  Ll.  A.  Tr.  Co 

Men.  &  Mar.  Lt.  &  Tr.  Co.._. 

Wis.  Gas  &  El.  Co 

Marinette 

Marinette 

Racine 

Kenosha 

Manitowoc 

Ft.  Atkinson- _. 

Rules  and  regulations. 
Amend,  relating  to  ownership 

of  meters. 
Rates  amended. 

10-30-13 

Wis.  Gas  A  El.  Co_ 

Rates  amended. 

4-21-14 

Manitowoc  Gas  Co 

Light  and  fuel  rate  amended. 
Charae    of    $1.00    for    tapping 
and  service  connection. 

5-  6-14 

Ft.  Atkinson    Gas    Co 

V.     HEATING    SCHEDULES. 

A.     AMBNDiairni. 

1.     Accepted. 


Date 
filed 

Utility. 

Applicable  at 

Relates  to 

8-23-13 
12-  5-13 

1-24-14 

La  Crosse  G.  &  El.  Co 

T.   M.  E.  R.  &  L.  Co 

Wells  Power  Co . 

La  Crosse 

Milwaukee 

Milwaukee 

Milwaukee 

Regulations  for  heating. 
Rate  for   alternative  seasonal 

low  pressure  steam  heating 

service. 
Short  time  rate. 

1-27-14 

Wells  Power  Co 

.Rate  for   alternative  seasonal 

6-2^14 

La  Crosse  G.  &  El.  Co 

La  Crosse 

low  pressure  steam  heating 
service. 
Amendment  relating  to  heat- 
ing contract,  and  to  instal- 
ling of  thermostats. 
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B.     Hinsn)    Schxdulbs. 
1.     Accepted. 
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Date 
filed 

Utility. 

Applicable  at 

Relates  to 

1-  9-14 

West  Bend  Htg.  &  Ltg.  Co_. 

West  Bend 

Revised  heating  rate. 

VI.     TOLL   BRIDGE  RATES. 

A.       ORIOHfAL    SCHKOULBS.  , 

1.     Accepted. 


Date 
filed 

Utility. 

Applicable  at 

Relates  to 

2-  6-14 

H.  Lathrop  &  Son 

Bridgeport 

Muscoda. 

Durand 

Prairie  du  Sac__ 

Boscobel __ 

Blue  River 

Sauk  City 

Original  schedule  of  rates 

2-  7-14 
2-  9-14 

Muscoda  Bridge  Co__ 

Toll  Bridge 

2-  9-14 

Wis.  Bridge  Co 

««                             ' 

2-14-14 
S-24-14 

Boscobel  Toll  Bridge 

Union  Bridge  Co 

4-13-14 

Toll  Bridge  . 

The  compilations  of  the  annual  reports  of  the 
utilities  doing  business  in  this  state  show  that  for 
the  year  ending  June  30,  1914,  there  was  a  general 
increase  in  the  amount  of  business  done  by  all 
utilities. 

The  electric  industry  increased  at  the  most  rapid 
rate.  The  figures  compiled  show  that  in  this  in- 
dustry there  was  an  increase  of  11.29  per  cent  in 
operating  revenues,  while  in  the  gas  utility  there  was 
an  increase  of  5.20  per  cent.  In  the  heating  indus- 
try, there  was  a  considerable  increase  to  the  extent 
of  16.61  per  cent,  while  the  water  industries  increased 
their  total  revenues  by  5.36  per  cent.  It  will  be 
seen  from  this  that  substantial  increases  are  to 
be  noted  in  all  utilities.  The  compilations  made 
by  the  Commission  further  show  that  the  utilities 
have  been  investing  funds  in  their  utilities  in  the 
way  of  new  extensions.  The  total  construction  for 
the  year  in  the  electric  industry  increased  11.75 
per  cent  over  the  previous  year.  In  the  gas  indus- 
try, this  item  showed  an  increase  of  6.80  per  cent, 
while  the  construction  in  the  water  utilities  decreased 
by    26    per    cent. 
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One  of  the  interesting  features  of  the  report  on 
the  year's  business  is  the  increase  in  the  operating 
ratios  in  several  of  the  utilities.  An  inspection  of 
the  electric  railway  income  account  will  show  that 
in  that  utility  the  operating  ratio  has  increased  from 
68.94  per  cent  in  1910  to  72.88  per  cent  in  1914. 

In  the  heating  utility  the  increase  in  the  operating 
ratio  is  also  notable.  In  1910  the  ratio  of  total 
operating  expenses  to  total  operating  revenues  for 
this  utility  was  79.86  per  cent,  while  in  1914  it 
showed  a  percentage  of  87.68  per  cent. 

In  the  gas  utilities,  the  operating  ratio  remained 
about  stationary.  In  1910  the  relation  of  operating 
expenses  to  operating  revenues  was  67.01  per  cent, 
while  in  1914    it  increased  slightly  to  68.78  per  cent. 

In  the  case  of  water  utilities,  the  operating  ratio 
has  steadily  increased  from  48.27  per  cent  in  1910 
to    52.62    per   cent   in    1914. 

With  the  single  exception  of  the  electric  industry 
there  seems  to  be  a  tendency  for  the  operating  ratio 
to  increase  in  the  case  of  all  utilities.  In  the  electric 
utility,  however,  we  find  that  while  there  has  been 
both  an  upward  and  downward  tendency  during 
the  period  under  review,  yet  the  operating  ratio 
remains  in  1914  about  the  same  as  in  1910.  In  the 
latter  year  the  operating  ratio  was  65.65  per  cent 
while  for  the  year  ending  June  30,  1914,  it  was  65.41 
per  cent.  A  close  analysis  of  the  annual  reports 
of  the  most  important  companies  in  the  state  shows 
that  this  decrease  in  the  operating  ratio  for  electric 
utilities  is  due  largely  to  the  fact  that  efficient 
methods  of  production  have  been  placed  in  operation, 
and  that,  in  the  case  of  some  utilities  at  least,  the 
cost  of  production  has  not  only  been  decreased 
relatively,  but  absolutely. " 

These  facts  tend  to  show  that  the  burden  upon 
the  Commission  is  to  constantly  promote  efficiency 
in  the  way  of  granting  a  return  to  utilities  which 
will  induce  them  to  place  in  operation  modern  ap- 
pliances as]|they  are  put  upon  the  market.  Not 
only  is  this  the  case,  but  every  effort  must  be  made 
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to  show  to  the  utilities  the  advantages  and  dis- 
advantages of  certain  methods  used  in  the  produc- 
tion of  the  particular  services  which  they  sell.  If 
this  is  not  done,  then  the  hope  of  future  reductions 
in  the  price  of  these  services  will  be  by  that  much 
diminished.  . 

The  Commission  in  its  last  annual  report  pointed 
out  several  errors  and  inadequacies  which  were 
found  to  exist  in  the  annual  audits  made  of  the  re- 
ports filed  by  the  various  utilities  doing  business  in 
the   state. 

One  of  the  items  taken  up  in  detail  last  year  was 
the  matter  of  the  failure  on  the  part  of  utilities  to 
report  the  proper  physical  data.  The  Commission 
has  to  report  that,  in  connection  with  the  present 
statement,  there  has  been  a  considerable  improve- 
ment made  by  all  utilities  along  this  line.  This  we 
attribute  to  the  fact  that  the  utilities  have  been  given 
a  better  understanding  as  to  just  what  the  desires 
of  the  Commission  are  in  this  respect.  Numerous 
letters  have  been  sent  to  all  utilities,  explaining  to 
them  in  detail  the  object  of  the  Commission  in  ask- 
ing this  information  and  the  method  by  which  it 
can  be  obtained.  Repeatedly  forms  have  been  sent 
to  utilities,  so  that  the  requisite  data  could  be  com- 
piled   and   submitted    more   expeditiously- 

The  matter  of  municipal  accounting  has  also  been 
given  considerable  attention  by  the  Commission. 
Because  of  the  fact  that  numerous  accounting  in- 
stallations have  been  made  by  the  Commission  in 
the  case  of  municipal  utilities,  there  seems  to  be  a 
considerable  improvement  along  the  lines  of  com- 
plete and  detailed  reporting  by  these  enterprises. 
The  Commission  has  also  given  assistance  to  other 
utilities  in  the  way  of  sending  accounting  repre- 
sentatives to  them  in  order  to  advise  them  as  to  the 
correct  procedure  to  be  followed  in  order  to  compile 
the  data  required  by  the  annual  statement. 

The  Commission  is  considerably  gratified  at  the 
progress  which  has  been  made  along  the  line  of 
submitting   correct   steam    costs.     Reference    to    the 
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annual  report  of  last  year  will  show  that  the  Com- 
mission detailed  there  the  errors  which  appeared  to 
arise  in  connection  with  this  account.  In  every  case 
where  a  misunderstanding  appeared  as  to  the  exact 
nature  of  items  to  be  included  under  the  steam 
generation  account,  the  Commission  has  taken  great 
pains  to  explain  the  matter  thoroughly  to  the  util- 
ities committing  such  errors,  and  as  a  result  among 
the  larger  utilities  there  were  only  a  few  which  did 
not  correctly  submit  steam  costs  for  the  year  ending 
June  30,  1914.  Other  than  the  details  given  above, 
it  is  thought  to  be  unnecessary  to  go  further  into 
the  matter  of  the  annual  reports  given  by  these 
utilities.  The  separate  reports  are  given  in  great 
detail  in  a  later  part  of  this  report.  We  submit  in 
this  section  a  summary  of  the  income  accounts  and 
balance  sheets  of  all  utilities  which  have  reported 
thus  far.  It  will  be  in  point  to  note  here  that  the 
telephone  industries,  due  to  the  amendment  passed 
at  the  last  legislature,  have  not  been  included. 
These  utilities  will  report  for  an  eighteen  months' 
period   on  January   1,    1915. 
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ELECTRIC  UTILITIES— ALL  CLASSES. 
Increases  Shown  in  Percentages  With  1910,  1911,  1912  and  1913  as  Bases. 

1914. 


Over 
1910. 

Over 
1911. 

Over 
1912. 

Over 
1913. 

Properly  and  plant  beginning  of  year 

Constrnction,  current  year 

26.52 
67.71 
30.92 
80.33 
75.27 

97.16 

6.03 

—8.88* 

—1.10* 

42.36 

41.03 

79.16 

—2.14* 
29.03 

-6.86* 
30.86 
38.07 

53.07 

7.24 
11.75 

Total  assets 

7.44 

Total  operating  revenues 

11.29 

Gross  income 

13.16 

Net  income 

17.10 

GAS  UTILITIES— ALL  CLASSES. 
Increases  Shown  in  Percentages  With  1910,  1911,  1912  and  1913  as  Bases. 

1914. 


Over 
1910. 

Over 
1911. 

Over 
1912. 

Over 
1913. 

Property  and  plant  beginning  of  year 

Construction,  current  year 

13.06 
99.85 
18.26 
24.79 
20.19 

27.97 

11.01 
77.74 
12.71 
19.65 
13.68 

18.28 

7.41 

110.72 

10.23 

14.66 

15.88 

24.82 

6.46 
6.80 

Total  assets _   . 

6.90 

Total  operating    revenues .- 

5.20 

Gross  income 

6.79 

Net  income 

9.60 

WATER  UTILITIES— ALL  CLASSES. 
Increases  Shown  in  Percentages  With  1910,  1911,  1912  and  1913  as  Bases. 

1914. 


Over 
1910. 

Over 
1911. 

Over 
1912. 

Over 
1913. 

Property  and  plant  beginning  of  year 

Construction,  current  year, -_._, 

21.51 
27.88 
28.71 
32.10 
1862 

28.81 

16.62 
30.90 
11.02 
19.68 
13.74 

19.98 

13.22 

20.89 

17.03 

6.63 

1.73 

-1.79* 

6.43 
— 26.00* 

Total  assets 

6.54 

Total  operating  revenues 

5.36 

Gross  income 

8.25 

Net  income 

12.95 

HEATING  UTILITIES— ALL  CLASSES. 
Increases  Shown  in  Percentages  With  1910,  1911,  1912  and  1913  as  Bases. 

1914. 


Over 
1910. 

Over 
1911. 

Over 
1912. 

Over 
1913. 

Property  and  plant  beginning  of  year 

Construction,  current  year >  . ----- 

89.08 

52.90 

45.66 

21.81 

Total  assets 

149.01 
92.95 
23.62 

-101.17* 

99.18 
91.72 
47.25 

-101.40* 

87.81 
43.26 
19.63 

-101.13* 

21.20 

Total  operating  revenues            . -. _- 

16.61 

Gross  income 

12.96 

Net  income 

—101.07* 

♦Deficit. 
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RAILROAD     DIVISION 

Development  of  Railroad  Business 
During  the  Year 

The  table  following  shows  the  revenues,  expenses 
and  taxes  in  Wisconsin  for  the  years  ending  June 
30,  1914,  1913  and  1912  of  the  railroads  operating 
in  the  state.  The  table  includes  returns  of  only 
thirty  out  of  the  forty-two  railroads  that  were 
actively  operating  during  the  year  ending  June  30, 
1914.  The  returns  from  the  following  railroads  are 
excluded  from  the  statement:  the  Cazenovia  &  Sou- 
thern Railroad,  the  Chicago  &  Lake  Superior  Rail- 
way, the  Dunbar  &  Wausaukee  Railway,  the  Fair- 
child  &  Northeastern  Railway,  the  Hillsboro  & 
Northeastern  Railway,  the  Laona  &  Northern  Rail- 
way, the  Marathon  County  Railway,  the  Robbins 
Railroad,  the  Roddis  Lumber  &  Veneer  Co.  Railroad, 
the  Superior  &  Southeastern  Railway,  the  Waupaca- 
Green  Bay  Railroad,  and  the  Whitcomb  &  Morris 
Railway.  These  twelve  roads,  most  of  them  small 
logging  roads,  could  not  be  included  due  either  to 
the  peculiar  nature  of  their  operations  or  the  in- 
completeness of  their  reports.  Out  of  the  total 
7,603.57  miles  of  road,  exclusive  of  trackage  rights, 
operated  in  Wisconsin  June  30,  1914,  these  roads 
operated  only  224.44  miles,  or  2.95  per  cent,  and  their 
revenues  amounted  to  about  $230,000  or  0.3  of  1 
per  cent  of  the  $76,000,000  of  railroad  operating 
revenues  for  the  state,  so  that  the  value  of  the  state- 
ment  is   little   impaired   by   their   exclusion. 

The  total  miles  of  road,  exclusive  of  trackage 
rights,  operated  by  the  railways  represented  in  the 
statement  as  of  date  June  30,  1914,  was  7,369.21, 
an  increase  of  31.62  miles  over  the  mileage  as  of 
date   June    30,    1913.     Increases    of    22.29    miles    for 
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the  Chicago,  Milwaukee  &  St.  Paul  Railway,  of  5.72 
miles  for  the  Chicago,  St.  Paul,  Minneapolis  & 
Omaha  Railway,  of  14.97  miles  for  the  Minneapolis, 
St.  Paul  &  Sault  Ste.  Marie  Railway,  and  an 
offsetting  decrease  of  12.86  miles  for  the  Wisconsin 
&  Michigan  Railway,  which  was  mainly  due  to  the 
abandonment  of  a  branch  line,  were  the  main  changes 
during  the  year.  Most  of  the  extensions  of  the  road 
were  made  late  in  the  year  so  that  the  average 
mileage  operated  for  the  year  ending  June  30,  1914, 
differed  from  the  average  mileage  operated  for  the 
year  ending  June  30,   1913,  by  less  than  one  mile. 

The  total  operating  revenues  in  Wisconsin  of  the 
thirty  railroads  was  $76,158,669.06,  a  decrease  of 
$154,953.22  or  0.2  per  cent.  There  was  a  decrease 
of  $1,608,861.72  in  freight  revenues,  or  2.99  per  cent; 
of  $237,147.93  in  express  revenue,  or  10.42  per  cent; 
and  decreases  of  smaller  amounts  for  excess  baggage, 
special  train  and  joint  facilities  revenues.  Passenger 
revenues  increased  $1,374,179.30,  or  8.33  per  cent; 
switching  revenues  $109,637.08,  or  10.21  per  cent; 
non-transportation  revenues  $161,524.02,  and  mail, 
milk  and  miscellaneous  transportation  revenues  in- 
creased by  smaller  amounts,  leaving  the  net  decrease 
for    all    operating    revenues    $154,953.22. 

Of  the  operating  expenses,  maintenance  of  way 
and  structures  and  traffic  expenses  decreased  slightly 
and  maintenance  of  equipment  and  general  expenses 
increased  by  small  amounts,  but  none  of  these 
changes  were  .of  great  moment.  Transportation 
expenses,  however,  went  down  from  $28,041,691.34 
for  the  year  ending  June  30,  1913,  to  $27,347,245.94 
for  the  year  ending  June  30,  1914,  a  decrease  of 
$694,445.40,  or  2.48  per  cent,  so  that  the  total 
operating  expenses  decreased  $598,799.03,  or  1.16 
per  cent. 

The  decrease  of  $598,799.03  in  operating  expenses 
offsetting  the  decrease  of  $154,953.22  in  operating 
revenues,  left  the  net  operating  revenues  $443,845.81 
greater  for  1914  than  for  1913.  This  increase 
amounted  to   1.79  per  cent. 
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The  revenues  and  expenses  of  outside  operations 
were  incompletely  reported  for  1913,  so  that  the 
large  increases  in  the  figures  do  not  represent  the 
actual  amount  of  change.  The  returns  as  given 
indicate  that  the  net  revenue  from  outside  opera- 
tions was  $47,169.57  greater  in  1914  than  in  1913. 
This  amount  added  to  the  increase  in  net  revenue 
from  railway  operations  made  the  increase  in  total 
net  revenues  $491,015.38,  or   1.98  per  cent. 

Taxes    increased    from    $3,938,565.98    for    1913    to 
$4,481,513.18  for  1914.     This  increase  of  $542,947.20, 
equal  to  13.79  per  cent,  more  than  offsets  the  increase 
of    $491,015.38    in    total    net    revenue,   so    that    the 
operating     income     for     1914     was     $51,931.82     less 
less    than    for    1913.     This,    however,    amounts    to    a 
change  of  only  one-fourth  of  one  per  cent,  so  that, 
practically  speaking,  railway  operations  in  Wisconsin 
for    the    year    ending    June    30,    1914,    were    equally 
as   profitable  as  for  the  year  ending  June  30,    1913. 
Freight    revenues    for    1914    amounted    to    $7,086 
per    mile    of    road    operated,    exclusive    of    trackage 
rights;  passenger  revenues  to  $2,412;  other  items  to 
$823;     and     total     operating     revenues     to     $10,321. 
Operating    expenses    amounted    to    $6,900,  taxes    to 
$607  and   operating  income  to  $2,826  per  mile.     In- 
asmuch   as    the    average    mileage    operated    for    1914 
was   practically  the  same   as  for   1913,   the   per  cent 
changes    per    mile   of   road    from    1913    to    1914   were 
the  same   as  the  per  cent  changes  in  total  amounts 
as    named     above. 
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STEAM   RAILROADS. 

RByBNUBS,    EXPEXSE8    AND    TAXBa 

Years  Ending  June  30,  J 914,  1913  and  1912. 


1914. 

1913. 

1912. 

Operating  Revenues. 
Freight  revenue 

$52,284,986.60 

$53,893,848.36 

$46,640,129.53 

Passenger    service    train    reve- 
nues: 

Passenger 

$17,866,716.31 

217,158.58 

1.375,411.22 

2,041,822.90 

331.431.37 

59.795.28 

$16,492,537.01 

226,624.79 

1,322,476.41 

2,278,970.83 

296,617.79 

38.877.34 

$15,142,952.93 

Excess  Dagflace 

219,862.42 

Mail!!. _.....;:::::::::: 

1,342,992.69 

Express 

1,952,432.97 

Milk _ 

218,645.58 

Other 

47.205.07 

Total    passenger    service 
train  revenue 

$21,892,335.66 

$20,656,104.17 

$18,924,091.66 

Switching  revenue 

Special  service  train  revenue.  _ 
Miscellaneous  transportation 
revenue 

$   1,183,843.63 
37.029.07 

75,349.08 

$   1.074,206.55 
40,846.39 

55.583.08 

$   1,037.111.75 
39.580.64 

39.139.23 

Total       revenue       from 
transportation 

Non-transportation  revenue 

Joint  facilities  revenue — Dr 

Joint  facilities  revenue — Cr 

$75,473,544.04 

616.495.89 

*1 0,482.95 

79.112.08 

$75,720,588.55 

454,971.87 
*10.382.86 
148,444.72 

$66,680,052.81 

468.662.33 
♦10.463.95 
117.701.59 

Total  operating  revenues 

$76,158,669.06 

$76,313,622.28 

$67,255,952.78 

Operating  Expenses. 
Way  and  structures 

$  9,868,595.91 

10.700,663.97 

1,385,364.29 

27,347,245.94 

1,614,489.06 

$  9,943,894.86 

10,635.516.00 

1,386,885.21 

28,041,691..34 

1.507.170.79 

$  8.166.619.99 

Equipment 

9,066,816.17 

Traflic 

1.293.455.12 

Transportation 

25.727,074.70 

General 

1.416,464.02 

Total  operating  expenses 

$50,916,359.17 

$51,515,158.20 

$45,670,430.00 

Net  railway  operating  revenues 

$25,242,309.89 

$24,798,464.08 

$21,585,522.78 

Outside  Operations. 
Revenues 

$      920,246.41 
826.561.02 

t$    507.998.41 
t461. 482.59 

$      818.961.39 

Expenses _    . 

805.091.80 

Net  revenue 

$         93.685.39 

+$       46.515.82 

$         13.869,59 

Total  net  revenue 

Taxes 

$25,335,995.28 
4.481,513.18 

$24,844,979.90 
3.938.565.98 

$21,599,392.37 
3,273,542.96 

Operating  income 

$20,854,482.10 

$20,906,413.92 

$18,325,849.41 

♦Denotes  deduction. 
fStatement  incomplete. 
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ENGINEERING 

The  work  of  the  Commission's  engineering  staff 
has  followed  the  same  general  lines  of  activity  as 
heretofore,  with,  however,  the  substantial  addition 
of  the  various  lines  of  work  connected  with  the  Water 
Power  Law  and  other  statutes  passed  by  the  last 
legislature  adding  to  the  duties  of  the  staff.  There 
has  been  less  valuation  work  than  usual  during  this 
year  but  the  new  lines  of  work  have  occupied  the 
attention  of  those  relieved  of  some  of  the  volume 
of  valuation  work  that  they  formerly  carried.  The 
adoption  of  definite  rules  governing  the  operation 
of  interlocking  plants,  the  revision  of  the  standards 
for  gas  and  electric  service  and  the  adoption,  shortly 
after  the  close  of  the  year,  of  definite  standards  for 
telephone  service,  mark  important  progress  in  the 
work  of  the  staff.  This  section  of  the  report  is 
presented   under   the   following   general   headings: 

Public    Utility    Service 

Railway     Service 

Public     Safety 

Public    Utility   Valuations 

Railway   and   Combined   Property   Valuations 

Water    Power    Investigations 

Miscellaneous     Engineering     Matters 

A.  PUBLIC    UTILITY    SERVICE 

L  Gas    Service 

The  gas  service  inspections  have  been  made  sub- 
stantially as  heretofore,  by  one  gas  engineer  spending 
a  part  of  his  time  at  this  work  and  supplementary 
inspections  being  made  by  the  electric  service  in- 
spectors in  connection  with  their  electrical  inspections 
in  the  cities  having  gas  service.  The  meter  practice 
has  been  supervised,  the  heat  value  of  the  gas 
tested  by  the  inspectors,  the  companies'  records 
summarized,  pressure  conditions  investigated,  tests 
made  for  impurities  in  the  gas,  and  referee  tests 
have    been  made,    as   requested   by   consumers.     The 
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following    table    shows    the    referee    gas    meter    tests 
made  by  the  inspectors  during  the  year: 


REFEREE  GAS  METER  TESTS. 
Bt  Railboad  ComoBBioir'B  Inbrotobs 
Julg  1,  1913,  to  June  30,  1914, 


City. 

Consumer. 

Date. 

Percent 
registration 

Condition. 

Madison 

Mrs.  A.  S.  Thompson 

F.  M.  Wylie 

10-  5-13 

11-26-13 

1-  3-14 

1-21-14 

1-21-14 

8-  2-13 

8 13 

1-21-14 
5-15-14 

99.75 
102.6 
100.9 
101.8 
103.0 

108.2 

95.5 

103.3 

103.8 

Correct. 
Fast. 

«« 

A.  C.  Larson..-.---.-... 

Correct. 

«« 

Bernit  Nathanson 

L.  P.  Smith 

Correct. 

•• 

Fast. 

Milwaukee 

Dr.  M.  Goldberg 

William  Ewig 

Fast, 
Slow. 

**          ..»_-_ 

Mrs.  Myrtle  Miles 

Hotel  Carlton 

Fast. 
Fast. 

Correct  registration  expressed  as  100  per  cent. 

Correct  meters  are  those  within  the  prescrived  2  per  cent    limit  of   absolutely 
correct  registration. 

Registered  to  prejudice  of  consumer 5 

Did  not  register  to  prejudice  of  consumer 4 

Total "9 

The  following  is  a  summary  of  the  routine  in- 
spections showing  the  heat  value  found  by  the 
inspector  at  each  visit.  The  other  gas  service 
matters  were  checked  up  to  a  greater  or  lesser  extent 
in  connection  with  these  inspections.  With  but  few 
exceptions  the  utilities  have  been  complying  with  the 
other  requirements,  and  for  this  reason  space  will 
not  be  taken  in  this  report  to  enumerate  the  details 
of  pressure,  meter  testing  and  impurities  in  the  gas. 
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SUMMARY  OF  HEAT  VALUES. 
July  1,  1913,  to  June  30,  1914. 


City 


No.  of  in- 
spectioni 


Month 


Determi- 

nations 

B.  t.  u. 

none  made 

5 

67$ 

none  made 

Compl., 

5 

etc. 
600 

5 

669 

5 

582 

4 

604 

5 

591 

5 

629 

5 

610 

none  made 

5 

592 

5 

555 

5 

682 

5 

596 

5 

567 

5 

597 

15 

598 

5 

540 

5 

606 

5 

625 

4 

621 

none  made 

5 

641 

3 

570 

5 

598 

8 

575 

3 

608 

5 

554 

5 

580 

5 

575 

5 

613 

5 

650 

5 

604 

3 

614 

13 

536 

5 

670 

5 

630 

5 

618 

none  made 

5 

633 

5 

3 

694 

none  made 

none  made 

5 

648 

2 

608 

5 

554 

5 

628 

5 

593 

5 

595 

5 

641 

5 

653 

3 

620 

5 

618 

Kind  of 


Antigo 

Appleton 

Ashland 

Baraboo 

Beaver  Dam 

Beloit. 

Berlin 

Burlington 

Chippewa  Falls 

Eau  Claire 

Fond  du  Lac... 
Ft.  Atkinson—. 

Green  Bay 

Hudson 

Hnrley 

Janesville 

Kenosha t... 

La  Crosse 

Madison 

Manitowoc 

Marinette 

Menomonie 

Monroe 

Oshkosh 

Platteville    ... 

Portage 

Racine 

Rhinelander 

Ripon 

Sheboygan 

Stevens  Point.. 

Stoughton 

Superior 

Watertown 

Waokesha 

Wansau 


July 

February 

October 

January 

March 

May 

July 

May 

November 

May 

November 

December 

June 

May 

March 

December 

February 

January 

May 

March 

November 

July 

August 

June 

May 

October 

December 

February 

April 

July 

December 

December 

July 

December 

July 

December 

May 

November 

June 

July 

March 

May 

November 

July 

September 

May 

July 

February 

March 

December 

June 

November 

June 

July 

February 


Water 
Coal 


Water 

Coal 

Water 

Mixed 

Coal 

Water 


Water 

Coal 

Coal 

Coal 

Coal 

Coal 

Water 

Water 

Mixed 


Coal 

Mixed 

Coal 

Coal 

Water 

Water 

Coal 
Coal 

Coal 


Coal 

Water 

Oil 

Coal 

Coal 

Water 

Coal 
Mixed 

Coal 

Coal 


On  August  9,  1913,  the  Commission  issued  an 
orded  entitled  In  re  Standards  for  Gas  and  Electric 
Service  in  the  State  of  Wisconsin.  This  order  super- 
seded the  original  order  bearing  this  title  which  was 
issued  July  24,  1908.  The  first  thirteen  rules  in  this 
order  relate  to  gas  service  and  are  here  reproduced: 
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Rule  1.  Allowable  Error.  No  gas  service  meter 
shall  be  placed  in  service  or  allowed  to  remain  in 
service  which  has  an  incorrect  gear  ratio  or  an  error 
in  measurement  in  excess  of  two  per  cent  when 
passing  gas  at  the  standard  test  rate  of  flow. 

Rule  2.  Periodic  Tests.  Each  gas  service  meter 
shall  be  tested  before  installation  and  shall  be  re- 
moved, tested  and  overhauled  at  least  once  every 
forty-eight  months,  and  adjusted  whenever  it  is 
found  to  be  incorrect.  At  least  two  consecutive  test 
runs  must  be  made  which  agree  within  one-half  of 
one    per   cent. 

Rule  3.  Meter  Test  Records.  Whenever  a  gas 
service  meter  is  tested  the  original  test  record  shall 
be  kept,  indicating  the  information  necessary  for 
identifying  the  meter,  the  reason  for  making  the 
test,  the  reading  of  the  meter  before  being  disturbed 
and  the  accuracy  of  measurement,  together  with  all 
data  taken  at  the  time  of  the  test.  This  record  must 
be  sufficiently  complete  to  permit  the  convenient 
checking  of  the  methods  employed  and  the  calcula- 
tions. A  record  shall  also  be  kept,  numerically 
arranged,  indicating  approximately  when  the  meter 
was  purchased,  its  size,  its  identification,  its  various 
places  of  installation  with  dates  of  installation  and 
removal,  and  the  dates  and  general  results  of  all 
tests. 

Rule  4.  Meter  Testing  Equipment.  Each  util- 
ity furnishing  metered  gas  service  shall  own  a  suit- 
able meter  prover  and  maintain  the  same  in  proper 
adjustment  to  register  the  condition  of  the  meters 
within  one-half  of  one  per  cent.  The  meter  prover 
shall  be  so  placed  as  to  be  shielded  from  excessive 
temperature  disturbances  and  shall  be  equipped  with 
suitable  thermometers  and  other  necessary  acces- 
sories. 

Rule  5.  Request  Tests.  Each  utility  furnishing 
metered  gas  service  shall  make  a  test  of  the  accu- 
racy of  any  gas  service  meter  upon  request  of  the 
consumer,  provided  the  consumer  does  not  request 
such  test  more  frequently  than  once  in  six  months. 
A  report  giving  the  results  of  each  request  test 
shall  be  made  to  the  consumer  and  the  complete, 
original  record  kept  on  file  in  the  office  of  the  utility. 

Rule  6.  Referee  Tests.  Any  gas  service  meter 
may    be    tested    by    an    inspector    employed    by    the 
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Commission,  upon  written  application  of  the  con- 
sumer. For  suchi  test  a  fee  shall  be  forwarded  to 
the  Commission  by  the  consumer  when  making  ap- 
plication; the  amount  of  this  fee  shall  be  refunded 
to  the  consumer  by  the  utility  if  the  meter  is  found 
to  be  fast  beyond  the  two  per  cent  limit.  The 
amount  of  fee  to  be  collected  for  tests  so  made  shall 
be  $2  for  each  gas  service  meter  having  a  capacity 
not  exceeding  ten  lights;  for  other  gas  service  meters 
having  a  capacity  not  exceeding  forty-five  lights 
the  test  fee  shall  be  $4  per  meter;  for  all  other  gas 
service   meters  the  test  fee  shall  be  $8. 

Rule  7.  Meter  Readings  on  Bills.  •  Bills  ren- 
dered periodically  for  metered  gas  service  shall 
designate  the  reading  of  the  meter  at  the  beginning 
and  end  of  the  interval  for  which  the  bill  is  rendered 
and  shall  give  the  dates  of  the  reading  of  the 
meter. 

Rule  8.  Required  Heating  Value.  Each  utility 
furnishing  gas  service  must  supply  gas  giving  a 
monthly  average  of  not  less  than  600  British  thermal 
units  total  heating  value  per  cubic  foot,  as  referred 
to  standard  conditions  of  temperature  and  pressure. 
The  minimum  heating  value  shall  never  fall  below 
550.  The  tests  to  determine  the  heating  value  of 
the  gas  shall  be  made  anywhere  within  a  one  mile 
radius  of  the  center  of  distribution. 

Rule  9.  Calorimeter  Equipment.  Each  utility 
whose  gas  output  exceeds  twenty  million  cubic 
feet  per  year  shall  equip  itself  with  a  complete 
standard  calorimeter  outfit  and  shall  determine  the 
heat  value  of  the  gas  on  at  least  three  days  each 
week.  A  record  of  all  of  these  tests  shall  be  made 
and   kept   open   for   public   inspection. 

Rule  10.  Pressure  Variation.  Gas  pressure,  as 
measured  at  the  outlet  of  the  company's  service 
to  any  consumer,  shall  never  be  less  than  two 
inches  nor  more  than  six  inches  of  water  pressure, 
and  the  maximum  pressure  at  any  such  outlet  on 
the  system  shall  never  be  greater  than  double  the 
minimum  pressure  at  that  outlet. 

Rule  11.  Pressure  Surveys.  Each  gas  utility 
shall     provide     itself     with     one     or     more     portable 

f[raphic    recording    pressure    gauges    and    shall    make 
requent  measurements  of  the  gas  pressure  and  pres- 
sure   variation    throughout    the    system,     and    these 
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shall    all    be    kept    on    record    and    open    for    public 
inspection. 

Rule  12.  Sulphur  Requirements.  In  no  case 
shall  the  gas  contain  more  than  thirty  grains  of 
total  sulphur  per  100  cubic  feet,  and  not  more  than 
a  trace  of  sulphur  as  sulphuretted  hydrogen. 

Rule  13.  Complaint  Record.  Each  company 
shall  keep  a  record  of  all  complaints  made  which 
shall  include  the  name  and  address  of  the  consumer, 
the  date,  the  nature  of  the  complaint,  the  remedy, 
and  date  of  completing  the  work.  This  record  shall 
be   kept   open   for   public   inspection. 

The  revising  of  the  rules  has  made  very  little 
change  in  the  quality  of  service  required  of  the 
utilities,  but  has  varied  the  meter  practice  and  in- 
creased the  fees  for  referee  tests  for  large  sized 
meters. 

The  cost  to  the  state  of  carrying  on  this  gas 
inspection  work,  together  with  the  correspondence, 
supervision  and  general  overhead  cost  within  the 
engineering  department  amounts  to  $2,100,  includ- 
ing the  work  in  Milwaukee.  This  would  amount  to 
$56.50  per  city  or  $38.20  per  inspection. 

2.  Electric    Service. 

The  routine  electric  service  inspection  work  has 
been  carried  on  in  substantially  the  same  manner 
as  has  been  employed  during  the  past  few  years, 
although  the  revision  of  the  standards  for  electric 
service  has  made  it  necessary  for  the  inspectors  and 
the  office  to  devote  considerable  attention  to  the 
explanation  of  the  revised  rules  and  the  changes  in 
practice  of  the  utilities  contemplated  by  the  re- 
vised order.  The  revision  of  the  Commission's 
standards  for  electric  service  requires  a  somewhat 
higher  grade  of  meter  testing  work  than  was  pre- 
scribed by  the  original  order  and  places  more  of 
the  burden  of  testing  the  quality  of  service  upon 
the  utility.  This  should  enable  the  inspection  work 
to  be  continued  without  materially  increasing  the 
cost  of  this  work  which  would  naturally  be  increased 
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due  to  the  rapid  development  in  furnishing  electric 
service  to  small  communities,  where  formerly  such 
service  was  not  furnished.  During  the  past  one  and 
a  half  years  eighty  communities  not  formerly  hav- 
ing electric  service  have  either  had  new  plants 
constructed  or  transmission  lines  extended  to  them. 
In  addition  to  the  increase  in  the  routine  work 
necessitated  by  these  additional  plants,  the  inspec- 
tors have  assisted  most  of  these  communities  in 
the  selection  of  type  of  equipment,  methods  of  oper- 
ation, construction  and  general  engineering  practice. 

Street   lighting   matters    have    been    carried  on  in  a 
much  more  general    way    than    heretofore.     A  good 
many     municipalities     have     been     assisted    by    the 
inspectors    in    drawing    up    street    lighting    contracts 
and  the  selection  of  suitable  lighting  units.     During 
the  latter  part  of  the  period  covered  by  this  report 
a    rather    elaborate    research    in    street    lighting    was 
begun    by   the   engineering   staff   of   the    Commission 
in  conjunction  with  the  University,  consulting  engi- 
neers,   operating    companies,  and    manufacturers    of 
street  lighting  equipment.     This  research  was  made 
for    the    purpose    of    determining    the    importance    of 
glare    in    the    design    of    street   lighting   installations, 
and   covered    a   field   which    had   been    practically,    if 
not  entirely,  neglected  up  to  that  time.     All  commer- 
cial  elpctrical   testing   work   has   been   carried   on   by 
the    standards   laboratory    conducted   jointly    by   the 
University   and   this    Commission.     During   the   year 
the   work  of  the  standards  laboratory   has  grown  in 
volume    and    importance.     The    principal    work    has 
been    the    testing    and    adjusting    of    meter    testing 
equipment   used   by   the   electric   lighting   plants   and 
by     the     inspection     staff.     Photometric     work     and 
special  investigation  of  various  types  of  meter  test- 
ing   equipment    have    also    been    carried    on    by    the 
laboratory,  resulting  in   a  number  of  important  im- 
provements on  the  part  of  both  manufacturers  and 
operating  companies.     The    following   is    a   summary 
of  the  referee  electric  meter  tests  made  by  the  Com- 
mission's inspectors  during  the  year: 
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REFEREE  ELECTRIC   METER  TESTS 
Bt   Railroad   Commusion's  Inspkctors 
July  1,  1913,  to  June  30,  1914. 


jua  ^rosse 

Fountain  City 

JefTerson 

Kaukauna 

Medford 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 
Milwaukee 
Mineral  Point. 
Mineral  Point. 

Pardee  ville 

Pardeeville 

Pardceville 

Viroqua 


i^ormai  :)cnooi_ 


Alert  Mills 

J.  E.   Owen  &  Son 

John  Bcnotch 

F.   M.  Si«cl _ 

Boston  Store 

Boston  Store 

Boston  Store 

Boston  Store 

Boston  Store 

Boston  Store 

Boston  Store 

Boston  Store 

Boston  Store 

Boston  Store 

"-*--i  Store 

I  Store 

I  Store 

:ic  Theater.. 

]  ic  Theater. 

:ic  Theater. 

:ic  Theater.- 

1  ic  Theater.  _ 

]  ic  Theater.  _ 

ic  Theater.. 

.,...,.  o.  S.  Pat'son 

Rich   Shoe  Co 

Stacks  &  Kellog... 

Chas.  Zumach 

Vin'r  Hill  Zinc  Co 
Vin'r  Hill  Zinc  Co 
Rev.  N.  J.   Koes'er 

Wm.   Hughes 

W.   H.   Matheson.. 

M.     W.     &    L.     R. 

Dawson 


4-  9-14 
4-14-14 
9-26-13 
3-  5-14 
8-13-14-13 
8-13-14-13 
8-13-14-13 
8-13-14-13 
8-13-14-13 
8-13-14-13 
8-13-14-13 
8-13-1 4- J  3 
8-13-14-13 
8-13-14-13 
8-13-14-13 
8-13-14-13 
8-13-14-13 
3-17-27-14 
3-17-27-14 
3-17-27-14 
3-17-27-14 
3-17-27-14 
3-17-27-14 
3-17-27-14 
1-19-14 
1-20-14 

1-24-14 
3-27-14 
3-12-14 
3-12-14 
2-19-20-14 
2-19-20-14 
2-19-20-14 

9-23-13 


lU/. 

lUJ.D 

93. 

98.2 

103.9 

103.7 

98.7 

100.5 

84.7 

96.5 

97 

46.9 

93.1 

96.8 

95.5 

96.5 

96 

85.2 

98.2 

99.1 

95.2 

101.7 

102.1 

*21.6 

55.6 

84.2 

25.8 

62.1 

77.7 

•56.9 

74.4 

86.6 

78.2 

87.8 

89.1 

100.8 

103.4 

103.9 

93.6 

98.1 

98.6 

86.7 

93.5 

93.1 

65.9 

100.7 

105.0 

75.8 

93.1 

93.2 

117. 

113.1 

111.3 

74.9 

94. 

90.7 

94.8 

96.3 

98.3 

98.9 

99.8 

96.3 

99. 

97. 

100.3 

90.2 

98.1 

103.9 

103.3 

107.2 

105. 

119.2 

105.7 

122.4 

102.4 

98. 

98.1 

126.5 

118.8 

110. 

104.8 

114.9 

117. 

89. 

87.6 

106. 

93.2 

100.3 

101. 

-« 

rasi. 

Slow. 

Fast.  • 

Correct. 

Slow. 

Slow. 

Slow. 

Slow. 

Slow. 

Slow. 

Slow. 

Slow. 

Slow. 

Correct. 

Slow. 

Slow. 

Slow. 

Slow. 

Fast. 

Slow. 

Slow. 

Correct. 

Correct. 

Correct. 

Correct. 

Slow. 

Correct. 

Fast.t 

Fast. 

Correctl 

Fast. 

Fast. 

Fast. 

Slow. 

Fast. 


^    Correct. 


•Meter  found  creeping. 

tMeter  irregular. 

JThe  meters  in  two  flats  were  so  connected  that  each  tenant  paid  the 
bill  of  the  other.  Mr.  Zumach  used  the  less  current  and  paid  the  greater 
bill»  so  this  test  fee  was  charged  to  the  company. 

Correct  registration  expressed   as   100  %. 

Correct  meters  are  those  within  the  prescribed  4  %  limit  of  absolutely 
correct  registration. 

Registered  to  the  prejudice  of  consumer 9 

Did  not  register  to  the  prejudice  of  consumer 27 

Total 36 

The  following  are  the  rules  governing  electric 
service  as  prescribed  in  the  Commission's  order  of 
August    9,     1913: 
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Rule  14.  Creeping  Meters*  No  electricity  me- 
ter which  registers  upon  'no  load'  shall  be  placed  in 
service     or     allowed    to   remain     in     service. 

Rule  15.  Allowable  Error.  No  electricity  meter 
shall  be  placed  in  service  or  allowed  to  remain  in 
service  which  has  an  incorrect  register  constant, 
test  constant,  gear  ratio,  or  dial  train,  or  which 
has  an  error  in  measurement  in  excess  of  four  per 
cent   between   one-tenth   and  full   connected  load. 

Rule  16.  Installation  Tests.  Each  watt-hour 
meter  shall  be  checked  for  correct  connection,  me- 
chanical conditions,  suitable  location  and  accuracy 
of  measurement  at  approximately  three-quarters 
and  one-tenth  connected  load  by  comparing  the 
meter  with  approved  suitable  standards  in  its  per- 
manent position  in  place  of  service  within  thirty 
days  after  installation.  Meters  operating  at  low 
power-factor  shall  also  be  tested  at  approximately 
the  minimum  power-factor  under  which  they  will 
be  required  to  operate.  Meters  installed  with  in- 
strument transformers  or  shunts  must  be  tested 
jointly  with  the  transformers  or  shunts,  otherwise 
the  ratio  of  transformation  of  the  transformers  or 
calibration  of  the  shunts  must  be  determined  at 
least   once   every   five   years. 

Rule  17.  Periodic  Tests.  Each  watt-hour  meter 
shall  be  tested  according  to  the  following  schedule 
and  adjusted  whenever  it  is  found  to  be  in  error 
more  than  one  per  cent,  the  tests  both  before  and 
after  adjustment  being  made  at  approximately 
three-quarters  and  one-tenth  of  the  rated  capacity 
of  the  meter.  Meters  operated  at  low  power-factor 
shall  also  be  tested  at  approximately  the  minimum 
power-factor  under  which  they  will  be  required  to 
operate.  The  tests  shall  be  made  by  comparing  the 
meter,  while  connected  in  its  permanent  position, 
on  the  consumer's  premises  with  approved,  suitable 
standards,  making  at  least  two  test  runs  at  each 
load,  of  at  least  thirty  seconds  each,  which  agree 
within   one  per  cent. 

Single  phase,  induction  type  meters  having  cur- 
rent capacities  not  exceeding  50  amperes,  shall  be 
tested  at  least  once  every  twenty-four  months, 
and  as  much  oftener  as  the  results  obtained  shall 
warrant. 

All  single  phase  induction  type  meters  having  cur- 
rent   capacities   exceeding    50  amperes    and    all    poly- 


Digitized  by  VjOOQIC 


74  Report  of  the  Railroad  Commission 

phase  and  commutator  type  meters  having  voltage 
ratings  not  exceeding  250  volts  and  current  capac- 
ities not  exceeding  50  amperes  shall  be  tested  at 
least    once    every    twelve    months. 

All  other  watt-hour  meters  shall  be  tested  at 
least   once   every   six   months. 

In  no  case  shall  commutator  type  meters  having 
heavy  moving  elements  and  sapphire  jewels  be  al- 
lowed to  make  more  than  1,000,000  revolutions 
between  tests.  Where  meters  are  found  to  register 
considerably  in  error  when  tested  on  the  above 
schedule  the  Commission  reserves  the  right  to  order 
the  particular  meter  or  class  of  meters  tested  more 
frequently. 

Rule  18.  Meter  Test  Records*  Whenever  an 
electricity  meter  is  tested  the  original  test  record 
shall  be  kept  indicating  the  information  necessary 
for  identifymg  the  meter,  the  reasons  for  making 
the  test,  the  reading  of  the  meter  before  being 
disturbed,  a  statement  regarding  creepage  and  the 
accuracy  of  measurement,  together  wi  th  all  data 
taken  at  the  time  of  the  test.  This  record  must  be 
sufficiently  complete  to  permit  the  convenient  check- 
ing of  the  methods  and  the  calculations.  All  utili- 
ties having  more  than  250  electricity  meters  in  serv- 
ice shall  maintain  a  meter  record,  numerically 
arranged,  indicating  approximately  when  the  meter 
was  purchased,  its  identification,  its  various  places 
of  installation  with  dates  of  installation  and  removal, 
and  the  dates  and  general  results  of  all  tests,  and 
shall  tabulate  the  results  of  tests,  according  to  types 
of  meters  and  intervals  of  test,  compiled  monthly 
and    annually. 

Rule  19.  Meter  Testing  Equipment.  Each  uti- 
lity furnishing  metered  electric  service  shall  own 
suitable  working  standards  for  the  testing  of  elec- 
tricity meters  and  either  maintain  these  standards 
correct  within  one-half  of  one  per  cent  or  apply 
the  proper  correction  to  all  tests.  Secondary  stan- 
dards of  some  approved  type  shall  be  owned  and 
maintained  by  each  utility  having  more  than  250 
electricity    meters    in    service. 

Rule  20.  Request  Tests.  Each  utility  furnish- 
ing metered  electric  service  shall  make  a  test  of  the 
accuracy  of  any  electricity  meter  upon  request  of 
the   consumer,    provided    the   consumer   does   not   re- 
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quest  such  test  more  frequently  than  once  in  six 
months.  A  report  giving  tne  results  of  each  request 
test  shall  be  made  to  the  consumer  and  the  com- 
plete, original  record  kept  on  file  in  the  office  of 
the  utility. 

Rule  21.  Referee  Tests.  Any  electricity  meter 
may  be  tested  by  an  inspector  employed  by  the 
Commission,  upon  written  application  of  the  con- 
sumer. For  such  test  a  fee  shall  be  forwarded  to 
the  Commission  by  the  consumer  when  making 
application;  the  amount  of  this  fee  shall  be  refunded 
to  the  consumer  by  the  utility  if  the  meter  is  found 
to  be  fast  beyond  the  four  per  cent  limit.  The 
amount  of  fee  to  be  collected  for  these  tests  so  made 
shall  be  $2.00  for  each  single  phase  or  continuous 
current  electricity  meter  having  a  voltage  rating 
not  exceding  250  volts  and  a  current  capacity  not 
exceeding  25  amperes  without  having  instrument 
transformers;  for  other  electricity  meters  having 
a  capacity  not  exceeding  100  amperes  the  test  fee 
shall  be  $4.00  per  meter;  for  all  others  the  fee  shall 
be  $8.00  per  meter. 

Rule  22.  Meter  Readings  on  Bills.  Bills  rend- 
ered periodically  for  metered  electric  service  shall 
designate  the  reading  of  the  meter  at  the  beginning 
and  end  of  the  interval  for  which  the  bill  is  ren- 
dered and  shall  give  the  dates  of  the  reading  of  the 
meter. 

Rule  23.  Interruptions.  Each  electric  utility 
shall  make  all  reasonable  efforts  to  eliminate  inter- 
ruptions in  service  and  when  such  interruptions 
occur  shall  endeavor  to  reestablish  service  with 
the  shortest  possible  delay.  Whenever  the  service 
is  interrupted  for  the  purpose  of  working  on  lines 
or  equipment,  this  shall  be  done  at  a  time  which  will 
cause  the  least  inconvenience  to  consumers  and 
those  most  seriously  affected  by  such  interruption 
shall,   if  possible,   be  notified  in   advance. 

Rule  24.  Station  Records.  Each  utility  fur- 
nishing electric  service  shall  keep  a  record  of  the 
time  of  starting  and  shutting  down  power  station 
equipment  and  feeders  together  with  the  indication 
of  the  principal  switchboard  instruments  at  suffici- 
ently frequent  intervals  to  show  the  characteristics 
of  the  load;  and  shall  maintain  a  record  of 
all  interruptions  of  service  upon  the  entire  sys- 
tem  or   major  divisions   of  its   systems,   and  include 
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in    such    record    time,    duration    and    cause    of    each 
interruption. 

Rule  25.  Voltage  Variation.  Each  electric  util- 
ity operating  in  a  city  having  a  population  of  1500 
or  more  shall  adopt  a  standard  voltage  for  the  en- 
tire constant  potential  system  and  shall  maintain 
the  voltage  within  three  per  cent  of  such  standard 
on  all  lighting  circuits  during  lighting  hours;  on 
power  circuits  and  during  other  than  lighting  hours 
the  voltage  shall  be  maintained  within  ten  per  cent 
of  the  standard.  All  other  electric  utilities  shall 
maintain  their  voltage  regulation  on  all  constant 
potential  circuits  during  lighting  hours  so  that  the 
maximum  voltage  furnished  any  consumer  shall 
not  be  more  than  six  per  cent  above  the  minimum 
voltage    at   that   consumer's   cut-out. 

Rule  26.  Voltage  Surveys.  Each  utility  fur- 
nishing electric  service  shall  provide  itself  with  one 
or  more  portable  indicating  voltmeters  and  each 
utility  serving  more  than  250  consumers  shall  have 
one  or  more  portable  graphic  recording  voltmeters, 
these  instruments  to  be  of  a  type  and  capacity  suited 
to  the  voltage  supplied.  Each  of  the  utilities  shall 
make  a  sufficient  number  of  voltage  surveys  to  in- 
dicate the  service  furnished  from  each  transformer 
and  feeder  and  to  satisfy  the  Commission  of  its  compli- 
ance with  the  voltage  requirements,  and  those  hav- 
ing graphic  recording  voltmeters  shall  keep  at  least 
one  of  these  voltmeters  in  continuous  service  at  the 
plant,  office  or  some  consumer's  premises.  All 
voltage  records  are  to  be  kept  open  lor  public  in- 
spection. 

Rule  27..  Information.  Each  utility  supplying 
electric  service  shall  specifically  inform  each  of  its 
consumers  as  to  the  conditions  under  which  efficient 
service  may  be  secured  from  its  system  and  render 
its  consumers  reasonable  assistance  in  securing  in- 
candescent lamps  and  other  appliances  best  adapted 
to    the    service    furnished. 
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modifications  and  exemptions  to  rules  of  electric 

service. 

In  Force  July  /,  1913  to  June  30,  1914. 


City 


Granted 


Modification 
in  effect 


Modification 


AugU9ta. 
Belmont- 


Eaat  Troy_-. 
Hancock 

Madison 


Marinette 


Milwaukee.. 

Molitor 
Hummel 
Realty  Co. 

Mukwonago.. 

Stoughton 


Superior 

Westby 


12-3-12 

1-28-14 

9-10-13 
3-  9-14 

2-19-14 


4-  1-14 


3-18-14 


9-10-13 
2-17-14 


4-28-14 


11-20-13 


To  1-1-15 

To  1-1-15 

To   1-1-15 
To  1-1-15 


To  1-1-16 


To  1-1-16 


To  1-1-15 
To  1-1-15 


To  1-1-15 


To  1-1-15 


Rules  16  and  17  to  remove  meters 
from    place    of   service   for   test. 

Rules  16  and  17  to  remove  meters 
from    place    of    service    for    test. 

Rule  25. 

Exemption  from  rules  16  and  17  cov- 
ering the  testing  of  meters  in  place 
of  service. 

Rule  17  exempting  utility  from  read- 
justing type  **E  ScheefTcr  and  type 
"M"  G.  E.  meters  closer  than  2% 
of  absolute  accuracy  until  such  time  as 
they  are  entirely  replaced  by  meters 
capable    of     better    adjustment. 

Rules  of  service  -which  will  allow  poly- 
phase meters  in  Marinette,  Wis.,  to 
be   tested   only   once  each   year. 

Rule  26,  excusing  utility  from  pro- 
curing voltmeters  or  making  voltage 
surveys. 

Rule  25. 

Rules  17  and  19,  exempting  utility  from 
purchasing  secondary;  standards  and 
permitting  them  unti)  April  1,  1914, 
to  leave  polyphase  meters  in  service 
for  more  than  6  months  without 
test. 

Rule  17,  allowing  round  pattern  West- 
inghouse  meters  to  be  left  in  service 
having    an    error    of    1  %. 

Exemption    from    rules    16    and    17. 


During  the  year  the  inspectors  visited  one  plant 
four  times,  five  plants  three  times  each,  44  plants 
twice  each,  and  191  were  visited  but  once,  making 
a  total  of  298  electric  service  inspections.  In  addi- 
tion to  these  inspections  the  inspectors  making 
their  headquarters  at  Madison,  Milwaukee,  Apple- 
ton,  and  Eau  Claire,  kept  in  close  touch  with  the 
service  conditions  in  these  cities.  These  inspections 
included  all  matters  covered  by  the  rules  of  service 
as  well  as  the  numerous  complaints,  proposed 
changes,  engineering  problems,  records  and  diffi- 
culties   of    the    various    utilities    visited. 
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Where  conditions  appeared  to  be  most  serious, 
the  inspectors  repeated  their  visits  at  frequent  in- 
tervals. A  number  of  the  cities  were  not  visited 
during  the  year  due  to  the  fact  that  the  inspections 
during  the  preceding  year  were  made  very  late, 
that  the  service  conditions  had  been  found  to  be 
very  good  at  the  time  of  the  previous  inspection, 
or  that  the  utilities  were  so  small  and  the  people 
so  generally  satisfied  with  the  service  they  were 
receiving  that  it  was  doubtful  if  further  inspection 
would  be  warranted.  The  general  plan  has  been 
to  make  the  inspections  where  they  would  do  the 
greatest  good. 

During  the  latter  part  of  the  period  covered  by 
this  report,  the  cities  of  Appleton  and  Eau  Claire 
have  furnished  the  district  inspectors  residing  in 
those  cities  with  desk  space  in  the  city  buildings, 
and  have  arranged  for  messages  to  be  left  for  the 
inspectors  by  consumers  desiring  information  or 
investigations.  This  cooperation  should  add  to  the 
usefulness  of  the  inspector  to  the  people  in  and  about 
these   cities. 

The  cost  of  the  street  lighting  work  carried  on 
during  the  year  amounts  to  about  $2,200.  The  elec- 
tric service  work  done  in  Milwaukee  where  a  local 
office  is  maintained  by  the  Commission  cost  approxi- 
mately $400  for  the  year.  The  average  cost  per 
city  visited  outside  of  Milwaukee  amounts  to  $35.25 
for  the  year — the  cost  per  inspection  being  about 
$28.50. 

3.  Telephone    Service 

During  the  year  the  telephone  service  work  has 
been  steadily  increasing,  due  to  the  great  dumber  of 
formal  and  informal  complaints  arising  from  tele- 
phone service  irregularities  and  misunderstandings, 
together  with  the  task  of  formulating  a  set  of  rules 
that  would  define  an  adequate,  efficient  quality  of 
telephone  service.  During  July  a  number  of  ex- 
changes were  checked  up  by  the  telephone  inspec- 
tor but^during  the  remainder  of  thejyear  he  devoted 
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most  of  his  time  to  informal  complaints  and  electric  ser- 
vice matters.  The  following  is  a  summary  of  telephone 
inspections  including  only  those  where  more  than 
twenty    test   calls   were    made: 

TELEPHONE  SERVICE  INSPECTIONS. 
July  i,  1913,  to  June  30,  1914. 


Av.  time 
to  answer 
by  operator 
seconds 

i 

** 

City 

Company 

a 
o 

Is 

hi 

lis 

Qfi 

a 

k 

II 

Ashland 

Ash'd  Hme  Tel.  Co. 
Wis.  Tel.  Co. 

July 
July 

50 
50 

4.6 
6.5 

68 
48 

98 
90 

2 

1 

6 
7 

Baraboo 

Wis.  Tel.  Co 

July 

50 

5.8 

58 

90 

0 

0 

Chippewa 

Wis.  Tel.  Co 

Chippewa  Co.  Tel.  Co. 

July 
July 

60 
30 

6.7 
9.5 

56 
40 

78 
63 

4 
0 

6 
5 

Darlington... 

LaFayettc  Co.  &  Tel. 
Co .- 

Nov. 
Feb. 

25 
46 

7.3 
5.3 

■ 

60 
65 

80 
85 

0 
0 

3 

Dodgeville... 

New  Union  Tel.  Co. 

6 

Friendship... 

Friend'p  Tel.  Co 

Feb. 

24 

12.5 

15 

50 

1 

0 

Grand  Rapids 

Wood  Co.  Tel.  Co... 

July 

50 

4.7 

68 

100 

2 

4 

La  Crosse... 

La  Crosse  Tel.  Co... 
Wis.  Tel.  Co 

July 
July 

50 
50 

3.7 
3.6 

78 
86 

98 
100 

3 
0 

1 
0 

Uma 

Wis.  Tel.  Co. 

Nov. 

22 

8.4 

27 

77 

1 

4 

Madison 

Madison 

Madison 

Madison 

Madison 

Madison 

Wis.  Tel.  Co. 

Wis.  Tel.  Co. 

Wis.  Te.  Co 

Wis.  Te.  Co 

Wis.  Tel.  Co. 

Wis.  Te.   Co. 

July 
July 
Aug. 
Sept. 
Dec. 
June 

33 
32 
80 
60 
24 
60 

6.6 
5.0 
3.8 
4.3 
3.9 
6.4 

64 
63 
83 
72 
83 
53 

88 
91 
96 
93 
96 
82 

0 

1 
1 

r 
1 

2 

3 

3 

10 

6 

1 
8 

Marshfield... 

Marhsfield  Tel.  Co.. 

July 

50 

4.6 

70 

96 

1 

4 

MUwaukee... 
MUwaukee... 
Milwaukee... 
Milwaukee... 
Milwaukee... 
Milwaukee... 

Wis.  Tel.  Co. 

Grand  Exchange.. 
Main  Exchange... 
West  Exchange... 
North  Exchange.. 
Kilbourn  ExclTge. 

July 
July 
July 
July 
July 

60 
50 
50 
50 
50 

16.8 
7.7 
4.1 
5.0 
4.2 

72 
56 
88 
64 
86 

90 
80 
98 
98 
98 

2 
3 

1 
1 
0 

12 
9 
16 
14 
14 

Montello 

Marquette  Tel.  Co.. 

July 

20 

5.6 

80 

95 

0 

0 

Mineral  Pt... 

Mineral  Pt.  Tel.  Co. 

Nov. 

30 

6.8 

57 

80 

0 

3 

Portage 

PortagelTel.  Co 

July 

30 

5.8 

47 

90 

0 

0 

Superior 

Peoples  Tel.  Co 

Wis.  Tel.  Co 

July 
July 

60 
44 

5.2 
5.2 

62 
68 

90 
91 

4 
1 

4 
1 

Waukesha... 

Wis.  Tel.  Co 

Sept. 

26 

5.1 

73 

96 

0 

4 

Waupun 

Wis.  Tel.  Co 

Nov. 

50 

10.3 

54 

76 

3 

6 

Wittenberg.. 

Wittenberg  Tel.    Co. 

Sept. 

39 

4.7 

77 

92 

0 

2 

The  following  rules  governing  telephone  service 
were  adopted^by^thet  Commission  in  a  formal  order 
issued   August   13,^1914;   in   the   formal   order  these 
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rules    are    explained    and    elaborated    upon    to    some 
extent: 

Rule  1.  Equipment  and  lines  shall  be  so  construct- 
ed and  maintained  as  to  eliminate  all  cross-talk 
and  noise  which  unreasonably  interferes  with  the 
transmission   of  messages  for  ordinary  distances. 

Rule  2.  The  number  of  subscribers  on  any  one 
line  shall  not  be  greater  than  that  consistent  with 
adequate    service. 

Rule  3.  Each  utility,  furnishing  service  alone  or 
jointly  with  other  utilities  in  two  or  more  cities, 
villages  or  other  exchange  points,  shall  provide  at 
least  one  line  for  through  traffic  between  sucH  points 
along  which  few  if  any  subscribers'  instruments  are 
installed. 

Rule  4.  Each  utility  shall  maintain  in  proper 
condition  the  lines,*  instruments  and  other  equipment 
used  on  its  system  and  shall  make  such  tests  and 
inspections    as   are   necessary. 

Rule  5,  Each  exchange  shall  have  sufficient  switch 
board  capacity  and  a  sufficient  operating  force  to 
handle  the  traffic  at  all  times  with  reasonable  faci- 
lity. Traffic  studies  shall  be  made  and  recorded 
of  such  extent  and  frequency  as  to  demonstrate  to 
the  Commission  that  sufficient  equipment  is  in  use 
and  that  an  adequate  operating  force  is    employed. 

Rule  6.  Reasonable  provision  shall  be  made 
against  the  failure  of  lighting  or  power  service, 
fires  and  storms,  sudden  increases  in  traffic,  the  ill- 
ness of  operators,  or  other  emergencies  which  would 
seriously  impair  the  service  if  not  promptly  met. 

Rule  ?•  At  exchanges  serving  five  hu^^ndred  or 
more  subscribers  94  per  cent  of  the  calls  should  be 
answered  within  ten  seconds  or  less.  At  all  other 
regular  exchanges  90  per  cent  of  the  calls  should  be 
answered  within  ten  seconds  or  less.  At  small  ex- 
changes, operated  in  connection  with  other  work 
slower  service  may  be  adequate.  Calls  shall  be 
carefully  supervised  and  parties  disconnected  prompt- 
ly   after    conversations    are    completed. 

Rule  8.  Suitable  rules  and  instructions  shall  be 
adopted  covering  the  phraseology  and  methods  to 
be  employed  by  operators  in  handling  regular  and 
special    calls. 
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Rule  9.  Directories  in  which  1500  or  more  sub- 
scribers are  listed  shall  be  revised  at  least  semi- 
annually. All  other  directories  shall  be  revised  at 
least  once  each  year.     All  directories  shall  be  dated. 

Rule  10.  Directories  shall  contain  such  instruc- 
tions and  rules  governing  local  and  toll  service  and 
methods  of  payment  as  may  be  necessary  to  inform 
subscribers   of   their   rights   and   obligations. 

Rule  11.  Reasonable  efforts  shall  be  made  to 
eliminate  interruptions  and  irregularities,  and  to 
correct  them  promptly  when  they  occur.  Records 
shall  be  kept  of  all  complaints  or  irregularities  in 
the  service,  showing  the  day  and  time  at  which  the 
trouble  is  reported,  the  nature  of  the  trouble,  its 
duration    and    final    disposition. 

Rule  12.  The  name  and  address  of  the  official 
or  employe  designated  to  handle  service  matters 
and  a  copy  of  each  new  directory  shall  be  filed  with 
the  Commission.  Upon  request  a  complete  map  of 
each  telephone  system  shall  be  filed  with  the  Com- 
mission, and  a  similar  map  shall  be  kept  at  the 
principal  office  of  each  utility  and  revised  from  time 
to  time  as  changes  in  the  system  are  made. 

The  cost  of  carrying  on  the  telephone  service 
inspection  work,  together  with  the  informal  telephone 
matters  handled  in  the  engineering  department, 
amounts   to   $2,400  for   the   year. 


4.   Water  Works  Service 

Some  investigations  regarding  adequacy  of  water 
service  have  been  undertaken  by  the  department  on 
motion  of  the  Commission,  others  on  formal  com- 
plaints by  municipalities  and  individual  users.  These 
service  studies  have  included  investigations  as  to 
adequacy  and  condition  of  water  supply,  need  of 
extensions  in  distribution  systems,  pressures  main- 
tained, adequacy  of  plant  and  accuracy  of  meters. 
No  definite  rules  have  yet  been  prescribed  for  the 
guidance  of  water  utilities  in  judging  to  what  ex- 
tent service  rendered  is  in  accord  with  what  may  be 
interpreted    by    the    Commission^or^its^engineering 


Digitized  by  VjOOQIC 


82  Report  of  the  Railroad  Commission 

department  as  reasonably  adequate.  Among  the 
water  utilities  which  have  been  visited  by  members 
of  this  staff  during  the  year  covered  by  this  report 
in  connection  with  water  service  matters  are  Ash- 
land, Lake  Mills,  Merrill,  Milwaukee  and  Oconto. 
The  cost  of  activities  of  the  department  in  this  re- 
gard has  been  about  $1,725  for  the  year. 

B.   RAILWAY    SERVICE 

It  may  be  stated  that  almost  constant  inspections 
and  investigations  of  the  service  rendered  by  carriers 
are  carried  forward  by  the  engineering  and  other 
departments  of  the  Commission  in  connection  with 
trips  to  all  portions  of  the  state  made  necessary  by 
the  regular  work  coming  before  the  Commission. 
For  this  reason  it  is  impractical  here  to  mention 
all  the  multifarious  matters  tending  to  the  improve- 
ment of  service  which  have  been  called  to  the  atten- 
tion of  railway  operating  officials  and  in  many  cases 
by  them  given  prompt  and  effective  remedy.  How- 
ever, attempt  has  been  made  in  what  follows  to 
give  some  idea  of  the  activities  of  the  department 
in   this   connection. 

1.     Electric   Railway   Service 

The  work  of  the  Electric  Railway  Service  division 
has  .  included  a  further  study  of  the  Milwaukee 
street  railway  situation  and  a  recommendation  of 
standards  of  street  railway  service;  investigation  of 
interurban  service;  ventilation  for  street  cars;  ade- 
quacy of  fenders,  wheel  guards  and  pilots  for  both 
city  and  interurban  type  cars;  and  investigations  of 
proposed  extensions  or  changes  in  location  of  elec- 
tric  railway   lines. 

In  connection  with  the  formal  decisions  in  the 
Milwaukee  Street  Railway  Service  Cases  the  staff 
made  a  rather  exhaustive  study  and  recommenda- 
tions for  adequate  street  railway  service  which  are 
embodied    in    the    formal    decisions.     In    addition    to 
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studying  the  variation  in  traffic  at  different  hours 
and  days  on  the  various  Milwaukee  lines,  variety 
of  cars  used,  the  engineers  also  reported  on  the  ade- 
quacy of  signs,  platform  railings  and  supervision 
of  traffic  by  the  company  in  Milwaukee.  A  general 
investigation  of  conditions  at  Racine  and  Kenosha 
under  consideration  at  the  closing  of  the  last  report 
indicated  that  service  was  improved  so  that  there 
was  little  or  no  complaint.  In  line  with  the  recom- 
mendations of  the  engineers  at  least  two  of  the  in- 
terurban  roads  in  the  state  have  adopted  the  written 
train  order  system  of  train  despatching.  A  service 
study  was  made  on  the  Oak  Hill  Cemetery  line  in 
La  Crosse.  Some  observations  of  service  were  also 
made   on   the   lines   in    Eau    Claire. 

Considerable  work  has  been  done  in  connection 
with  the  Southern  Wisconsin  Railway  Company's 
service  at  Madison  and  additional  double  track  and 
extensions     recommended. 

At  the  request  of  the  city  of  Racine  the  Commis- 
sion investigated  the  proposed  extensions  of  street 
railways  in  that  city.  A  similar  service  was  ren- 
dered for  the  city  of  Eau  Claire  where  a  rerouting  of 
the  Chippewa  Valley  Railway  Light  &  Power  Com- 
pany's interurban  through  the  North  Hill  district 
was  recommended.  An  estimate  of  the  cost  of  vari- 
ous methods  of  operating  a  proposed  line  to  be  built 
by  Milwaukee  county  to  the  county  institutions 
in     Wauwatosa    was    made. 

Reports  were  made  in  connection  with  the  appli- 
cations for  certificates  of  convenience  and  necessity 
by  the  Milwaukee  Traction  Company  for  a  short 
line  north  from  the  city  of  Milwaukee  and  by  the 
Superior  Steel  Plant  Traction  Company  for  a  line 
connecting  the  city  of  Superior  with  Duluth,  the 
site  of  the  new  steel  mills  of  the  U.  S.  Steel  Cor- 
poration. Changes  in  the  suburban  summer  sched- 
ules on  the  Milwaukee  Northern  Railway  Company 
also    received    attention.    ^^ 

A  study  of  fenders,  wheel  guards  and  pilots  was 
made   for   the  purpose  of  finding  a  type  best  suited 
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for  the  various  operating  conditions  encountered 
on  electric  railways.  A  form  of  life  guard  has  been 
approved  for  use  on  all  three  of  the  electric  railway 
systems  in  Milwaukee.  The  use  of  fenders  and  pi- 
lots on  interurban  cars  is  still  under  consideration. 
At  the  request  of  the  Health  Department  of  the 
city  of  Milwaukee,  the  Commission  has  begun  an 
investigation  of  the  heating  and  ventilating  features 
of    street    cars    in    Milwaukee. 

The  cost  of  the  work  carried  on  by  this  staff 
this  year  in  connection  with  Milwaukee  electric 
railway  service  amounts  to  $7,550.  This  work  out- 
side of  Milwaukee  and  its  immediate  vicinity  has 
cost    about   $1,200. 


2.  Steam  Railway  Service 

All  employes  of  the  engineering  staff  of  the  Rail- 
road Commission  are  instructed  to  bear  in  mind, 
while  traveling  in  the  performance  of  their  duties, 
the  service  rendered  the  public  by  the  various  rail- 
ways and  railway  employes — this  for  the  purpose  of 
calling  attention  to  anything  that  might,  or  does, 
interfere  with  the  reasonable  service  due  from  the 
railways    to    their    patrons. 

Acting  also  upon  complaints  made  both  formally 
and  informally,  investigations  have  been  made  and 
action  taken  with  reference  to  depot  or  station  faci- 
lities; sidetrack  questions;  delays,  both  in  passenger 
and  freight  service;  adequacy  of  train  service  fur- 
nished, more  particularly  passenger  train  service; 
etc. 

Some  complaints  regarding  various  forms  of  serv- 
ice rendered  have  been  so  lacking  in  specific  dates, 
location,  etc.,  that  it  has  been  found  impracticable 
to  attempt  to  take  action  looking  towards  verifying 
the  complaint  and  furnishing  redress,  if  found  to  be 
proper.  Complainants  will  do  well  to  bear  in  mind 
that  it  is  essential  to  give  all  the  specific  and  de- 
tailed   information    possible. 
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The  Milwaukee  Switching  Case  is  one  of  the  items 
handled    which    should    properly    be    mentioned    here. 

The  total  cost  for  the  current  year  for  steam  rail- 
way   service    was    $2,500. 


C.  PUBLIC    SAFETY 

1.  Block  Signals  and  Interlocking 

For  the  period  covered  by  this  report  the  atten- 
tion given  by  the  engineering  department  to  block 
signalling  and  interlocking  matters  has  been  largely 
confined  to  extensions  of  the  former  and  rehabili- 
tation of  the  latter.  The  number  of  interlocking 
plants  in  service  in  the  state  have  been  increased 
by  two  during  the  year,  five  old  plants  have  been 
rebuilt,  and  some  changes  are  being  made  in  power 
used  in  operation.  Plans  have  been  submitted  for 
approval  in  each  instance  and  upon  the  completion 
of  each  plant  an  inspection  has  been  made  by  an 
engineering  department  representative  before  the 
issuing  of  a  permit  by  the  Commission  to  place  the 
same  in  operation.  The  following  tabulated  state- 
ments show  the  number  and  kind  of  interlocking 
plants  and  the  number  of  miles  of  block  signals  of 
different  kinds  in  the  state  provided  with  these 
protective     features : 
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A  STATEMENT  SHOWING  THE  NUMBER  AND  KIND  OF  INTERLOCK- 
ING   PLANTS    ON    EACH    ROAD    IN    WISCONSIN. 
What  these  Plants  Protect  and  the  Total  Number  of  Points  Protected. 


1 

Kind  of  Plants. 

Points  Protected 

Total 
points 
pro- 
tected. 

Namb  or  Road 

Elec- 
trical 

Me- 
chani- 
cal 

Com- 
bined 

Cross- 
ings 

Junc- 
tions 

Draw- 
bridges 

C.  A  M.  E.  Ry 

1 

7 

...... 

5 

...... 

2 

1 

2 
20 

6 
17 

5 

1 
8 

3 

19 

2 

16 

6 

1 

3 

1 

11 

3 

C.  A  N.  W.  Ry 

C.  B.  A  Q.  R.  R.i 

C.  M.  A  St.  P.  Ry 

C.  St.  P.  M.  A  0.  Ry. 

D.  S.  S.  A  A.   Ry.  .      . 

16 
3 
5 
6 

4 
1 
4 

39 

6 

25 

12 

1 

Great  Northern  Ry. 

5 

8 

L.  S.  T.  A  T.  Ry 

1 

M.  St.  P   A  S.  S.  M.Ry. 
Northern  Pacific  Ry. 

2 
2 

3 

1 
1 

2 
2 

14 
3 

Northwestern  Coal  Ry.. 

2 

2 

1 

2 

W.  A  M.- 

1 

1 

Total 

21 

19 

69 

65 

37 

13 

115 

Total    planU 

Total   points   protected. 


109 
115 


B.     STATEMENT  SHOWING  MILES  OF  BLOCK  SIGNALS  IN  WISCONSIN 


Nami  or  Road 


Auto 
Block. 


Man. 
Block. 


Con. 
Man. 
Block. 


Staff 


Chicago  A  North  Western  Ry 

Chicago.  Burlington  A  Quincy  R.   R... 

Chicago.  Milwaukee  A  St.  Paul  Ry 

Chic'o.  St.  Paul,  MinnMis  A  Omaha  Ry.. 

Great  Northern  Ry 

Northern  Pacific  Ry 


258.45 


878.4 


58.2 

137.9 

38.0 

15.0 


872.6 
325.1 


219 


Total  July  1. 
Total  July  1. 


1914. 
1913. 


507.55 
332.95 


2.076.1 
2.235.7 


219 
219 


Total  miles  of  track  protected — ^2.805.65. 

Statement  "B",  preceding,  shows  that  about 
175  miles  of  manual  block  signals  have  been  re- 
placed by  the  automatic  system   during  the  year. 

Several  conferences  on  interlocking  rules  have 
been  held  during  the  year  with  engineering  repre- 
sentatives of  other  commissions  in  the  middle  west- 
ern states,  and  as  a  result  of  these  conferences  the 
tentative  rules  drafted  a  year  ago  were  changed 
slightly  and   a  redraft   made.     This  redrafted  set  of 
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interlocking  rules  were  so  formulated  as  to  suit  the 
varied  operating  conditions  in  the  several  states. 

These  rules  were  adopted  by  this  Commission  on 
October  8,  1913,  to  become  effective  December  1, 
1913.  Within  a  few  months  substantially  the  same 
rules  were  adopted  by  commissions  of  the  states  of 
Minnesota,  Illinois,  Missouri,  Kansas,  Indiana  and 
South     Dakota. 

Following  are  the  rules  governing  the  construc- 
tion, maintenance  and  operation  of  interlocking 
plants: 

preliminary  requirements 

Section   1. — Indications    and    Aspects: 

(a)  As  far  as  practicable,  a  uniform  system  of 
indications  and  aspects  must  be  used  for  each  oper- 
ating division.  When  requested  every  railroad  com- 
pany operating  in  this  state  shall  submit  plans  to 
the  commission  showing  the  system  of  indications 
and  aspects  in  use,  or  which  it  proposes  to  use 
for  fixed  signaling  for  each   operating  division. 

(fc)  If  changes  are  made  by  any  railroad  company 
in  its  system  of  signal  indications  and  aspects  on 
any  operating  division  in  this  state  subsequent  to 
the  filing  of  plans,  it  shall  notify  the  commission 
accordingly. 

Section   2. — Plans    to    be    Submitted: 

(a)  Prior  to  the  construction,  reconstruction  or 
rehabilitation  of  any  interlocking  plant,  there  shall 
be  filed  with  the  commission  as  a  basis  for  approval, 
the   following   plans: 

(b)  A  station  map  or  other  plat,  drawn  to  scale, 
showing  all  tracks,  bridges,  buildings,  water  tanks, 
and  other  physical  surroundings  located  on  the  right 
of  way    of   each    company. 

(c)  Profiles  showing  the  grade  of  each  railroad 
company's  main  tracks  for  a  distance  of  not  less 
than  two  (2)  miles  in  each  direction  from  the  cross- 
ing   or   junction. 

(rf)  A  track  plan  in  duplicate  (and  as  many  more 
as  the  roads  desire  approved)  showing  the  location 
of  all  interlocking  units,  the  tower  and  its  general 
dimensions,    and   any   other   appurtenances   necessary 
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to  show  a  complete  layout  of  the  proposed  inter- 
locking plant.  When  not  expedient  to  locate  ac- 
curately all  physical  characteristics  by  figures,  they 
should  be  established  by  scaled  distances  within  the 
interlocking  limits  hereinafter  specified. 

(c)  When  merely  changes  and  additions  are  in- 
volved, no  station  maps  or  profiles  need  be  filed 
with  the  track  plans  except  when  requested  by  the 
commission. 

(J)  All  plans  filed  with  the  commission  under  this 
and  other  sections  must  be  of  light  weight  paper 
when  in  the  form  of  blue   prints. 

Section  *  5. — Symbols: 

In  the  preparation  of  plans,  the  symbols  approved 
by  the  Railway  Signal  Association  shall  be  used  to 
indicate  switches,  derails,  signals  and  other  essential 
parts   of   the   interlocking   plant. 

Section  4. — Limits   of  Interlocking    Plants: 

The  interlocking  limits  are  defined  by  the  home 
or  dwarf  signals  situate  on  any  specified  track  and 
located  farthest  from  the  point  to  be  protected. 
Any  appliances  operated  in  conjunction  with  the 
interlocking  plant,  and  situate  beyond  the  limits 
herein   designated,   are   considered   as   auxiliaries. 

Section   5. — Approval    of    Plans: 

(a)  When  possible,  the  railway  companies  concern- 
ed snould  agree  on  the  plans  before  submitting  them 
to    the    commission. 

(b)  If  the  preliminary  plans  are  satisfactory,  or 
if  in  the  judgment  of  the  commission  modifications 
are  necessary,  the  plans  will  be  approved  according- 
ly. Of  the  plans  so  approved,  one  copy  will  be  re- 
tained by  the  commission,  and  the  duplicate  returned 
to    the    petitioning    company. 

(c)  The  approval  herein  described  will  stand  for 
a  period  of  one  year.  If  the  work  is  not  commenced 
within  that  period,  a  new  approval  must  be  ob- 
tained. 

Section  6. — Physical  Changes^     Reconstruction  and  /?e- 
habilitation: 

No  interlocking  plant  shall  be  reconstructed  or 
rehabilitated,   nor  shall   any  change  be  made  in  the 
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locking  or  in  the  location  of  any  unit,  until  plans 
have  first  been  submitted  to  and  approved  by  the 
commission. 

Section    7. — Conditional   Service: 

(a)  Upon  the  completion  of  any  work  on  inter- 
locking plants  which  involves  changes  in  the  locking, 
the   units   must   be  connected  and  adjusted,  the  plant 

f placed  in  conditional  service  for  not  less  than  twenty- 
our    (24)    hours,    and    remain    so    until    relieved    by 
order    of   the    commission. 

(b)  When  minor  changes  are  made  in  locking 
under  plans  previously  approved  by  the  commission, 
it  will  not  be  necessary  to  place  the  plant  in  condi- 
ditional  service  prior  to  the  time  it  is  ready  for  in- 
spection; and  in  cases  when  permission  is  received 
from  the  commission  in  advance,  the  plant  may  be 
placed  in  full  operation,  if  the  commission  is  unable 
to  inspect  it  within  twenty  four  (24)  hours  after 
it   is   ready   for  inspection. 

(c)  Conditional  service  is  hereby  interpreted  to 
mean  that  all  units  and  other  apparatus  involved 
be  connected  and  operated  from  the  interlocking 
machine  in  the  tower.  All  trains  shall  come  to  a 
stop  at  the  governing  home  or  dwarf  signal  regard- 
less of  its  position  and  that  such  signal  shall  not  be 
operated  to  give  a  proceed  indication  until  after  the 
train    has    made    the    prescribed    stop. 

Section    8. — Petition   for    Inspection: 

(a)  Prior  to  or  accompanying  the  petition  for 
inspection  of  completed  interlocking  plants,  the 
following    detailed    plans    will    be    required: 

(b)  A  track  plan  similar  to  the  one  referred  to 
in  section  2,  showing  all  tracks  and  interlocking 
units  as  actually  constructed,  the  terminal  ends  of 
each  track  to  be  numbered  or  lettered  for  use  in 
connection  with  the  manipulation  sheet.  A  locking 
sheet  and  dog  chart  showing  the  arrangement  of 
locking  in  the  machine  as  installed;  wiring  plans 
showing  in  detail  all  circuits  used  in  connection  with 
the  plant;  a  manipulation  sheet  with  or  without 
track  diagrams  as  required  by  the  commission, 
showing  in  tabulated  form  the  numbers  of  all 
levers  necessary  to  be  manipulated  for  any  given 
route  designated  on  the  track  plan. 
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(c)  A  suitably  framed  manipulation  chart  and 
track  diagram  shall  be  properly  placed  in  the  inter- 
locking tower.  The  terminal  ends  of  each  track  on 
this  chart  shall  be  numbered  or  lettered  to  corre- 
spond  with   the   track   plans   above   mentioned. 

(d)  The  petition  for  inspection  of  any  interlock- 
ing plant,  when  possible,  shall  give  three  (3)  days, 
notice  in  advance  of  the  time  when  the  plant  will 
be  ready  for  inspection.  Upon  receipt  of  such 
notice,  the  commission  will  endeavor  to  have  the 
plant  inspected  within  three  (3)  days  after  receiv- 
ing such  advice.  If  the  commission  is  not  able  to 
make  the  inspection  within  the  time  specified,  it 
will  authorize  the  railroad  company  in  charge  to 
place  the  plant  in  full  operation,  subject  to  future 
inspection. 

(e)  If  upon  the  inspection  of  any  interlocking 
plant  by  the  commission,  it  is  found  to  be  installed 
m  accordance  with  the  approved  plans,  a  temporary 
permit  will  be  issued  to  the  railroad  company  in 
charge,    pending   the   issuance   of   formal   permits. 


REQUISITES    of    INSTALLATION 

Section    9. — Type    of   Signals: 

(a)  Except  when  approved  by  the  commission, 
all  interlocking  signals  must  be  of  the  semaphore 
type.  The  apparatus  connected  with  the  operation 
of  these  signals  must  be  so  constructed  that  the 
failure  of  any  part  directly  controlling  the  signal 
will  cause  it  to  display  its  least  favorable  indication. 

(b)  Semaphore  arms  must  display  indications  to 
the  right  of  the  signal  post,  except  where  the  physi- 
cal conditions  on  a  road  require  the  display  of  sig- 
nal indications  to   the   left. 

Section   10. — Location    of  Signals: 

(a)  All  fixed  signals  must  be  located  either  over 
or  upon  the  right  and  next  to  the  track  over  which 
train  movements  are  governed,  except  on  roads 
operating  trains  with  the  current  of  traffic  to  the 
left,  or  where  physical  conditions  require  placing 
the   signals   to   the  left   of   the   track. 

(b)  Bracket  post  signals  may  be  used  on  roads 
operating  trains  over  two  (2)  or  more  tracks  in  the 
same    direction,    when    such    practice   is    uniform    for 
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any  specified  operation  division,   or  where  local  con- 
ditions   require    their    use. 

Section   11. — Locking   of  Signals: 

The  locking  between  the  levers  of  the  interlock- 
ing machine  must  be  arranged  so  that  a  home  or 
dwarf  signal  cannot  be  cleared  for  any  given  route 
unless  alj  switches,  derails,  movable  point  frogs  and 
other  units  in  the  route  are  in  proper  position  and 
locked. 

Section    12, —  Home    Signals: 

(a)  When  required  by  the  commission,  all  home 
signals  must  be  equipped  with  not  less  than  two 
arms.  Unless  operated  by  power  all  home  signals 
in  mechanical  plants  must  oe  pipe  connected,  ex- 
cept   when    otherwise    approved    oy    the    commission. 

(b)  When  used  in  connection  with  automatic 
train  stopping  devices,  the  home  signal  may  be 
located  immediately  opposite  the  means  for  control- 
ling the   apparatus   of   the   train   stopping   device. 

(c)  When  used  in  connection  with  derails  and 
other  units  the  home  signal  must  be  located  as  far 
in  advance  of  such  units  as  is  necessary  to  secure 
full  protection,  but  in  no  case  shall  it  be  less  than 
five   (5)    feet  in  advance  of  such  units. 

(rf)  When  home  signals  are  semi-automatic,  or 
form  a  part  of  an  automatic  block  signal  system, 
calling-on-arms  or  some  other  means  may  be  used 
for    advancing    trains. 

(c)  All  high  speed  signals  located  in  automatic 
block  signal  territory  shall  be  semi-automatic  and 
form  a  part  of  the  block  signal  system. 

Section    13. — Dwarf    Signals: 

Dwarf  signals  indicate  slow  speed  movements 
and  may  be  used  to  govern  train  movements  on  all 
tracks  other  than  main  tracks,  except  as  hereinafter 
specified;  on  main  tracks  to  govern  train  movements 
against  current  of  traffic,  and  when  approved  by 
the  commission  as  intervening  signals  to  facili- 
tate switching  movements.  When  used  they  must 
be  located  and  connected  in  the  same  manner  as 
home    signals. 
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Section    14. — Advance    Signals: 

Advance  signals  may  be  used  when  necessary 
and  must  be  installed  in  the  same  manner  as  home 
signals. 

Section    15. — Distant    Signals: 

(a)  On  level  and  ascending  grades,  distant  signals 
shall  be  located  not  less  than  two  thousand  five 
hundred  (2,500)  feet  in  advance  of  their  respective 
home  signals.  On  descending  grades  the  minimum 
distance  of  two  thousand  five  hundred  (2,500)  feet 
shall  be  increased  at  the  rate  of  one  hundred  (100) 
feet  for  each  one-tenth  (1-10)  of  one  per  cent  of 
gradient. 

(b)  Where  conditions  justify,  the  location  and  char- 
acter of  distant  signals  or  the  method  of  operation 
may  be  varied  or  the  signals  be  omitted,  depending 
upon  the  conditions  surrounding  each  particular 
case. 

(c)  Except  as  hereinafter  provided,  all  high  speed 
tracks  must  be  equipped  with  power-operated  dis- 
tant signals  having  electric  locks  or  other  suitable 
apparatus  to  prevent  changing  of  the  route  until 
such    signals    have    indicated    their    normal    position. 

(d)  When  required  by  the  commission,  distant 
signals  shall  be  so  arranged  as  automatically  to 
indicate  stop  when  the  track  between  the  home  and 
distant  signal  is  occupied,  or  when  any  intervening 
switch  is  not  in  its  normal  position. 

Section    16. — Switches: 

All  switches,  derails,  movable  point  frogs  and 
other  units  within  the  interlocking  limits  herein- 
before   defined,    must   be   incorporated   in   the   plant. 

Section  17. — Derails   on   Steam    Roads: 

(a)  Main  Tracks:  On  level  grades  facing  derails 
must  be  located  not  less  than  five  hundred  (500) 
feet  from  a  drawbridge  or  the  fouling  point  of  a 
crossing  or  junction.  On  descending  grades  facing 
derails  must  be  located  to  give  practically  the  same 
measure  of  protection  as  for  level  grades,  and  the 
minimum  distance  of  five  hundred  (500)  feet  must 
be  increased  at  the  rate  of  ten  (10)  feet  for  each 
one-tenth  (1-lOth)  of  one  per  cent  gradient.  On 
ascending  grades  the  minimum  distance  of  five  hun- 
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dred  (500)  feet  may  be  reduced  at  the  rate  of  ten 
(10)  feet  for  each  one-tenth  of  one  per  cent  gradient; 
but  in  no  case  shall  such  derails  be  located  less 
than  four  hundred  (400)  feet  from  a  drawbridge  or 
the   fouling   point   of   a   crossing   or  junction. 

(b)  Pocket  Derails:  Where  such  are  used,  they 
shall  be  located  so  as  "to  derail  the  first  pair  of  wheels 
on  the  ties  at  a  point  not  less  than  fifty  (50)  feet 
from  the  fouling  point  of  a  crossing  or  junction. 

(c)  Backup  Derails:  These  shall  be  placed  not 
less  than  two  hundred  and  fifty  (250)  feet  from 
a  drawbridge  or  the  fouling  point  of  a  crossing  or 
junction. 

(d)  Secondary  Tracks:  All  tracks  other  than  main 
tracks  shall  be  termed  secondary  tracks.  On  such 
tracks  derails  shall  be  placed  not  less  than  two  hun- 
dred (200)  feet  from  a  drawbridge  or  from  the  foul- 
ing point  of  a  crossing;  and  not  less  than  fifty  (50) 
feet  from  the  fouling  point  of  a  junction. 

(e)  The  fouling  point  is  where  two  trains  moving 
toward  a  common  center  would  come  in  contact. 

if)  Where  conditions  justify,  the  location  of  de- 
rails may  be  varied  or  they  may  be  omitted,  when 
approved    by    the    commission. 

Section   18,  Derails   on  Electric    Roads: 

The  location  of  derails  on  electric  roads  shall  be 
determined  in  the  same  manner  as  for  steam  roads. 
In  placing  derails  in  the  tracks  of  such  roads,  con- 
sideration will  be  given  to  speed  and  character  of 
traffic. 

Section   19. — Type    of   Derails: 

Derails  must  be  of  an  approved  pattern,  suitable 
for  the  purposes  intended,  and  so  placed  with  re- 
ference to  curvature,  bridges  and  other  tracks  as 
to   secure  a   maximum   of  efficiency   and   safety. 

Section    20. — Guard     Rails: 

Where  physical  conditions  require  their  use,  guard 
rails  shall  be  installed  in  connection  with  derails. 
When  used,  they  shall  be  placed  between  the  track 
rails,  parallel  to  and  not  less  than  ten  (10)  inches 
distant  in  the  clear  therefrom,  and  must  be  of  suffi- 
cient height,  length  and  strength,  and  be  properly 
secured    to   the    track   ties. 
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Section  21. — Automatic    Train    Control: 

Automatic    train    stopping    devices    which     are    a 

Eart  of  a  system  of  automatic  train  control  approved 
y  th  ^  commission,  may  be  used  in  lieu  of  derails. 
In  such  devices,  the  means  for  automatically  apply- 
ing the  train  brakes  shall  be  located  a  sufficient  dis- 
tance in  advance  of  the  fouling  point  as  to  insure 
a    safe    breaking    distance. 

Section    22, — Locks: 

(a)  In  mechanical  plants  all  facing  switches,  split 
point  derails  in  main  tracks  and  all  slip  switcnes 
and  movable  point  frogs,  must  be  locked  with  fac- 
ing point  locks.  All  other  derails,  switches  and  other 
units  must  be  locked  either  with  facing  point  locks 
or  with  switch   and  lock   movements. 

(b)  In  plants  equipped  with  mechanical  signals, 
all  derails  must  be  provided  with  bolt  locks;  also 
all  switches,  movable  point  frogs  and  other  units, 
where  conditions  require   them. 

(c)  In  power  plants,  the  arrangement  must  be 
such  that  the  signals  operating  in  connection  with 
derails,  facing  point  switches  and  other  units  can- 
not be  operated  unless  these  units  are  in  proper 
position. 

Section  23. — Detector  Bars: 

(a)  Unless  otherwise  provided,  all  derails,  switch- 
es, movable  point  frogs  and  other  units  shall  be 
equipped  with  detector  bars  of  approved  design 
not  less  than  fifty-three  (53)  feet  in  length,  or  longer 
if    required. 

(b)  Except  as  hereinafter  provided,  all  crossings 
shall  be  equipped  with  detector  bars  of  suitable 
length,  so  interlocked  as  to  insure  a  clear  crossing 
before  an  opposing  route  can  be  set  up  or  a  proceed 
signal    given. 

(c)  Crossing  detector  bars  will  not  be  required 
where  electric  locking  is  installed;  nor  at  outlying 
crossings  of  simple  character  where  ho  switching 
is  performed,  when  the  plant  is  equipped  with  time 
locks. 

Section    24. — Time    Locks: 

Unless  equipped  with  electric  locking,  time  locks 
must   be   installed   to   prevent   the   changing   of   high 
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speed    routes,    until    after    the    home    signal    has    dis- 
played   the    stop    indication    a    predetermined    time. 

Section    25. — Electric    Locking: 

Electric  locking  may  be  provided  in  place  of  time 
locks  and  crossing  bars.  When  used,  the  circuits 
must  be  arranged  so  as  to  prevent  the  changing  of 
a  route  until  the  train  has  passed  through  the  inter- 
locking limits  or  through  a  predetermined  part  of 
of    the    plant. 

Section  26. — Detector  Circuits: 

When  a  railway  company  is  equipped  with  suffi- 
cient maintenance  forces  for  properly  maintaining 
electric  detector  circuits,  such  circuits  may  be  used 
in  place  of  mechanical  detector  bars. 

Section     27. — Machines: 

(a)  All  mechanical  interlocking  machines  shall 
be    equipped    with    locking   of   the    preliminary,  type. 

(b)  All  power  interlocking  machines  shall  have  the 
locking  so  arranged  as  to  be  effective  before  the 
operating  conditions  of  any  circuit  directly  control- 
ling a  unit  can  be  changed.  Suitable  indicating  and 
locking  apparatus  shall  be  provided  to  prevent  the 
placing  of  a  lever  in  complete  normal  or  reverse 
position  until  the  unit  controlled  has  completed 
the  intended  operation,  except  that  signals  shall 
indicate  the   normal   position   only. 

Section   28. — Locking    of  Levers: 

(a)  The  locking  must  be  so  arranged  that  con- 
flicting routes  cannot  be  given  at  any  stage  in  the 
setting  up  of  a  route,*  nor  a  proceed  indication  given 
until  all  switches,  derails,  movable  point  frogs,  fac- 
ing point  locks  and  other  units  in  the  route  affected 
are    in    proper    position. 

(b)  When  a  separate  lever  is  used  to  operate 
distant  signals  the  locking  between  the  home  and 
distant  signals  shall  be  so  arranged  as  to  prevent 
the  distant  signals  from  giving  the  proceed  indica- 
tion until  the  home  signals  operating  in  connection 
with  such  distant  signals  are  in  the  proceed  position. 

Section   29. — Locks    and   Seals: 

(a)  All  interlocking  machines  must,  when  practi- 
cable,   be   provided   with   means   for  locking   or   seal- 
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ing  the  mechanical  locking  and  indication  apparatus 
in  such  a  manner  as  to  prevent  access  to  any  ex- 
cept   authorized    employes. 

(b)  All  power  interlocking  cabinets,  time  locks, 
time  releases,  emergency  switches,  indicator  and 
relay  cases  must  be  provided  with  suitable  covers 
and  fastenings  and  be  properly  sealed  or  locked, 
and  must  not  be  opened  by  any  but  authorized 
employes. 

Section    30. — Cross     Protection: 

(a)  As  far  as  practicable,  cross  protection  appara- 
tus must  be  provided  in  connection  with  electric 
interlocking  plants  to  prevent  the  operation  of  any 
unit   by   cross   or   grounds. 

(b)  Low  voltage  circuits,  as  far  as  practicable, 
must  be  designed  to  prevent  the  operation  of  ap- 
paratus   by    cross    or    grounds. 

Section    31, — Annunciators: 

When  operating  conditions  require  annunciators, 
they   shall   be   installed. 

Section    32. — Signal    Towers: 

(a)  Signal  towers  shall  be  so  placed  and  be  of 
such  height  and  size  as  to  best  serve  the  purpose 
for   which    they    are   intended. 

{b)  The  use  of  interlocking  towers  for  purposes 
other  than  interlocking,  dispatching  and  block  work 
is     undesirable. 

(c)  If  work  other  than  interlocking  is  carried  on 
in  the  tower,  a  suitable  partition  or  railing  must  be 
provided  to  prevent  outsiders  from  having  access 
to  interlocking  apparatus,  and  interfering  with  the 
duties   of   the   operator   or   towerman. 

Section    33. — Tower    Lights: 

The  tower  lights  must  be  screened  off  so  that 
they  cannot  be  mistaken  for  signals  exhibited  to 
control    train    movements. 

Section    34. — Material    and    Workmanship: 

Material  and  workmanship  must  be  first-class 
throughout.  When  complete,  the  interlocking  plant 
must  be  in  every  way  suitable  and  suflBcient  for  the 
purposes    intended. 


Digitized  by  VjOOQIC 


The  Work  of  the  Year — Engineering  97 

maintenance  and  operation 

Section  35. — Maintenance   and   Operation: 

(a)  Interlocking  plants  must  at  all  times  be  pro- 
perly maintained  and  efficiently  operated.  Any 
rules  pr  regulations  that  the  railway  companies 
may  have  adopted  for  the  guidance  of  employes 
in  operating  and  maintaining  interlocking  plants 
must  be  appropriately  framed  and  conveniently 
placed   in   interlocking   towers. 

(b)  When  an  interlocking  plant  is  taken  out  of 
service  the  commission  must  be  notified  immediately. 
Under  such  circumstances  train  movements  must 
not  be  governed  by  interlocking  signals  but  by  the 
usual  precautions  prescribed  by  statute  governing 
train  movements  over  and  across  railroad  grade 
crossings,    junctions    and    drawbridges. 

Section    36,— Interlocking     Reports: 

Reports  for  each*  interlocking  plant  shall  be  filed 
with  the  commission  by  each  railroad  company 
concerned,  which  reports  must  be  filed  in  manner 
and   form   prescribed   by   the   commission. 

These  rules  to  become  effective  December  first, 
1913. 

Dated  at  Madison,  Wisconsin,  this  8th  day  of 
October,  A.  D.,  1913. 

The  entire  cost  of  block  signal  and  interlocking 
matters  handled  by  the  staff  has  amounted  to  $2,400 
for    the    year. 

2.  Grade   Crossing   Protection 

The  activity  of  the  Commission  through  its  en- 
gineering department  tending  to  better  conserve 
the  public  safety  at  street  and  highway  grade  cross- 
ings has  followed  much  the  same  lines  as  in  preced- 
ing years.  Examinations  have  been  made  of  condi- 
tions of  crossing  of  public  thoroughfares  with  rail- 
roads of  the  state  in  connection  with  formal  cases 
that  have  come  before  the  Commission.  In  many 
instances  field  inspections  of  and  reports  on  condi- 
tions at  grade  crossings  has  resulted  in  improve- 
ment   of    the    crossings    by    proper    grading    of    ap-. 
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preaches  or  the  installation  of  protective  features 
without  necessity  of  a  formal  hearing.  In  a  num- 
ber of  other  cases  additional  protective  measures 
have  been  taken  by  railroad  officials  voluntarily. 
Where  protective  features  have  been  installed  either 
on  order  of  the  Commission  or  without  the  neces- 
sity of  such  order,  plans  of  track  circuits,  etc., 
have  been  examined  and  approved  by  the  engineer- 
ing department.  The  following  table  presents  a 
resume  of  cases  where  formal  action  has  been  taken 
by  the  Commission.  The  number  of  roads  affected 
by  formal  order  are  11  and  the  total  number  of 
crossings    affected    are    86. 

Table  III  contains  a  tabulated  record  of  grade 
crossing  accidents,  segregated  so  as  to  show  accidents 
at  unprotected  crossings  as  compared  with  those 
occurring  at  crossings  protected  by  automatic  alarm 
bells,  flagmen  and  gates,  and  also  accidents  to  tres- 
passers on  railroad  rights  of  way  for  the  year  end- 
ing   June    30,    1914: 
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TABLE  III. 

RECORD  OF  GRADE  CROSSING  ACCIDENTS.   INJURIES  AND 
DEATHS   DUE  TO  TRESPASSING 


For   Year  Ending  June    30,    1914, 


K=Killed. 
I=lnjured. 


Acci- 
dents to 

Accidents  at  crossings. 

Nams  of  Road. 

tres- 
passers 

Unpro- 
tected 

Bell. 

Flag. 

Gates 

Total 

K 

I 

K 

I 

K 

I 

K 

I 

K 

I 

K 

I 

C.  A  N.  W 

C.   M.  &  St.   P 

M.  St.  P.  &  S.  S.  M. 

36 

35 

25 

16 

16 

3 

1 

1 

44 

49 

6 

14 

2 

1 
4 
1 

22 
8 
8 

4 

1 

1 

5 
5 

"¥ 

6 
3 

4 

4 
1 
1 

37 

17 

9 

C.  St.   P.   M.  A  O.. 



1 

5 

C.   B.  A  Q 

G.  N...... 

1 

1 

"3" 

1 

N.   P. 

1 

2 

1 

2 

G.  B.  A  W 

D.  S.  S.  A  A 

I.  c... 

W.  A  N 

W.  A  M. 

L.  S.  T.  A  T 

2 
3 
1 

1 

Other  small  roads  _ 

M.  L.   H.  A  T 

3 

3 

C.  A  M.  E 

2 

Mil.  Northern 

No 

repo 

rt  re 

ceiv 

ed. 

Totals 

140 

120 

9 

47 

2 

11 

3 

9 

4 

6 

18 

73 

During  the  year  the  department  has  done  con- 
siderable work  along  the  line  of  studying  the  adapta- 
bility of  various  protective  devices  on  the  market 
with  special  regard  to  their  usefulness  under  the 
physical,  climatic  and  other  conditions  obtaining  at 
grade  crossings  iji  this  state.  This  investigation  is 
as  yet  unfinished  but  there  has  been  collected  much 
information  that  will  give  better  acquaintance  with 
devices    being    offered    the    railroads. 

3.  Accident    Investigations 

Steam  railroads  are  required  by  statute  to  report 
to  the  Railroad  Commission  all  accidents  arising 
from  their  operation,  which  cause  injury  or  damage 
to  person,  equipment,  or  roadbed.  Public  utilities 
or  public  service  corporations  are  only  required  to 
report   fatalities   to    any    person   due   in    any    manner 
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to  their  operation,  the  furnishing  of  service,  or  their 
physical    existence. 

Such  of  these  reports  as  the  public  welfare  seems 
to  demand  are  fully  investigated  for  the  purpose  of 
preventing,  if  possible,  a  recurrence  of  such  an 
accident. 

Special  investigations  looking  toward  increased 
safety  in  electric  railway  operation  have  been  con- 
ducted, which  are  more  particularly  mentioned  else- 
where   in    this    report. 

This  Commission  has  also  cooperated  with  the 
Industrial  Commission  in  the  formulating  of  rules 
for  the  safe  construction  and  operation  of  electrical 
equipment. 

This  feature  of  the  Commission's  activities  for  the 
current   year    has    cost    $500. 

4.  Track    Elevation    and    Depression 

Track  elevation  and  depression  for  the  purpose 
of  eliminating  grade  crossings  has  received  consider- 
able attention  from  this  Commission.  The  princi- 
pal work  of  this  nature  has  occurred  in   Milwaukee. 

The  Milwaukee  "South  Side"  track  elevation, 
affecting  the  C.  &  N.  W.  and  C.  M.  &  St.  P.  railways, 
is  now  under  course  of  construction.  An  order  dated 
January  25,  1913,  was  issued  giving  additional  tem- 
porary protection  here,  pending  completion  of  con- 
struction. 

The  Chestnut  street  line  of  the  C.  M.  &  St.  P. 
Ry.  in  Milwaukee,  where  it  is  proposed  to  affect 
a  separation  of  grades,  is  being  held  in  abeyance, 
pending  a  solution  of  a  similar  problem  with  the 
same  railway  on  its  Northern  division  in  Milwaukee 
and  known  locally  as  the  '^Northwest  Side*'  Grade 
Separation  Case.  In  the  meantime  additional  tem- 
porary protection  has  been  ordered,  and  furnished 
on    the    Chestnut    street    line. 

The  **Northwest  Side"  grade  separation  problem 
in  Milwaukee,  with  the  C.  M.  &  St.  P.  Ry.  is  yet 
unsolved.     A  considerable  amount  of  time  and  study 
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has  been  expended  by  this  Commission  in  this  case. 
A  draft  for  a  proposed  tentative  order  was  submitted 
to  the  various  interests  affected  about  May  1,  1914, 
which  resulted  in  the  Manufacturers'  and  Shippers' 
Association  of  that  district  employing  an  engineer 
to  study  the  situation  from  its  point  of  view.  A 
decision  in  the  matter  may  be  expected  in  the  near 
future.  In  the  meanwhile  additional  temporary 
protection  has  been  furnished  in  accordance  with 
an  order  issued  in  January,    1913. 

The  Layton  Park  Track  Depression  Case  in  Mil- 
waukee, with  the  C.  &  N.  W.  Ry.,  has  also  received 
a  considerable  amount  of  study  by  this  Commission. 
A  tentative  order  relative  thereto  was  issued  to- 
wards the  close  of  the  current  year  providing  for 
a  separation  of  grades  in  the  main  by  track  depres- 
sion. It  is  expected  that  after  some  of  th6  detail 
plans  are  worked  out  by  the  city  of  Milwaukee 
and  the  railway  company,  a  permanent  order, 
following  in  general  the  plan  outlined  in  the  tenta- 
tive order,  will  be  issued.  In  the  meanwhile  addi- 
tional temporary  protection  was  ordered  in  January, 

1913,  and  furnished  by  the  railway  company. 
Hearings  were  held  March  18  and  24,  and  April  1, 

1914,  upon  the  petition  of  City  of  Kenosha  v. 
Chicago  &  North  Western  Ry.  Co,,  asking  for  the 
elimination  of  various  street  grade  crossings  by 
means  of  track  elevation,  but  press  of  other  matters 
has  prevented  a  comprehensive  study  being  made 
in  this  case  prior  to  the  close  of  this  fiscal  year. 

An  order  has  been  issued  eliminating  grade  cross- 
ings in  Eau  Claire  on  Putnam  and  Dewey  streets 
with  the  C.  M.  &.  St.  P.  Ry.,  and  providing  for  a 
subway  on  Dewey  street  and  a  foot  viaduct  ove^ 
the    tracks    at    Putnam    street. 

The  cost  of  this  service  has  been  $1,300. 

5.  Track     Inspection 

A  considerable  amount  of  systematic  inspection 
of  both  main  and  branch  line  tracks  has  been  made 
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during  the  year.  Also  as  various  reports  of  bad  or 
rough  riding  track  have  been  made  by  different 
employes  of  this  Commission,  special  inspections 
have  been  made.  Any  bad  conditions  are  taken 
up  with  the  respective  railway  companies.  This 
inspection   has  cost,   for  the  current  year,   $350. 

6.  Bridges 

No  new  matters  of  any  magnitude  or  importance 
have  presented  themselves  with  reference  to  street 
or  highway  bridges  carrying  street  railway  tracks. 
Some  attention  was  required  in  cases  still  uncom- 
pleted at  the  beginning  of  this  fiscal  year,  which, 
together  with  a  small  amount  of  routine  inspection 
work,    has   cost   the   state   $300. 


D.  PUBLIC   UTILITY  VALUATIONS 

1.  Gas  Valuations 

Very  little  valuation  of  gas  properties  has  been 
made  during  the  year.  A  little  work  in  connection 
with  valuations  practically  completed  during  the 
preceding  year  and  a  little  gas  valuation  work 
in  connection  with  combined  utilities  is  all  that  has 
claimed  the  attei^tion  of  the  department  in  this 
connection.  The  cost  of  the  gas  valuation  work 
of   the    year    does    not    exceed    $100. 

2.  Electric  Valuations 

During  the  year  valuations  were  made  of  the 
following    electric    utilities: 

Grand    Rapids    Electric    Company 

Janesville     Electric     Company 

Neillsville    Electric    Company 

United  Light,  Heat  &  Power  Co.  of  Delavan 

Endeavor    Light    and    Power    Company 

Prairie  City  Electric  Company 
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Sun    Prairie    Electric    Company 
Adams    Lighting    Company    of    Dousman 
Ellsworth    Heat,    Light    &    Power    Co. 
Ladysmith     Lighting    Company 
Omro    Electric    Light    Company 

All  of  the  valuations  were  for  rate-making  pur- 
poses. The  valuation  of  these  properties  has  cost 
$2,700  for  the   year  covered   by   this   report. 

3.  Telephone    Valuations 

The  valuation  of  the  Wisconsin  Telephone  Com- 
pany's exchange  in  Milwaukee  was  practically  com- 
pleted during  the  past  year.  The  elaborate  traffic 
study  carried  on  in  connection  with  this  valuation 
for  the  purpose  of  apportioning  property  and  ex- 
pense between  different  classes  of  service  has  re- 
quired considerable  attention  during  the  year.  The 
expenditure  on  this  Milwaukee  work  has  been  $3,000 
for   the    year. 

Appraisals  were  also  made  during  the  year  of  the 
properties  of  the  Badger  State  Telephone  Company, 
Platteville,  Rewey  &  Ellenboro  Telephone  Company, 
the  Wisconsin  Telephone  Company  at  Merrill,  Rock 
County  Telephone  Company,  Deerfield  Telephone 
Company,  Friendship  Telephone  Company,  Mount 
Horeb  Telephone  Company,  Knapp  Telephone  Com- 
pany, Random  Lake  Telephone  Company,  Farmers' 
Mutual  Telephone  Company  at  Muscoda  and  the 
Sharon  Farmers'  Telephone  Company.  The  cost 
of  these  smaller  appraisals  has  amounted  to  $1,275. 

4.  Water  Works  Valuations 

Some  additional  work  has  been  done  on  former 
valuations  up  to  date.  In  this  connection  the  Osh- 
kosh  and  Racine  water  properties  have  claimed  the 
attention  of  the  engineering  department  for  the 
purpose  of  hearings  and  court  cases.  The  valuation 
of  the  Richland  Center  Water  Works  was  brought 
up  to  date  and  a  valuation  was  made  of    the    Kau- 
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kauna  Water  Works  for  the  use  of  the  Commission 
in  starting  a  new  system  of  accounts.  Valuations 
were  made,  of  the  Merrill,  Ashland,  and  Hurley 
plants  in  connection  with  rate  cases.  The  cost  of 
the  water  works  valuations  for  the  year  amounted 
to     $2,400. 

5.  Heating    Valuations 

The  only  heating  plants  appraised  were  those 
operated  in  connection  with  other  utilities.  These 
valuations  are  mentioned  under  the  heading  ''Com- 
bined   Utility    Valuations." 

6    Combined  XJtility  Valuations 

The  property  of  the  combined  utilities  has  been 
valued    in    the    following    cases: 

Berlin    Public    Service    Company 

Elroy    Municipal    Light    &    Water    Plant 

Iron   River  Water,   Light  &   Power  Company 

Sheboygan    Railway    and    Electric    Company 

Tomahawk  Light,  Telephone  &  Improvement  Co. 

Watertown    Gas   &    Electric    Company 

The  valuation  of  these  combined  properties  cost 
$1,650. 

E.   RAILWAY    AND    COMBINED    PROPERTY 
VALUATIONS 

L  Electric  Railway  Valuations    • 

Work  in  this  branch  has  been  confined  to  routine 
annual  revisions  of  physical  value  which  are  made 
for  use  of  both  the  Railroad  Commission  and  the 
Tax   Commission. 

2.   Combined  Property  Valuations 

In  this  branch  the  work  has  been  largely  confined 
to    routine    annual   revisions.     A    new    revaluation    of 


GooqIc 


Digitized  by  VjOOQ 


The  Work  of  the  Year — Engineering         111 

the  property  of  The  Milwaukee  Electric  Railway 
&  Light  Company  and  the  Milwaukee  Light,  Heat 
&  Traction  Company  has  been  ordered  and  work 
just    commenced. 

3.  Steam   Railway  Valuations 

In  view  of  the  fact  that  the  federal  government 
has  undertaken  the  valuation  of  the  railroads  of 
the  United  States  there  has  been  no  particular 
activity  by  this  department  along  similar  lines. 
Work  has  been  started  on  a  revaluation  of  railroad 
lands  in  right  of  way  and  terminals  and  an  exten- 
sive investigation  was  made  in  the  general  engineer- 
ing offices  of  several  railroad  companies  with  respect 
to  the  actual  cost  of  railroad  construction  work  and 
prices  paid  for  material.  Other  than  the  above, 
the  steam  road  valuation  work  by  this  department 
has  been  confined  to  the  annual  revision,  which, 
in  the  cases  of  the  larger  roads  of  the  state,  has 
been  based  upon  the  companies'  reports  of  additions 
to  and  deductions  from  physical  properties.  The 
revision  of  valuations  of  the  small  roads,  having 
no  regularly  maintained  department  for  furnishing 
the  desired  information,  has  been  based  upon  field 
inspections  and  in  fact  amounts  to  revaluations. 

4.  Miscellaneous  Valuation  Work 

The  amount  of  valuation  work  in  connection  with 
security  issues,  rate  making,  and  transfer  of  utilities 
to  municipal  ownership  has  decreased  somewhat 
during  the  past  year,  but  there  has  been  consider- 
able activity  along  the  lines  of  miscellaneous  mat- 
ters. A  number  of  approximate  valuations  were 
made  for  the  purpose  of  authorizing  security  issues. 
Chief  among  them  were  the  Chippewa  Valley  Rail- 
way, Light  &  Power  Company,  the  Ironwood  & 
Bessemer  Railway  &  Light  Company,  the  Chicago 
&  North  Western  Railway  Company's  Peoria  liiie 
and  the   Battle    Island    Company. 


Digitized  by  VjOOQIC 


112  Report  of  the  Railroad  Commission 

In  accordance  with  a  law  creating  the  Wolf  River 
Improvement  Company  and  requiring  the  Railroad 
Commission  to  value  all  property  included  in  their 
reservoirs,  an  appraisal  was  made  of  all  property 
to  be  flooded  by  the  proposed  Post  Lake  Reservoir. 
This  valuation  covered  about  25,000  acres  of  land 
and  included  timber,  crops,  farm  buildings,  saw- 
mills, schoolhouses  and  town  buildings,  roads  and 
bridges.  The  cost  of  this  work  is  borne  by  the 
state  and  the  amount  subsequently  refunded  by  the 
Improvement  Company. 

The  cost  of  the  electric  and  other  railway  valua- 
tion   work    has   been    about   5>4,825. 


F.  WATER   POWER   INVESTIGATIONS 

The  water  power  act  of  1913,  together  with  the 
features  retained  from  previous  legislation  pertain- 
ing to  this  matter,  has  brought  to  the  engineering 
department  a  vast  amount  of  work.  Conditions 
have  not  as  yet  permitted  the  department  to  com- 
mence activities  under  all  the  provisions  of  the  act, 
however,  substantial  progress  has  been  made  in 
regard  to  the  more  important  features  of  the  Water 
Power  Law.  Such  matters  as  have  received  the 
attention  of  the  engineering .  staff  are  treated  in 
more  or  less  detail  in  what  follows.  In  the  matter 
of  stream  gaging  in  Wisconsin,  the  Commission  is 
cooperating  with  the  Water  Resources  Branch  of 
the  United  States  Geological  Survey,  a  district 
engineer  of  that  bureau  being  in  charge  of  the 
stream  gaging  work  for  the  Commission,  with  head- 
quarters   at    Madison. 

1.  Stream    Gaging 

It  is  the  purpose  of  the  hydrometric  work^'of 
this  Commission  to  collect  general  information  con- 
cerning the  daily,  monthly,  and  yearly  run-off  of 
the   various   rivers   and    streams   in    the   state.  •  Such 
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records  of  run-off  are  being  used  by  the  Commission 
in    studies    relative    to: 

(a)  Taxation   of  existing   water   powers. 

(6)  Bond  issues  of  existing  and  proposed  power 
plants    or    mergers. 

(c)  Strength  and  size  of  dams,  wing  walls,  and 
other  structures  relative  to  the  development  of 
power. 

(d)  Numerous  other  problems  coming  before  the 
Commission  in  connection  with  the  general  juris- 
diction over  the  various  waterways  of  the  state. 

The  records  are  of  value  to  hydraulic  engineers 
and   lathers   in    determining: 

(a)  The    feasibility    of    further    installations. 

(b)  The  efficient  operation  of  present  installations. 

(c)  Domestic    water    supply. 

(d)  Storage  possibilities  for  flood  prevention  and 
low  water  relief. 

The  records  are  of  value  to  the  state  as  a  whole, 
in  that  they  will  form  a  basis  for  the  determination 
of  the  total  amount  of  developed  and  undeveloped 
water    power. 

The  standard  methods  of  the  Water  Resources 
Branch  of  the  United  States  Geological  Survey  are 
followed  in  carrying  on  the  work.  In  general,  the 
daily  flow  is  determined  by  means  of  daily  gage 
heights  and  the  results  of  discharge  measurements. 
For  determining  the  stage,  different  types  of  gages 
are  used,  depending  upon  the  accuracy  of  records 
desired,  the  locality,  and  the  character  of  stream 
flow.  Where  observers  are  available  and  stream 
flow  conditions  natural,  a  type  of  non-recording 
gage   is   used.     Such   a   gage   may   be: 

(a),  A  vertical,  wooden  or  metal  gage,  graduated 
to  feet  and  tenths,  and  securely  fastened  to  a  bridge 
abutment    or    other    permanent    structure. 

(6)  A  sloping  gage,  extending  along  the  banks 
from  low  to  high  water  stages  and  securely  anchored. 

(c)  A  chain  gage  fastened  to  a  bridge  or  other 
structure,    overhanging    the    water. 
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A  gage,  to  be  properly  installed,  should  be  per- 
manent and  located  so  that  it  can  be  read  accu- 
rately by  an  observer,  and  so  graduated  that  it  will 
cover  any  range  in  stage.  Such  gages  are  read 
twice  daily  by  someone  living  in  the  immediate 
vicinity,  who  sends  in  the  reports  weekly  to  the 
Commission.  Observers  are  paid  a  nominal  sum  for 
their    work. 

Where  observers  are  not  available,  or  when  there 
is  daily  fluctuation  caused  by  power  plant  opera- 
tion so  that  the  mean  of  the  morning  and  after- 
noon gage  heights  will  not  give  the  mean  stage  for 
the  day,  it  becomes  necessary  to  install  automatic 
recording  gages.  These  gages  are  so  constructed 
that  they  will  draw  a  continuous  graph  or  print 
the  records  of  stage.  In  installing  these  gages  it 
is  generally  necessary  to  house  them  in  a  shelter 
over  a  well  which  is  connected  with  the  river  by 
means  of  an  intake  pipe.  These  gages  are  inspected 
weekly  by  an  observer,  who  removes  the  records 
and  forwards   the   same   to   the    Madison   office. 

Discharge  measurements  are  made  with  a  current 
meter,  the  meter  being  suspended  either  on  a  cable 
or  on  a  rod  when  wading  or  working  from  the  ice. 
Where  bridges  are  not  available  it  is  necessary  to 
erect  cables  spanning  the  river,  the  engineer  working 
from  a  car  suspended  from  the  cable.  In  making 
a  discharge  measurement,  the  mean  velocity  and 
the  depth  are  determined  at  frequent  intervals 
in  the  cross  section  and  the  total  flow  in  cubic  feet 
per  second  thus  determined.  The  gage  is  read  at 
frequent  intervals  in  order  that  the  mean  stage 
corresponding  with  the  measured  flow,  be  known. 
The  discharge  measurements  are  made  at  different 
stages,  from  low  to  high  water.  Knowing  the  stage 
and  the  corresponding  flow,  it  is  possible  to  develop 
rating  curves  from  which  the  flow  at  any  stage  can 
be  determined.  Having  the  mean  daily  gage  height 
and  a  well  defined  rating  curve  showing  the  dis- 
charge in  cubic  feet  per  second,  it  is  possible  to 
determine    the    daily    discharge. 
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Any  obstruction'  in  the  stream,  or  shifting  of  the 
river  bed  destroys  the  relation  determined  between 
stage  and  discharge.  During  the  frozen  period  of 
the  year  it  is  therefore  necessary  to  make  frequent 
discharge  measurements  and  base  the  flow  on  these. 
The  winter  flow  is  generally  the  low  flow,  and  a 
knowledge  of  such  is  very  important,  as  the  success 
or  failure  of  most  hydraulic  plants  depends  upon 
the    amount    of    low    flow. 

Streams  with  sandy  beds  are  liable  to  shift, 
making  it  necessary  to  do  special  work  at  stations 
located  on  such  streams.  Were  the  determination 
of  the  daily  stream  flow  only  the  applying  of  gage 
heights  to  a  rating  curve,  the  problem  would  be 
simple.  However,  ice,  floating  logs,  shifting  chan- 
nels, growth  of  aquatic  grasses,  large  daily  fluctu- 
ation, etc.,  make  the  study  a  complicated  one. 

Records  of  flow  are  being  collected  at  fifty  points 
in    the    state    as    follows: 
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River 

Location 
(nearest  town) 

Date  of 
installation 

Type  of 

AminicoD 

Aminicon  Falls 

Somerset 

Mar. 

Jan. 

July 

Dec. 

July 

Dec. 

Mar. 

Jan. 

Dec. 

Feb. 

Dec. 

Apr. 

July 

Jan. 

Jan. 

July 

Jan. 

Dec. 

Dec. 

Jan. 

Jan. 

Sept. 

Jan. 

July 

\/ar. 
Jan. 
Feb. 
Aug. 
Feb. 
Jan. 
Jan. 
Jan. 
Mar. 

I^ay 

June 

Feb. 

Mar. 

Jan. 

Feb. 

Sept. 

Dec. 

Dec. 

Nov. 

May 

Dec. 

May 

U.  S. 

Jan. 

Mar. 

17.  1914 
1.   1901 

30.  1914 

18.  1913 

23.  1914 
11.   1913 

19.  1914 

24.  1914 

26.  1911 
23.   1912 

31.  1913 
...   1899 

16.  1914 
1.   1914 

1.  1914 
30.   1914 

2.  1914 

25.  1913 

22.  1913 
10,   1914 
13.   1914 

4.  1902 

27.  1914 
1.   1913 

30.   1914 

23.  1914 
7.   1906 
9.   1914 

....   1912 

26.  1914 
22.   1914 

5.  1914 

17.  1914 

19.  1914 
1.   1909 
9.   1913 

18.  1914 
5.   1914 

20.  1914 
--    1902 

7.   1914 
..    1914 
13.   1913 

1.   1905 

7.   1902 

22.   1914 

1902 

9.   1907 
A.  Corps 
25.   1911 

21.  1914 

Chain 

Apple 

Power  plant 
Automatic 

Bid......:::..::.  :  : 

Odanah  

Baraboo 

Baraboo 

Chain 

Big  Eau  Pleine 

Stratford- 

Slooing 

Black 

Neillsville 

Chiin 

Brule  (L.  Superior  Dr.) 

Brule. 

Staff 

Brule  ( L.  Michigan  Dr.)  . 

Florence 

Chain 

Chippewa  (above  E.  Fork) 
Chippewa  (below  E.  Fork) 

Winter 

Staff 

Winter 

Staff 

Chippewa 

Bruce 

Chain 

Chippewa 

Chippewa  Falls 

Augusta 

Automatic 

Eau  Claire  (Chippewa  Dr.) 

Chain 

Eau  Claire 

Eau  Claire* 

Kelley 

Chain 

Eau  Claire  (Wis.  Dr.).    . 

Chain 

Flambeau , . 

Butternut _. 

Staff 

Flambeau 

Ladysmith.. 

Chain 

Kickapoo 

Gays  Mills 

West  Salem 

Wausau 

Chain 

La  Crosse 

Chain 

Little  Rib 

Chain 

Little  Wolf 

Royal  ton 

Chain 

Menomonie . 

Iron  Mount..   Mich. 

Koss.   Mich.* 

Rapids  Power  Co. 
Milwaukee 

Chain 

Menomonie 

Chain 

Menomonie 

Power  plant 

Milwaukee 

Chain 

Namekagon . 

Trego  .      ..    _   _   . 

Staff 

Oconto. 

Gillett 

Chain 

Pecatonica 

Dill - 

Staff 

Peshtigo 

High  Falls 

Automatic 

Amberg 

Chain 

Pine 

Florence..  

Chain 

Plover 

Stevens  Point 

Merrill 

Staff 

Prairie        -   _ 

Chain 

Red  Cedar . 

Colfax._ 

Chain 

Red  Cedar .   . 

Cedar  Falls 

Menominee 

Watertown 

Afton 

Staff 

Red  Cedar _ 

Automatic 

Rock - 

Chain 

Rock 

Chain 

St.  Croix. 

Swiss 

Staff 

St.  Croix _ 

St.  Croix  Falls 

Brodhead 

Power  plant 

Sugar 

Chain 

Tomahawk 

Tomahawk 

Slope 

Tremoealeau 

Dodge. 

Chain 

Wisconsin 

Rhinelander 

Merrill 

Chain 

Wisconsin 

Automatic 

Wisconsin.  _  _  - 

Nekoosa 

Automatic 

Wisconsin 

Muscoda 

Chain 

Wolf                ...   - 

Keshena 

Staff 

Wolf 

New  London 

Neopit 

Staff 

Wolf  (West  Branch) 

Yellow 

Power  plant 

Webster. 

Staff 

*Discontinued  in  favor  of  new  station  in  immediate  vicinity. 

This  hydrometric  work  has  Keen  carried  on  under 
the  supervision  of  the  Railroad  Commission  in  co- 
operation with  and  by  the  Water  Resources  Branch 
of  the  United  States  Geological  Survey.  Records 
have  been  furnished,  and  aid  rendered  by  the  fol- 
lowing: 

U.  S.    Indian    Service 
U.  S.     Weather    Bureau 
Wisconsin-Minnesota    Light    &    Power    Co. 
Wisconsin  Public  Service  Co. 
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Minneapolis    General    Electric    Co. 

Chippewa   &   Flambeau    Improvement    Co. 

U.  S.     Engineer     Corps. 

St.    Croix   Power   Co. 

Wisconsin  Valley  Improvement  Co. 

Menominee   &    Marinette    Lt.    &   Tr.    Co. 

Daniel    W.    Mead,  C.    B.    Stewart — and    others 

The  cost  of  this  stream  gaging  work  borne  by 
this  Commission    during    the    year    has    been    $6,500. 

2.  Investigation  of  Dams 

In  accordance  with  paragraph  3,  section  1596-51, 
chapter  755,  laws  of  1913,  the  Railroad  Commission 
is  authorized  and  required  to  make  a  complete  in- 
vestigation of  all  existing  dams  and  all  franchises 
and  permits  under  which  the  same  are  being  oper- 
ated  and   maintained. 

For  the  purpose  of  convenience  in  making  these 
inspections  and  directing  the  work  of  investigation 
of  these  dams  the  state  has  been  divided  into  five 
great  drainage  basins,  viz.:  Wisconsin  river  basin, 
Mississippi  river  basin,  Illinois  basin.  Lake  Michi- 
gan basin  and  Lake  Superior  basin.  The  Wisconsin 
river  basin  embraces  all  waters  of  the  state  which 
flow  into  the  Wisconsin  river;  the  Mississippi  river 
basin  embraces  all  waters  of  the  state  which  flow 
into  the  Mississippi  river  except  the  Wisconsin  and 
its  tributaries;  the  Illinois  basin  embraces  all  waters 
of  the  state  which  flow  across  the  state  line  into 
Illinois;  the  Lake  Michigan  basin  embraces  all  wa- 
ters of  the  state  which  flow  into  Lake  Michigan  and 
the  Lake  Superior  basin  embraces  all  waters  of 
the   state   which   flow   into   Lake   Superior. 

During  the  period  covered  by  this  report  the  work 
of  investigation  has  been  confined  chiefly  to  the 
Wisconsin    and    Mississippi   river   basins. 

In  carrying  on  this  work  of  investigation  it  has 
been  the  aim  to  eventually  make  a  complete  ex- 
amination of  each  existing  water  power  develop- 
ment, including  a  study  of  the  franchises  or  permits 
under   which   they   were   constructed    and   conditions 
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of  operation.  In  this  connection  visits  have  been 
made  to  over  three  hundred  existing  water  power 
plants  and  full  information  collected  regarding  these 
developments. 

The  information  obtained,  has,  for  convenience, 
been    grouped    linder   six    general    headings: 

Identification 
Historical 

Descriptive    (general) 
Constructive    Features 
Operative    Features 
Water    Records 

The  reports  show  the  exact  location  of  each  power, 
the  present  owner,  the  original  grantee,  the  date, 
limitations  and  provisions  of  the  original  franchise 
or  permit.  A  general  description  of  the  existing 
structure,  and  the  general  topographic  and  geologi- 
cal conditions  near  the  dam  ^ite.  In  connection 
with  the  constructive  features,  a  general  investi- 
gation has  been  made  for  stability  of  the  dam, 
foundations  and  anchorage,  its  capacity  for  the  pass- 
ing  of   floods,    method   of   operating   gates,   etc. 

General  sketches  have  been  made  of  the  various 
dams  and  of  typical  sections  through  the  spillways 
and  gates. 

General  information  has  been  collected  regarding 
operating  head  during  high,  low  and  normal  condi- 
tions of  water,  the  estimated  horse  power  obtained, 
the  total  number  of  hours  per  day  and  days  per 
year  that  the  plant  operates,  also  the  time  that  wa- 
ter has  been  sufficient  to  develop  the  required  power. 
A  list  and  description  was  made  of  various  equip- 
ment in  use  at  each  plant,  rated  horse  power  for 
a  given  head,  date  of  installation,  and  general  con- 
ditions   of    the    machinery. 

In  case  an  auxiliary  steam  plant  is  used  in  con- 
nection with  the  water  power,  full  information  was 
obtained    of   this    equipment. 
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3.  Miscellaneous  Water  Power  Matters 

The  Paramount  Knitting  Company  of  Beaver 
Dam  petitioned  the  Commission  to  make  an  investi- 
gation in  connection  with  a  building  being  erected 
by  the  Beaver  Dam  Realty  Company,  part  of 
which  projected  beyond  the  shore  line  of  Beaver 
Dam  creek.  It  was  found  that  several  of  the 
buildings  projecting  over  Beaver  Dam  creek  below 
the  dam,  owned  and  operated  by  the  Paramount 
Knitting  Company,  were  obstructing  navigation  at 
Beaver  Dam. 

A  hearing  has  been  held  in  connection  with  re- 
quests for  permission  to  construct  certain  dams  near 
New  Richmond.  No  elaborate  engineering  inspec- 
tion has  been  made,  but  some  attention  hais  been 
given   the    matter   by    members   of   the   staff. 

Plans  were  examined  for  a  municipal  dam  at 
Poynette  which  was  constructed  during  the  last 
year  and  an  investigation  was  made  after  the  dam 
was  constructed,  the  condition  of  the  dam  approved 
and  bench  marks  set  in  the  vicinity  as  required 
by    the    Water    Power    Law. 

Upon  request  an  investigation  was  made  at 
Mayville  consisting  of  a  survey  of  the  shore  line 
between  two  dams,  an  investigation  of  the  condition 
of  the  dam,  its  spillway  and  gate  capacity  and  the 
extent  and  cause  of  the  floods  which  occurred  there 
in    the    Spring   of    1914. 

An  investigation  has  been  made  of  the  Rock 
river  at  Janesville  to  determine  whether  structures 
built  over  the  river  along  the  city  bridges  consti- 
tute and  may  be  considered  as  obstructions  in  the 
river.  The  report  of  the  engineering  department 
on  this  matter  was  sent  to  the   Commission. 

Upon  petition  of  interested  parties  an  investi- 
gation was  made  to  determine  whether  certain  dams 
on  the  Wisconsin  river  above  Tomahawk  are  safe  and 
have  sufficient  flood  capacity  to  carry  away  the  heavy 
floods^ 
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The  Dells  Paper  and  Pulp  Company's  dam, 
located  at  Eau  Claire  on  the  Eau  Claire  river,  was 
the  subject  of  an  investigation  by  this  department 
made  upon  petition  of  the  Dells  Paper  and  Pulp 
Company,  with  a  view  to  determining  whether  the 
lock  in  the  dam  need  longer  be  maintained.  A  change 
in  condition  has  occurred  owing  to  the  fact  that  there 
is  no  more  logging  done  on  this  river,  and  no  boats 
travel  in  either  direction  at  this  point.  Owing  to 
the  fact  that  this  case  is  now  pending  in  the  courts, 
no  report   thereon   has   been   rendered. 

An  investigation  and  survey  has  been  made  at 
Browntown,  of  the  pond  and  dam  located  at  that 
place,  to  determine  the  area  which  is  flooded  due 
to    backwater    from    the    Browntown    dam. 

Plaas  for  the  construction  of  new  dams  for  the 
Burkhardt  Milling  Company  and  the  Centralia 
Water  Power  and  Paper  Company  have  been  re- 
ceived and  examination  of  the  sites  made.  Tem- 
porary bench  marks  have  also  been  set  at  these 
places. 

Numerous  other  matters  of  a  general  character 
required  the  attention  of  the  water  power  division 
of  the  department.  The  cost  of  conducting  these 
miscellaneous  water  power  investigations  has  been 
approximately    $3,300. 
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Complaints  and  Applications 

A.  Formal  Complaints  Against  Carriers 

B.  Formal  Complaints  Against  Utilities 

C.  Applications  for  Certificate  on  Public  Convenience 
and  Necessity 

D.  Applications  for  Authority   to  Issue  Stocks  and 
Bonds 

£•       Applications  Under  Non-Duplication  Law 

F.  Applications  for  Dealers^   Licenses  Under  ^^Blue 
Sky"  Law 

G.  Informal  Complaints  Against  Carriers 
H.      Informal  Complaints  Against  Utilities 
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COMPLAINTS  AND  APPLICATIONS.— A.    FORMAL  COM- 
PLAINTS AGAINST  CARRIERS 

July  i,  1913  to  June  30,  1914. 

(Stating  date  of  filing  of  complaint  or  application;    name  of  complain- 
ant or  applicant*  if  any;  subject  of  case  and  disposal  thereof.) 

1913 

July  1  — Town  of  Madison  vs.  I.  C.  R.  R.  Co. — Dangerous  crossing; 
Tierman  crossing. — Decision  rendered,  order  issued  Jan.  16, 
1914. 

July  1  — ^Town  of  Madison  vs.  I.  C.  R.  R.  Co. — Dangerous  crossing: 
Tillotson  crossing. — Decision  rendered,  order  issued  Jan.  16, 
1914. 

July  3  — Henry  Peterson,  el  al.  Almena.  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Inadequate  station  facilities. — Decision  rendered,  order 
issued  Oct.  1,  1913. 

July  5  — American  Society  of  Equity  of  Springbrook  vs.  C.  St.  P.  M.  & 
O.  Ry.  Co. — Failure  to  furnish  warehouse  site  to  properly  care 
for  potato  shipping  business. — Decision  rendered,  order  issued 
Sept.  23,  1913. 

July  5  — ^Town  of  Geneva,  Walworth  county,  vs.  C.  M.  &  St.  P.  Ry.  Co. — 
Dangerous  crossing  known  as  the  Fish  crossing. — Railway  com- 
pany agreed  to  protect  crossing. 

July  10— Chas.  E.  McMillan,  Sparta,  vs.  C.  &  N.  W.  Ry.  Co.— Inade- 
quate station  facilities  at  Sparta. — Decision  rendered,  order 
issued  Feb.  5,  1914. 

July  10 — Investigation  of  passenger  service  of  the  C.  M.  &  St.  P.  Ry. 
Co. — Pending. 

July  11  — Investigation  of  the  service  of  the  C.  M.  &  St.  P.  Ry.  Co.  be- 
tween Madison  and  Portage  and  points  we^t  of  Portage. — 
Pending. 

July  11  —Vaughn  Mfg.  Co.  et  ai,  Jefferson,  vs.  C.  &  N.  \V.  Ry.  Co.— 
Alleged  excessive  rates  on  coal  from  Milwaukee  to  Jefferson, 
Wis. — Pending. 

July  11  — W^  S.  Braddock,  Mather,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inade- 
quate service  on  Tomah-Babcock  Branch. — Amicably  settled. 

July  12  — Village  of  Campbellsport  vs.  C.  &  N.  W.  Ry.  Co. — High  speed 
of  trains  through  the  village. — Amicably  settled. 

July  14  — Town  of  Milwaukee  vs.  C.  M.  &  St.  P.  Ry.  Co. — Dangerous 
crossings. — Railway  company  agreed  to  protect  crossings. 

July  14  —John  Schroeder  Lbr.  Co.,  Ashland,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Excessive  rate  on  lumber  from  Ashland  to  W^ebster. — 
Decision  rendered,  refund  ordered  Oct.  3,  1913. 

July  17  — ^Town  of  Breed  vs.  C.  &  N.  W.  Ry.  Co. — Failure  to  construct 
proper  drain  over  right  of  way. — Amicably  settled. 
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1913 

July  la— August  Pukall  et  aL,  Shepley.  vs.  C.  &  N.  W.  Ry.  Co.— Request 

for  a  station  agent  at  Shepley. — Decision  rendered,  petition 

dismissed  Dec.  19,  1913. 
July  19 — Investigation,  on  motion  of  the  Commission,  of  the  Hanchett 

crossing  on  C.  M.  &  St.  P.  Ry.  in  town  of  Blooming  Grove. — 

Pending. 
July  19 — Investigation,  on  motion  of  the  Commission,  of  the  Fairground 

crossing. — Round  Top  crossing,  on  C.  M.  &  St.  P.  Ry.  in  town 

of  Madison. — Pending. 
July  21— Norman  G.  Williams,  Shiocton,  vs.  C.  A  N.  W.  Ry.  Co.,  C.  M. 

&  St.  P.  Ry.  Co.,  M.  St.  P.  &  S.  S.  M.  Ry.  Co.,  C.  St.  P.  M.  & 

O.  Ry.  Co. — Request  for  lower  rates  on  evergreen  boughs. — 

Rates  granted  by  companies  involved. 
July  23 — Town  of  Milwaukee  vs.  M.  N.  Ry.  Co. — Dangerous  crossings. — 

Crossings  placed  in  satisfactory  condition. 
July  23 — In  re  investigation,  on  motion  of  the  Commission,   of  rates  on 

Christmas  trees  and  evergreen  boughs  on  the  lines  of  the  C.  & 

N.  W.  Ry.  Co.,  C.  M.  &  St.  P.  Ry.  Co..  M.  St.  P.  A  S.  S.  M. 

Ry.  Co.  and  C.  St.  P.  M.  &  O.  Ry.  Co. — Railway  companies 

granted  rates  requested. 
July  23— Kraft,  Radtke  &  Quilling  Co.,  Augusta,  vs.  C.  A  N.  W.  Ry. 

Co.,  C.  M.  A  St.  P.  Ry.  Co. — Claim  for  overcharge. — Decision 

rendered,  refund  ordered  Dec.  9,  1913. 
July  25 — Weeks  Lumber  Co.,  Racine,  vs.  C.  A  N.  W.  Ry.  Co. — Petition 

for  a  spur  track. — Decision  rendered,  order  issued  March  7, 

1914. 
July  30— Wausau  Box  A  Lumber  Co.,  Wausau,  vs.  C.  A  N.  W.  Ry.  Co.— 

Unjust  rates   on  lumber   and  nailed-up  wooden  boxes.— De- 
cision rendered,  order  issued  Feb.  9,  1914. 
Aug.     4— Oglebay.  Norton  A  Co.  vs.  M.  St.  P.  A  S.  S.  M.  Ry.  Co.— 

Claim    for   overcharge. — Decision    rendered,    refund    ordered 

Oct.  8,  1913. 
Aug.    4 — Henry  Boehle,  Butternut,  vs.  Roddis  Lbr.  A  Veneer  Co.,  M.  St. 

P.  A  S.  S.  M.  Ry.  Co. — Car  shortage  and   overcharge  on  shipn 

ments. — Pending. 
Aug.    6 — City  of  Ft.  Atkinson  vs.  C.  A  N.  W.  Ry.  Co. — Dangerous  cross- 
ings.— Pending. 
Aug.    7 — Southern  Wis.  Sand  A  Gravel  Co.,  Janesville,  vs.  C.  M.  A  St. 

P.  Ry.  Co. — Failure  of  railway  company  to  comply  with  R.  R. 

Commission's  order. — Decision  rendered,  refund  ordered  Dec. 

6,  1913. 
Aug.    8— Howard  Teasdale,  Sparta,  vs.  C.  M.  A  St.  P.  Ry.  Co.,  C.  A 

N.  W.  Ry.  Co. — Petition  for  a  union  depot. — Pending. 
Aug.  11— City  of  Stevens  Point  vs.  M.  St.  P.  A  S.  S.  M.  Ry.  Co.— Dan- 
gerous crossing  at  Church  street. — Adjusted,  complaint  with- 
drawn. 
Aug.  14 — In  re  hearing,  on  motion  of  the  Commission,  regarding  the 

highway  crossing  one  mile  west  of  Madison  on  line  of  C.  M.  A 

St.  P.  Ry.  Co.— Pending 
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Aug.  15 — In  Tt  application  of  T.  M.  E.  R.  &  L.  Co.  and  Milwaukee  Lt. 
Ht.  &  Tr.  Co.  for  the  determination  of  reasonable  rates  for 
suburban  and  interurban  service. — Decision  rendered,  order 
issued  Jan.  2,  1914. 

Aug.  16 — Rose  J.  Doyle,  Shawmut,  Montana,  vs.  M.  St.  P.  &  S.  S.  M. 
Ry.  Co. — Petition  for  restoration  of  industrial  track  at  S tough- 
ton.  Wis. — Decision  rendered,  petition  dismissed  Jan.  16,  1914. 

Aug.  18— John  H.  Allen  Seed  Co.,  Sheboygan,  vs.  C.  &  N.  W.  Ry.  Co.— 
Unsatisfactory  rates  for  peas,  etc. — Settled  by  granting  of  rates 
asked  for. 

Aug.  19 — Village  of  Milton  vs.  C.  M.  &  St.  P.  Ry.  Co. — Passenger  rates 
between  Milton  and  Janesville. — Adjusted^  complaint  dropped. 

Aug.  20— Pulp  &  Paper  Mfrs.  Traffic  Asso.  vs.  C.  &  N.  W.  Ry.  Co.,  C. 
M.  &  St.  P.  Ry.  Co.,  C.  St.  P.  M.  &  O.  Ry.  Co.,  G.  B.  &  W.  R. 
R.  Co.  and  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Alleged  excessive 
rates  on  coal  from  Green  Bay  and  other  lake  ports  to  peti- 
tioner's manufacturing  plants. — Pending. 

Aug.  21 — Janesville  Moulding  Sand  Co.,  Janesville,  vs.  C.  &  N.  W.  Ry. 
Co. — Petition  for  an  industrial  spur  track. — Adjusted,  com- 
plaint dropped.* 

Aug.  21 — Norwalk  Creamery  Co.,  Norwalk,  vs.  C.  &  N.  W.  Ry.  Co. — 
Petition  for  a  spur  track. — Amicably  settled. 

Aug.  21 — Oshkosh  Fuel  Co.  vs.  C.  &  N.  W.  Ry.  Co. — Claim  for  over- 
charges.— Decision  rendered,  complaint  dismissed  Feb.  16,  1914. 

Aug.  22 — Chamber  of  Commerce  of  Milwaukee  vs.  C.  &  N.  W.  Ry.  Co. — 
Excessive  and  discriminatory  rates  on  hay. — Pending. 

Aug.  22 — In  Tt  hearing  on  the  formulation  of  rules  to  govern  the  installa- 
tion and  maintenance  of  interlocking  plants. — Rules,  as  re- 
ported, adopted  by  R.  R.  Commission  of  Wis. 

Aug.  25— Northern  Milling  Co.,  Wausau,  vs.  C.  &  N.  W.  Ry.  Co.— Claim 
for  overcharges  on  shipments  of  hay. — Decision  rendered,  re- 
fund ordered  Jan.  2,  1914. 

Aug.  26 — Commercial  Club  of  Menominee  vs.  C.  St.  P.  M.  &  O.  Ry.  Co. — 
Inadequate  passenger  and  freight  station  facilities  at  Menomi- 
nee Junction. — Decision  rendered,  order  issued  March  7,  1914. 

Aug.  26— Rusk  Box  and  Furniture  Co.,  Hawkins,  vs.  M.  St.  P.  &  S.  S. 
M.  Ry.  Co. — Claim  for  overcharge  on  shipments  of  lumber. — 
Decision  rendered,  refund  ordered  March  11,  1914. 

Sept.  3— Walter  Stark  &  Co.,  Elkhart  Lake,  vs.  Sheboygan  Ry.  &  El. 
Co. — Petition  for  restoration  of  platform  at  complainant's 
summer  resort. — Satisfactorily  adjusted. 

Sept.  4 — In  re  proposed  relocation,  change  of  highway  below  Cassville. — 
Decision  rendered,  order  issued  Nov.  15,  1913. 

Sept.  5— S.  M.  Clapper  ei  aL,  Avalon,  vs.  C.  M.  *  St.  P.  Ry.  Co.— Fail- 
ure to  stop  train  No.  140  at  Avalon  station. — Complaint  aalis- 
fied. 

Sept.  9 — In  re  hearing,  on  motion  of  the  Commission,  on  the  public  ne- 
cessity of  separation  of  grades  on  the  C.  &  N.  W.  Ry.  highway 
crossing  in  the  town  of  Westport,  Dane  county. — Pending. 
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Sept.  9 — Mrs.  L.  Knutsen,  Mountain,  vs.  C.  &  N.  W.  Ry.  Co. — Removal 
of  spur  track  at  Kingston. — Decision  rendered,  petition  dis- 
missed Jan.  16,  1914. 

Sept.  11— Pulp  &  Paper  Mfrs.  Traffic  Association  vs.  C.  B.  &  Q.  R.  R. 
Co.  et  al. — Alleged  unjust  rates  on  pulp  wood  which  is  trans- 
ported over  two  or  more  lines  of  road. — Decision  rendered, 
order  issued  Feb.  11,  1914. 

Sept.  12 — In  re  hearing  on  the  public  necessity  of  protection  of  a  railway 
highway  crossing  on  the  line  of  the  C.  St.  P.  M.  &  O.  Ry.  Co.  on 
Dewey  and  Putnam  streets,  city  of  Eau  Claire. — Pending. 

Sept.  12 — In  re  hearing  on  the  public  necessity  of  protection  of  a  highway 
crossing  on  the  lines  of  the  C.  St.  P.  M.  A  O.  Ry.  Co.  and  the 
C.  M.  &  St.  P.  Ry.  Co.  on  the  Drummond  road,  Eau  Claire. — 
Decision  rendered,  order  issued  March  6,  1914. 

Sept.  12 — In  re  hearing  on  the  public  necessity  or  protection  of  a  highway 
crossing  on  the  line  of  the  C.  M.  &  St.  P.  Ry.  Co.  on  Chestnut 
street  in  the  city  of  Eau  Claire. — Decision  rendered,  order  issued 
Nov.  14,  1913. 

Sept.  12 — In  re  hearing  on  the  public  necessity  of  protection  of  a  railway 
highway  crossing  on  the  line  of  the  C.  St.  P.  M.  &  0.  Ry.  Co. 
on  Knapp  street  in  the  city  of  Rice  Lake. — Settled  by  an  agree- 
ment at  hearing. 

Sept.  16 — ^Town  of  Geneva  vs.  C.  &  N.  W.  Ry.  Co. — Dangerous  highway 
crossing. — Decision  rendered,  order  issued  May  15,  .1914. 

Sept.  17 — ^Milage  of  Merrillan  vs.  C.  St.  P.  M.  &  O.  Ry.  Co. — Dangerous 
crossings  on  Main  and  Pearl  streets. — Decision  rendered,  order 
issued  April  14,  1914. 

Sept.  18 — In  re  hearing,  on  motion  of  the  Commission,  regarding  the  re- 
location of  a  highway  and  the  necessity  for  separation  of  grades 
at  a  railway  highway  crossing  on  line  of  the  C.  &  N.  W.  Ry.  Co. 
about  one-half  mile  west  of  JelTerson  Junction,  Wis. — Pending. 

Sept  19— Chicago  Boat  &  Engine  Co.,  Chicago,  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Overcharge  on  shipment  of  one  crated  motor  boat, 
Racine  to  Fifield. — Complaint  dropped. 

Sept.  25 — ^John  Gund  Brewing  Co.,  La  Crosse,  vs.  C.  M.  &  St.  P.  Ry.  Co. 
— Excessive  charges  on  a  shipment  of  bottles,  between  Mil- 
waukee and  La  Crosse. — Pending. 

Sept.  26— R.  W.  McCoy,  New  Richmond,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— 
Dangerous  crossings  at  First  and  Third  streets. — Superseded 
by  complaint  made  by  town  board. 

Sept.  2V— Colfax  Produce  Co.,  Colfax,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Failure  to  provide  suitable  cars  for  shipment  of  produce. — 
Decision  rei^dered,  petition  dismissed  Feb.  20,  1914. 

Oct.  3 — ^The  Central  Wisconsin  Supply  Co..  Beaver  Dam,  vs.  C.  A 
N.  W.  Ry.  Co. — Excessive  minimum  weights  on  fuel  wood  in 
the  state  of  Wisconsin. — Pending. 

Oct.  3  — Robt.  H.  Pritchard,  Chicago,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— 
Failure  to  maintain  an  agent  at  Brill  station. — Decision  ren- 
dered, petition  dismissed  Jan.  16,  1914. 
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Oct.  3  —Leonard  Seed  Co.,  Columbus,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— 
Exorbitant  rates  on  carload  of  peas. — Decision  rendered, 
order  issued  Feb.  24,  1914. 

Oct.  3  —City  of  Green  Bay  vs.  C.  M.  &  St.  P.  Ry.  Co.— Unreasonable 
height  of  tracks. — Complaint  dismissed. 

Oct.  6  —Eugene  Hayden,  ApoUonia,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Refusal  to  stop  train  No.  84885. — Decision  rendered,  petition 
dismissed  Dec.  8,  1913. 

Oct.  8  — Town  of  Sullivan  vs.  C.  &  N.  W.  Ry.  Co. — Dangerous  crossings. 
— Decision  rendered,  order  issued  April  14,  1914. 

Oct.  8  — In  re  investigation  and  hearing  on  the  necessity  of  widening  the 
subway  on  the  line  of  the  C.  M.  &  St.  P.  Ry.  Co.  south  of 
Stoughton  depot. — Satisfied  by  construction  of  viaduct. 

Oct.  8  — F.  G.  Cross  et  a/.,  Allenville,  vs  C.  &  N.  \V.  Ry.  Co.— Inade- 
quate station  service. — Decision  rendered,  order  issued  Dec. 
13,  1913. 

Oct.  10  —Village  of  Auburndale  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Inade- 
quate freight  and  passenger  facilities  at  station. — Settled  by 
agreement  of  railway  company  to  erect  new  station. 

Oct.  10  — Rhinelander  Paper  Co.,  Rhinelander,  vs.  M.  St.  P.  &  S.  S.  M. 
Ry.  Co. — Claim  for  a  refund  for  returning  three  carloads  of 
car  stakes,  Rhinelander  to  Armstrong  Creek. — Decision  ren- 
dered, refund  ordered  Nov.  15,  1913. 

Oct.  15  — Horicon  Advancement  Association  vs.  C.  M.  &  St.  P.  Ry.  Co. — 
Inadequate  station  facilities  for  freight  and  passenger  business. 
— Decision  rendered,  order  issued  March  14,  1914. 

Oct.  16  — ^Town  of  Cleveland  vs.  C.  &  N.  W.  Ry.  Co. — Dangerous  cross- 
ing two  miles  north  of  Stratford. — Decision  rendered,  order 
issued  Feb.  10,  1914. 

Oct.  18  —A.  Rueth,  Sun  Prairie,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inadequate 
shipping  service  on  Lynn  Branch. — Pending. 

Oct.  21  —City  of  New  Richmond  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.  and  M. 
St.  P.  <fc  S.  S.  M.  Ry.  Co. — Petition  for  a  union  depot  to  be 
built  by  respondent  railway  companies. — Decision  rendered, 
petition  dismissed  June  6,  1914. 

Oct.  22  —Hugh  Bahlert  c/  a/..  Pound,  vs.  C.  M.  &  St.  P.  Ry.  Co.— In- 
adequate freight  service  in  the  village  of  Pound. — Complaint 
satisfied. 

Oct.  24  —Paine  Lbr.  Co.  Ltd.,  Oshkosh,  vs.  C.  &  N.  W.  Ry.  Co.— Unjust 
demurrage  charges. — Decision  rendered,  petition  dismissed 
Jan.  20,  1914. 

Oct.  29  — ^To^Ti  of  Montrose  vs.  I.  C.  R.  R.  Co. — Dangerous  crossing 
about  one  and  one-quarter  miles  north  of  Basco  station,  town 
of  Montrose. — Decision  rendered,  order  issued  Jan.  16,  1914. 

Oct.  30  —Town  of  Richfield  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Dangerous 
highway  crossing  one  and  one-half  miles  north  of  Colgate. — 
Decision  rendered,  complaint  dismissed  Jan.  16,  1914. 
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Oct  31  — ^Henry  W.  Brown  et  a/.,  Lancaster,  vs.  C.  &  N.  W.  Ry.  Co. — 
Excessive  charges  for  stopping  at  Stitzer  to  complete  carload 
of  live  stock. — Complaint  withdrawn. 

Oct.  31  -— Gill-Dawley  Lumber  Co.,  Wausau,  vs.  C.  &  N.  W.  Ry.  Co.— 
Unlawful  demurrage  charges  on  certain  shipments. — Pending. 

Oct.  31  — ^Waukesha  Lime  &  Stone  Co.,  by  Frank  B.  Fargo,  Waukesha, 
vs.  M.  St.  P.  k  S.  S.  M.  Ry.  Co.  d  a/.— Exorbitant  rates  on 
limestone  from  Waukesha  to  stations  on  respondents'  lines. — 
Decision  rendered,  order  issued  Jan.  2,  1914. 

Oct.  31  — ShawaYio  Fuel  Co.  vs.  C.  &,  N.  W.  Ry.  Co.— Discriminatory 
rates  on  hard  coal  from  Green  Bay  to  Shawano. — Pending. 

Oct.  31  — S.  R.  Titus,  Progress,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inadequate 
train  service  on  I^ynn  division. — ^Pending. 

Nov.  6— J.  F.  Sullivan,  Phillips,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Over- 
charge on  four  carloads  of  cordwood,  Kennan  to  Phillips. — 
Decision  rendered,  refund  ordered  Feb.  9,  1914. 

Nov.  7— T.  J.  Moritz,  Milwaukee,  vs.  C.  M.  &.  St.  P.  Ry.  Co.— Over- 
charges on  silica  sand. — Decision  renciered,  refund  ordered 
Feb.  9.  1914. 

Nov.  7— Madison  Gas  &  Elec.  Co.,  Madison,  vs.  C.  &.  N.  W.  Ry.  Co.— 
Unreasonable  and  unjust  requirements  regarding  installation 
of  spur  track. — Decision  rendered,  order  issued  Dec.  13,  1913. 

Nov.  13— Ervine  L.  Boardman,  Eidsvold,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. 
— Refusal  to  sell  tickets  to  or  from  station  of  Eidsvold. — De- 
cision rendered,  order  issued  May  12,  1914. 

Nov.  14 — In  re  investigation,  on  motion  of  the  Commission,  as  to  the 
necessity  of  the  alteration  or  relocation  of  the  highway,  and 
otherwise  providing  for  the  public  safety  at  the  railway  high- 
way crossings  knows  as:  1.  Second  Schulenberg  crossing,  2. 
Bollenbeck  crossing,  3.  John  Schoepp  crossing,  on  the  line  of 
the  C.  M.  &  St.  P.  Ry.  Co.  in  the  town  of  Cross  Plains,  Dane 
county. — Decision  rendered,  order  issued  April  15,  1914. 

Nov.  14 — ^Pennsylvania  Coal  &  Supply  Co.,  Milwaukee,  vs.  C.  M.  &  St. 
P.  Ry.  Co. — ^Unsatisfactory  rates  on  coal. — Pending. 

Nov.  17 — ^Webster  Manufacturing  Co.,  Superior,  vs.  C.  &  N.  W.  Ry.  Co. 
— Prohibitive  through  rate  from  Van  Buskirk  and  Carson  Sid- 
ing to  complainant's  factory. — Decision  rendered,  order  issued 
June  30,  1914. 

Nov.  19 — City  of  Oconomowoc  vs.  C.  M.  &  St.  P.  Ry.  Co. — Dangerous 
crossings  at  Charles  and  Lyman  streets. — Complaint  satisfied 
and  withdrawn. 

Nov.  21 — Owen  &  Brother  Co.,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co. — 
Overcharges  on  shipment  of  barley  from  Janesville  to  Cudahy. 
— Decision  rendered,  order  issued  Feb.  18,  1914. 

Nov.  26— White  Rock  Quarry  Co.,  Ablemans,  vs.  C.  A  N.  W.  Ry.  Co.— 
Excessive  freight  rates. — Decision  rendered,  order  issued  Jan. 
28,  1913. 
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Nov.  26 — Milwaukee  Sandstone  Co.,  Ablemans,  vs.  C.  &  N.  W.  Ry.  Co. 
— Excessive  freight  charges. — Decision  rendered,  order  issued 
Jan.  28,  1914. 

Nov.  28— James  Callen,  Jr.,  el  a/.,  Caledonia,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Inadequate  passenger  service. — Decision  rendered,  order  issued 
Feb.  10.  1914. 

Dec.  1— A.  D.  Gill,  Mauston,  vs.  C.  M.  &-St.  P.  Ry.  Co.— Discrimina- 
tory and  inadequate  passenger  service. — Settled  without  order. 

Dec.  2 — David  C.  Jones,  La  Crosse,  vs.  Wis.  Ry.  Lt.  &  Pr.  Co. — Inade- 
quate and  discriminatory  street  car  service. — ^Pending. 

Dec.  2 — In  re  investigation,  on  motion  of  the  Commission,  of  the  neg- 
lect of  the  C.  M.  &  St.  P.  Ry.  Co.  to  maintain  some  protective 
device  at  its  grade  crossing,  across  Caledonia  street  in  the  city 
of  La  Crosse. — Railway  company  agreed  to  provide  an  addi- 
tional gateman  at  this  crossing. 

Dec.  3— Village  Board  of  Sun  Prairie  vs.  C.  M.  &  St.  P.  Ry.  Co.— In- 
adequate and  unsuitable  station  facilities. — Decision  rendered, 
order  issued  April  15,  1914. 

Dec.  5— G.  B.  Lewis  &  Co..  Watertown,  vs.  C.  &  N.  W.  Ry.  Co.— Failure 
of  railway  company  to  maintain  track  scales  at  station. — Settled 
by  agreement  between  parties. 

Dec.  8— Peshtigo  Lbr.  Co.,  Chicago,  vs.  C.  &  N.  W.  Ry.  Co.— Exorbitant 
rates  on  saw  logs. — Decision  rendered,  petition  dismissed  June 
25,  1914. 

Dec.  10— Robt.  Upham  d  ai,  Shawano,  vs.  C.  &  N.  W.  Ry.  Co.— In- 
adequate freight  facilities. — Complaint  satisfied  and  withdrawn. 

Dec.  10 — Milwaukee  Structural  Steel  Co.,  Milwaukee,  vs.  C.  M.  &  St.  P. 
Ry.  Co. — Exorbitant  charges  for  switching  service. — Decision 
rendered,  order  issued  Jan.  28,  1914. 

Dec.  17— W.  M.  Bell  &  Co.,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Switching  charges,  Reed  St.  district,  Milwaukee. — Pending. 

Dec.  17 — Mason-Donaldson  Lbr.  Co.,  Rhinelander,  vs.  M.  St.  P.  &  S.  S. 
M.  Ry.  Co. — Exorbitant  switching. — Decision  rendered,  order 
issued  Feb.  18,  1914. 

Dec.  19 — In  re  investigation  and  hearing  in  respect  to  the  safety  of  pas- 
sengers over  the  Vine  street  railway  highway  crossing  of  the 
M.  St.  P.  &  S.  S.  M.  Ry.  Co.  in  the  city  of  Marshfield,  Wis.— 
Decision  rendered,  order  issued  March  6,  1914. 

Dec.  19 — ^Wachsmuth  Lumber  Co.,  Bayfield,  vs.  Bayfield  Transfer  Ry. 
Co. — Discriminatory  rates  on  saw  logs  to  take  effect  Jan.  1, 
1914. — Decision  rendered,  order  issued  April  7,  1914. 

Dec.  22 — ^T.  Purcell  et  aL,  Madison,  vs.  Southern  Wis.  Ry.  Co. — Proposed 
discontinuance  of  stop  on  Regent  street  half-way  between  Allen 
street  and  Vista  road. — Complaint  satisfied. 

Dec.  23— Town  of  Elcho  vs.  C.  &  N.  W.  Ry.  Co.— Failure  of  C.  &  N.  W. 
Ry.  Co.  to  construct  and  maintain  a  suitable  railway  highway 
crossing. — Pending. 
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Dec.  23 — ^Town  of  Wien  vs.  C.  &  N.  W.  Ry.  Co. — Dangerous  highway 

crossings;    Yanke,  Sawyer  and  Hoffman  crossings. — Decision 

rendered,  order  issued  May  1,  1914. 
Dec.  27— Greiling  Bros.  Co.,  Green  Bay,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 

Claim  for  exorbitant  demurrage  charges. — Decision  rendered, 

order  issued  May  6,  1914. 
Dec.  29— Big  Four  Canning  Co.,  Stanley,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co., 

C.  &  N.  W.  Ry.  Co.,  Stanley,  M.  &  P.  Ry.  Co.— Overcharges 

on  box  shooks. — Decision  rendered,  refund  ordered  Feb.  18, 

1914. 
Dec.  31— John  D.  Kissinger,  Laona,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 

Failure  to  make  connections  at  Prentice  between  trains  No.  84 

and  No.  111. — Decision  rendered,  complaint  dismissed  Feb.  16, 

1914. 
Dec.  31 — Leo  Schoenhofen,  Marshfield,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. — 

Failure  to  make  connections  at  Prentice  between  certain  trains. 

— Decision  rendered,  complaint  dismissed  Feb.  16,  1914. 
Dec.  31 — C,  D.  Sieberns  and  R.  R.  Howison,  Spring  Valley,  vs.  C.  St. 

P.  M.   &    O.    Ry.    Co. — Inadequate    train    service    between 

Woodville  and  Spring  Valley. — Pending. 

1914 

Jan.  1 — ^John  Lamp  ei  at.,  Deerfield,  vs.  C.  &  N.  W.  Ry.  Co. — Refusal 
to  install  a  telephone  in  station. — Telephone  installed,  com- 
plaint withdrawn. 

Jan.  3— A.  B.  Whiteis  ei  a/..  Reserve,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Unsatisfactory  station  and  train  service  at  Reserve. — Decision 
rendered,  order  issued  April  15,  1914. 

Jan.  5— Tomahawk  Steel  &  Iron  Works  vs.  C.  M.  &  St.  P.  Ry.  Co.,  C. 
&  N.  W.  Ry.  Co.,  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Discriminatory 
rates. — Held  in  abeyance,  pending  settlement  between  parties. 

Jan.  5 — Webster  Manufacturing  Co.,  Superior,  vs.  C.  &  N.  W.  Ry. 
Co.,  N.  P.  Ry.  Co. — Excessive  joint  rates  on  logs. — Decision 
rendered,  order  issued  June  30,  1914. 

Jan.  7 — Abrams  Business  Men's  Association  vs.  C.  M.  &  St.  P.  Ry.  Co. 
— Inadequate  train  and  station  service  at  Abrams. — Pending. 

Jan.  8— H.  W.  Selle  &  Co.,  Chicago,  vs.  M.  St.  P.  &  S.  S.  Ry.  Co.— 
Overcharge  on  shipments  of  excelsior. — Decision  rendered, 
refund  ordered  Jan.  20,  1914. 

Jan.  10 — Leon  Howard  et  a/..  Town  Of  Lake,  vs.  T.  M.  E.  R.  &  L.  Co. — 
Petition  filed  relating  to  increased  fare  schedules  on  Tippecanoe 
line  to  be  put  into  operation  Jan.  18,  1914. — Pending. 

Jan.  10 — In  re  investigation,  on  motion  of  the  Commission,  of  the  ne- 
cessity for  providing  protection  at  a  railway  highway  crossing, 
known  as  the  Fisk  crossing,  in  the  town  of  UUca,  Winnebago 
county.  Wis. — Settled  by  agreement  of  railway  company  to 
provide  for  necessary  improvements  and  protection. 

Jan.  11— Town  of  Marshfield  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Danger- 
ous crossings  in  town  of  Marshfield. — Pending. 
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Jan.  12— Jno.  H.  Allen  Seed  Co.,  Sheboygan,  vs.  C.  &  N.  W.  Ry.  Co., 
C.  M.  &  St.  P.  Ry.  Co. — Unsatisfactory  commodity  rates. — 
Pending. 

Jan.  14 — Archie  Lee  Persons,  Exeland,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. — • 
Inadequate  freight  and  passenger  station  and  service. — Satis- 
factorily adjusted. 

Jan.  15 — In  re  hearing  in  respect  to  the  necessity  for  relocation  of  the 
Barron's  crossing  two  and  one-half  miles  southwest  of  Comstock 
on  the  line  of  the  C.  St.  P.  M.  &  0.  Ry.  Co. — Decision  rendered, 
order  issued  March  7,  1914. 

Jan.  15— \V.  A.  von  Berg  et  a/.,  Mosinee,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Inadequate  and  unsanitary  station. — Pending. 

Jan.  15 — Twenty-Second  Ward  Advancement  Assn.,  Milwaukee,  vs. 
T.  M.  E.  R.  &  L.  Co. — Inadequate  and  insufTicient  street  car 
service  between  Twenty-second  ward  and  the  downtown  dis- 
trict of  Milwaukee. — Pending. 

Jan.  17 — Barkhausen  Coal  &  Dock  Co.,  Green  Bay,  vs.  G.  B.  &  W.  R. 
R.  Co. — Discriminatory  switching  charges. — Decision  rendered, 
order  issued  March  18,  1914. 

Jan.  17— Barkhausen  Coal  &  Dock  Co.,  Green  Bay,  vs.  C.  &  N.  W.  Ry. 
Co. — Exorbitant  rates  on  soft  coal  from  Green  Bay  to  points 
in  Wisconsin. — Pending. 

Jan.  20 — International  Harvester  Corporation,  Chicago,  vs.  C.  M.  &  St. 
P.  Ry.  Co. — Petition  filed  for  a  refund  on  shipments  of  slag  from 
Milwaukee  to  Horicon. — Decision  rendered,  refund  ordered 
Jan.  21.  1914. 

Jan.  20— Standard  Lime  &  Stone  Co.,  F'ond  du  Lac,  vs.  M.  St.  P.  &  S.  S. 
M.  Ry.  Co.,  C.  &  N.  W.  Ry.  Co. — Arbitrary  points  of  transfer 
in  hauling  of  lime  for  petitioner. — Pending. 

Jan.  21— Larson  Bros.,  Radisson,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.,  M.  St. 
P.  &  S.  S.  M.  Ry.  Co. — Overcharge  for  hauling  second  hand 
logging  sleighs,  Whittlesey  to  Hemlock  Spur. — Complaint  dis- 
missed. 

Jan.  24— Wm.  Rust.  Mukwonago,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Refusal  to  furnish  shipping  facilities. — Decision  rendered,  com- 
plaint dismissed  April  7,  1914. 

Jan.  26— Judson  Hall.  Hartland.  vs.  C.  M.  &  St.  P.  Ry.  Co.— Penalty 
exacted  for  failure  to  purchase  tickets  when  no  opportunity 
was  given  for  purchase  of  same. — Adjusted  informally. 

Jan.  26 — ^Town  of  Richmond  vs.  Wis.  Nor.  Ry.  Co. — Dangerous  crossing 
one  mile  east  of  Thornton.— Decision  rendered,  order  issued 
June  6.  1914. 

Jan.  27 — ^\^illage  of  Lohrville  vs.  C.  &  N.  W.  Ry.  Co. — Inadequate  serv- 
ice due  to  the  different  names  applied  to  the  station. — Railway 
company  agreed  to  continue  the  name  of  Lohrville;  complaint 
satisfied. 

Jan.  28 — ^Town  of  Howard  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. — Dangerous 
crossing. — Decision  rendered,  order  issued  April  30,  1914. 
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Jan.  28— E.  J.  Martel,  Whitefish  Bay,  vs.  T.  M.  E.  R.  &  L.  Co.,  M. 
L.  H.  &  T.  Co. — Failure  to  comply  with  order  of  the  Commis- 
sion in  the  matter  of  Robt.  Schmieder  et  al, — Pending. 

Jan.  31—0.  R.  Tower  ei  al.  West  Allis,  vs.  T.  M.  E.  R.  &  L.  Co..  M.  L. 
H.  &  T.  Co. — Failure  to  comply  with  order  of  the  Commission 
in  the  matter  of  0.  R.  Tower  et  aL — Pending. 

Jan.  31— F.  Hurlbut  Co.,  Green  Bay,  vs.  C.  &  N.  W.  Ry.  Co.— Discrim- 
inatory rates  on  soft  coal,  Green  Bay  to  Milwaukee. — Pending. 

Jan.  31 — ^Fred  Vonrueden,  Eagle,  vs.  C.  M.  &  St.  P.  Ry.  Co. — Dangerous 
driveway,  sec.  10,  town  of  Eagle. — Pending. 

Jan.  31— Geo.  P.  Dravo,  Milwaukee,  vs.  T.  M.  E.  R.  &  L.  Co.,  M.  L.  H. 
A  T.  Co. — Unsatisfactory  rates. — Pending. 

Jan.  31— Louis  A.  Rank,  Jr.,  Whitelaw,  Blease  W.  Meidl  vs.  C.  A  N,  W. 
Ry.  Co. — Inadequate  station  facilities. — Complaint  satisfied. 

Feb.  2— City  of  South  Milwaukee  vs.  T.  M.  E.  R.  A  L.  Co.,  M.  L.  H. 
A  T.  Co.— Unsatisfactory  fare  between  Milwaukee  and  South 
Milwaukee. — Pending. 

Feb.  2 — Common  Council  of  the  city  of  Wauwatosa  vs.  T.  M.  E.  R.  A 
L.  Co:,  M.  L.  H.  A  T.  Co. — Unsatisfactory  rates  of  fare. — 
Pending. 

Feb.  3 — ^Town  Board,  town  of  Clarno,  Green  Co.,  Wis.  vs.  I.  C.  R.  R. 
Co. — Dangerous  highway  crossing  known  as  "Spoeni**  crossing 
on  Winslow  or  Browntown  road. — Satisfactorily  adjusted. 

Feb.  3— F.  Hurlbut  Co.,  Green  Bay,  vs.  G.  B.  A  W.  R.  R.  Co.— Exces- 
sive shipment  charges  on  shipments  of  soft  coal. — Decision 
rendered,  order  issued  March  18,  1914. 

Feb.  4— Wm.  Franzen  A  Co.,  Milwaukee,  vs.  M.  St.  P.  A  S.  S.  M.  Ry. 
Co. — Overcharge  of  i^l4.52  on  two  shipments  of  bottles — Mil- 
waukee to  Waukesha. — Decision  rendered,  refund  ordered  Feb. 
18,  1914. 

Feb.  5— J.  P.  Beuscher  et  aL,  Cudahy,  vs.  T.  M.  E.  R.  A  L.  Co.,  M.  L, 
H.  A  T.  Co. — Rates  of  fare  as  recommended  in  order  of  Jan. 
1914,  discriminatory  against  residents  of  Cudahy. — Pending. 

Feb.  7 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  first  highway  crossing  south  of  the  C.  A  N.  W.  Ry.  Go's 
depot  in  Lodi,  Wis. — Necessary  protection  promised. 

Feb.  7 — Lindsay  Bros.,  Milwaukee,  vs.  Ahnapee  A  W.  Ry.  Co.  ei  al. — 
Unsatisfactory  rates  on  agricultural  implements,  vehicles,  etc. 
— Pending. 

Feb.  10— //I  re  investigation,  on  motion  of  the  Commission,  of  the 
necessity  for  the  use  of  air  brakes  on  the  cars  of  T.  M.  E.  R. 
A  L.  Co.  on  its  Milwaukee  street  railway  system. — Settled. 

Feb.  10— City  of  West  AUis  vs.  T.  M.  E.  R.  A  L.  Co.,  M.  L.  H.  A  T.  Co.— 
Unsatisfactory  system  of  fares. — Pending. 

Feb.  11— Town  of  Brookfield  vs.  C.  M.  A  St.  P.  Ry.  Co.- Dangerous 
highway  crossing  near  station  at  Brookfield. — Necessary  pro- 
tection provided. 

Feb.  11— Moore  A  Galloway  Lbr.  Co.,  Fond  du  Lac.  vs.  C.  A  N.  W.  Ry. 
Co. — Claim  for  refund  on  logs  shipped  to  Fond  du  Lac. — De- 
cision rendered,  petition  dismissed  June  25,  1914. 
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Feb.  11— Jacob  Mortenson  Lbr.  Co.,  Wausau,  vs.  C.  &  N.  W.  Ry.  Co. — 

Claim  for  overcharges  on  shipments  of  saw  logs. — Decision 

rendered,  petition  dismissed  June  25,  1914. 
Feb.  11— Brooks  &  Ross  Lbr.  Co.,  Schofield,  vs.  C.  &  N.  W.  Ry.  Co.— 

Qaim  for  overcharges  on  shipments  of  saw  logs. — Decision 

rendered,  petition  dismissed  June  25,  1914. 
Feb.  11— Diamond  Lbr.  Co.,  Green  Bay,  vs.  C.  A  N.  W.  Ry.  Co,— Claim 

for  overcharges  on  shipments  of  saw  logs. — Decision  rendered, 

petition  dismissed  June  25,  1914. 
Feb.  11— B.  Heinemann  Lbr.  Co.,  Wausau,  vs.  C.  &  N.  W.  Ry.  Co.— 

Claim  for  overcharges  on  shipments  of  saw  logs. — Decision  ren- 
dered, petition  dismissed,  June  25,  1914. 
Feb.  11— Amos  HoUister  A  Co.,  Oshkosh,  vs.  C.  &  N.  W.  Ry.  Co.— Claim 

for  overcharges  on  shipments  of  saw  logs. — Decision  rendered, 

petition  dismissed  June  25,  1914. 
Feb.  11— Holt  Lbr.  Co.,  Oconto,  vs.  C.  &  N.  W.  Ry.  Co.— Qaim  for 

overcharges  on  shipments  of  saw  logs. — Decision  rendered, 

petition  dismissed  June  25,  1914. 
Feb.  11 — Mason-Donaldson  Lbr.  Co.,  Rhinelander,  vs.  C.  &  N.  W.  Ry. 

Co. — Claim  for  overcharges  on  shipments  of  saw  logs. — Decision 

rendered,  petition  dismissed  June  25,  1914. 
Feb.  11— Menasha  Wooden  Ware  Co.  vs.  C.  &  N.  W.  Ry.  Co.— Claim 

for  overcharges  on  shipments  of  saw  logs. — Decision  rendered, 

petition  dismissed  June  25,  1914. 
Feb.  11 — Oconto  Lbr.  Co.  vs.  C.  &  N.  W.  Ry.  Co.,  Claim  for  overcharge 

on  shipments  of  saw  logs. — Decision  rendered,  petition  dis- 
missed June  25,  1914. 
Feb.  11— Paine  Lbr.  Co.  Ltd.,  Oshkosh,  vs.  C.  &  N.  W.  Ry.  Co.— Claim 

for  overcharges  on  shipments  of  saw  logs. — Decision  rendered, 

petition  dismissed  June  25,  1914. 
Feb.  11— Sawyer  Goodman  Co.,  Marinette,  vs.  C.  &  N.  W.  Ry.  Co.— 

Claim  for  overcharges  on  shipments  of  saw  logs. — Decision 

rendered,  petition  dismissed  June  25,  1914. 
Feb.  11— Tigerton  Lbr.  Co.  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for  over- 
charges on  shipments  of  saw  logs. — Decision  rendered,  petition 

dismissed  June  25,   1914. 
Feb.  11 — Underwood  Veneer  Co.,  Wausau,  vs.  C.  &  N.  W.  Ry.  Co. — 

Claim  for  overcharges  on  shipments  of  saw  iogs. — Decision 

rendered,  petition  dismissed  June  25,  1914. 
Feb.  11— Barker  &  Stewart  Lbr.  Co.,  Wausau,  vs.  C.  &  N.  W.  Ry.  Co.— 

Claim  for  overcharges  on  shipments  of  saw  logs. — Decision 

rendered,  petition  dismissed  June  25,  1914. 
Feb.  12— Brown  Deer  Lbr.  Co.,  Milwaukee,  vs.  G.  B.  &  W.  R.  R.  Co.— 

Overcharges  on  slabwood. — Decision  rendered,   order  issued 

March  11,  1914. 
Feb.  18 — V^'m.  Bauemfeind  et  a/..  North  Milwaukee,  vs.  T.  M.  E.  R.  & 

L.  Co.,  M.  L.  H.  A  T.  Co. — Unsatisfactory  fare  schedule. — 

Pending. 
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Feb.  18— H.  W.  Selle  &  Co.,  Chicago,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co..  C. 
&  N.  W.  Ry.  Co. — Overcharges.  Rice  Lake  to  Ft.  Atkinson. — 
Decision  rendered,  refund  ordered  April  4,  1914. 

Feb.  20 — In  re  investigation  and  hearing  on  the  question  as  to  the  rea- 
sonableness of  the  tariffs  and  rates  on  limestone  for  agricultural 
purposes,  in  carload  shipments  between  all  points  in  Wisconsin. 
— Pending. 

Feb.  20— J.  L.  Kraft  &  Bros.  Co..  Chicago,  vs.  M.  P.  &  N.  Ry.  Co. 
and  C.  &  N.  W.  Ry.  Co. — Refusal  to  give  concentration  rates 
from  Mineral  Point  territory. — Pending. 

Feb.  20— John  J.  Blaine,  Boscobel,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inade- 
quate toilet  facilities  in  depot  at  Boscobel. — Pending. 

Feb.  20— John  J.  Blaine,  Boscobel,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inade- 
quate freight  and  passenger  service  between  Milwaukee  and 
Prairie  du  Chien. — Pending. 

Feb.  20— City  of  Kenosha  vs.  C.  &  N.  W.  Ry.  Co.,  Town  of  Pleasant 
Prairie,  Town  of  Somers,  Wis.  Gas  &  Elec.  Co. — Separation 
of  grades  in  the  city  of  Kenosha. — Pending. 

Feb.  21— Plymouth  Cheese  Co.,  Plymouth,  vs.  C.  &  N.  W.  Ry.  Co..  M. 
P.  &  N.  Ry.  Co. — Failure  to  establish  concentration  rates  into 
Mineral  Point. — Pending. 

Feb.  24— F.  Bottomley  et  al.,  Darlington,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Request  that  telephone  service  be  installed  in  passenger  depot 
at  Darlington. — Pending. 

Feb.  26 — Chas.  E.  McKenney  and  F.  R.  Finn,  Appleton,  vs.  Wis.  Tr.  L. 
H.  &  P.  Co. — Request  that  cars  be  stopped  at  certain  points. — 
Pending. 

Feb.  26— New  Dells  Lbr.  Co.,  Eau  Claire,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— 
Overcharges  on  lumber,  Lange  spur. — Decision  rendered,  refund 
ordered  March  24,  1914. 

Feb.  27— Geo.  Ruder  Brewing  Co..  Wausau.  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Exorbitant  charges  on  certain  carload  shipments  of  beer  from 
Wausau  to  Tomahawk. — Decision  rendered,  refund  ordered 
May  25.  1914. 

Feb.  27— Frank  T.  Hinkins  et  a/.,  Belmont,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Failure  to  furnish  telephone  service  in  the  depot  at  Belmont 
for  the  convenience  of  its  patrons. — ^Telephone  installed. 

Feb.  27— Town  of  Cooperstown.  Maribel.  vs.  C.  &  N.  W.  Ry.  Co.— 
Dangerous  crossings. — Railway  company  agreed  to  install  bell 
at  crossing. 

Feb.  28— F.  N.  Buckman,  Denmark,  vs.  C.  &  N.  W.  Ry.  Co.— Unsatis- 
factory rule  relating  to  storage  charges. — Pending. 

Feb.  28— D.  Adams  et  aL,  Victory^  vs.  C.  B.  &  Q.  R.  R.  Co.— Inadequate 
passenger  service. — Decision  rendered,  petition  dismissed  May 
25.  1914. 

Mar.  2 — Wausau  Advancement  Association  vs.  C.  M.  &  St.  P.  Ry.  Co., 
C.  &  N.  W.  Ry.  Co..  C.  St.  P.  M.  &  O.  Ry.  Co.,  G.  B.  &  W.  R. 
R.  Co. — Exorbitant  and  discriminator>'  transportation  rates 
between  points  in  Wisconsin. — Pending. 
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Mar.    4 — John  Schroedcr  Lbr.  Co.,  Milwaukee,  vs.  C.  S  N.  W.  Ry.  Co., 

C.  M.  &  St.  P.  Ry.  Co. — Overcharge  on  carload  of  lumber. — 

Pending. 
Mar.    5— Jacob  Senty,  Birchwood,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— Re- 
quest for  flag  stop  at  a  certain  cro.ssing  in  Sawyer  Co. — ^Pending. 
Mar.    6 — F.  J.  Neefe,  Cottage  Grove,  vs.  C.  &  N.  W.  Ry.  Co.— Inade- 
quate telephone  service  at  station. — Complaint  satisfied  and 

withdrawn. 
Mar.  12— Wilkins,  Wilkins  ei  al,  Allen's  Grove,  vs.  C.  M.  &  St.  P.  Ry. 

Co. — Unsatisfactory  service  at  Bardwell  station  and  failure  to 

stop  trains  at  Allen's  Grove  station. — Pending. 
Mar.  12 — A.  L.  Greengo,  Menomonee  Falls,  vs.  C.  M.  &  St.  P.  Ry.  Co. — 

Rates  on  milk  from  Sussex  to  Milwaukee. — ^Pending. 
Mar.  13 — In  re  investigation,  on  motion  of  the  Commission,  of  a  highway 

crossing  located  about  one  mile  south  of  Galesville  depot  in  the 

town  of  Gale,  Trempealeau  county,  on  the  C.  &  N.  W.  Ry. 

Co.'s  line. — Decision  rendered,  order  issued  May  6,  1914. 
Mar.  13— Jacob  Senty,  Birchwood,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 

Insufficient  service,  request  for  certain  flag  stop. — Pending. 
Mar.  14 — Eaver  Hariu,  Hinkle,  vs.  C.  &  N.  W.  Ry.  Co. — Inadequate 

train  service. — Pending. 
Mar.  14— John  Bouk  e/  a/.,  Eau  Claire,  vs.  C.  M.  &  St.  P.  Ry.  Co.— In- 
adequate passenger  and  freight  service  at  Porter's  Mills. — 

Pending. 
Mar.  14 — Alfred  H.  Miller,  Arpin,  vs.  C.  &  N.  W.  Ry.  Co. — Overcharges 

on  shipments  of  wood. — Pending. 
Mar.  16— M.  H.  Sprague  Lbr.  Co.,  Washburn,  vs.  C.  St.  P.  M.  &  0.  Ry. 

Co. — Overcharges  on  shipments  of  lumber. — Decision  rendered, 

refund  ordered  April  10,  1914. 
Mar.  20— Peshtigo  Lbr.  Co.,  Peshtigo,  vs.  C.  M.  &  St.  P.  Ry.  Co.,  Wis. 

&  Mich.  Ry.  Co.,  W^is.  &  Nor.  Ry.  Co. — Overcharges  on  cedar 

posts. — Decision  rendered,  refund  ordered  March  24,  1914. 
Mar.  23 — Cumberland  Fruit  Package  Co.,  Cumberland,  vs.  C.  St.  P.  M. 

&  O.  Ry.   Co. — Claim  for  overcharges. — Decision  rendered, 

refund  ordered,  April  10,  1914. 
Mar.  24— John  Week  Lbr.  Co.,  Stevens  Point,  vs.  C.  M.  &  St.  P.  Ry.  Co., 

M.  St.  P.  &  S.  S.  M.  Ry.  Co. — Exorbitant  rate  on  shipments 

of  saw  logs. — Pending. 
Mar.  24— John  Paulu  et  a/.,  St.  Francis,  vs.  T.  M.  E.  R.  &.  L.  Co..  M.  L. 

H.  &  T.  Co. — Alleged  increase  in  rates  of  fare  caused  by  "zone" 

fare  system. — Pending. 
Mar.  25— Brown  Bros.  Lbr.  Co.,  Rhinelander,  vs.  M.  St.  P.  &  S.  S.  M. 

Ry.  Co. — Overcharges  on  shipments  of  car  stakes. — Decision 

rendered,  refund  ordered  March  26,  1914. 
Mar.  25 — Frank  B.  Fullmer,  Wausau,  vs.  Wausau  Street  Ry.  Co. — 

Excessive  fares;  failure  to  make  stops;  inadequate  lighting 

service.— -Pending. 


Digitized  by  VjOOQIC 


136  Report  of  the  Railroad  Commission 

1914 

Mar.  30— Carl  Frontz,  Mineral  Point,  vs.  Min.  Pt.  A  Nor.  Ry.  Co. — 
Overcharge  on  carload  of  mill  tailings. — Decision  rendered, 
order  issued  April  1,  1914. 

Mar.  30— Elmer  J.  Dent  tt  aL,  Lannon,  vs.  C.  M.  A  St.  P.  Ry.  Co.— In- 
adequate  right  of  way  fences,  farm  crossings  and  cattle  guards 
between  Granville  and  North  I^ake. — ^Pending. 

Apr.  1— Barker  A  Stewart  Lumber  Co.  et  al.  vs.  C.  M.  A  St.  P.  Ry.  Co. 
— ^Unsatisfactory  rates  on  saw  logs  or  bolts  in  carloads. — 
Pending. 

Apr.  1— John  C.  Egan,  Wilton,  vs.  C.  A  N.  W.  Ry.  Co.— Inadequate 
station  facilities. — Satisfactorily  adjusted. 

Apr.  1— City  of  Ashland  vs.  M.  St.  P.  A  S.  S.  M.  Ry.  Co.— Refusal  of 
satisfactory  service  at  dock  and  warehouses  on  Chequamegon 
Bay. — ^Pending. 

Apr.  2— W.  W.  Chapel  et  aL,  Knapp.  vs.  C.  St.  P.  M.  A  O.  Ry.  Co.— 
Obstruction  of  street  crossings. — No  jurisdiction. 

Apr.  3 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  public  necessity  of  better  protection  of  the  crossing  of  the 
tracks  of  the  C.  A  N.  W.  Ry.  Co.  and  the  M.  St.  P.  A  S.  S.  M. 
Ry.  Co.  by  the  tracks  of  the  Eastern  Wis.  Ry.  A  L.  Co.,  on 
Scott  street  in  the  city  of  Fond  du  Lac. — Pending. 

Apr.  3— C.  C.  Gratiot  et  al.,  ShuUsburg,  vs.  I.  C.  R.  R.  Co.,  C.  M.  A  St. 
P.  Ry,  Co. — ^Failure  to  maintain  connection  for  shipping  facil- 
ities between  respondents'  roads  at  Dill. — Pending. 

Apr.  6 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  necessity  of  better  protection  of  the  Marinette  ave. 
crossing  on  the  line  of  the  C.  M.  A  St.  P.  Ry.  Co.  in  the  city  of 
Marinette. — Pending. 

Apr.  6— The  West  Salem  Canning  Co.  et  al,  vs.  C.  M.  A  St.  P.  Ry.  Co., 
C.  A  N.  W.  Ry.  Co. — Inadequate  shipping  facilities  due  to  lack 
of  track  connection  between  roads  of  respondent  companies. — 
Pending. 

Apr.  6— Osceola  Mill  A  Elevator  Co.  vs.  M.  St.  P.  A  S.  S.  M.  Ry.  Co.— 
Inadequate  sidetrack  facilities. — Pending. 

Apr.  «— A.  C.  Lauder.  Shell  Lake,  vs.  C.  St.  P.  M.  A  0.  Ry.  Co.— In- 
adequate telephone  service  in  station  at  Shell  Lake. — Pending. 

Apr.  10— F.  W.  Ziesenis.  Lehigh,  vs.  M.  St.  P.  A  S.  S.  M.  Ry.  Co.— Re- 
fusal to  furnish  adequate  and  sanitary  station  at  Lehigh. — 
Pending. 

Apr.  14— Waukesha  Lime  A  Stone  Co.  vs.  M.  St.  P.  A  S.  S.  M.  Ry.  Co., 
C.  M.  A  St.  P.  Ry.  Co. — Overcharge  on  shipment  of  ground 
lime  stone,  Waukesha  to  Durand. — Pending. 

Apr.  14— Waukesha  Lime  A  Stone  Co.  vs.  C.  A  N.  W.  Ry.  Co.,  C.  St.  P. 
M.  A  0.  Ry.  Co. — Overcharge  on  shipment  of  ground  lime  stone 
from  Waukesha  to  Black  River  Falls. — Decision  rendered,  re- 
fund ordered  June  13,  1914. 

Apr.  15— M.  J.  Nolan  et  al.,  Manawa.  vs.  C.  A  N.  W.  Ry.  Co.,  G.  B.  A 
W.  R.  R.  Co. — Inadequate  train  service  at  New  London. — 
Pending. 
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Apr.  16— Jno.  P.  Schmidt  et  aL,  Townsend,  vs.  C.  &  N.  W.  Ry.  Co.— 

Inadequate  train  service  between  Green  Bay  and  Laona. — 

Pending. 
Apr.  17— W.  R.  Howard  &  Son  et  al.  Greenwood,  vs.  M.  St.  P.  &  S.  S.  M. 

Ry.  Ck). — Inadequate  train  service. — Pending. 
Apr.  17— Kieckhefer  Box  Ck).,  Milwaukee,  vs.  C.  M.  &,  St.  P.  Ry.  Co.— 

Unjust  charges  for  spotting  cars  for  weighing. — Pending. 
Apr.  20— The  Blodgett  Milling  Co.,  Janesville,  vs.  C.  A  N.  W.  Ry.  Co.— 

Overcharges  on  a  shipment  of  wheat. — Pending. 
Apr.  21— Archie  Hope  e/ a/..  Earl,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Inade- 
quate station  and  shipping  facilities. — Pending. 
Apr.  22— Frank  J.  Albright  et  al..  La  Pointe,  vs.  C.  St.  P.  M.  &  0.  Ry. 

Co. — Unsatisfactory  rules  for  storage  charges  after  forty-eight 

hours. — Pending. 
Apr.  28— Rib  River  Land  Co.,  Goodrich,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. 

— Inadequate  passenger  service  and  exorbitant  freight  rates. — 

Pending.   . 
Apr.  2&— E.  \V.  Ellis  Lbr.  Co.,  Grand  Rapids,  vs.  C.  M.  &  St.  P.  Ry.  Co. 

— Exorbitant    rates. — Pending. 
Apr.  29 — Wausau  Ice  &,  Fuel  Co.  et  al,,  Wausau,  vs.  C.  &  N.  \V.  Ry.  Co. — 

Exorbitant  rates  on  coal.  Green  Bay  to  Wausau  and  Marathon 

City. — Pending. 
Apr.  30— R.  Connor  Co.,  Marshfield,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 

Overcharge  on  carload  of  horses  from  Laona  Jet.  to  Auburn- 
dale. — Satisfactorily  adjusted. 
May     1 — H.  S.  Gustavson,  Manitowoc  Rapids,  vs.  M.  St.  P.  &  S.  S. 

M.  Ry.  Co. — Inadequate  depot  facilities  at  Alvemo  station. — 

Pending. 
May    1 — ^Bryan  Mullins,  Grimms,  vs.  C.  &  N.  W.  Ry.  Co. — Inadequate 

stock  shipping  facilities  at  Grimms  station. — ^Pending. 
May    1— Middleton  Sand  &  Concrete  Co.  vs.  C.  M.  &  St.  P.  Ry.  Co. 

Refusal  to  construct  a  spur  track  unless  petitioner  pays  $550 

for  a  signal  light. — Pending. 
May     5— Vesper  Wood  Mfg.  Co.  vs.  G.  B.  &  W.  R.  R.  Co.,  M.  St.  P.  &  S. 

S.  M.  Ry.  Co.— Overcharge  on  shipment  of  silos. — Pending. 
May    5 — ^Town  of  Manitowoc  Rapids  vs.  C.  &  N.  W.  Ry.  Co. —  Three 

dangerous  highway  railway  crossings  in  town  of  Manitowoc 

Rapids. — Pending. 
May    7— City  of  Cumberiand  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— Dangerous 

crossing  in  Cumberland. — Amicably  settled. 
May    7— City  of  Portage  vs.  C.  M.  &  St.  P.  Ry.  Co.— Two  dangerous 

crossings  within  the  city  of  Portage. — Pending. 
May    8 — Henry  Wubker,  Jr.,  et  a/.,  McNaughton,  vs.  C.  &  N.  W.  Ry. 

Co. — Inadequate  passenger  and  freight  accomodation  at  Mc- 
Naughton.— Pending. 
May  12— John  Coppes.  Kaukauna,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Over- 

charge  for  shipping  brick  from  DePere  to  Kiel. — Pending. 
May  15— Town  of  Amherst  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Dangerous 

crossing  one-half  mile  west  of  Amherst  Junction. — Pending. 
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May  19— A.  W.  Sanborn.  Ashland,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— In- 
adequate service  between  Madison  and  Ashland. — Pending. 

May  20— Joe  Hanus,  Hatfield,  vs.  G.  B.  &  W.  R.  R.  Co.— Inadequate 
station  service. — Pending. 

May  21 — Kurt  Hornig,  Harrison,  vs.  Big  Falls  Ry.  Co. — Refusal  to  trans- 
port saw  logs  at  reasonable  or  lawful  rate. — Pending. 

May  22— H.  O.  Watrud,  Madison,  vs.  I.  C.  R.  R.  Co.— Inadequate  freight 
and  passenger  service  between  Dodgeville  and  Dill. — Pending. 

May  25— H.  W.  Selle  &  Co.,  Chicago,  vs.  M.  St.  P.  A  S.  S.  M.  Ry.  Co.— 
Overcharge  on  shipment  of  excelsior. — Decision  rendered,  re- 
fund ordered  June  4,  1914. 

May  25— Frank  B.  Fargo,  Lake  MUls.  vs.  C.  M.  &  St.  P.  Ry.  Co.— Over- 
charge on  shipment  of  lime  stone  from  Waukesha  to  Merrill. — 
Pending. 

May  29— Walter  H.  Mcintosh,  Baraboo,  vs.  C.  &  N.  W.  Ry.  Co.— In- 
adequate facilities  for  boarding  and  alighting  from  trains  at 
Baraboo. — Complaint  satisfied  and  withdrawn. 

May  29 — Town  of  Superior  vs.  Great  Northern  Ry.  Co. — Refusal  to 
construct  a  railway  highway  crossing  at  intersection  of  Dewey 
road  and  respondent's  line. — Pending. 

June  2 — Oscar  Tennie  et  al.,  Greenville,  vs.  C.  &  N.  W.  Ry.  Co. — In- 
adequate depot  accomodations  at  Greenville  station. — Pending. 

June  '2— John  Schroeder  Lbr.  Co.,  Ashland,  vs.  M.  St.  P.  A  S.  S.  M.  Ry. 
Co. — Overcharges  on  logs. — Decision  rendered,  refund  ordered 
June  4,  1914. 

June  4— <;eo.  Keup  et  a/,  vs.  M.  St.  P.  A  S.  S.  M.  Ry.  Co.— Inadequate 
depot  and  warehouse  facilities  and  train  service.-^Pending. 

June  5 — In  re  hearing,  on  motion  of  the  Commission,  of  the  public  ne- 
cessity of  separating  the  grades  at  Montana  street.  First  avenue. 
Second  avenue,  and  Third  avenue  and  intervening  alleys  where 
they  cross  the  St.  Francis  cut-off  of  the  C.  A  N.  W.  Ry.  Co.  in 
the  city  of  Milwaukee. — Pending. 

June  &— The  Marinette  Fuel  A  Dock  Co.,  Marinette,  vs.  C.  M.  A  St. 
P.  Ry.  Co.,  C.  A  N.  W.  Ry.  Co.— Joint  use  of  tracks  by  re- 
^ondent  companies  and  blocking  of  cars  by  C.  M.  A  St.  P.  Ry. 
Go. — Pending. 

June  8— H.  S.  Hughson  et  aL  vs.  D.  S.  S.  A  A.  Ry.  Co.— Inadequate 
Sunday  train  service. — Pending. 

June  11— J.  C.  McNaight,  Juda,  vs.  C.  M.  A  St.  P.  Ry.  Co.— Proposed 
removal  of  telephone  from  station. — Pending.  , 

June  11 — Waupaca  Sand  A  Gravel  Co.  vs.  Waupaca-Green  Bay  Ry.  Co., 
Green  Bay  A  W.  R.  R.  Co. — Exorbitant  rates  on  sand  and 
gravel. — Pending. 

June  12 — ^The  North  Western  Iron  Co.,  Milwaukee,  vs.  C.  M.  A  St.  P. 
Ry.  Co. — Overcharges  on  shipment  of  oil  from  Mayville  to 
West  Allis. — Decision  rendered,  refund  ordered  June  12,  1914. 

June  18 — Gray  and  Zentner,  Manitowoc,  vs.  American  Exp.  Co. — Exces- 
sive rates  on  shipments  of  laundry  between  Manitowoc  and 
Green  Bay. — Pending. 


Digitized  by  VjOOQIC 


Formal  Complaints  Against  Carriers  139 

1914 

June  19 — City  of  Boscobel  vs.  C.  M.  &  St.  P.  Ry.  Co. — Dangerous  cross- 
ings at  Wisconsin  ave.  and  Walnut  street. — Pending. 

June  23 — Oneida  Steam  Laundry,  Rhinelander,  vs.  Western  Exp.  Co., 
American  Exp.  Co. — Exorbitant  rates  for  intra-state  shipments 
of  laundry  and  for  return  of  empty  shipping  baskets. — Pending. 

June  24 — ^W.  D.  Williams,  Neenah,  vs.  CAN.  W.  Ry.  Co.— Unsatis- 
factory condition  of  culverts  Nos.  357  and  357  i  north  of  Snell's 
station. — Pending. 

June  29 — ^V.  M.  Jenks  et  aL,  Joel.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— In- 
adequate station  service,  failure  to  maintain  agent,  and  cattle 
scales. — Pending. 
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1913 

July  2 — In  re  investigation,  on  motion  of  the  Commission,  of  the  service 
of  the  Wisconsin  Tel.  Co.  in  the  city  of  Milwaukee. — Nickel- 
in-the-slot  service. — Pending. 

July  2 — In  re  investigation,  on  motion  of  the  Commission,  of  the  use  of 
silent  numbers  by  the  Wisconsin  Tel.  Co.  in  the  city  of  Mil- 
waukee.— Decision  rendered,  no  order  issued,  Jan.  9,  .1914. 

July  3 — Arena  &  Ridgeway  Tel.  Co.,  Arena,  vs.  Troy  &  Honey  Creek 
Tel.  Co.,  Wyoming  Tel.  Co.,  West  Spring  Green  Line,  and  Big 
Hollow  Tel.  Co. — Exorbitant  rates  for  connection,  proposed 
disconnection  of  lines  for  nonpayment  of  rental. — Pending. 

July  5 — ^Endeavor  Electric  Light  &  Power  Co. — Application  for  author- 
ity to  increase  rates. — Decision  rendered,  order  issued  Dec. 
30,  1913. 

July  10 — In  re  hearing  regarding  refusal  of  the  Farmers*  Union  Tel.  Co., 
Cross  Plains,  to  give  service  to  "(s^ilham  Lemcke. — Decision 
rendered,  order  issued  Dec.  9,  1913. 

Aug.  2 — Boscobel  Tel.  Co.  vs.  Crawford  Co.  Farmers*  Mut.  Tel.  Co. 
ei  al. — Request  for  interpretation  of  the  Commission*s  order  of 
Nov.  21,  1912,  and  for  further  order. — Satisfactory  explanation 
of  order  given;  request  for  further  order  withdrawn. 

Aug.  5 — ^Troy  &  Honey  Creek  Tel.  Co. — Application  for  authority  to 
increase  rates,  tolls  and  charges. —  Decision  rendered,  order 
issued  March  16,  1914. 

Aug.  12 — Chippewa  Valley  Ry.  Light  &  Power  Co. — Application  for 
authority  to  increase  rates  at  Spring  Valley. —  Decision  ren- 
dered, order  issued  Sept.  13,  1913. 

Aug.  21 — ^Tri-State  Tel.  &  Teleg.  Co.,  Grantsburg,  vs.  St.  Croix  Farmers' 
Mut.  Tel.  Co.— Violation  of  ch.  610  of  the  laws  of  1913,  in 
rebuilding  a  Une  into  and  upon  the  streets  of  Grantsburg. — 
Decision  rendered,  complaint  dismissed. 

Aug.  25 — In  re  purchase  by  the  city  of  Grand  Rapids  of  the  property  of 
the  Grand  Rapids  El.  Co. — Pending. 

Aug.  26 — H.  Kittleson  et  al.  vs.  Elroy  Water  &  Light  Plant. — Discrimin- 
ator>'  rates. — Decision  rendered,  order  issued  May  16,  1914. 

Aug.  27 — ^Viola  Municipal  Water  Plant — Investigation,  on  motion  of  the 
Commission,  of  a  proposed  extension  of  water  main. — Decision 
rendered,  petition  dismissed  Feb.  9,  1914. 

Aug.  29 — Lady  smith  Lighting  Co. — Investigation,  on  motion  of  the  Com- 
mission, of  service  and  rates  in  the  city  of  Ladysmith. — Pending. 
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Sept.  2— Curtiss  &  Withee  Tel.  Co.,  Curtiss,  vs.  Owen  Tel.  Co.— Refusal 
to  transmit  and  receive  messages  over  petitioner's  lines. — De- 
cision rendered,  order  issued  Jan.  5,  1914. 

Sept.  2 — Ettrick  Tel.  Co.,  Ettrick,  vs.  La  Crosse  Tel.  Co.  and  Western 
Wis.  Tel.  Co. — Discrimination  with  regard  to  toll  charges. — 
Decision  rendered,  case  dismissed  Nov.  6,  1913. 

Sept.  5 — Neshonoc  Lt.  &  Pr.  Co.,  West  Salem. — Application  for  authority 
to     increase     rates. — Pending. 

Sept.  5 — Evansville  Water  &  Light  Commission. — Petition  for  an  order 
requiring  an  extension  of  its  plant. — Satisfactorily  adjusted. 

Sept.  5 — Markesan  Tel.  Co. — Application  for  authority  to  increase  rates.^ 
— Pending. 

Sept.  7 — Investigation  and  adoption,  on  motion  of  the  Commission,  of 
standards  of  telephone  service  for  the  state  of  Wisconsin,  and 
of  a  hearing  thereon. — Pending. 

Sept.  8 — A.  H.  Smith  et  a/,  vs.  City  Water  Works  Co.  of  Merrill. — Exor- 
bitant rates  and  impure  water. — Pending. 

Sept.  9 — Mosinee  Electric  Light  &  Power  Co. — Investigation,  on  motion 
of  the  Commission,  of  rates,  rules,  and  regulations. — Decision 
rendered,  order  issued  Feb.  9,  1914. 

Sept.  11 — United  Light,  Heat  &  Power  Co.,  Delavan. — Application  for 
adjustment  of  rates. — Pending. 

Sept.  15 — Card-McDonald  &  Co.  ei  al.,  Markesan,  vs.  H.  A.  Price  Tel 
Co. — Increased  telephone  rental. — Discontinued. 

Sept.  19 — Paramount  Power  &  Realty  Co.,  Beaver  Dam. — Petition 
relating  to  alleged  obstructions  to  navigation  in  the  Beaver 
Dam  river  in  the  city  of  Beaver  Dam. — ^Transferred  to  Water 
Power  department. 

Sept.  23 — Shell  Lake  Municipal  Light  Plant. — Investigation  and  hearing, 
on  motion  of  the  Commission,  of  electric  service. — Pending. 

Sept.  24 — Neillsville  El.  Co. — Investigation  and  hearing  on  the  question 
of  electric  service. — Pending. 

Sept.  25 — Rio  Farmers*  Cooperative  Tel.  Co. — Investigation,  on  motion 
of  the  Commission,  of  an  alleged  extension  of  line  in  violation  of 
ch.  610  of  the  laws  of  1913.— Pending. 

Sept.  26 — Ellsworth  Heat,  Light  &  Power  Co. — Application  for  authority 
to  increase  rates. — Satisfactorily  adjusted. 

Sept.  29 — R.  E.  Householder  et  al..  La  Farge,  vs.  La  Farge  Electric  Co. — 
Discontinuance  of  electric  service. — Service  resumed,  complaint 
withdrawn. 

Sept.  30 — F.  H.  Charlesworth  et  al.,  Omro,  vs.  Omro  Electric  Light  Co. — 
Excessive  rates  and  inadequate  service. — Pending. 

Oct.  8 — Frank  Winter,  La  Crosse,  vs.  La  Crosse  Tel.  Co.  and  Wis- 
consin Tel.  Co. — Application  for  an  order  directing  physical 
connection  between  telephone  systems  and  telephone  switch- 
boards.— Pending. 

Oct.  16 — ^R.  B.  Wood  et  al.,  Adams,  vs.  Friendship  Tel.  Co. — Inadequate 
telephone  service. — Satisfactorily  adjusted. 
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Oct.   18 — Western  Crawford  County  Farmers'  Mut.  Tel.  Co.,  Wauzeka, 

— Petition  for  authority  to  establish  a  checking  station  within 

the  city  of  Prairie  du  Chien  and  for  connection  of  such  checking 

station  with  all  other  telephone  systems  operating  in  said  city. — 

Decision  rendered,  petition  dismissed  June  9,  1914. 
Oct.  21 — ^F.  A.  Dennett,  Sheboygan,  vs.  City  of  Sheboygan  (as  a  water 

utility) — Unsatisfactory    rates    and    management. — Decision 

rendered,  order  issued  June  29,  1913. 
Oct.  22— Dr.  A.  R.  Wittman,  Merrill,  vs.  Wis.  Tel.  Co.— Investigation 

and  hearing,  on  motion  of  the  Commission,  of  the  practice  of 

the  Wis.  Tel.  Co.  in  refusing  to  print  the  title  "Dr."  before  a 

physician's  name  in  the  directory  without  payment  of  business 

rates. — Complaint  satisfied. 
Oct.   22 — West  Menasha  Tel.  Co.,  Neenah. — Application  for  authority  to 

.increase  rates. — Pending. 
Oct.  28 — Delavan  Commercial  Club  vs.  United  Heat,  Light  &  Power 

Co. — Unsatisfactory  meter  rentals. — Pending. 
Oct.  30 — ^F.  M.  Wylie,  Madison,  vs.  Madison  Gas  &  El.  Co. — Investiga- 
tion and  hearing,  on  motion  of  the  Commission,  of  refusal  of 

service. — Decision  rendered,  order  issued  Jan.  2,  1914. 
Nov.    4 — Dousman  Light  &  Power  Co. — Application  for  authority  to 

increase  rates. — Dismissed. 
Nov.  10 — Friendship  Tel.   Co. — Application  for  authority  to  increase 

rates. — Postponed  by  request  of  petitioners. 
Nov.  14 — Mineral  Point  Tel.  Co. — Application  for  authority  to  increase 

switching  rates. — Pending. 
Nov.  19 — Browntown  Municipal  Light  Co. — Application  for  authority 

to  increase  rates. — Decision  rendered,  order  issued  June  8,  1914. 
Nov,  25 — E.  E.  Hancock  et  a/.,  complainants. —  In  re  investigation  and 

hearing,  on  motion  of  the  Commission,  of  the  service  of  the 

People's  Tel.  Co.  and  the  Wis.  Tel.  Co.  at  Fall  River,  Wis.- 

Pending. 
Nov.  25 — In  re  investigation,  on  motion  of  the  Commission,  of  an  alleged 

violation  of  ch.  610  of  the  laws  of  1913,  by  the  Lisbon  Tel. 

Co. — Decision  rendered,  order  issued  March  10,  1914. 
Nov.  25 — International   Harvester  Corporation  et  a/.,   Milwaukee,  vs. 

T.  M.  E.  R.  &  L.  Co. — Excessive,  unreasonable  and  unlawful 

rates  for  electric  service. — Pending. 
Nov.  28— City  of  Fond  du  Lac  vs.  Eastern  Wis.  Ry.  &  Lt.  Co.— //r  re 

application  for  the  establishment  of  the  terms  and  conditions 

upon  which  street  lighting  service  shall  be  furnished  to  said 

city. — Settled  informally. 
Nov.  28 — O.  T.  Hughes  d  a/.,  Watertown,  vs.  Watertown  Water  Works. — 

Discriminatory  rates. — Decision  rendered,  order  issued  June 

29,  1914. 
Dec.    3 — ^Village  of  Withee. — ^Application  for  authority  to  increase  rates. 

— Decision  rendered,  order  issued  Feb.  9,  1914. 
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Dec.  12— r/n  re  investigation  and  hearing,  on  motion  of  the  Commission, 
as  to  the  adequacy  of  the  service  of  the  Wis.  TeL  Co.,  with 
especial  reference  to  the  "Nickel  First"  telephones. — Pending. 

Dec.  12 — Village  Board  of  Prairie  du  Sac  vs.  Prairie  du  Sac  Mill  &  Light 
Co. — Inadequate  service. — Dismissed. 

Dec.  13 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
on  the  question  of  the  refusal  of  the  Green  Bay  Gas  &  Electric 
Co.  to  extend  service  to  Axel  Johnson  ei  al. — Complaint  satis- 
fied. 

Dec.  16 — In  re  notice  of  investigation  and  hearing,  on  motion  of  the 
Commission,  with  regard  to  alleged  inadequate  service  of  the 
Nebagamon  Tel.  Co. — Pending. 

Dec.  18— City  of  Delavan  vs.  United  Heat.  Light  &  Power  Co. — Un- 
satisfactory rates  and  service  for  street  lighting. — Pending. 

Dec.  20 — Wisconsin  Valley  Improvement  Co. — In  re  tolls  to  be  charged 
for  the  six  months  ending  Dec.  31,  1913. — Order  issued  Jan. 
23,  1914. 

Dec.  20— F.  S.  Purtell  et  al,  Colgate,  vs.  Hubertus  Tel.  Co.— Unsatis- 
factory telephone  service. — Pending. 

Dec.  23— Hawkins  Tel.  Co.,  Glen  Flora,  vs.  Wis.  Tel.  Co.  et  a/.— Refusal 
of  physical  connection  between  lines. — Withdrawn. 

Dec.  26— N.  H.  Johnson  et  al.,  Fremont,  vs.  Readfield  Tel.  Co.  and  Fre- 
mont Tel.  Co. — Failure  to  make  physical  connection. — Deci- 
sion rendered,  order  issued  March  4,  1914. 

Dec.  30 — Oakfield  Tel.  Co. — Application  for  authority  to  increase  rates, 
tolls  and  charges. — Decision  rendered,  order  issued  Feb.  9, 1914. 

Dec.  31 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  alleged  practice  of  the  Wis.  Tel.  Co.  of  charging  different 
rental  fees  for  two-party  service  within  city  of  Madison. — 
Complaint  satisfied. 

Dec.  31 — Madison  Gas  &  Electric  Company. — In  re  investigation  and 
hearing,  on  motion  of  the  Commission,  in  respect  to  alleged 
refusal  to  furnish  electric  connections  and  cost  figures  for  con- 
struction to  residents  in  Edgewood  and  Wingra  additions  in 
Madison. — Settled  informally. 

Dec.  31— Ettrick  Tel.  Co.  vs.  Western  Wis.  Tel.  Co.,  Galesville  and 
La  Crosse  Tel.  Co. — Discriminatory  charges  for  toll  messages 
from  Galesville  to  La  Crosse. — Decision  rendered,  complaint 
dismissed  March  23,  1914. 

1914 

Jan.  3 — ^Badger  State  Tel.  &  Teleg.  Co. — Application  for  authority  to 
increase  rates. — Decision  rendered,  order  issued  April  29,  1914. 

Jan.  7— Earl  Tel.  Co.  vs.  Trego  Tel.  Co.— Violation  of  ch.  610  of  the 
laws  of  1913  by  invasion  of  territory. — Decision  rendered,  no 
order  issued  May  8,  1914. 

Jan.  10 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  alleged  neglect  on  the  part  of  the  municipality  of  Min- 
ocqua  to  furnish  adequate  electric  service. — Held  in  abeyance 
by  request,  pending  settlement. 
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Jan.  12 — Hawkins  Creek  Tel.  Co.,  Cazenovia  and  Westford  Tel.  Co.  vs. 
Badger  Tel.  Co.,  Richland  Center. — ^Failure  to  provide  physical 
connection.    Decision  rendered,  order  issued  June  29,  1914. 

Jan.  12 — New  Union  Tel.  Co.,  Dodgeville,  vs.  Mineral  Point  Tel.  Co. — 
Application  for  division  of  toll  charges. — Pending. 

Jan.  12 — Milton  Water,  Light  &  Power  Co. — Application  for  authority 
to  increase  its  rates,  tolls  and  charges. — Decision  rendered,  order 
issued  March  27,  1914. 

Jan.  16 — ^A.  Markley  et  aL,  Richland  Center,  vs.  City  of  Richland  Center, 
Inadequate  water  service. — Complaint  satisfied. 

Jan.  17 — Diamond  Grove  Tel.  Co.,  Mifflin,  vs.  Mineral  Point  Tel.  Co*. — 
Refusal  of  physical  connection. — Pending. 

Jan.  19 — Adams  County  Metallic  Tel.  Co.,  Strong's  Prairie. — Application 
for  authority  to  increase  rates. — Complaint  dropped. 

Jan.  21— Clark  County  Tel.  Co.,  Colby,  vs.  Wis.  Tel  Co.  and  Badger 
State  Tel.  &  Teleg.  Co.,  Neillsville. — Refusal  of  physical  con- 
nection.— Held  in  abeyance  pending  settlement. 

Jan.  23 — Gilmanton  Mill  &  Electric  Plant. — Application  for  authority  to 
increase  rates. — Decision  rendered,  order  issued  March  16, 
1914. 

Jan.  23 — ^Frank  Pospichal  et  aL,  Muscoda,  vs.  Muscoda  Tel.  Co. — Un- 
satisfactory telephone  service. — Pending. 

Jan.  24 — St.  Croix  Tel.  Co. — Application  for  authority  to  increase  rates. 
— Pending. 

Jan.  30 — ^Norwalk  Independent  Tel.  Co. — Application  for  authority  to 
increase  rates,  tolls  and  charges. — Pending. 

Jan.  31 — McGowan  Water,  Light  &  Power  Co.,  Milton  Junction. — Appli- 
cation for  authority  to  increase  rates. — Decision  rendered, 
order  issued  April  14,  1914. 

Feb.  4 — Mosinee  Tel.  Co. — ^Application  for  authority  to  increase  rates. — 
Pending. 

Feb.  11 — Eleva  Farmers'  Tel.  Co. — In  re  investigation  and  hearing,  on 
motion  of  the  Commission,  of  rates,  service  and  management. — 
Decision  rendered,  order  issued  June  20,  1914. 

Feb.  11 — C.  E.  Otis  et  aL,  Mondovi,  vs.  Mondovi  Light  &  Power  Co. — 
Unsatisfactory     lighting    service. — Pending. 

Feb.  11 — A.  F.  Davies  et  aL,  Spooner,  vs.  St.  Croix  Farmers'  Mut.  Tel. 
Co. — Inadequate  service  because  of  want  of  repair  of  lines. — 
Pending. 

Feb.  12 — ^Trego  Tel.  Co. — Application  for  authority  to  increase  rates, 
tolls  and  charges. — Decision  rendered,  order  issued  May  16, 
1914. 

Feb.  12— Trego  Tel.  Co.  vs.  Earl  Tel.  Co.— Request  for  equitable  division 
of  tolls. — Decision  rendered,  order  issued  May  16,  1914. 

Feb.  12 — Mondovi  Light  &  Power  Co. — Application  for  authority  to 
increase  rates,  tolls  and  charges. — Pending. 

Feb.  16 — Municipal  Electric  Utility  Co.  of  Sun  Prairie. — Application  for 
authority  to  adjust  rates. — Pending. 
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Feb.  16— Wm.  Alexander  et  ai,  Hayward,  vs.  Bell  Tel.  &  Mfg.  Co.— In- 
adequate service. — Pending. 
Feb.  17 — Coloma  Tel.  Co. — ^Application  for  authority  to  increase  rates, 

tolls  and  charges. — Decision  rendered,  order  issued  June  20, 

1914. 
Feb.  18 — I.  C.  Newby  et  a/..  Sun  Prairie,  vs.  Sun  Prairie  Municipal 

Electric  Plant. — Discriminatory  rates. — Pending. 
Feb.  19 — City  of  Neenah  vs.  Wis.  Traction,  Light,  Heat  &  Power  Co. — 

Unreasonable  electric  rates  at  Appleton. — Pending. 
Feb.  19 — Geo.  B.  Skogmo,  River  Falls,  vs.   Pierce  County  Tel.   Co., 

Hudson,  and  Wis.  Tel.  Co. — Lack  of  satisfactory  connection. — 

Settled  between  parties. 
Feb.  24 — Richland  Center  Electric  Light  &  Water  Co. — Application  for 

authority  to  increase  rates. — Decision  rendered,  order  issued 

June  20.  1914. 
Feb.  24 — Oconomowoc  Water  Department. — Application  for  authority 

to  increase  rates.    Request  for  authority  for  a  minimum  charge. 

— Decision  rendered,  order  issued  April  21,  1914. 
Feb.  25— Interurban  Tel.  Co.  et  al..  Lake  Mills,  vs.  T.  M.  E.  R.  &  L.  Co.— 

Injury  to  telephone  service,  by  construction  of  lines  near  to 

petitioner's  lines. — Settled. 
Feb.  2&— J.  A.  Kestel  et  al.,  Marshfield,  vs.  Marshfield  Rural  Tel.  Co.  and 

Stratford  Tel.  Co. — Request  that  physical  connection  between 

respondent  companies  be  reestablished. — Pending. 
Feb.  28 — Green  Bay  Water  Co. — Application  for  readjustment  of  rates. — 

Pending. 
Mar.    5 — Prescott  Tel.  Exch.  Co. — ^Application  for  authority  to  increase 

rates. — Decision  rendered,  order  issued  June  30,  1914. 
Mar.    7 — John  Coady  et  al.,  Onalaska,  vs.  La  Crosse  Tel.  Co. — Excessive 

rates,  and  inadequate  service  on  one  rural  line. — Pending. 
Mar.    7 — People's  Land  &  Mfg.  Co.,  Oconto. — Application  for  inspection 

of  street  lighting. — Pending. 
Mar.    7 — People's  Land  &  Mfg.  Co.,  Oconto. — Application  for  authority 

to  increase  rates  for  street  lighting. — Pending. 
Mar.  10 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 

of  the  refusal  and  neglect  of  the  Walworth  Tel.  Co.  to  install 

telephone  service  for  L.  P.  Coventry  at  Fontana. — Pending. 
Mar.  12 — Ripon  United  Tel.  Co. — Application  for  authority  to  increase 

rates. — Decision  rendered,  order  issued  April  30,  1914. 
Mar.  12 — ^V.  B.  Mathews  et  ai,  Viola,  vs.  Viola  Light  &  Power  Co.— Ex- 
cessive rates. — Pending. 
Mar.  13 — In  re  investigation  and  hearing  on  the  relation  of  the  Jewett 

&  Sherman  Co.  on  the  question  of  the  reasonableness  of  the 
rule  of  T.  M.  E.  R.  &  L.  Co.  requiring  consumers  to  pay  for 
a  panel  device  for  limiting  electrical  service  and  its  installation. 
— Complaint  withdrawn. 
Mar.  13 — ^Arena  &  Ridgeway  Tel.  Co.,  Ridgeway,  vs.  Mazomanie  Tel. 
Co. — ^Failure  to  establish  physical  connection. — ^Pending. 
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Mar.  15 — Gieo.  L.  Atwood  et  al..  Lake  Mills,  vs.  City  of  Lake  Mills. — Re- 
fusal to  extend  water  mains. — Decision  rendered,  order  issued 
March  27.  1914. 

Mar.  16 — People's  Land  &  Mfg.  Co.,  Oconto. — ^Application  for  authority 
to  increase  rates. — ^Pending. 

Mar.  16— Village  of  East  Milwaukee  vs.  M.  L.  H.  &  T.  Co.— Exorbitant 
rates  for  street  lighting. — Pending. 

Mar.  17 — D.  M.  Rowlands  et  a/.,  Cambria,  vs.  Cambria  Cooperative  Tel.  Co., 
People*sTel.Co.,Rio.-Requestforphysical  connection.— Pending. 

Mar.  18 — Rhinelander  Power  Co. — Application  for  authority  to  establish 
an  amended  schedule  of  rates  and  charges  for  electric  current 
furnished  by  it  to  customers  in  and  in  the  vicinity  of  Rhine- 
lander,  involving  an  increase  of  rates. — Pending. 

Mar.  18 — In  re  fixing  and  determining  the  just  compensation  to  be  paid  to 
the  Prairie  du  Sac  Mill  &  Light  Co.  by  the  village  of  Prairie 
du  Sac  for  the  property  of  said  company  actually  used  and  use- 
ful for  the  convenience  of  the  public. — Pending. 

Mar.  19 — ^Belmont  &  Pleasant  View  Tel.  Co.,  Darlington,  vs.  La  Fayette 
County  Tel.  Co. — Exorbitant  rates  for  switching  service. — 
Pending. 

Mar.  19 — Palmer  Boat  Co.  et  a/.,  Fontana,  vs.  Walworth  Tel.  Co. — 
Unsatisfactory  service  and  rates. — Pending. 

Mar.  21 — La  Farge  Electric  Co. — Application  for  authority  to  require 
customers  to  install  meters. — Withdrawn. 

Mar.  23 — ^J.  F.  Henton  et  ai,  Doyleston,  vs.  Leeds  Farmers'  Tel.  Co.,  Rio. 
— Inadequate  service. — Pending. 

Mar.  24 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  refusal  of  the  Rose  Milling  Co.  to  make  connection  and 
furnish  electric  current  to  the  school  house  in  Wild  Hose. — 
Settled. 

Mar.  26 — ^Ettrick  Tel.  Co. — Application  for  authority  to  increase  rates,  tolls 
and  charges. — Decision  rendered,  order  issued  April  29,  1914. 

Mar.  27 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  refusal  and  neglect  of  the  Walworth  Tel.  Co.  to  install 
telephone  service  in  the  residence  of  Fred  A.  Nash  et  al.  of 
Walworth  township. — Held  in  abeyance  pending  settlement. 

April  1— V.  L.  Ward,  Glenwood,  vs.  West.  Wis.  Tel.  Co.,  Wis.  Tel.  Co., 
N.  W.  Tel.  Exch.  Co.,  and  Tri-State  Tel.  &  Teleg.  Co.— Failure 
to  establish  connection  between  lines. — Settled  between  parties. 

April  4 — Cascade  Tel.  Co. — Application  for  authority  to  increase  rates. — 
Pending. 

April  6 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  toll  rate  and  division  of  tolls  on  the  liiie  connecting  the  H.  A. 
Price  Tel.  Co.  at  Markesan  with  the  Kingston  Tel.  Co.  at 
Kingston. — Pending. 

April  13 — City  of  Oconto  vs.  Oconto  City  Water  Supply  Co. — Inadequate 
water  supply  for  fire  protection. — Qosed. 

April  14 — Michael  Dorn  et  at.,  Fontana,  vs.  Walworth  Tel.  Co. — ^Excessive 
rates  and  failure  to  maintain  pay  station. — Pending. 
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April  16 — In  re  investigation,  on  motion  of  the  Commission,  of  the  rates, 

rules,  regulations  and  service  of  the  Eagle  Tel.  Go. — Pending. 
April  17 — ^W.  R.  Howard  &  Son  et  aL,  Greenwood,  vs.  Greenwood  Tel. 

Co.,  Inc. — Inadequate  service,  inasmuch  as  it  does  not  furnish 

twenty-four-hour  service. — Pending. 
April  22 — Western  Wis.  Tel.  Co.,  Arcadia,  vs.  Tamarack  Tel.  Co.,  Arcadia. 

— Extension  of  service  without  authority  from  the  Commission. 

— Settled  between  parties. 
April  27 — Redgranite  Tel.   Co. — Application  for  authority  to  increase 

rates. — Pending. 
April  29 — In  re  petition  of  the  city  of  Manitowoc  for  permission  to  alter 

the  rates  charged  for  water  and  electric  service  in  certain  partic- 
ulars and  to  change  its  unit  of  measuring  water  consumption. — 

Decision  rendered,  order  issued  June  30,  1914. 
April  30 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 

of  rates,  service,  management  and  accounting  of  the  Municipal 

Water  Works  and  Electric  Lighting  Plant  of  the  village  of 

Waterloo. — Pending. 
May     1 — Lindsey  Tel.  Co. — Application  for  authority  to  readjust  its 

rates,  tolls  and  charges. — Pending. 
May    2 — ^J.  W.  Filber  et  aL,  Walworth,  vs.  Illinois  Northern  Utilities  Co., 

Walworth. — Inadequate  electric  lighting  service  ia  the  villages 

of  Walworth  and  Fontana. — Pending. 
May    4 — ^Tamarack  Tel.   Co.,  Arcadia,  vs.  Western  Wis.  Tel.   Co. — 

Violation  of  law  of  extension  of  lines  into  complainant's  territory. 

— Settled  between  parties. 
May    7 — In  re  investigation,  on  motion  of  the  Commission,  of  the  rates 

of  the  People's  Land  &  Mfg.  Co.  and  the  Oconto  Electric  Co. 

for  municipal  and  commercial  electric  lighting  and  power  service 

and  of  the  legal  rights  of  each  of  said  companies  with  reference 

to  the  furnishing  of  such  service  within  the  city  of  Oconto, 

Wis. — Pending. 
May  11 — In  re  investigation,  on  motion  of  the  Commission,  of  bridged 

telephone  service   to   individual   subscribers   at   the   city   of 

Princeton. — {^ending. 
May  18 — In  re  determining  and  fixing  the  just  compensation  to  be  paid 

to  the  Janesville  Water  Co.  by  the  city  of  Janesville  for  the 

property 'of  said  company  actually  used  and  useful  for  the 

convenience  of  the  public. — Pending. 
May  26 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 

of  the  electric  service  furnished  by  the  Berlin  Public  Service  Co. 

— Pending. 
May  28 — Roy  Gates  et  al,,  Bridgeport,  vs.  Bridgeport  Toll  Bridge  Co. — 

Excessive  rates  for  crossing  toll  bridge  and  delay  caused  by 

closed  gates. — Pending. 
May  29 — In  re  tolls  to  be  charged  by  the  Chippewa  and  Flambeau 

Improvement  Co.  for  the  six  months  ending  June  30,  1914. — 

Pending. 
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June  1 — Dekorra  Fanners*  Mut.  Tel.  Co.,  Poynette,  vs.  Poynette  Tel. 
Co. — Lack  of  physical  connection  between  the  switchboards  of 
petitioner  and  respondent  for  local  and  long  distance  service. — 
Pending. 

June  2 — In  re  investigation,  on  motion  of  the  Commission,  of  the  service 
upon  the  telephone  lines  owned  and  operated  by  Matt  PefTer 
in  Door  county. — Pending. 

June  2 — In  re  investigation,  on  motion  of  the  Commission,  of  the  service 
of  the  Door  County  Tel.  Co.,  Sturgeon  Bay. — Pending. 

June  2 — Eleva  Farmers*  Tel.  Co. — Application  for  authority  to  increase 
rates. — Decision  rendered,  order  issued  June  20,  1914. 

June  3 — Marquette  &  Adams  County  Tel.  Co.,  Oxford. — Application  for 
authority  to  increase  rates. — Pending. 

June  4 — Farmers*  Union  Tel.  Co.  vs.  Waunakee  Tel.  Co. — Application 
for  physical  connection  between  the  companies. — Pending. 

June  4 — Farmers'  Union  Tel.  Co.,  Waunakee,  vs.  Mt.  Vernon  Tel.  Co. — 
Application  for  physical  connection  between  telephone  com- 
panies.— Pending. 

June  6 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  unreasonable  and  unjust  refusal  and  denial  of  electric 
service  to  the  Park  Lighting  Association  of  Milwaukee  by 
T.  M.  E.  R.  &  L.  Co. — Settled  between  parties. 

June  8 — In  re  alleged  denial  of  service  and  of  the  inadequacy  of  the 
service  of  the  Leeds  Farmers*  Tel.  Co.,  Poynette. — Pending. 

June  10 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  inadequacy  of  service  of  the  Citizens*  Tel.  Co.  ei  al.  in 
and  about  Hingham,  Sheboygan  county,  and  as  to  the  advisabil- 
ity of  the  establishment  of  a  call  bell  switch  board  at  said 
Hingham. — Pending. 

June  11 — New  Lisbon  Mut.  Tel.  Co. — Application  for  authority  to  adjust 
rates. — Pending. 

June  12 — ^J.  W.  Purves  et  ai.  Friendship,  vs.  Friendship  Tel  Co. — Pro- 
posed removal  of  central  office  of  Friendship  Tel.  Co.  from 
Friendship  to  Adams. — Pending. 

June  15 — In  re  investigation,  on  motion  of  the  Commission,  of  the  service 
furnished  by  the  Mansion  Electric  Service  Co. — Pending. 

June  27 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  reasonableness  of  the  rules  of  the  Madison  Gas  &  El. 
Co. — Pending. 

June  27 — In  re  tolls  to  be  charged  by  the  Wis.  Valley  Improvement  Co. 
for  the  six  months  ending  June  30,  1914. — Pending. 

June  29 — In  re  investigation,  on  motion  of  the  Commission,  of  the  rates, 
rules  and  regulations  of  the  Mosinee  El.  Co. — Pending. 

June  29 — In  re  investigation  and  hearing,  on  motion  of  the  Commission, 
of  the  alleged  refusal  and  neglect  of  the  Wis.  TeL  Co.  to  extend 
and  render  telephone  service  in  the  vicinity  of  Greenville  and 
Medina. — ^Pending. 

June  30 — A,  J.  Edminster  &  Co.  et  aL,  Cornell,  vs.  Chippewa  County 
Tel.  Co.,  L't'd.,  et  ai — Request  for  connection  between  re- 
spondent companies. — ^Pending. 
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COMPLAINTS  AND  APPLICATIONS.— C.     APPLICATIONS  FOR 
CERTIFICATES  OF  PUBLIC  CONVENIENCE  AND  NECESSITY. 

July  /,  1913,  to  June  30,  1914. 

(Stating  date  of  application,  name  of  applicant,  purpose  of  application 
and  disposal  thereof,  and  date  of  disposal.) 


1913 

July  28 — Milwaukee  Traction  Co. — Construction  of  a  line  in  Milwaukee 
county. — Certificate  issued  Jan.  2,  1914. 

Sept.  5 — City  of  Sheboygan. — Construction  of  a  municipal  lighting 
plant  for  street  lighting  in  the  city  of  Sheboygan. — Decision 
rendered,  petition  dismissed  March  29,  1914. 

Sept.  13 — Chicago,  Burlington  &  Quincy  Railroad  Co. — Construction  of  a 
double  track  between  Dc  Soto  and  Charme. — Certificate  issued 
Oct.  14,  1913. 

Nov.  8 — Chicago,  Milwaukee  &  St.  Paul  Ry.  Co. — Construction  of  a 
branch  line  in  the  city  of  Merrill. — Certificate  issued  Dec.  5, 
1913. 

1914 

Jan.     5 — Minneapolis,  Merrill  &  Marinette  Ry.  Co. — Construction  of  a 

line   in   Lincoln   and    Marathon   counties. — Certificate   issued 

Feb.  5,  1914. 

Mar.  4 — Chicago  &  Wisconsin  Valley  R.  R.  Co. — Construction  of  a  line 
from  Jane^ville  to  Madison  and  from  Madison  to  Prairie  du  Sac. 
— Pending. 

April  23 — ^Janesville  &  Madison  Traction  Co. — Construction  of  a  line 
from  Janes ville  to  Madison. — Pending. 

April  24 — Wisconsin  Central  Ry.  Co. — Construction  of  a  line  of  railway 
in  the  city  of  Chippewa  Falls. — Certificate  issued  June  4,  1914. 

June  26 — Milwaukee  Light,  Heat  &  Traction  Co. — ^To  supply  electric 
current  in  the  city  of  Delafield,  Wis. — Pending. 
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COMPLAINTS  AND  APPLICATIONS.— D.    APPLICATIONS  FOR 
AUTHORITY  TO  ISSUE  STOCKS  AND  BONDS. 

July  i,  1913,  to  June  30,  1914, 


Dmte 

Name  of  Applioant. 

8ecuritiee  Involved. 

Certificate  Issued. 

1913 

July   2. 

Superior  RutbI  Td.  Co. 

1835  of  stock  iaeued. 

July  11. 1913. 

Jiily  3. 

PUeeoTeLCo. 

11.995  of  itockiflBued. 

Aug.  27. 1913. 

July   5. 

HubertusTeLCo. 

|l.«75offtookusued. 

July  18. 1913. 

July  8. 

BimceTel.Ck>. 

12.000  of  ftock  iaeued. 

July  11. 1918. 

July  9. 

Antigo  Eleetric  Co. 

110,000  of  itockiaued. 

July  23. 1913. 

July  12. 

Qreea  Bey  Gm  *  Electric  Co. 

1132.000  of  bonds  isMied. 

Oct  17, 1913. 

July  16. 

DarUng  Gfti  Co. 

,  125,000  of  stock. 

AppG.  withdrawn. 

July  1ft. 

Hencook  Light*  Power  Co. 

$5,000  of  stock  issued. 

July  28. 1913. 

July  17. 

Chicego  ft  North  Weetem  Ry.  Co. 

Authority    to  gueraatee  the  pay- 
ment of  hoods  iaraed  by  St.  Louis 

000.000. 

July  13. 1913. 

000.000. 

July  13. 1913. 

July  22. 

Ironwood  *  Bessemer  Ry.  *  U.  Co. 

AppK.  denied. 

July  23. 

1400.000  of  preferred  stock  issued. 

July  28. 1913. 

July  24. 

Wautoma  *  Mt.  Morris  Farmers  Td. 
Co. 

11.050  olstodc  issued. 

Aug.  1. 1913. 

July  24. 

|53.000of  stodc  and  170.000  of 
bonds  iwied. 

July  29. 1913. 

July  30. 

Inter-County  Light  *  Power  Co. 

16.500  of  stodc  issued. 

Aug.  27. 1913. 

Aug.  11 

Kaiduuna  Tdephone  Co. 

11 .850  of  stock  issued. 

Aug.  27, 1913. 

Aug.  13. 

Farmers  Eastern  Td.  Co. 

85,000  of  stock  issued. 

Aug.  27. 1913. 

Aug.  14. 

MUwaukee  Northern  Ry.  Co. 

195.500  of  bonds  issued. 

Aug.  25. 1913. 

Aug.  1«. 

Cuba  City  Td.  Exchange  Co. 

11.650  of  stodc  issued. 

Sept.  16. 1913. 

Aug.  20. 

New  Auburn  Td.  Co. 

1190  of  stodc 

Pending. 

Aug.  21*. 

Coon  Valley  Far.  Td.  Co. 

$1,000  of  stock  issued. 

Aug.  25. 1913. 

Aug.  22. 

Lin/y  Brook  Td.  Co. 

$6,000  of  stodE  issued. 

Aug.  28. 1913. 

Aug.  25. 

Janeeville  Electric  Co. 

$200,000  of  stock. 

Pending. 

Aug.  26. 

Chicago  k  North  Western  Ry.  Co. 

Authority  to  purchase  and  acquire 
the  property  of  St.  Louis.  Peoria 
A  Northwestern  Ry.  Co..  issued. 

Aug.  28,  1913. 

_        _  . 

.                          _  

_         _             _       _^ 
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Date 
1013 

NameofAppGeant. 

Seeorities  Involved. 

Certi6eate  Issued. 

Aaf.28. 

OiikfieldT«l.Co. 

110.400  of  stock  issued. 

Oct.  14. 1913. 

AurSO. 

Almond  Eleetrio  Co. 

110.000  of  stook  issued. 

Sept.  9, 1913. 

Sept.  8. 

Wood  County  Tei  Co. 

S800  of  stock  issued. 

Oct  8. 1913. 

Sept.  9. 

FbtterUleGMCo. 

$5,000  of  bondi  issued. 

Sept.  25. 1913. 

Sept.  9. 

BodduelTeLCo. 

11.250  of  stock  issued. 

Sept.  16. 1918. 

Sept.  10. 

Intentote  Tnaaiet  Ry.  Co. 

Authority  to  increase  its  capital 
stock  from  S500.000  to  $1,500,000 
issued. 

Sept.  12. 1913. 

Sept.  15. 

Sooth  Hm  *  Range  Line  TeL  Co. 

$84  of  stock  issued. 

Sept.  25. 1913. 

Sept.  1ft. 

UCroeMGaiAEleotrieCo. 

$120,000  of  bonds  issued. 

Oct.  24. 1918. 

Sept.  17. 

Iron  Ridce  Eleetrie  Light  k  Power  Co. 

$6,000  of  stock  issued. 

Nov.  18, 1913. 

Sept  18. 

SefakewigTel.Co. 

$500  of  stock  issued. 

Sept.  25. 1913. 

Sept.  10. 

LudingtonTeLCo. 

$2,105  of  stock  issued. 

Oet.  25. 1913. 

Sept.  25. 

MeriOaaMillCo. 

$1,000  of  stock  inued. 

Oet.  14. 1913. 

Sept.  26. 

BbekIUverTel.Co. 

$280  of  stock  issued. 

Not.  20. 1913. 

Sept.  2ft. 

BooduelFeed&LightCo. 

$10,000  of  stock  issued. 

Oct.  7. 1913. 

Oet.    1. 

Mt.  Hcreb  Independent  TeL  Co. 

$6,800  of  stock  issued. 

Dec.  4. 1913. 

Oet.    1. 

Chippewa  Coonty  Tel.  Co 

$200  of  stock  issued. 

Oct.  14. 1913. 

Oct.    1. 

Clarlt  County  ToL  Co. 

$27,700  of  stook  issued. 

Oct.  14, 1913. 

Oet.   3. 

Waapaoa-Qreen  Bay  Ry.  Co. 

175.000  of  bond)  issued. 

Oct.  7. 1913. 

Oet.   4. 

Intentate  Tranrfer  Ry.  Co. 

$250,000  of  stock  and  $2,250,000  of 
bonds  mued. 

Oct.  15, 1913. 

Oet.   ft. 

QreenlAkeElCo. 

000  of  preferred  stock  issued. 

Oct.  8. 1913. 

Oct.  10. 

Mflton  and  Milton  Jet.  Tel.  Co. 

$800  of  stock  issued. 

Oct.  14, 1913. 

Oet.  11. 

Edgerton  Tel.  Co. 

$7,000  of  stock. 

Case  dropped 

Oet.  16. 

MoeelftCentemOeTeLCo. 

$2,500  of  stook  isBued. 

Oct.  17.  1913. 

Oet.  18. 

Lake  Forest  Ftek  Water  Works  Co. 

$6,000  of  stock  issued. 

Jan.  5. 1914. 

0^21. 

Hagv  City  Tel.  Co. 

$12,000  of  stock  issued. 

Nov.  18, 1913. 
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Date 
1913 

Name  of  Applicant 

1 

Securities  Involved. 

Certificate  Issued. 

Oct.  23. 

United  Td.  Co. 

1  $20,000  of  bonds  issued. 

Oct.  23. 1913. 

Oct.  24. 

Wis.  Td.  Co.  &  ABhIand  Home  Tel.  Co 

1  Authority  to  purchase  and  sell  tele- 
issue  bonds. 

April  9, 1914. 

Oct.  28. 

FarmcTB  Badger  Tel.  Co. 

1 

,  $25  of  stock  issued. 

Nov.  6. 1918. 

Nov.   6. 

Plain  Tel.  Co. 

j  $4,600  of  stock. 

Application 
withdrawn. 

Nov.   5. 

New  Franken  Tel.  Co. 

$500  of  stock  issued. 

Nov.  12. 1913. 

Nov.    7. 

Berlin  Tel.  Co. 

$1,000  of  stock  issued. 

Nov.  10, 1913. 

Nov.  11. 

Comet  Tel.  Co. 

$1,000  of  stock  issued. 

Nov.  12, 1913. 

Nov.  11. 

Wauaau  Gas  Co. 

$28,000  of  bonds  issued. 

Nov.  18, 1913. 

Nov.  11. 

Mondovi  Tel.  Co. 

$3,000  of  stock  issued. 

Dec.  16. 1913. 

Nov.  12. 

Manitowoc  &  Northern  Ry.  Co. 

$1,000  of  stock  issued. 

Nov.  18. 1913. 

Nov.  16. 

Houlton  Rural  Tel.  Co. 

$60  of  stock  issued. 

Nov.  18. 1913. 

Nov.  19.     Iron  River  Water  A  Liffht  and  Tel.  Co. 


$25,000  of  stock  and  $15,000  of 
bonds  issued. 


Jan.  16. 1914. 


Nov.  19.  I  Chicago.  Milwaukee  *  St.  Paul  Ry.  Co. 


.\uthority  to  make  a  geno^l  and 
refunding  mortgage  and  to  issue 


$470,917,700  of  bonds. 

Nov.  19.  1913. 

Nov.  20. 

River  Falte  Power  Co. 

$30,000  of  bonds  issued. 

Nov.  20.  1913. 

Nov.  26. 

Mineral  Point  Tel.  Co. 

$5,000  of  dtock  issued. 

Jan.  17,  1914. 

Nov.  28. 

Town  of  Sheboygan  Falls  Rural  Tel.  Co. 

$500  of  stock  issued. 

Dec.  2.  1913. 

Nov.  28. 

Glidden  Light.  Power  and  Water  Co. 

$3,000  of  stock  issued. 

Dec.  18.  1913. 

Nov.  28. 

Clayton  Tel.  Co. 

$35  of  stock  issued. 

Dec.  11.  1913. 

Dec.    1. 

Honey  Creek  El.  Light  Co. 

$4,000  of  otock  inued. 

Dec.  5, 1913. 

Dec.    8. 

Neshkora  Light  A  Power  Co. 

$40,000  of  stock. 

Pending. 

Dec.   9. 

Plank  Road  Tel.  Co. 

$100  of  stock  issued. 

Dec.  10.  1913. 

Dec.  12. 

Green  Bay  Gas  &  Electric  Co. 

$78,000  of  bonds  issued. 

Dec.  18.  1913. 

Dec.  15. 

Marshfield  Rural  Tel.  Co. 

$5,000  of  stock  issued. 

Dec.  16.  1913. 

Dec.  15. 

Apple  Oeek  Farmers  Tel.  Co. 

$1,980  of  stock  issued. 

Dec.  22,  1913. 

Digitized  by 


Google 


Authority  to  Issue  Stocks  and  Bonds 


153 


DMe 
1913 

NameofApplkant. 

Securities  Involved. 

Certificate  Issued. 

Doe.  16. 

Marie  Ry.  Co. 

Ste. 

Authority  to  iamie  Equipment  ud 
Trust  Certificates  of  the  prind- 
pal  amount  of  11,380,000. 

Dec.  19, 1913. 

Dee.  18. 

Farmeni  Union  Td.  Co. 

$1,590  of  .-todc  issued. 

Dec.  19. 1913. 

Dee.  18. 

Bityfidd  Ind.  Td.  Co. 

$750  of  stock  issued. 

Dee.  19. 1913. 

Dee.  19. 

$3.500,000u>f  bonds  issued. 

Deo.  19. 1918. 

Dec  20. 

Cwenovia  Southern  Ry.  Co. 

150.000  of  stock  and  $35,000  of 

Dec.  30.  j  Town  Line  Farmers  Ind.  Td.  Aasn.  of 
I      Shawano. 

Dee.  32.  I  Wisoonsin  Public  Service  Co. 

Dee.  22.     .Ashland  Water  Co. 

Dee.  26.     Diamond  Td.  Co. 

Dee.  29.  '  Twdve  Comers  and  Mackville  Td.  Co. 

Dee.  29.  i  Wisconsin  Public  Service  Co. 

Dee.  30.  '  Tamarack  Td.  Co. 

Dee.  30.     Wausau  Street  R.  R.  Co. 

1914    I 
Jan.   3.  .  WertbyTd.Co. 

Jan.   5.  I  Lena  Electric  Light  A  Power  Co. 

Jan.  6.  ;  Mmneapolii.  St.  Paul.  Sault  Ste.  Marie 
Ry.  C9. 

1 
Jan.    7.     Minahan  0ectric  Co. 

Jan.  13.     Eleva  Farmers  Td.  Co. 

Jan.  15.  I  Wood  County  Td.  Co. 

Jan.  15.     Cedar  Lake  Rural  Td.  Co. 

Jan.  16.  I  Mineral  Point  Public  Service  Co. 

Jan.  33.  I  Chicago,    St.    P^ol,    Minneapohs    & 
I      Omaha  Ry.  Co. 

Jan.  23.  ;  Baldwin  Td.  Co. 


bonds  issued. 

$300  of  stock  issued. 

$78,000  of  bonds  issued. 

$45,000  of  bonds  i 

$350  of  stock  i 

$1,440  of  stock. 

Authority  to  purchase  the  property 
of  Green  Bay  Gas  k  Electric  Co. 

$1,040  of  stock  issued. 

$50,000  of  bonds  issued. 


$1,000  of  stock  i 
$2,500  of  stock  issued. 

$1,947,000  of  bonds  issued. 

$5,000  of  fftock  and  $110,000  ofj 
bonds  issued. 

$80  of  stock  issued. 

$3,750  of  stock  issued. 

$1,400  of  stock. 

$200,000  of  bonds  issued. 

$90,000  of  bonds  issued. 
$3,500  of  stock  issued. 


Dee.  32. 1913. 

Dec.  22,  1913. 
Dec  22. 1913. 
Jau.  28, 1914. 
Jan.  2, 1914. 
Pending. 

Dec.  31, 1913. 
Jan.  14, 1914. 
Jan.  17, 1914. 

Jan.  17, 1914. 
Jan.  5. 1914. 

Jan.  15. 1914. 

Jan.  8, 1914. 
Jan.  15. 1914. 
Jan.  26. 1914.  ' 
Pending. 
Jan.  26, 1914. 

Jan.  26,  1914. 
Feb.  28. 1914. 
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Dtte 
1014 

Name  of  AppGcant. 

1 

Securities  InvolTed. 

Certificate  Issued. 

Jan.  27. 

150.000  of  5  %  First  Mortgage  and 
catea. 

Jan.  29. 1914. 

Jan.  28. 

Rapids  and  Western  Td.  Co. 

120  of  stock  issued. 

Feb.  2. 1914. 

Jan.  30. 

SevasUpd  Farmers  Tel.  Co. 

13.000  of  stock. 

Pending. 

Jan.  31. 

Chicago.    St.    Paul.    Minneapolis    & 
Omaha  Ry.  Co. 

$1,700,000  of  bonds  issued. 

Feb.  2. 1914. 

Feb.   2. 

The  Milwaukee  Electric  Ry.  A  Lt  Co. 

Authority  to  purchase  the  property 
of  the  Central  Heating  Co.  of 
Milwaukee.  Wis. 

Feb.  3. 1914. 

Feb.   2. 

Mineral  Point  Tel.  Co. 

$10,000  of  dtodc  issued. 

Feb.  3. 1914. 

Feb.   3. 

Bonduel  Tel.  Co. 

$2,500  of  stock  issued. 

Feb.  28. 1914. 

Feb.   4. 

Dancy  Tel.  Co. 

$1,800  of  stock  issued. 

AprU  29.  1914. 

Feb.   9. 

Strum  Tel.  Co. 

$200  of  stock. 

Feb.  25, 1914. 

Feb.   9. 

Strum  Tel.  Co. 

$880  of  stock  issued. 

Feb.  26. 1914. 

Feb.  10. 

Wiflconain  Public  Service  Co. 

Authority  to  purchase  the  property 
of  the  Minahan  Electric  Co. 

Feb.  10, 1914. 

Feb.  13. 

Richland  Tel.  Co. 

$20,000  of  stock  issued. 

Feb.  20. 1914. 

Feb.  13. 

Wisconan  Public  Senrioe  Co. 

$110,000  of  bonds  issued. 

Feb.  14. 1914. 

Feb.  13. 

Wisconsin  Light.  Power  &  Milling  Co. 

$10,000  of  stock  issued. 

Feb.  14. 1914. 

Feb.  13. 

Janesville  k  Madison  Traction  Co. 

$10,000  of  stock  issued. 

Feb.  20, 1914. 

Feb.  21. 

Lindsey  Tel.  Co. 

$20  of  stock. 

Pendmg. 

Feb.  21. 

Tomahawk  Light.  Td.  and  Imp.  Co. 

$8,000  of  bonds  issued. 

June  1. 1914. 

Feb.  28. 

Chippewa  VaUey  Ry..  Lt.  *  Power  Co. 

of  the  Ellsworth  Heat.  Light  A 
Power  Co..  and  to  issue  negoti- 
able hondH  and  $42,000  oi  pre- 
ferred  stock. 

1 

! 

1  Mar.  13. 1914. 

Mar.  5. 

Chicago  A  Lake  Superior  Ry.  Co. 

$50,000  of  stock  issued. 

1 

,  Mar.  5. 1914. 

Mar.  6. 

WeBtboroTd.Co. 

$2,500  of  stock  ivued. 

'  Mar.  27. 1914. 

Mar.   7. 

Ripon  United  Td.  Co. 

$10,000  of  stock  issued. 

j  May  6.  1914. 

Mar.  9. 

Wis.  Central  Ry.  Co. 

$783,000  of  bonds  issued. 

1  April  14, 1914. 
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Date 
1014 

Name  of  Applicant 

1 

Securities  Involved. 

1 

Certificate  Issued. 

Mar.  12. 

Wis,  Ry..  Lt.  *  Power  Co. 

$10,000  of  5  %  First  Mortgage  and 
Refunding  Gold   Bond  Certifi- 
I      eatcA. 

Mar.  13. 1914. 

Mar.  18. 

Augusta  Ught  &  Td.  Co. 

$3,140  of  8t«ck  issued. 

Mar.  19.  1914. 

Mar.  19. 

Bark  Rhrer  Electric  Lt.  ft  Power  Co. 

$12,000  of  stock  issued. 

May  6. 1914. 

Mar.  20. 

Bloomer  T«l.  Co. 

1  $3,000  of  stock  issued. 

Mar.  28.  1914. 

Mar.  30. 

Northern  Pacific  Ry.  Co. 

$1,500  of  bonds  issued. 

April  24. 1914. 

Mar.  24. 

Caledonia  Farmers  Tel.  Co. 

$30  of  stock  issued. 

April  6. 1914. 

Mar.  25. 

Marion  and  Northern  Tel.  Co. 

1 

April  29. 1914. 

Air.    L 

Rock  County  Tel.  Co. 

$25,000  of  stock  issued. 

April  9.  1914. 

Ipr.   8. 

Wild  Rose  Tel.  Co. 

$850  of  stock  issued. 

April  15. 1914. 

Apr.    8. 

WUdRow^Td.Co. 

$3,150  of  stock  issued. 

April  15.  1914. 

Apr.  11. 

PilsenTel-Co. 

$175  of  stock  issued. 

April  14.  1914. 

Apr.  11. 

Ogema  Tel.  Co. 

$3,500  of  stodc  issued. 

April  29. 1914. 

Apr.  13. 

Bebnont  and  Pleuant  View  Tel.  Co. 

$400  of  stock  issued. 

April  17. 1914. 

Apr.  14. 

English  Lake  Td.  Co. 

!  $70  of  stock  issued. 

April  29. 1914. 

Apr.  17. 

Coleman-Pound  Light  &  Power  Co. 

;  $6,000  of  stock  issued. 

May  6. 1914. 

Apr.  25. 

Chippewa  Valley  Ry.,  Lt.  ft  Power  Co. 

!  $6,000  uf  preferred  stock  issued. 

.\pril  29. 1914. 

Apr.  28. 

Ryan  Farmers  Td.  Co. 

1  $150  of  stock  issued. 

May  6.  1914. 

Apr.  29. 

Plank  Road  Td.  Co. 

$200  of  stock  issued. 

April  29. 1914. 

May    1.     Young  America  Power.  light  ft  Milling 
i      Co. 

May    2.  New  Lisbon  Mut.  Tel.  Co. 

May   5.  Oneida  Farmers  Td.  Co. 

May   8.  Marahfidd  Rural  Td.  Co. 

May  12.  Mineral  Point  Public  Service  Co. 


$11,500  of  stock.  Pending. 

$5,000  of  promissary  notes  issued.   ;  May  25.  1914. 

$4,000  of  stock  issued.  '  May  25.  1914. 

$3,000  notes  issued.  May  11.  1914. 

Purchase  of  the  property  of  the 
Dodgeville  Electric  Lt.  ft  Power' 

Co.  I  May  25. 1914. 


May  14.  I  CU.  ft  North  Western  Ry.  Co. 
May  15.  I  Carter  and  Wabeno  Td.  Co. 


$29,715,000  of  bonds  issued. 
$1,240  of  stock  issued. 


May  25. 1914. 
June  26. 1914. 


I 
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Dtte 
1914 

NameofAppUeant. 

Seeurities  Invdved. 

MajlS. 

Watertown  Td.  Oo, 

1150  of  stodc  issued. 

May  35. 1914. 

M»ylO. 

CityOa8Co.ofAntigo. 

$25,000  of  stock  and  145.000  of 

DODOS  IflSUOQ* 

May  18. 1914. 

May  10. 

Wcit  Wis.  TeL  Co. 

1725  of  stock  issued. 

May  35, 1914. 

May  16. 

Boycerilk  Tel.  Co. 

$4,000  of  stock  issued. 

May  25. 1914. 

May  18. 

Wis.  RaUway  Light  A  Power  Co. 

120,000  of  Odd  Bond  Certificates. 

May  25. 1914. 

May  33. 

Plymouth  Td.  Exdiange. 

S500ofstodci«ued 

May  27. 1914. 

May  33. 

Oakfidd  Light  A  Power  po. 

110,000  of  bonds  issued. 

June  1. 1914. 

May  35. 

Fayette  and  Blanohard  Td.  Co. 

1560  of  stock  issued. 

May  29. 1914. 

May  35. 

Eau  Claire  County  Td.  Co. 

$2,900  of  stock  issued. 

June  1.  1914. 

May  35. 

Traction  Co. 

$150,000  of  stodcianied. 

June  26. 1914. 

May  37. 

ElchoTd.Co. 

$4,000  of  stodc  issued. 

May  29.  1914. 

May  37. 

Gillett  Rural  Td.  Co. 

$2,850  of  stock. 

Pending. 

May  39. 

Blaek  Earth  Td.  Co. 

$5,040  of  stodc  inued. 

June  1. 1914. 

June  3. 

Newton-Manitowoc  Td.  Co. 

$1,450  of  stock  issued. 

June  4. 1914. 

June  3. 

MatteionTd.Co. 

$1,200  of  stodc  issued. 

June  4. 1914. 

June  3. 

Lake  Superior  Terminal  and  Transfer 
Ry.Co. 

$24,000  of  stodc  issued. 

June  4. 1914. 

June  4. 

BlanehardviUe  and  HoDandale  Farmers 
Td.Co. 

$60  of  stodc 

Pending. 

June  13. 

Ludington  Td.  Co. 

$095  of  stock. 

Pending. 

June  13. 

Ludington  Td.  Co. 

$605.50  of  stodc. 

Pending. 

June  15. 

Northern  Pacific  Ry.  Co. 

$20,000,000  of  bonds  issued. 

June  15, 1914. 

Jane  15. 

St.  Croix  Td.  Co. 

$6,000  of  bonds. 

Pending. 

June  32. 

Dukes  Prairie  Td.  Co. 

$20  of  stodc  issued. 

June  25. 1914. 

June  32. 

Wis..Minn.  Light  k  Power  Ca 

000  of  preferred  stock,  and  $3,- 
750.000  of  bonds  i«ued. 

June  22,  1914. 

June  23. 

$34,900  of  stodc  issued. 

June  25,  1914. 

June  25. 

River  Falls  Power  Co. 

$20,000  of  bonds  issued. 

June  26. 1914. 

June  30. 

Bark  River  Eleetrie  Ught  A  Power  Co. 

$6,500  of  stock  and  $7,500  of  bonds. 

Pending. 
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No  finding  made. 

No  finding  made. 

No  finding  made. 

No  finding  made. 

No  finding  made. 

Decision  rendered.      Exten- 
sion refused. 

No  findmg  made. 

No  finding  made. 

Pending. 

No  flnding  made. 
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Granville  and    Milwau- 
kee. 

West  Kewaunee. 

Colby. 

New  Denmark. 

New  Denmark. 

Rock. 

Lisbon. 
Brussels. 

Gaslyn  to  Webster. 

Lisbon. 
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OB 

1 

c 

M 

o 

'c 

m 

0. 

B 

o 
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;> 
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Oxaukee-Washington  Tel.  Co. 

Ryan  Tel.  Co..  Horshoe  Tel.  Co..  and  Carlton 
Kewaunee  Tel.  Co. 

Clark  County  Tel.  Co. 
Brown  County  Tel.  Co. 
Brown  County  Tel.  Co. 
Rock  County  Tel.  Co. 

Lisbon  Tel.  Co.  and  Merton  Tel.  Co. 

Casco  and  Brussels  Tel.  Co.  and  Forestville 
Tel.  Co. 

Bashaw  Valley  Tel.   Co.   and  Badger  Mut. 
Tel.  Co. 

Merton  Tel.  Co..  and  Pewaukee  Sussex  Tel. 
Co. 
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9 
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Wis.  Tel.  Co. 

West  Kewaunee  and  Western  Tel. 

Abbotsford  Electric  Ught  and  Tel. 
Co. 

Denmark  Farmers  and  Merchants 
Tel.  Co. 

Denmark  Farmers  and  Merchants 
Tel.  Co. 

Wis.  Tel.  Co. 

Pewaukee-Sussex  Tel.  Co. 

Sturgeon   Bay   and   Gardner  Tel. 
Co. 

Gaslyn- Webster  Tel.  Co. 
Lisbon  Tel.  Co. 

2r22!:^2SSS 

Digitized  by 


Google 


APPLICATIONS  Under  Non-Duplication  Law     167 


1 

■a 
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No  finding  made. 
Pending. 

No  finding  made. 

No  finding  made. 

No  finding  made. 
No  finding  made. 

No  finding  made. 

No  finding  made. 

No  finding  made. 
No  finding  made. 
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■« 
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New  Berlin. 
Lebanon. 

Longwood. 

Rochester. 

Richmond  and  Warren. 
Dekorra. 

Delton. 

Spring  Prairie. 

Rutland. 
La  Fayette. 
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.i 
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S8 
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Big  Bend  Tel.   Co..   and   Prospect.   Guthrie 
and  Big  Bend  Tel.  Co. 

Wis.  Tel.  Co.,  B.  Marasch  Tel.  Co..  Sugar- 
bush  Mut.  Tel.  Co..  and  Lebanon  Far.  Tel. 
Co. 

Greenwood  Tel.  Co.  and  Reseburg  Mut.  Tel. 
Co. 

Burlington.  Rochester  and  Kansasville  Tel. 
Co 

Pierce  County  Tel.  Co.  and  Hammond  Tel. 

Poynette  Tel.  Co. 

Wis.  Tel.  Co.,  Far.  Mut.  Tel.  Co.,  Rudd  & 
Rood.,  and  Far.  Inter-Co.  Mut.  Tel.  Co. 

Eagle  Tel.  Co.,  State  Long  Distance  Tel.  Co., 
and  Burlington,    Rochester    and    Kansas- 
ville Tel.  Co. 

Oregon  Tel.  Co. 

Melville  Settlement  Tel.    Co..    Wilcox   Val. 
Tel.  Co.,  Cadott  Tel.  Co..  and  Lake  Hallie 
Tel.  Co. 
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o 

"a 

a 
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• 
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Wis.  Tel.  Co. 
W.  R.  Derber. 

Owen  Tel.  Co. 
Wis.  Tel.  Co. 

St.  Croix  Tel.  Co. 

Dekorra  Farmers  Mut.  Tel.   Co., 
Division  No.  2. 

Delton  Tel.  Co. 
Wis.  Tel.  Co. 

Wis.  Tel.  Co. 
Wis.  Tel.   Co. 
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Other  Companies  Interested 

Black  River  Tel.  Co.,  Clark  County  Tel.  Co., 
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Greenwood  Tel.  Co. 

Boyceville  Tel.  Co. 
Random  Lake  Tel.  Co. 
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COMPLAINTS  AND  APPLICATIONS.— F.    APPLICATIONS  FOR 
DEALERS'  LICENSES  UNDER  "BLUE  SKY*'  LAW. 


July  U  1913,  to  June  30, 1914, 


:-  '      _    ^ 

— 

'    —  .       -_  -^^- 

-    ~_  --          -^ 

Date  of 

Name  of  Applicant 

Location. 

Lieense  Isned. 

Deo.  19. 1013. 

Jamee  L.  AUen. 

Chicago.  lU. 
1108  Peoples  Gas  Bldg. 

Dec.  19. 1913. 

Oet.  90. 1013. 

AnertoD.  Greene  and  King. 

Chicago.  IlL 
Continental  A  Comml  Bk.  Bldg 

Oct  29, 1913. 

Mar.  25. 1014. 

Amerioan  Bond  A  Mortgage  Co. 

Chicago,  ni. 
160  W.  Jackson  Bird. 

Pendins- 

Deo.  11. 1918. 

American  Exchange  Bank. 

Superior,  Wis. 

Dec  11. 1913. 

Not.  10. 1013. 

American  Natl  Bank. 

Marshfield.  Wis. 

Nov.  17.  1913. 

Oet  11, 1013. 

Ames.  Emerich  A  Co. 

Chicago.  Bl. 
701  Harris  Trust  Bldg. 

Oct  IS,  1913. 

May  23. 1014. 

H.F.  Arnold. 

Minneapolis,  Minn. 
West  Hotel. 

May  29.  1914. 

May  12.  1914. 

Baby  Rice  Pop  Com  Co. 

Waterloo.  Wi». 

May  25. 1914. 

Oct  22. 1913. 

Badger  Land  k  Orchard  Co. 

MUwaukee.  Wis, 
128  Wisconsin  St 

Withdrawn. 

Oot.  6.  1013. 

Alfred  L.  Baker  &  Co. 

Chicago.  lU. 
HlSo-USaU^St 

Oct  e.  1913. 

April  4.  1014. 

Bank  of  Baraboo. 

Baraboo.  Wis. 

April  6. 1914. 

Feb.  2.  1914. 

BankofMcnaaha. 

Menasha.  Wis. 
liM)  Main  St. 

Feb.  2. 1914. 

Dec.  8.  1913. 

BankofMiddleton. 

Middleton.  WU. 

Dec.  8. 1913. 

Mar.  13.  1914. 

BankofMonticeQo. 

Monticello.  Wis. 

Mar.  14. 1914. 

Dec.  8.  1913. 

Bank  of  Sparta. 

Sparta.  Wis. 

Dw.  8.  1913. 

Mar.  13. 1914. 

Banner  Mining  A.  Milling  Co. 

saver  City  Idaho. 

AprU  2.  1914. 

Nov.  ID.  1913. 

Batavian  Natl.  Bank. 

La  Ooese.  Wis. 
319.21  Main  St 

Nov.'lO,  1913. 

Oct.  6. 1913. 

Jacob  Beat. 

MUwaukee.  Wis. 
423  CasweU  Blk. 

Oct.  6,  1913. 

Deo.  17.  1913. 

Bolger,  Moeser  A  Williamson. 

Chicago.  111. 
29  So.  U  SaUe  St. 

Dec.  22. 1913. 

Sept.  30.  1913. 

Joseph  M.  Boyd  Co. 

Madison.  Wis. 
2  So.  Carroll  St. 

Oct  1   1913. 

Oct  27.  1913. 

Breed.  Elliott  A  Harrison. 

Chicago,  lU. 
105  So.  U  Salle  St. 

Oct.  27.  1913. 
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Date  of       I  Name  ot  Applioani. 

ApiiUrauoQ.    ' 


Location. 


Lieenae  laeued. 


Not.  7. 1013.       Breitang  ±  Co..  Ltd. 

Oek.  11. 1013.       F.  A.  Brewer  A  Co. 

Not.  15. 1913.     Bayard  E.  Briggs. 

Mar.  5. 1914.  )  Browner.  Drury  A  Co..  Inc. 

Feb.  7. 1914.        John  G.  Burnharo. 

Oct.  1, 1913.        Geo.  H.  Burr  A  Co. 

Jan.  30.  1914.       A.  A.  Bush.  Inc. 

Oct.  4. 1913.        H.  M.  ByOeeby  A  Co. 

Mar.  11, 1914.  John  .1.  CaldweU. 

OK.  31. 1913.  '  Calboon  Mortgage  Loan  Co. 

Oct.  19.  1913.  Causey.  Foster  ft  Co. 

Dec  31. 1913.  Central  Wisoonain  Trust  Co. 

Not.  21.  1913.  Chapman  Mills  &  Co. 

Feb.  14. 1914.  ;  Chapman  Mffls  &  Co. 

Oct.  9. 1913.  Mark  R.  Chartrand. 

Oct.  6.  1913.  Chicago  Savings  Bank  ft  Trust  Co. 


Chicago.  111. 
Marquette  BIdg. 

Chicago,  lU. 
Comm'l.  NatU.  Bank  Bldg. 

Milwaukee.  Wis. 
427  Jackson  St. 

Milwaukee.  Wis. 
303  Piibet  bldg. 

Milwaukee.  Wis. 
285  S.  Water  St. 

Chicago,  ni. 
667  The  Rookery. 

Scranton.  Pa. 
806  Peoples  Bank  Bldg. 

Chicago,  in. 
175W.j!iokM>nBlTd. 

Oconto.  Wis. 
129  Cross  St. 

Milwaukee.  Wis. 
202  MitcheU  Bldg. 

Chicago,  ni. 
The  Rookery. 

Madison.  Wis. 

Chicago,  in. 
126  W.  Monroe  St 

Chicago,  m 
126  W.  Monroe  St. 

Oshkosh.  Wis. 
3  Cook  BIk. 

Chicago.  HL 
7  W.  Madison  St. 


Dee.  5. 1913.       Cituens  Natl  Bank  of  Appleton.     Applettm.  Wis. 
April  24. 1914.     E.  W.  Clark  ft  Co. 


May  20. 1914.     Coal  Lands  Securities  Co. 
Get.  3.  1913.        Pttdval  B.  Coffin. 


Philadelphia,  nu 
321  Chestnut  St. 

Scranton.  Pk. 

Chicago,  m. 
Room  308.  39  8.  La  SaOe  St. 


Not.  8. 1913. 

Oct  13. 1913. 

Not.  17  1913. 

Mar.  5. 1914. 

'  Feb.  27. 1914. 

Oct.  1. 1913. 

Feb.  2. 19H. 

Got  6. 1913. 

Mar.  11, 1914. 

Oct.  21. 1913. 

Oct.  20. 1913. 
Dec  31. 1913. 

Not.  21. 1913. 

Feb.  14. 1914. 

Got  11. 1918. 

Oct.  14. 1913. 
Dee.  5  1913. 

April  24, 1914. 
May  32. 1914. 

Got  3, 1913. 
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Date  of 
Application. 

Name  of  Applicant. 

Location. 

License  Issued. 

Oct.  28,  1913. 

Colonial  Tnut  &  Savings  Bank. 

Chicago.  111. 
137  So.  La  SaUe  St. 

Oct.  28,  1913. 

Oct.  18.  1913. 

Wm.  R.  Coropton  Bond  &  Mort- 
gage Co. 

St.  Louis.  Mo- 
206  Merchants  Laclede  Bldg. 

^  Oct.  20.  1913. 

Oct.  16.  1913. 

The  Cohimbia  Rubber  Co. 

Columbiana,  Ohio. 

Withdrawn. 

Feb.  9, 1914. 

F.  T.  Conklin  k  Son. 

Chicago.  111. 
1444  First  Nat'l  Bank  Bldg. 

Mar.  14.  1914. 

Nov.  22.  1913. 

Frank  A.  Conrad. 

Milwaukee,  Wb. 
1002  Kinnickinnic  Ave. 

1  Deo.  2,  1913. 

Oct.  8.  1913. 

Consolidated  Liouid  Gas  Co.  of  Wia. 

Milwauk<>e.  Wis. 
1210  Majestic  Bldg. 

.  Oct.  8,  1913. 

Oct.  1.  1913. 

Continental  A,  Commercial  Trust 
k  Savings  Bank. 

Chicago.  111. 
129  So.  Chrk  St. 

Oct.  1.  1913. 

April  27,  1914. 

Edwin  R.  Cooper  ft  Co. 

• 

Duluth,  Minn. 
3  Lonsdale  Bldg. 

May  5.  1914. 

Sept.  30,  1913. 

Corkin  k  Co. 

Chicago.  lU. 
112  So.  U  Salle  St. 

1 
Oct.  3.  1913. 

Oct.  21. 1913. 

Corporate  Farms  Sales  Co. 

Mawaukee.  Wis. 
308  F^es  Bldg. 

1  Oct.  34.  1913. 

Jan.  6, 1914. 

Crawford  County  Bank. 

Prairie  du  Chien.  Wis. 

Jan.  8.  1914. 

Jan.  31, 1914. 

Wm.  H.  Cudworth. 

MUwaukee,  Wis. 
128  Wisconsin  St. 

Feb.  3,  1911. 

Nov.  29,  1913. 

Cutter.  May  k  Co. 

Chicago,  lU. 
611  The  Rookery  Bldg. 

1  Dec.  1. 1913. 

Feb.  3.  1914. 

Theodore  E.  DahljcUn. 

Superior.  Wis. 
918  Tower  Ave. 

,  Feb.  20.  1914. 

Feb.  7,  1914. 

DavicB  Threshing  Machine  Co. 

0Bhk0Sh.Wi8. 

116  Ohio  St. 

1 
Feb.  19.  1014. 

Not.  13. 1913. 

Denmark  Construction  Co. 

Madison.  Wis. 
250  Washington  Bldg. 

Nov.  13, 1913. 

Oct.  30, 1918. 

Dennos  Food  Sales  Co. 

Chicago,  111. 
7003  N.Clark  St. 

Nov.  6,  1913. 

Rept.  30. 1913. 

Devitt.  Trvmbk  k  Co. 

Chicago,  ni. 
500  First  Natl  Bk.  Bldg. 

Oct  1,  1913. 

Bept  30. 1918. 

John  E.De  Wolf  Co. 

Milwaukee,  Wis. 

,  Oct  1. 1913. 
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Dttteof 
Applkatkm. 

Name  of  Applicant. 

Location. 

License  Issued. 

Mar.  3.  1914 

Dniapsta'  Co-op.  Anoc.,  Inc. 

Chicago,  III. 

RepubUe  Bldg. 

April  7.  1914. 

Not.  13. 1913. 

J.  W.  Dunegan. 

Stevens  Point.  Wis. 
433  Main  St. 

Nov.  17,  1913. 

Oet.  1, 1913. 

Edgar,  Ricker  A,  Co. 

MUwaukee.  Wis. 
Free  Press  Bldg. 

Oct.  1.  1913. 

Oct.  3. 1913. 

0.  L.  EhUn. 

Chicago,  111. 
870  Old  Colony  Bldg. 

Oct.  3.  1913. 

Not.  26.  1913. 

Eighmy  &  Eighmy. 

Madison.  Wis. 
Under  First  National  Bank. 

Nov.  26.  1913. 

Oct.  2.  1913. 

James  T.  Ellanoo. 

Madison.  Wis. 
34  Vroman  Block. 

Oct.  2.  1913. 

Oct,  1.  1913. 

Fbton.  Clifford  A,  Co. 

Chicago,  III. 
39  Ro.  La  Salle  St. 

Oct.  6.  1913. 

Sept.  30.  1913. 

Emery.  Peck  A  Rookwood. 

Chicago.  111. 
76  W.  Monroe  St. 

Oct.  1.  1913. 

Oct.  30.  1913. 

ETerai  A  Co. 

Chicago.  III. 
134  So.  La  Salle  St. 

Oct.  30. 1913. 

Dee.  10. 1913. 

Albert  H.  Facer. 

Minneanotts.  Minn. 
4J6PsJaceBldg. 

Jan.  26.  1914. 

Jmn.  12.  1914. 

Farmers  A  Merchants  State  Bank. 

Kewaunee,  Wis. 

Withdrawn. 

Jan.  17,  1914. 

H.W.Knney. 

Chi<»go.  ni. 
230  So.  La  SaUe  St. 

Jan.  20.  1914. 

Sept.  30, 1913. 

John  C.Finney. 

Milwaukee.  Wis. 

Oct.  1.  1913. 

Feb.  13. 1914. 

Finney  A  Company. 

Chicago.  lU. 
230  So.  U  SaUe  St. 

Feb.  13. 1914. 

Feb.  11. 1914. 

Fire  Cfedc  Timber  Co. 

SeatUe,  Wash. 
837  Henry  Bldg. 

Feb.  16,  1914. 

Dee.  11. 1913. 

Firat  Nat'l.  Bank  of  Appleton. 

Appleton,  Wis. 
8»5  College  Ave. 

Dec.  11.  1913. 

Jan.  14. 1914. 

First  Nat'l.  Bank. 

Edgerton,  Wis. 

Jan.  14.  1914. 

Mar.  20,  1914. 

First  Nat'l.  Bank  of  Hartford. 

Hartford.  Wis. 
149  So.  Main  St. 

Mar.  20,  1914. 

Dee.  37. 1913. 

Marshfidd.  Wis. 
First  Nat'l.  Bank. 

Dec.  29,  1913. 
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Date  of 


Name  of  ApoGcant. 


Lioense  Taued. 


May.  7. 1914. 
Mar.  21, 1014. 
Jan.  22. 1014. 
Oct  7. 1013. 

Feb.  18. 1014. 

Oet.  16, 1018. 

Not.  10. 1013. 
Oct  1«.  1018. 

Dee.  2. 1013. 

Sept  80. 1013. 

April  17. 1014. 

Deo.  8. 1018. 

Jan.  8. 1014. 
Deo.  13.  1013. 

Jan.  8,  1014. 

Not.  5. 1013. 

June  17. 1014. 


Pint  National  Bank. 

Fint  Natl.  Bank  of  WauwatoM. 

Firat  NatX  Bank. 

First  SaTinfi  ft  IVust  Co. 

Hanrey  Tiak  ft  Son. 

A.  E.  FHkin  ft  Co. 

Four  Wheel  Drive  Auto  Co. 
Morris  Fuller  Fox. 

Arthur  J.  Gallagher. 

Wm.  G.  Gebbardt. 

General  Utility  Power  Co. 

German  American  Bank. 

German  Natl.  Bank  of  Ripon. 
Germania  Natl  Bank. 

Walter  A.  Graff  ft  Co. 

H.  0.  Granberg. 

Harrison  S.  Greene. 


Jan.  2. 1014.        Grieb  ft  Greene  Co. 


Oct  3. 1013. 


Not.  7. 1013. 


C.  H.  GrinneH. 


James  M.  Hall. 


Milwaukee.  Wis. 

Wauwatosa.  Wis. 

Whitewater.  Wis. 

MUwaukee.  Wis. 
E.  Water  and  Wis.  Streets. 

Chicago.  HI. 
112  W.Adams  St 

Chicago,  m. 
105  So.  U  Salle  St 

Clintonville.  Wis. 

Milwaukee,  Wis. 
733  Wells  Bldg. 

Madison,  Wis. 
Room  6.  Tenney  Blk. 

OBhkoBh.W». 
P.  0.  Box  No.  242. 

Chicago,  in. 
20  So.  U  Salle  Si 

Milwaukee.  Wis. 
Natl  Ave.  and  Reed  St 

Ripon,  Wis. 

Milwaukee.  Wis. 
W.  Water  and  Wells  St 

Chicago.  Ul. 
30  So.  U  Salle  St 

Oshkosh.Wis. 
M  High  St. 

Milwaukee.  Wis. 
1328  1st  Natl  Bank  BUg. 

Milwaukee.  Wir. 
316  CasweU  Blk. 

Chicago,  DL 
1737  First  Natl.  Bank  BUg. 

Chicago,  m. 
1352  Otis  Bldg. 


May  11. 1014. 
Mar.  21. 1014. 
Jan.  34. 1014. 

Oct  7. 1013. 

Feb.  27. 1014. 

Got.  16, 1013. 
Not.  10. 1013. 

Oct  16. 1013. 

Dec.  2. 1013. 

Oct  8. 1018. 

April  17. 1014. 

Dec.  8. 1013. 
Feb.  2, 1014. 

Deo.  15. 1013. 

Jan.  8. 1014. 

Dec.  81. 1018. 

June  17. 1014. 

Msr.  13, 1014. 

Oct  3. 1013. 

Not.  13. 1013. 
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Date  of 
ApufieataoiL 

NameofAppHcent. 

Location. 

License  Issued. 

Oet  7. 1913. 

N.  W.  Habey  A  Co. 

Chicago,  m. 
USaDeftAdamsSt. 

Oct.  7, 1913. 

Oct.  22  1913. 

W.  H.  HelUng. 

MUwaukee,  Wis. 
300  MaiesUc  BIdg. 

Oct.  22. 1913. 

Oct.  4,  1913. 

Harris  Trust  ft  Savinffi  Bank. 

Chicago,  ni. 
Harris  Trust  Bldg. 

Oct.  4,  1913. 

Dee.  10  1913. 

Harris.  Winthrop  ft  Co. 

Chicago,  IlL 
The  Rookery. 

Dec.  10, 1913. 

Feb.  9.  1914. 

D.  V.  Hart. 

Waupaca.  Wis. 
P.  0.  Box  101. 

Feb.  19.  1914. 

OcLll   1913. 

Albert  J.  H^yer. 

Milwaukee,  Wis. 
303  Ry.  Exchange  Bldg. 

Oct.  11. 1913. 

Dee.  29  1913. 

HUbboro  State  Bank. 

Hillsboro,  Wis. 

Dec  29, 1913. 

April  15  1914. 

Bemhard  Hiiirichs. 

Racine,  Wis. 
Comml.  ft  Savings  Bank. 

April  23.  1914. 

Mar.  4.  1914. 

F.B.HitohoockftCo. 

Chicago,!]]. 
39So.USaUeSt. 

Mar.  14. 1914. 

Dee.  8.  1913. 

Hodenpyl.  Hardy  ft  Co. 

Chicago,  111. 
First  Nat'l.  Bank  Bids. 

Dee.  8. 1913. 

Oet.9»]913. 

H.  T.  Holts  ft  Co. 

Chicago,  m. 
39  So.  U  Salle  St. 

Oct.  11. 1913. 

Sept.  30. 1913. 

Howard,  SimmonB  ft  Co. 

Chicago,  in. 
38  So.  Dearborn  St. 

Oct.  1. 1913. 

Umj  28.  1914. 

Vktor  E.  Hantsicker. 

Neillsville.  Wis. 

Pending. 

Not.  8.  1913. 

Wm.M.ImhneftCo. 

Chicago.  111. 
703  Harris  Trust  Bldg. 

Nov.  10. 1913. 

Not.  12.  1913. 

Oshkosh,  Wis. 
16  Main  St. 

Nov.  17, 1913. 

Dee.  5.  1913. 

Interstate  OO  Company. 

Los  Angeles.  Calif. 
1011  Wright  and  CoUeoder  Bki. 

Feb.  12.  1914. 

Sept.  30  1913. 

P.  W.  Jacobs  Company. 

Madison.  Wis. 
427  Washington  Bldg. 

Oct.  1, 1913. 

Jvm26  1914. 

CCKalmanftCo. 

St  Pftul.  Minn. 
Pioneer  Bldg. 

Pending. 

Nor.  27    1913. 

EennettCowanftCo. 

Chicago,  m. 
209So.USane6t. 

Nov.  17. 1913. 
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Dec.  19, 1913. 

Jefferson.  Wis. 

Pending. 

Oct.  6.  1913. 

Chas.  S.  Kidder  &  Co. 

Chicago,  in. 
108  So.  U  Salle  St. 

Oct.  7. 1913. 

Jan.  16.  1914. 

Frank  J.  Kipp. 

Milwaukee,  Wis. 
1209  Ry.  Exchange  BIdg. 

Feb.  2.  1914. 

May  8,  1914. 

David  Kirkpatrick. 

Chicago.  III. 
1108  Peoples  Gas  Bldg. 

May  8.  1914. 

D«e.  24. 1913. 

KiBsel.  Kinnicutt  A  Co. 

Chicago.  HI. 
1000  The  Rookery. 

Dec.  24,  1913. 

Feb.  4.  1914. 

Geo.  K.  Knowlea.                  ' 

Chicago.  lU. 
78  W.  Madison.  St. 

Withdrawn. 

Sept.  29.  1913. 

Robert  L.  Kraus. 

Marshfield.  Wis. 
134  Central  Ave.,  North. 

Oct.  1.  1913. 

Oct.  10.  1913. 

Cbas.  U.  Krippene. 

Oshkosh.  Wis. 
136  Merritt  St. 

Oct.  11.  1913. 

Nov..  24. 1913. 

La  CroBBe  Trust  Co. 

U  Crosse,  Wis. 
311  Main  St. 

Nov.  24. 1913. 

Oct.  6.  1913. 

Wm.  H.  Laverty. 

Chicago,  m. 
611  Baltimore  Bldg. 

Oct.  6. 1913. 

Nov.  3, 1913. 

Albert  Lea  Tungsten  Mining  & 
Milling  Co. 

Boulder,  Colo. 

Withdrawn. 

Dec.  26. 1913. 

A.  B.  Leach  4  Co. 

Chicago,  ni. 
8  So.  Dearborn  St. 

Dec.  26, 1913. 

Jan.  31,  1914. 

Lee,  Higginson  4  Co. 

Chicago.  Ul. 
400  The  Rookery. 

Feb.  3.  1914. 

Jan.  2K.  1914. 

Mark  T.  Leonard  A  Co. 

Chicago.  lU. 
722  Harris  Trust  BWg. 

Feb.  2.  1914. 

Jan.  26.  1914. 

Lewia  Bros.  A  Co. 

Boston,  Mass. 
60  Devonshire  St. 

Feb.  2.  1914. 

Oct.  11. 1913. 

EmilLingseh. 

MQwaukee.  Wis. 
980  20th  St. 

Oct.  11.  1913. 

Feb.  9, 1914. 

F.  J.  Unnan  k  Co. 

Chicago,  in. 
108  So.  La  SaOe  St. 

Feb.  20. 1914 

Oet.  4, 1913. 

Albort  £.  Livingston. 

MUwaukee.  Wis. 
Hotel  Martin. 

Oct  7,  1913. 

Oct  4. 1913. 

Milwaukee.  Wis. 
270  Broadway. 

Oct.  4.  1913. 
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Location. 

License  Issued. 

Not.  10.  1913. 

McCaicuc  True  A  Co. 

Chicago,  111. 
39  So.  U  SaUe  St. 

Nov.  11,  1913. 

Jan.  27.  1914. 

H.  F.  McConnell  &  Co. 

New  York  City. 
25  Pine  St. 

Feb.  2. 1914. 

Oct.  1.  1913. 

McCoy  ft  Company. 

Chicago,  111. 
105  So.  La  Salle  St. 

Oct.  1.  1913. 

Not.  14,  1913. 

McKenay  Lake  Cranberry  Co. 

Minneapolis,  Minn. 
852  Plymouth  Bldi?. 

Feb.  2. 1914. 

Apr.  23.  1914 

McLean  Investment  Co. 

204  Main  St. 

Apr.  27.  1914. 

Oct.  6.  1913. 

C.  W.  McNear  &  Co. 

Chicago.  III. 
76  W.  Monroe  St. 

Oct.  6. 1913. 

Oct.  3.  1913. 

Mae  Nicbol  k  Nichols. 

Oshkoeh.  Wia 
Old  NaU.  Bank  BIdg. 

Oct.  3,  1913. 

Mar.  27, 1914. 

Charkai  L.  Mann. 

MUwaukee.  Wis. 
124  FarweU  Ave. 

Pending. 

Feb.  5, 1914. 

John  Marshall  Company. 

St.  Paul,  Minn. 
513  Pioneer  BIdg. 

Apr.  24.  1914. 

Dec.  26.  1913. 

Marshfidd  State  Bank. 

Marahfield.  Wis. 

Dec.  29. 1913. 

Jan.  30.  1914. 

Musey  k  Perrin. 

Chicago,  111. 
315-21  The  Rookery. 

Feb.  4,  1914. 

Dec  18,  1913. 

Dec.  22, 1913. 

Mar.  2S.  1014. 

Merriam  k  James. 

St.  Paul,  Minn. 
406  Pioneer  BIdg. 

Apr.  23,  1914. 

Mi^  18. 1914. 

R.  H.  Merriam  k  Co. 

St.  Paul  Minn. 
405  Pioneer  BIdg. 

May  20. 1914. 

OcU  7.  1913. 

C.  H.  Moore  k  Co. 

Chicago.  III. 
411  New  York  Ufe  BIdg. 

Oct.  7.  1913. 

Oct.  11.  1913. 

P.  W.  Morgan  k  Co. 

Chicago.  111. 
1312  First  Nat'l.  Bank  BIdg. 

Oct.  20,  1913. 

Mar.  24,  1914. 

John  L.  Morrison  k  Co. 

Duluth,  Minn. 
P.  0.  Drawer  441. 

Mar.  26.  1914. 

Feb.  18.  1914. 

Herbert  B.  Mundt. 

MUwaukee,  Wis. 
619Ca8weUBIk. 

Feb.  18.  1914. 

Jan.  14.  1914. 

Arthur  E.  Muth. 

MUwaukee,  Wis. 
319  Iron  Block. 

Jan.  14, 1914. 
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Oct.  0. 1913. 

Nat'L  Automatic  Muac  Co. 

Qnnd  Rapids,  Mich. 
40  Market  Ave..  N.  W. 

Oct  11, 1913. 

Nov.  12. 1913. 

Natl  Bank  of  La  Crane. 

La  Crosse.  Wis. 
114  N.  4th  St. 

Nov.  19,  1913. 

Dec.  20, 1913 

Natl  Bank  of  Waupun. 

Waupun.  Wis. 
Main  ft  Mills  Sts. 

Dee.  20. 1913. 

Oct.  18.  1913. 

The  Natl  City  Bank  of  Chicago. 

Chicago.  IIL 
106  S.  Dearborn  St. 

Oct  20.  1913. 

Oct.  24. 1913. 

The  New  Pennaylvania  Minea  Co. 

Milwaukee,  Ww. 
2329  Vliet  St. 

Feb.  20. 1914. 

Feb.  12.  1914. 

N.  H.  Noble. 

West  Allis,  Wis. 
533-Wth  Ave. 

Feb.  18,  1914. 

May  25. 1914. 

Northland  Rubber  Co.,  Inc. 

Bjffalo.  N.  Y. 
206  EUicott  Square. 

Pending. 

Nov.  4.  1913. 

Northwestern  Securities  Co. 

Madison,  Wis. 
106  W.  Main  St. 

Nov.  6.  1913. 

Not.  24, 1913. 

Northwestern  Mutual  Invnt.  Co. 

Fargo,  N.  D. 
6  Broadway. 

Nov.  24.  1913. 

Jan.  a.  1914. 

Old  Natl  Bank. 

Oshkosh,  Wis. 

Jan.  2.  1914. 

Jan.  27,  1914. 

Oahkosh  Savinss  A  Trust  Co. 

Oshkosh.  Wis. 
Old  Natl  Bank  Bldg. 

Feb.  2.  1914. 

Oct.  11, 1913. 

Paine.  Webber  and  Co. 

Milwaukee,  Wis. 
94  Michigan  St. 

Oct  11. 1913. 

Nov.  1, 1913. 

Peabody.HoughtelingftCo. 

Chicago,  m. 
10  S.  U  Salle  St 

Nov.  3.  191S. 

Feb.  18.  1914. 

Peoples  Bank  of  St.  Paul. 

St.  Paul.  Minn. 
Pittsburgh  Bldg. 

Feb.  20, 1914. 

Nov.  3. 1913. 

Elmore.  Minn. 

Nov.  3.  1913. 

Oct.  7,  1913. 

Clark  L.  Poole  and  Co. 

Chicago.  UL 
2nd  Floor.  Westminister  Bldg. 

Oct.  13, 1913. 

Dec  18. 1913. 

Portage  Mortgage  Loan  ft  Trust  Co. 

Portage,  Wis. 

Dee.  18.  1913. 

Mar.  18.  1914. 

PoweUGarardftCo. 

Chicago.  UL 
39  8.  La  Salle  St. 

Mar.  18.  1914. 

Oct  3, 1913. 

Theodore  W.  Preston. 

Green  Bay,  Wis. 

Oct.  3.  1918. 

Oct.  4.  1913. 

W.  M.  Prindle  A  Co.,  Inc. 

Duluth.  Minn. 
3  Lonsdale  Bldg. 

Oct.  13. 1913. 

Digitized  by 


Google 


Dealers'  Licenses  Under  "Blue  Sky"  Law     181 


Date  of 
AppfieatioD. 

Name  of  Aoplioant. 

Location. 

license  Issued. 

Apr.  28, 1914. 

Francb  A.  8.  Price. 

Chicago,  HI. 
436  First  Natl.  Bank  Bldg. 

Aor.  29.  1914. 

Apr.  9.  1914. 

Price  Cereal  Producta  Co. 

CUoago.  lU. 
1400  Consumers  Bldg. 

Aor.  9, 1914. 

May  23.  1914. 

Pnideotial  ^fining,  TunneHng  ft 
Transp.  Co. 

Goorgetown,  Colo. 

Pending. 

Oet.  1.  1913. 

Edward  B.  Reed. 

Kenosha.  Wis. 
973  Strong  St. 

Oct  1.  1913. 

Mar.  31,  1914. 

CadRdiB. 

Appleton.  Wis. 
Box  235. 

Apr.  2, 1914 

Oet.  17,  1913. 

ReorganisatioQ  Committee  of  Rio 
TunasaDO  Sugar  Co. 

MUwaukee.  Wis. 
833  WeUs  Bldg 

Oct.  18.  1913. 

Apr.  7.  1914. 

Maurice  M.  RobiDBoii. 

Chicago,  m. 
122  S.  Michigan  Ave. 

Withdrawn. 

Dec  20,  1913. 

August  Rodeo. 

Madison.  Wis. 
445  Washington  Bldg. 

Dec.  26,  1913. 

Oct.  2.  1913. 

Shdto  D.  Rogers  A  Co. 

MUwaukee.  Wis. 
818  Ry.  Exchange  Bldg. 

Oct  2,  1913. 

Jan-  22, 1914. 

M.RohBngerandSon. 

Mflwaukee,  Wis, 
188  Wisconsin  St. 

Feb.  20,  1914. 

Oct.  9,  1913. 

E.  H.  RoUina  and  Sons. 

Chicago,  111. 
234  8.  U  SaUe  St 

Oct.  11, 1913. 

Jan.  28,  1914. 

Charies  D.  Rones. 

MUwaukee,  Wis. 
345-12th  St. 

Feb.  5.  1914. 

Not.  10.  1913. 

Cyrus  W.  Rowe. 

Denver.  Colo. 
810  Majestic  Bldg. 

Nov.  10, 1913. 

Jan.  22.  1914. 

Russell,  Brewster  ft  Co. 

Chicago,  111. 
116  W.Adams  St. 

Jan.  22.  1914. 

Nov.  12,  1913. 

Thomas  0.  Saxton. 

Oshkosh.Wi8. 
174  Scott  St. 

Nov.  13.  1913. 

Oct.  «.  1913. 

Sohanke  and  Company. 

Mason  City,  Iowa. 

Oct  9. 1913. 

Dee.  8,  1913. 

Joeeoh  P.  Sduefen. 

Burlington.  Wis. 
675  Pine  St. 

Dec.  12.  1913. 

Oct.  «.  1913. 

Second  Ward  Savings  Bank. 

MUwaukee.  Wis. 

Oct  7,  1913. 

Mar.  21.  1914. 

C.  Ford  Seeley  Co. 

Baltimore.  Md. 
Continental  Trust  Bldg. 

Mar.  21.  1914. 
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Nov.  26.  1913. 

C.  E.  Shaffer. 

Madison.  Wis. 
Fairchild  Bldg. 

Nov.  26.  1913. 

Oct.  1,  1913. 

Slupker.  Anderson  k  Co. 

Chicago.  U . 
234  So.  U  Salle  St. 

Oct.  20. 1913. 

Jan.  28.  1914. 

Sbearson,  Hammill  k  Co. 

Milwaukee.  Wis 
361  Broadway. 

Feb.  2.  1914. 

Nov.  14,  1913. 

Sheboygan  Mortgage  k  Security  Co. 

Sheboygan.  Wis. 

Dec.  9.  1913 

June  4.  1914. 

Harry  H.  Skinner. 

Chicago,  m. 
1120  First  Nat'l.  Bank  Bldg. 

June  4, 1911. 

Nov.  13.  1913. 

Samuel  H.  Smith. 

MUwafikee,  Wis. 
702  WeUs  Bldg. 

Dec.  15.  1913. 

Oct.  6.  1913. 

F.  W.  Snook  &  Co. 

Milwaukee,  Wis. 
716  Caswell  BIk. 

Oct.  6,  1913. 

Mar.  23.  1914. 

F.  W.  Snook  Investment  Co. 

Milwaukee.  Wis. 
716  CasweU  Blk. 

Mar.  24.  1914. 

Feb.  14.,  1914. 

W.  G.  Sonders  k  Co. 

Chicago,  ni. 

Feb.  19. 1914. 

Jan.  20.  1914. 

Soitser,  Rorick  &.  Co. 

Chicago,  in. 
The  Rookery. 

Feb.  2. 1914. 

Oct.  0.  1913. 

Sundard  Farm  Security  Co. 

Minneapolis,  Minn. 
511  Andrus  Bldg. 

Oct.  11.  1913. 

Oct.  10.  1913. 

Stanwood  Taylor  k  Co. 

Chicago,  III. 
Ill  W.Monroe  St. 

Oct.  11.  1913. 

Feb.  6.  1914. 

Sute  Bank  oi  Mayville. 

MayviUe.  Wis. 

Feb.  6,  1914. 

Mar.  12.  1914. 

Arthur  W.  Stevena  k  Co. 

MinnoapoUs.  Minn. 
McKnight  Bldg. 

Mar.  14.  1914. 

Oct.  13. 1913. 

Stevena.  Chaoman  k  Co. 

Minneapolis,  Minn. 
McKnight  Bldg. 

Oct.  14.  1913. 

Oct.  18. 1913. 

Stondall-Tof  toy  Co. 

Madison.  Wis. 
21  W.  Main  St. 

Oct.' 18,  1913. 

Jan.  22.  1914. 

Wm.  C.  Stone. 

Watcrtown.  Wis. 

Withdrawn 

Apr.  3,  1914. 

John  Stopperan. 

Minneapolis,  Minn. 
636  Plymouth  Bldg. 

May  20.  1914. 

Sept.  30,  1913 

S.  W.  Strauss  k  Co. 

Chicago.  lU. 
6  N.  Clark  St..  Strauw  Bldg. 

Oct.  1.  1913. 

Dec.  16.  1913. 

Geo.  W.  Strohmeyer. 

Milwaukee.  Wis. 
86  Michigan  St. 

Dec.  19.  1913. 

Digitized  by 


Google 


Dealers'  Licenses  Under  "Blue  Sky"  Law     183 


Date  of 

Name  of  Aj>plieant. 

Location. 

Ucense  Issued. 

Oct.  23.  1913. 

Chariefl  N.  Swain. 

New  York  City. 
35  Nassau  St. 

Oct.  23.  1913. 

Oct.  8.  1913. 

Frank  T.  Terry. 

Milwaukee.  Wis. 
424  Wells  Bldg. 

Oct.  8,  1913. 

Dec  19.  1913. 

Tbereea  State  Bank. 

Theresa.  Wis. 

Dec.  20.  1913. 

Oct.  4.  1913. 

Frederick  D.  Tucker. 

Milwaukee.  Wis. 
414  Alhambra  Bldg. 

Oct  6,  1913. 

Nov.  5,  1913. 

Twin  City  Fire  Insurance  Co. 

Minneapolis.  Minn. 
627  Second  Ave.  South. 

Mar.  12,  1914. 

Feb.  26.  1914. 

Union  Tniat  Co. 

Chicago.  Dl. 
Tribune  Bldg. 

Feb.  26,  1914. 

Feb.  20.  1914. 

Union  Trust  Co. 

Detroit,  Mich. 

Feb.  20.  1914. 

Oct.  2L  1913. 

Universal  Trading  k  Supply  Co. 

Chicago.  Dl. 
.35th  and  Morgan  Streets. 

Nov.  26.  1913. 

Dec  8.  1913. 

Valeda  Condensed  Milk  Co. 

Madison.  Wis. 

Dec.  8.  1913. 

Feb.  3.  1914. 

A.  R.  Van  Slyke  h,  Co. 

Oshkoeh.  Wis. 

Feb.  3.  1914. 

Dec  19.  1913. 

Adam  Van  Berg  k  Son. 

Mosinee.  Wis. 

Dec.  20.  1913. 

Oct.  16.  H  13. 

A.  Rawson  Waller. 

Chicago.  ID. 
10So.USaUeSt. 

Oct.  16.  1913. 

Nov.  5.  1913. 

Washington  Realty  Agency. 

Eau  Claire.  Wis. 

Nov.  6,  1913. 

Oct.  8.  1913. 

James  L.  Waterbury  Co. 

Minneapolis,  Minn. 
403  Plymouth  Bldg. 

Oct.  8.  1913. 

Oct.  20.  1913. 

WalterR.Weever&Co. 

Chicago.  lU. 
Ill  W.Monroe  St. 

Oct.  20.  1913. 

Oct.  2   1913. 

W.  Russell  Wehe. 

Milwaukee.  Wis. 
421  Caswell  Blk. 

Oct.  2.  1913. 

Oct.  25.  1913. 

Wells  4  Dickey  Co. 

Minneapolis,  Minn. 
McKnightBldg. 

Oct.  26.  1913. 

Oct.  4.  1913. 

White.  Weld  k  Co. 

Chicago,  lU. 
The  Rookery. 

Oct.  6,  1913. 

Oct.  H.  1913- 

Wisconsin  Graphite  Co. 

Stevens  Point,  Wis. 
1131  No.  3rd  St. 

Oct.  22,  1913. 

Nov.  12    1913. 

Wis.  Nat'l.  Bank. 

Watertown.  Wis. 

Nov.  13,  1913. 

Oct.  1.  '  113. 

Wis.  Trust.  Co. 

Milwaukee.  Wis. 
Pabst  Bldg. 

Oct.  1.  1913. 
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Looatton. 

License  hned. 

Mar.  3. 1914. 

Dr.  Arthur  L.  Wood. 

Panfeerille.  Wis. 

Mar.  14, 1914. 

Oct  25,  1913. 

Frank  B.  Wynne. 

Madison.  Wis. 
257  Wafhington  Bldg. 

Oct  27, 1913. 

Oct  25.  1913. 

Frank  B.  Wynne  Co. 

Madison.  Wis. 
257  Washington  Bldg. 

Oct  27. 1913. 

Oct.  1. 1913. 

Yard.  Otis  A  Taylor. 

Chicago,  m. 
11^  So.  U  Salle  St. 

Oet.  1. 1913. 

Mar.  4. 1914. 

Bristol.  Win. 

May  20. 1914. 

Deo.  18. 1913. 

Zula  Knitting  Co. 

Two  Rivers.  Wis. 

Dec.  24. 1913. 

Feb.  25. 1914. 

Zula  Knitting  Co. 

Two  Rirers.  Wis. 

Feb.  26. 1914. 
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COMPLAINTS    AND    APPLICATIONS.— G.      INFORMAL   COM- 
PLAINTS AGAINST  CARRIERS. 

July  i,  1913,  to  June  30,  1914. 

(Stating  date  of  filing  of  complaint  or  application,  name  of  complain- 
ant or  applicant,  and  disposition  of  the  case.) 

1913. 

July  2— Henry  A.  Price.  Withee.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— FaU- 
ure  to  build  a  fence  along  right  of  way. — Complaint  satisfied. 

July  2 — F.  M.  Wilcox  for  John  Coppes,  Kaukauna,  vs.  C.  M.  &  St.  P. 
Ry.  Co.  and  C.  &  N.  W.  Ry.  Co. — Inquiry  concerning  rates. — 
Formal  complaint  filed. 

July  5— Walter  Stark,  Elkhart  Lake,  vs.  Milw.  &  Fox  R.  Val.  Ry.  Co.— 
Failure  to  construct  platform  at  stopping  point. — Formal  com- 
plaint filed. 

July  5— H.  J.  Grell  Butter  &  Egg  Co.,  Milwaukee,  vs.  C.  &  N.  W.  Ry. 
Co. — Refrigerator  facilities  at  station. — Complaint  dropped. 

July  5— Victor  L.  Berger,  Milwaukee,  vs.  T.  M.  E.  R.  &  L.  Co.— Rules 
of  street  railway  company. — Complaint  dropped. 

July  5 — H.  F.  Bartz,  Mountain,  vs.  C,  &  N.  W.  Ry.  Co. — Overcharge. 
— SetUed. 

July  7 — Henry  Boehle,  Butternut,  vs.  Roddis  Lbr.  &  Veneer  Co. — Ex- 
orbitant charges  for  car  rental  for  shipments  of  fuel  wood. — 
Formal  complaint  filed. 

July  7 — Reo,  Stephen  McMahon,  Granville,  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Dangerous  crossing  at  Brown  Deer. — Complaint  satis- 
fied. 

July  8 — F.  W.  Luening,  Milwaukee,  vs.  Milw.  No.  Ry.  Co. — Failure  to 
protect  milk  shipments  left  on  station  platform. — Complaint 
satisfied. 

July  8 — Geo.  P.  Koehler,  Madison,  vs.  C.  &  N.  W.  Ry.  Co. — Excess 
fare. — Complaint  dropped. 

July  12—0.  F.  Roessler,  Jefferson,  vs.  C.  &  N.  W.  Ry.  Co.— Extra  charge 
for  tickets  on  trains. — Opportunity  having  been  given  for  the 
purchase  of  tickets,  the  collection  of  penalty  was  according  to 
the  law. 

July  15— John  Allen,  Woodford,  vs.  L  C.  R.  R.  Co. — Alleged  violation 
of  law. — Dismissed. 

July  15— L.  R.  Haas,  Mazomanie,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Blockade 
of  crossing  by  trains. — Complaint  satisfied. 

July  IS— Archie  McComb,  Madison,  vs.  G.  B.  &  W.  R.  R.  Co.— Alleged 
violation  of  16-hr.  law  and  train-crew  law.  Investigated. — No 
violation  of  law  found. 

July  15— J.  S.  Jacobson,  Curtiss,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Un- 
satisfactory condition  of  fences  on  right  of  way. — Complaint 
satisfied. 
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July  17— F.  W.Zicsenis,  Lehigh,  vs.  M.  St.  P.  A  S.  S.  M.  Ry.  Co.— Depot 
facilities. — Formal  complaint  filed. 

July  17 — ^J.  W.  Whittingham,  Pittsville,  vs.  Wells  Fargo  &  Co.  Express. — 
Loss  on  shipment  of  veal. — ^No  jurisdiction. 

July  17 — Peter  Baeten,  Green  Bay,  vs.  C.  &  N.  W.  Ry.  Co. — Overcharge. 
—Settled. 

July  18— Am.  Frt.  Audit  &  Storage  Co.  for  Wis.  Pearl  Button  Co.,  Chi- 
cago, vs.  C.  &  N.  W.  Ry.  Co. — Claim  for  overcharge. — Com- 
plaint dropped. 

July  18— C.  B.  Birong,  Madison,  vs.  C.  M.  &.  St.  P.  Ry.  Co.— Delayed 
train  service  between  Brodhead  and  New  Glarus. — ^Delay 
caused  by  washouts  on  road. 

July  21 — Frank  Pierce,  Menomonie.  vs.  C.  M.  &  St.  P.  Ry.  Co. — Depot 
facilities. — Formal  complaint  filed. 

July  21 — ^Jos.  E.  Sinzmaier.  Blenker,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. — 
Overcharge. — Settled. 

July  22 — Pastorino  and  Schiappacasse  Co.,  Milwaukee,  vs.  C.  A  X.  W- 
Ry.  Co. — Inadequate  lighting  of  fruit  cars. — Service  improved- 

July  23 — G.  F.  Chadwick,  Superior,  vs.  American  Exp.  Co.,  Great  No. 
Exp.  Co.,  and  No.  Pacific  Exp.  Co. — Inquiry  as  to  difference 
in  rates  of  different  companies  on  veal  and  poultry. — Rates  in- 
vestigated. 

July  23 — ^J.  R.  Edmunds,  Waupaca,  vs.  Waupaca  Elec.  Lt.  &  Ry.  Co. — 
Rate  for  carrying  logs. — Usual  rate  was  charged.  Commission 
has  no  jurisdiction. 

July  24— M.  J.  Smithwick,  Kewaunee,  vs.  G.  B.  &  W.  R.  R.  Co.— Inade- 
quate fence  along  right  of  way. — Complaint  satisfied. 

July  25— Cadott  Progressive  League  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Request  for  new  depot. — Plans  for  improvements  submitted 
by  railway  company. 

July  26— B.  Winchell,  Amery.  vs.  M.  SL  P.  &  S.  S.  M.  Ry.  Co.— Unsatis- 
factory business  practices  of  agent. — Discontinued. 

July  28— Ramsdell  &  Ramsdell,  Mountain,  vs.  C.  &  N.  W.  Ry.  Co.— Re- 
quest for  a  spur  track. — Formal  complaint  suggested. 

July  28— Fred  E.  Luethe,  Norwalk,  vs.  C.  &  N.  W.  Ry.  Co.— Request 
for  a  spur  track. — Formal  complaint  filed. 

July  28— Clement  Bros.,  Clayton,  vs.  C.  &  N.  W.  Ry.  Co.  and  C.  St.  P. 
M.  &  O.  Ry.  Co. — Inadequate  service. — Formal  complaint 
suggested. 

July  29— M.  S.  Henderson,  Shullsburg,  vs.  C.  M.  &  St.  P.  Ry.  Co.— E>e- 
layed  shipments. — Shipments  traced  and  delivered. 

July. 29— Fred  M.  Smith,  Whitewater,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Re- 
quest for  interchangeable  commutation  tickets  between  White- 
water and  Milwaukee. — Discontinued. 

July  31— Oscar  Johnson,  Spring  Valley,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— 
Unwholesome  drinking  water  on  trains. — Complaint  satisfied. 

Aug.  4— M.  A.  Heath,  Veedum,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inadequate 
fences  along  right  of  way. — Complaint  satisfied. 
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Aug.  5 — H.  J.  Maxwell,  Princeton,  vs.  C.  &  N.  W .  Ry.  Co. — Inadequate 
telegraph  service. — Service  improved. 

Aug.  6— R.  W.  McCoy,,  New  Richmond,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co.  and  C.  St.  P.  M.  &  O.  Ry.  Co. — Alleged  inadequate  train 
service  between  New  Richmond  and  the  Twin  Cities. — Formal 
complaint  suggested. 

Aug.  6— Klindt-Geiger  Canning  Co.,  Cassville,  vs.  C.  B.  &  Q.  R.  R.  Co.— 
Obstruction  of  sewers  on  right  of  way. — Complaint  satisfied. 

Aug.  8— Wm.  Gennell,  Brule,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Alleged  ex- 
cessive freight  rates. — Rates  charged  were  correct  according  to 
routing. 

Aug.  8 — Boardman  Bros.,  Eidsvold,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. — 
Passenger  service. — Formal  complaint  filed. 

Aug.  8 — Herman  Zahet,  Ringle,  vs.  C.  &  N.  W.  Ry.  Co. — Claim  for  loss 
by  delayed  shipment. — No  jurisdiction. 

Aug.  8— Mrs.  Ada  M.  Pinn,  Amery,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Inadequate  train  service. — Complaint  dropped. 

Aug.  8 — Holt  Lbr.  Co.,  Oconto,  vs.  C.  Sc  N.  W.  Ry.  Co. — Inquiry  as  to 
rates  on  logs. — Rates  quoted. 

Aug.  11— Joe  Blindstrub,  Armstrong  Creek,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Overcharge  on  shipment  of  machiner>'. — Settled. 

Aug.  11 — Willis  Ludlowe,  Monroe,  vs.  I.  C.  R.  R.  Co. — Weeds  along 
right  of  way. — Weeds  cut;  complaint  satisfied. 

Aug.  11— G.  W.  Mead,  Grand  Rapids,  vs.  C.  &  N.  W.  Ry.  Co.,  C.  M.  & 
St.  P.  Ry.  Co.,  G.  B.  &  W.  R.  R.  Co.,  and  M.  St.  P.  &  S.  S.  M. 
Ry.  Co. — Discriminatory  practices  as  regards  maintenance  of 
switching  tracks. — Satisfactorily  arranged. 

Aug.  11 — Onalaska  Pickle  &  Canning  Co.  vs.  C.  &  N.  W.  Ry.  Co.— Un- 
satisfactory terms  of  lease  for  ground  for  salting  station. — Dis- 
continued. 

Aug.  12— E.  D.  Upson,  Brooklyn,  vs.  C.  &  N.  W.  Ry.  Co.— Tariff  on 
baby  cabs  folded. — Complaint  dropped. 

Aug.  12— Byron  Carter,  Chetek,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Inade- 
quate station  facilities. — Improvement  promised  in  the  hear 
future. 

Aug.  16— Aug.  Numberger,  High  Cliff,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Re- 
quest for  a  spur  track. — Request  granted. 

Aug.  16— North  Western  Lbr.  Co.,  Stanley,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co.  and  C.  M.  &  St.  P.  Ry.  Co. — Request  for  adjustment  of 
rates  on  brick. — New  tariff  to  be  filed  provides  adjustment. 

Aug.  18— Dunphy  Boat  Mfg.  Co.,  Eau  Claire,  vs.  C.  St.  P.  M.  &  O.  Ry. 
Co. — Overcharge  on  shipment. — Interstate  shipment,  no  juris- 
diction. 

Aug.  19— J.  W.  Perry,  Milton  Junct.,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Rates  on  clothes  dryers. — Discontinued. 

Aug.  19 — Wm.  Carley,  Plover,  vs.  G.  B.  &  W.  R.  R.  Co.— Refusal  to  set- 
tle claim. — No  jurisdiction. 

Aug.  19 — Pearce  Tompkins,  Ashland,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Dis- 
continuance of  stops. — Formal  complaint  suggested. 
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Aug.  19— Hon.  J.  M.  Howes.  Prescott,  vs.  C.  B.  &  Q.  R.  R.  Co.— Alleged 
discriminatory  passenger  rates. — Interstate  travel;  no  juris- 
diction. 

Aug.  19— Below  Lbr.  Co.,  Marshfield,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Qaim 
for  overcharge. — Claim  to  be  settled. 

Aug.  19— E.  S.  McDonald,  Bell  Center,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Refusal  to  build  bridge. — Complaint  satisfied. 

Aug.  20— Dr.  Gcntz  Perry,  Amery.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co., 
Western  Union  Teleg.  Co. — Inadequate  telegraph  service. — 
Formal  complaint  suggested. 

Aug.  20— W.  N.  Perham,  Eau  Claire,  vs.  C.  &  N.  W.  Ry.  Co.— Over- 
charge for  passenger  service. — Complaint  satisfied. 

Aug.  20— Otto  Fuerst,  Milwaukee,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Unsatisfactory  rules  regarding  seats  in  women's  waiting  room. — 
Complaint  dropped. 

Aug.  21 — ^V.  J.  Honart,  Algoma,  vs.  Kewaunee,  G.  B.  &  W.  Ry.  Co. — 
Dangerous  condition  along  track. — Conditions  to  be  improved. 

Aug.  21 — ^Thomas  Seth  vs.  C.  &  N.  W.  Ry.  Co. — Inadequate  fences  along 
right  of  way. — Complaint  satisfied. 

Aug.  21 — D.  C.  Jones,  La  Crosse,  vs.  La  Crosse  St.  Ry.  Co. — Unsatisfac- 
tory service  on  street  railway  lines. — Formal  complaint  filed. 

Aug.  22— H.  A.  Kerler,  Hales  Corner,  vs.  T.  M.  E.  R.  &  L.  Co.— Freight 
rates  and  switching  facilities. — Complaint  discontinued. 

Aug.  22—1.  G.  Strauss,  Milwaukee,  vs.  T.  M.  E.  R.  &  L.  Co.— Unsatis- 
factory service  in  handling  baggage. — Complaint  dropped. 

Aug.  22— Oshkosh  Fuel  Co..  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for  over- 
charges.— Settled. 

Aug.  25— W.  R.  Gaylord,  Milwaukee,  vs.  T.  M.  E.  R.  &  L.  Co.— Viola- 
tion of  statutes  regarding  use  of  air  brakes. — Violation  not 
proved.  Air  brakes  are  being  provided  as  rapidly  as  cars  can  be 
rebuilt. 

Aug.  25— F;  T.  Sutherland,  Madison,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inade- 
,  quale  station  facilities  at  East  Madison. — Station  to  be  im- 

proved. 

Aug.  25— Chas.  E.  McKenny.  Appleton,  vs.  Wis.  Tr.  Lt.  Ht.  &  Pr..  Co.— 
Request  for  stopping  place  at  summer  resort. — Formal  com- 
plaint filed. 

Aug.  25— Chas.  Hoffmann.  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Claims  for  loss  by  delayed  shipment. — Interstate  traffic;  no 
jurisdiction. 

Aug.  26— L.  H.  Schoenhofer.  Marshfield,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Train  connections  at  Prentice  Junction. — Formal  com- 
plaint filed. 

Aug.  27— M.  Frankel.  Eagle  River,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Overcharge. — Set  tied . 

Aug.  27— Mrs.  J.  B.  Winslow,  Madison,  vs.  C.  k  N.  W.  Ry.  Co.— Unsani- 
tary condition  of  cars. — Company  agrees  to  do  all  that  is  pos- 
sible to  remedy  conditions. 
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Aug.  28 — Rhinelander  Creamery  Produce  Co.,  vs.  D.  S,  S.  &  A.  Ry.  Co, — 
Unsatisfactory  milk  and  cream  rates. — Complaints  dropped. 

Aug.  28— H.  O.  Bigelow,  Madison,  vs.  C.  &  N.  W.  Ry.  Co.— Unjust  de- 
murrage charges. — Complaint  satisfied. 

Aug.  28— T.  E.  Sayre,  Beloit,  vs.  C.  B.  &Q.  R.  R.  Co.— Claim  for  loss 
caused  by  failure  to  deliver  baggage. — Adjusted. 

Aug.  28— Jno.  D.  Kissinger.  Laona,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Train  connections  at  Prentice. — Formal  complaint  filed. 

Aug.  28— Aug.  Puis,  Jr.,  Horicon.  vs.  C.  M.  &  St.  P.  Ry.  Co.— Request 
for  stockyard. — Stockyard  built.    Complaint  satisfied. 

Aug.  28— J.  M.  Cushman.  Viola,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Unsatis- 
factory location  and  condition  of  stockyard. — Condition  im- 
proved; complaint  satisfied. 

Aug.  29 — Flatten  Produce  Co.,  Green  Bay,  vs.  American  Exp.  Co.,  Wells 
Fargo  Exp.  Co. — Complaint  that  express  company  is  engaging 
in  commission  business. — Charges  not  proved;  complaint 
dropped. 

Aug.  30 — Samuel  Perry,  Forestville,  vs.  G.  B.  &  W.  R.  R.  Co. — Request 
for  commutation  fares  for  school  children. — Not  granted. 

Aug.  30— Middleton  Sand  &  Gravel  Co.,  Middleton,  vs.  C.  M.  &  St.  P. 
Ry.  Co. — Delayed  car  service. — Service  improved. 

Aug.  30— W.  G.  Hosig,  Mauston,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inadequate 
train  service. — Complaint  dropped. 

Sept.  2— Ivan  Whiting,  Clinton,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Penalty 
for  failure  to  purchase  ticket;  such  failure  caused  by  absence  of 
agent. — Refund  made. 

Sept.  2 — ^.John  J.  Black,  Durand,  vs.  Wells  Fargo  &  Co.  Express. — Delay 
in  adjustment  of  claim. — Settlement  promised. 

Sept.  2— C.  J.  Robley,  Milwaukee,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co., 
C.  M.  &  St.  P.  Ry.  Co. — Delayed  and  unsatisfactory  passenger 
service. — Delay  caused  by  wreck. 

Sept.  3— Otis  L.  Trenary,  Kenosha,  vs.  C.  M.  &  St.  P.  Ry.  Co.,  C.  &  N. 
W.  Ry.  Co. — Alleged  discriminatory  practices  with  regard  to 
commutation  tickets. — Interstate  traffic;  Commission  has  no 
jurisdiction. 

Sept.  1 — P.  J.  Van  Aucken,  Superior,  vs.  Great  Northern  Ry.  Co. — Re- 
quest for  farm  crossing. — Crossing  to  be  constructed. 

Sept.  4— D.  E.  Wood  Butter  Co.,  Evansville.  vs.  C.  &  N.  W.  Ry.  Co.— 
Delayed  return  of  empty  milk  cans. — Interstate  traffic;  no 
jurisdiction. 

Sept.  4— P.  Shay,  Crandon,  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for  shipment 
of  paint. — Claim  settled. 

Sept.  4— Frank  A.  Parsons,  Black  River  Falls,  vs.  C.  St.  P.  M.  &  0.  Ry. 
Co.,  Western  Union  Tel.  Co. — Failure  to  provide  night  tele- 
graph service. — Arrangements  made  for  better  service. 

Sept.  4— Henry  Schempf  Co.,  Ft.  Atkinson,  vs.  C.  &  N.  W.  Ry.  Co. — 
Unsatisfactory  shipping  service. — Service  to  be  improved. 

Sept.  5— Aylward  Foundry  Co.,  New  Holstein,  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Request  for  extension  of  sidetrack. — Sidetrack  installed. 
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Sept.    5— R.  R.  Williams,  Marshfield,  vs.  M.  St.  P.  &  S.  S.   M.  Ry.  Co., 

C.  &  N.  W.  Ry.  Co. — Dangerous  highway  crossing. — Repairs 

to  be  made. 
Sept.    5— J.  Stucki,  Black  River  Falls,  vs.  G.  B.  &  W.  R.  R.  Co.—Re- 

quest  for  signal  board  at  flag  station. — Request  granted. 
Sept.    6 — A.  C.  Hathaway,  Oconomowoc,  vs.  Kulamazoo,  Lake  Shore  & 

Chicago  Ry.  Co. — Overcharge. — Referred  to  Interstate  Com- 
merce Commission. 
Sept.    6— Frank  J.  Schmidt.  Rugby  Junction,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 

Refusal  of  shipping  service  at  Rugby  Jet. — Service  cannot  be 

furnished  as  there  are  no  facilities  al  that  station. 
Sept.    7— A.  C.  Ellestad,  Madison,  vs.  C.  &  N.  W.  Ry.  Co.— Request  for 

station. — Formal  complaint  suggested. 
Sept.    8— Eugene  Picrrelee.  Mcllen,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 

Failure  to  stop  at  flag  station. — Service  to  be  improved. 
Sept.    9— Oscar  Toebass,  Madison,  vs.  C.  &  N.  W.  Ry.  Co.,  G.  B.  &  W. 

R.  R.  Co. — Unsatisfactory  train  connections  at  New  London 

Junction. — Formal  complaint  suggested. 
Sept.    9— Mary  Steinbach,  Stanley,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 

Claim  for  loss  of  baggage. — Complaint  dropped. 
Sept.  10— H.  L.  Zeidler,  Columbus,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Danger- 
ous condition  at  station  for  passengers  on  night  trains. — Com- 
pany agrees  to  remedy  condition  complained  of. 
Sept.  10— Rupp  Bros.,  Chilton,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Failure  to 

settle  claims. — Settlement  promised. 
Sept.  10— American  Foundry  &  Furnace  Co.  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 

Co. — Delayed  shipments. — Interstate  traffic;  no  jurisdiction. 
Sept.  10 — Miss  Margaret  Ashmun.  Waupaca,  vs.  Am.  Exp.  Co.,  Western 

Exp.  Co. — Claim  for  loss  of  shipment. — Claim  to  be  settled 

when  filed  with  the  express  company. 
Sept.  10— C.  W.  Croty,  Tomah,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Train  service 

between  Tomah  and  Babcock. — Complaint  dropped. 
Sept.  12— Rogers  &  Hamilton.  Clinton,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 

Inadequate  stock  shipping  service. — Service  to  be  improved. 
Sept.  12 — Lee  Van  Patten,  Glen  Flora,  vs.  Western  Exp.  Co. — Claim  for 

damaged  shipment. — Interstate  traflTic;  no  jurisdiction. 
Sept.  13 — ^John  Dunn,  Marshland,  vs.  C.  &  N.  W.  Ry.  Co. — Inadequate 

station  service. — Service  to  be  improved. 
Sept.  15— C.  P.  Tinkham,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co.— Alleged 

overcharges. — Formal  complaint  suggested. 
Sept.  15— E.  R.  Godfrey  A  Sons,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.— 

Delayed  shipments. — Complaint  dropped. 
Sept.  15— Frank  McCarten,  Calamine,  vs.  C.  M.  A  St.  P.  Ry.  Co.— Qaira 

for  damages  for  cattle  killed  on  right  of  way. — No  jurisdiction. 
Sept.  15— Wm.  Sweet,  Bruce,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Request 

for  station  and  service  at  Exeland. — ^Formal  complaint  filed. 
Sept.  16— R.  H.  Pritchard.  Chicago,  vs.  C  St.  P.  M.  &  O.  Ry.  Co.— SU- 

tion  service  at  Brill. — Formal  complaint  filed. 
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Sept.  16— E.  A.  Neufeld.  Green  Bay,  vs.  C.  &  N.  W.  Ry.  Co.—Request 
for  sidetrack  at  Bonduel. — Dropped. 

Sept.  15— Fred  Klaus,  Jr.,  Winneconne,  vs.  G.  &  N.  W.  Ry.  Co.,  C.  M.  & 
St.  P.  Ry.  Co. — Station  facilities. — Station  service  improved. 

Sept.  18— R.  Heger  Malt  &  Brewing  Co.,  Jefferson,  vs.  C.  &  N.  W.  Ry. 
Co. — Claim  for  overcharges. — Settled. 

Sept.  18— Robl.  Magnuson,  Webster,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Loss  caused  by  inadequate  telegraph  service. — No  jurisdiction. 

Sept.  19-^Wallace  McPherson,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co. — 
Rates  on  lumber. — Complaint  dropped. 

Sept.  19— Timme  Bros.,  Delton,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Unsatis- 
factory "Milling-in-transit"  rates. — Complaint  satisfied. 

Sept.  19 — Informal  investigation  vs.  C.  M.  &  St.  P.  Ry.  Co. — ^Train  sched- 
ule between  Watertown  and  Grand  Rapids. — Discontinued. 

Sept.  20— Emil  Kolash,  Yuba.  vs.  C.  &  N.  W.  Ry.  Co.— Loss  of  shipment 
of  leather. — Company  tried  to  trace  shipment;  Commission 
has  no  jurisdiction. 

Sept.  22— J.  J.  Aulenbacher,  Richfield,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Failure  to  construct  proper  cattle  guards  at  crossing. — Formal 
complaint  suggested. 

Sept.  23— Lynn  B.  Stiles,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inade- 
quate sleeping  car  service  between  Wauwatosa  and  Portage. — 
Service  to  be  improved. 

Sept.  23— Sam*l.  Fredson,  Pleasant  Prairie,  vs.  C!  &  N.  W.  Ry.  Co.— 
Failure  to  receive  cars. — Cars  furnished. 

Sept.  24 — American  Society  of  Equity,  Madison,  vs.  C.  &  N.  W.  Ry.  Co., 
C.  M.  &  St.  P.  Ry,  Co.,  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Proposed 
increase  in  minimum  weight  on  flour,  feed,  etc. — Such  increase 
is  not  being  considered  by  railway  companies. 

Sept.  24— T.  J.  Glenn  Lbr.  Co.,  Chilton,  vs.  C.  &  N.  W.  Ry.  Co.—Re- 
quest for  joint  rates. — Complaint  dropped. 

Sept.  25 — ^Jno.  Hoffman  A  Sons,  Milwaukee,  vs.  G.  B.  &  W.  R.  R.  Co., 
C.  M.  &  St.  P.  Ry.  Co. — Delayed  shipments. — Service  im- 
proved. 

Sept.  25— J.  B.  Chase,  Oconto,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Failure  to 
complete  highway. — Complaint  satisfied. 

Sept.  26— Standard  Lime  &  Stone  Co.,  Fond  du  Lac,  vs.  C.  &  N.  W.  Ry. 
Co. — Failure  to  comply  with  Commission's  order. — Complaint 
satisfied. 

Sept.  26— Hunter  &  Allen.  Bruce,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Shipping  facilities. — Conditions  to  be  improved. 

Sept.  27— Lake  Shore  Stone  Co.,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Unsatisfactory  rates  on  stone,  Lannon  to  Chicago. — 
Interstate  traffic;  no  jurisdiclion. 

Sept.  27— John  Amerling.  Stanley,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Failure  to  settle  claim. — Claim  settled. 

Sept  29 — Milwaukee  Concrete  Block  Co.,  Milwaukee,  vs.  C.  M.  &  St,  P. 
Ry.  Co. — Change  in  method  of  collecting  charges. — Complaint 
dropped. 
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Sept.  29— Worden  Allen  Co.,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Refusal  to  handle  shipment. — Complaint  dropped. 

Sept.  29— Fred  WallrafT,  Milwaukee,  vs.  C.  &.N.  W.  Ry.  Co.— Failure  to 
open  station  at  siding  No.  1. — Service  to  be  provided  as  soon 
as  possible. 

Sept.  29— F.  E.  Gunther,  La  Crosse,  vs.  C.  B.  &  Q.  R.  R.  Co.— Refusal  to 
load  fish.— Interstate  traffic;  no  jurisdiction. 

Sept.  30 — Wausau  Advancement  Ass*n.,  Wausau,  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Claim  for  loss  of  lumber. — Complaint  dropped. 

Sept.  30— Hugo  Bahlert,  Pound,  vs.  C.  M.  <&  St.  P.  Ry.  Co.— Train  and 
station  service. — Formal  complaint  filed. 

Sept.  30— Fred  Schrader,  Appleton,  vs.  C.  &  N.  W.  Ry.  Co.— Unsatisfac- 
tory fences  on  right  of  way. — Fences  repaired. 

Sept.  30— W.  P.  Opelt,  Lindsay,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Loss  of 
property  by  reason  of  inefficient  station  service. — Improved 
service  promised. 

Oct.  1— Geo.  F.  Foster,  Oregon,  vs.  C.  &  N.  W.  Ry.  Co.— Inadequate 
station  service. — Complaint  satisfied. 

Oct.  1— W.  J.  Ibenthal,  Middleton,  vs.  C.  M.  A  St.  P.  Ry.  Co.— Failure 
to  construct  sidewalk  over  right  of  way. — Complaint  satisfied. 

Oct.  1 — Gentz  Perry,  M.D.,  Amery,  vs.  Western  Exp.  Co. — Alleged  ex- 
orbitant express  charges. — Complaint  dropped. 

Oct.  1— Ben  Bachhub'er,  Elkhorn,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Delayed 
freight  service. — Complaint  dropped. 

Oct.  1 — Russell  Clunie,  Burlington,  vs.  Wells  Fargo  &  Co.  Exp. — Claim 
for  damage  to  shipment. — Settled. 

Oct.  1 — Clough  Gates,  Superior,  vs.  Duluth  Street  Ry.  Co. — Rules  for 
carrying  baggage  on  street  cars. — Referred  to  city  commission 
of  Superior. 

Oct.  1— Davis  Bros.,  Madison,  vs.  C.  &  N.  W.  Ry.  Co.,  C.  M.  &  St.  P. 
Ry.  Co. — Discrimination  at  station  with  regard  to  auto  livery 
business. — Should  be  referred  to  municipal  authorities. 

Oct.  1— Harry  F.  Busse,  Waukesha,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Claim 
for  loss  of  cattle  by  reason  of  defective  cattle  guards. — Com- 
plaint satisfied;  cattle  guards  repaired. 

Oct.  1— L.  G.  Ketchpaw.  Knapp,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— 
Failure  to  keep  crossing  in  order. — Complaint  satisfied. 

Oct.  3— John  McMahon,  Pound,  vs.  M.  St.  P.  S.  S.  &  M.  Ry.  Co.,  C. 
M.  &  St.  P.  Ry.  Co. — Crossing  and  service. — Complaint  satis- 
fied and  withdrawn. 

Oct.     3 — Monson  Bros.,  Blanchardville.  vs.  I.  C.  R.  R.  Co. — Delayed  , 
freight  service. — Interstate  traffic;  no  jurisdiction. 

Oct.     4— C.  Schcckler,  Racine,  vs.  C.  &  N.  W.  Ry.  Co.— Car  shortage.— 
.    Cars  furnished. 

Oct.  4— J.  P.  Watery,  LitUe  Chute,  vs.  C.  &  N.  W.  Ry.  Co.— Request 
for  telephone  service  in  station. — ^Telephone  installed. 

Oct.  4—0.  P.  Williams,  Hager  City,  vs.  C.  B.  A  Q.  R.  R.  Co.— Request 
for  scales. — Formal  complaint  suggested. 
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Oct.  4 — Wm.  Faleske,  Maple,  vs.  N.  P.  Ry.  Co. — Unsatisfactory  sta- 
tion service,  there  being  no  agent. — Agent  to  be  installed. 

Oct.  6— J.  A.  Landsinger,  Yuba,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Claim 
for  damaged  shipment. — Claim  settled. 

Oct.  6— Milo  R.  BuckstafT.  Oshkosh.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co., 
C.  &  N.  W.  Ry.  Co. — ^Variation  between  charges  for  an  out- 
going trip  and  returning  trip  between  Wisconsin  and  Michigan 
points. — Referred  to  Interstate  Commerce  Commission. 

Oct.  6— J.  W.  Miller,  Somers,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Car  shortage. 
— Complaint  satisfied  and  withdrawn. 

Oct.  7— H.  F.  Gilmore,  Fall  Creek,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Un- 
satisfactory passenger  service  at  Eau  Claire. — Complaint  in- 
vestigated ;  dropped. 

Oct.  7— W.  L.  Buckman,  Amberg,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Request 
for  sidewalks  over  right  of  way. — Complaint  satisfied. 

Oct.  8— W.  M.  Curtiss,  Trevor,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Car 
shortage. — Complaint  satisfied. 

Oct.  8 — National  Implement  and  Vehicle  Ass'n.  vs.  C.  M.  &  St.  P.  Ry. 
Co.,  C.  &  N.  W.  Ry.  Co. — Rates  on  agricultural  implements. — 
Settled. 

Oct.  9— Geo.  E.  Bell,  HealTord  Junct..  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Train  service. — Complaint  dropped. 

Oct.  10— Winslow  &  South  Wayne  Tel.  Co.,  Winslow,  vs.  C.  M.  &  St.  P. 
Ry.  Co. — Request  for  telephone  service  at  station. — Formal 
complaint  suggested. 

Oct.  10 — G.  R.  Morrison,  Savanna,  111.,  vs.  Geo.  Beecher. — Refusal  to 
close  gates. — Dropped. 

Oct.  10 — James  M.  Brown,  De  Pere,  vs.  Wis.  Public  Service  Co. — Dis- 
continuance of  commutation  books. — Complaint  dropped. 

Oct.  10 — Chas.  Kerr,  Jr.,  Watertown,  vs.  Wells  Fargo  &  Co.  Exp. — Un- 
satisfactory express  rates. — Lawful  rates  were  charged. 

Oct.  1.3 — Fred  Peterson,  Appleton,  vs.  C.  &  N.  W.  Ry.  Co. — Service  on 
stock  shipments. — Adjusted. 

Oct.  14— A.  V.  Robinson,  New  Lisbon,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Re- 
quest for  lowering  of  culvert. — Complaint  satisfied.      • 

Oct.  14— J.  B.  McMuUin,  Tomah,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Claim 
for  excess  fare. — Complaint  satisfied. 

Oct.  14— W.  B.  Maxson,  Milton,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Claim 
for  shipments  burned  at  station. — Fire  caused  by  lightning; 
claim  declined. 

Oct.  15— R.  J.  Hennessy,  Hayward,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Al- 
leged exorbitant  rates  for  special  train. — Formal  complaint  sug- 
gested. 

Oct.  16— F.  W.  Kubasta,  Merrill,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inquiry 
concerning  extension  of  lines. — No  such  extension  proposed. 

Oct  16— J.  E.  Fogarty.  Cashton,  vs.  Wells  Fargo  &  Co.  Exp.— Claim  for 
loss  of  shipment. — Shipment  traced. 

Oct.  16 — ^Western  Freight  Traffic  Association  vs.  Ahnapee  &  W.  Ry.  Co. 
— Claim  for  loss  of  shipment. — Settled. 
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Oct.  17— J.  L.  Sizer,  Walerford,  vs.  T.  M.  E.  R.  &  L.  Co.— Charges  on 
shipment. — Charges  were  correct. 

Oct.  17— Chas.  A.  Taylor,  Barron,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Car 
shortage  at  Paskin  Lake. — Complaint  withdrawn. 

Oct.  17 — Henry  Hehman,  Sugar  Bush,  vs.  C.  &  N.  W.  Ry.  Co. — Request 
for  lowering  of  culvert. — Complaint  satisfied. 

Oct.  17— South  Side  Foundry  Co..  Port  Washington,  vs.  C.  &  N.  W.  Ry. 
Co..  M.  St.  P.  &  S.  M.  Ry.  Co.— Delayed  shipments.— Im- 
proved service  promised. 

Oct.  17— C.  L.  Long  &  Son,  Sun  Prairie,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Claim  for  loss  of  goods. — Advised  to  file  claim  with  railway 
company  for  settlement. 

Oct.  17 — Carlisle  R.  Clarke,  Cambridge,  vs.  Chi.  &  L.  Superior  Ry.  Co. — 
Illegal  use  of  station  property. — Conditions  improved. 

Oct.  17 — Baumbach,  Reichel  Co.,  Milwaukee,  vs.  Western  Exp.  Co. — 
Qaim  for  damage  to  shipment  to  Nelson,  B.  C. — No  jurisdiction. 

Oct.  18— Fred  Boldt,  Rib  Falls,  vs.  C.  &  N.  W.  Ry.  Co.— Request  for 
better  shipping  facilities. — Complaint  satisfied. 

Oct.  19— A.  H.  Krouskop,  Richland  Center,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Overcharge  for  shipping  farm  trucks. — Presented  to  railway 
company  for  adjustment. 

Oct.  20 — Miss  Alice  Keachie,  Madison,  vs.  C.  M.  &  St.  P.  Ry.  Co. — Train 
service. — Complaint  dropped. 

Oct.  20— Fred  J.  Engelke,  Eau  Claire,  vs.  M.  St.  P.  c^  S.  S.  M.  Ry.  Co.— 
Collection  of  excess  passenger  fare. — Complaint  satisfied. 

Oct.  21— Geo.  A.  Eales,  Ft.  Atkinson,  vs.  C.  &  N.  W.  Ry.  Co.^Gates  at 
railway  crossing. — Gates  to  be  repaired  and  later  replaced. 

Oct.  22 — Henry  Goeres,  Kiel,  vs.  Wells  Fargo  &  Co.  Exp. — Excessive 
charges. — Refund  made. 

Oct.  27— A.  O.  Colby,  La  Crosse,  vs.  C.  &  N.  W\  Ry.  Co.— Claim  for 
loss  of  shipment. — Interstate  shipment:  no  jurisdiction. 

Oct.  27 — A.  F.  Schwahn,  Eau  Claire,  vs.  W^estern  Exp.  Co.,  American 
Exp.  Co. — Unsatisfactory  routing  of  shipments. — Complaint 
dropped. 

Oct.  28— Daniel  H.  Grady,  Portage,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inade- 
quate  and  dangerous  station  service. — Conditions  improved. 

Oct.  28— Chas.  W.  Noble,  La  Crosse,  vs.  C.  A  N.  W.  Ry.  Co.— ShipmenU 
delayed  by  reason  of  confusion  of  name  of  towns. — No  jurisdic- 
tion. 

Oct.  28— E.  S.  Baines.  Janesville,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Increased 
rental  for  warehouse  site. — Complaint  dropped. 

Oct.  29 — F.  P.  Smith,  Columbia,  R.  I.,  vs.  American  Exp.  Co. — Claim 
for  damage. — Claim  declined. 

Oct.  29— F.  C.  Lehman,  Alma,  vs.  C.  B.  &  Q.  R.  R.  Co.— Shipping  serv- 
ice.— Complaint  dropped. 

Oct.  29 — Unnamed  complainant  vs.  C.  M.  &  St.  P.  Ry.  Co. — Verbal  com- 
plaint as  to  train  schedule  for  service,  Madison  to  Portage. — 
Company  reports  it  to  be  impossible  to  change  schedule  at  pres- 
ent* 
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Oct.  29— H.  M.  Culbertson,  Medina,  vs.  C.  &  N.  W.  Ry.  Co.— Request 
for  station  at  Allenville.  — Formal  complaint  filed. 

Oct.  30— D.  MUler,  Ashland,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.,  M.  St.  P.  & 
S.  S.  M.  Ry.  Co. — Charges  for  excess  baggage. — Complaint 
dropped. 

Oct.  30— State  Board  of  Control,  Madison,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Request  for  new  station  near  state  hospital  at  Oshkosh. 
— Station  will  be  rebuilt. 

Oct.  30 — Milwaukee  Printers'  Supply  House,  Milwaukee,  vs.  C.  &  N.  W. 
Ry.  Co. — Delay  in  settling  claim. — Claim  settled. 

Oct.  30— Jno.  H.  Wall,  Elkhorn,  vs.  Wells  Fargo  &  Co.  Exp.,  C.  M.  &  St. 
P.  Ry.  Co. — Unsatisfactory  shipping  service. — Complaint 
dropped. 

Oct.  30— A.  Julius,  Oak  Center,  vs.  C.  &  N.  W.  Ry.  Co.— Failure  to  set- 
tle claim. — Claim  settled. 

Oct.  31 — C.  G.  Starks,  Berlin,  vs.  Western  Union  Teleg.  Co. — Inadequate 
telegraph  service. — Improvement  promised. 

Oct.  31— J.  E.  Nettleton,  Browning,  vs.  C.  &  N.  W.  Ry.  Co.— Train  serv- 
ice at  Siding  No.  2. — Conditions  do  not  warrant  station  service 
at  this  place. 

Nov.  1— Pittsburgh  Plate  Glass  Co.,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Unsatisfactory  routing  of  shipments. — Adjusted. 

Nov.  3— H.  W.  Gerls,  Brookfield,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Neglected 
drainage  ditch. — Complaint  satisfied  and  withdrawn. 

Nov.  3— Curt  Tigges,  Webster,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Car 
shortage. — Complaint  satisfied. 

Nov.  3 — Benjamin  Baden,  Hales  Corners,  vs.  M.  L.  H.  &  T.  Co. — Re- 
quest for  waiting  station. — Complaint  satisfied. 

Nov.  4 — Levitan  Moses  Co.,  Blanchardville,  vs.  I.  C.  R.  R.  Co. — De- 
layed settlement  of  claim. — Claim  declined. 

Nov.  5 — ^John  M.  Taylor,  Monico,  vs.  C.  &  N.  W.  Ry.  Co. — Failure  to 
build  fences  on  right  of  way. — Complaint  satisfied. 

Nov.  5— R.  W.  IlifT,  Alma  Center,  vs.  G.  B.  &  W.  R.  R.  Co.— Qaim  for 
damage  by  fire. — Claim  declined. 

Nov.  6 — L.  A.  Francis,  Beloit,  vs.  Chicago,  Harvard  &  Geneva  Lake  Ry. 
Co. — Excess  fare  from  Fontana  to  Har\'ard,  111. — Complaint 
dropped. 

Nov.  7 — Qara  Samson,  Racine,  vs.  C.  M.  &  St.  P.  Ry.  Co. — Passenger 
service. — Complaint  dropped. 

Nov.  7 — ^A.  M.  Christensen,  Shennington,  vs.  C.  &  N.  W.  Ry.  Co. — Car 
shortage. — Complaint  satisfied. 

Nov.  8— M.  W.  Schalk,  Appleton.  vs.  Wis.  Tr.  Lt.  Ht.  &  P.  Co.— Request 
for  waiting  station  at  Appleton  Jet. — Discontinued. 

Nov.  8— Kleinpell  Bros.,  Cassville,  vs.  C.  B.  &  Q.  R.  R.  Co.— Request 
for  installation  of  industry  tracks. — Formal  complaint  sug- 
gested. 

Nov.  11— A.  Crozier,  Barksdale,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Passenger 
service  between  Ashland  and  Bayfield. — Formal  complaint  sug- 
gested. 
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Nov.  11— Hall  &  Salisbur>%  Rio,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Car  short- 
age.— Cars  furnished. 

Nov.  12 — Several  people  vs.  C.  M.  &  St.  P.  Ry.  Co. — Refusal  to  sell  tick- 
ets to  Merrill  Park  station. — Complaint  satisfied. 

Nov.  12— Wm.  D.  Francisco,  Ft.  Atkinson,  vs.  C.  &  N.  W.  Ry.  Co.— Ex- 
cess fare. — Complaint  satisfied. 

Nov.  13 — Chas.  Larson  vs.  C.  M.  &  St.  P.  Ry.  Co. — Motor  car  service  be- 
tween Racine  and  Corliss. — Complaint  dropped. 

Nov.  13 — C.  H.  Miller,  Chicago,  111.,  vs.  Waupaca-Green  Bay  Ry.  Co. — 
Failure  to  settle  claims. — No  jusisdiction. 

Nov.  15 — Engebretson  Bros.,  New  Auburn,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co., 
Union  Refrigerator-Transit  Co. — Discriminatory  distribution 
of  cars. — Discontinued. 

Nov.  17— Judson  Hall,  Hartland,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Rates  at 
Sleep's  station. — Formal  complaint  filed. 

Nov.  18 — J.  Gross  &  Son,  Arkdale,  vs.  American  Exp.  Co. — Discrimina- 
tory rates  on  poultry. — Adjusted. 

Nov.  18 — Prof.  Max  Morse,  Madison,  vs.  American  Exp.  Co. — Claim  for 
damage  to  shipment. — Claim  settled. 

Nov.  18— L  A.  Schwaig,  Chicago,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Refusal  to 
sell  tickets  at  Janesville  station. — Complaint  dropped. 

Nov.  21 — L.  Rosenthal,  Lodi,  vs.  C.  &  N.  W.  Ry.  Co. — Unsatisfactory 
shipping  service. — Interstate  traffic;  no  jurisdiction. 

Nov.  21— F.  R.  Eversz,  Ripon,  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for  loss  of 
shipments. — Claim  settled. 

Nov.  21 — A.  H.  Vogel  et  al.,  Oconomowoc,  vs.  C.  M.  &  St.  P.  Ry.  Co. — 
Unsatisfactory  train  schedule  between  Milwaukee  and  Ocono- 
mowoc.— Complaint  satisfied. 

Nov.  22— H.  T.  Lamont,  Barronett,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Ship- 
ping facilities  and  service. — Discontinued. 

Nov.  22— Joseph  C.  Hamata,  Racine,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Viola- 
tion of  law;  refusal  to  place  switch  lights. — Investigated  and 
satisfactorily  adjusted. 

Nov.  24— V.  M.  Jenks.  Joel,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Shipping 
facilities  at  Joel. — Formal  complaint  suggested. 

Nov.  25— E.  P.  Langesen,  Rhinelander,  vs.  C.  &  N.  W.  Ry.  Co.— Failure 
to  settle  claim. — Claim  settled. 

Nov.  26— Mr.  Scott,  Cambridge,  vs.  C.  &  N.  W.  Ry.  Co.— Rates  on  coal. 
— Formal  complaint  suggested. 

Nov.  28— Mrs.  F.  E.  Shea,  Madison,  vs.  C.  &  N.  W.  Ry.  Co.— Charges  on 
excess  baggage. — Correct  charges  were  made. 

Nov.  29— Hugh  C.  Jones,  Sherry,  vs.  E.  Wis.  Ry.  &  Lt.  Co.— Excessive 
fare  rates  between  Oshkosh  and  Fond  du  Lac. — To  be  settled 
by  decision  in  formal  case  now  pending. 

Nov.  29— Lawrence  S.  Coe,  Rice  Lake,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Inadequate  station  service. — Service  improved. 

Nov.  30 — Samuel  Messerschmidt,  Madison,  vs.  C.  &  N.  W.  Ry.  Co. — 
Inadequate  light  at  crossing. — Better  light  furnished. 
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Dec.  1— R.  F.  Steimke,  Arlington,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Claim 
for  overcharge  and  loss  of  property. — Claim  satisfied. 

Dec.  1— Walter  Bros,  Br'g.  Co.,  Menasha.  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Delay  in  settling  claim. — Interstate  traffic;  no  jurisdic- 
tion. 

Dec.  1— P.  J.  Tilton,  Lindsey,  vs.  G.  M.  &  St.  P.  Ry.  Co.— Failure  to 
settle  claim. — Advised  to  present  claim  to  railway  company  for 
settlement. 

Dec.  2 — Arries  &  Packham,  Lodi,  vs.  C.  &  N.  W.  Ry.  Co. — Unsatisfac- 
tory condition  of  stockyards. — Condition  improved. 

Dec.  2— Alvin  C.  Kraetsch,  Pcwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co.,  (Mil- 
waukee &  Superior  line) — Maintenance  of  cattle  crossing. — 
Complaint  satisfied. 

Dec.  2— Lintner  &  Harrison.  Pardeeville,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Claim  for  wages  due. — No  jurisdiction. 

Dec.  4 — W.  G.  Wheelihan,  Necedah,  vs.  Wells  Fargo  &  Co.  Exp. — Fail- 
ure to  settle  claim. — Interstate  traffic;  no  authority. 

Dec.  4— Peter  Mihm.  Brehm.  vs.  C.  M.  &  St.  P.  Ry.  Co.— Failure  to 
settle  claim. — Claim  settled. 

Dec.  4— W.  O.  Havey,  Stoughton,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Unset- 
tled claim. — Advised  to  present  claim  to  railway  company  for 
settlement. 

Dec.  4 — Geo.  A.  Hunter,  Superior,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. — 
Request  for  station  service  at  Patzu. — Service  furnished. 

Dec.  5 — Green  Bay  Soap  Co.,  Green  Bay,  vs.  Kewaunee,  G.  B.  &  W. 
Ry.  Co. — Failure  to  settle  claim. — Claim  settled. 

Dec.  5— W.  W.  Chapel,  Knapp,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Block- 
ing of  highway  by  trains. — Company  agrees  to  investigate  and 
correct  condition. 

Dec.  6— McVeigh  &  Lambertson,  St.  Paul.  Minn.,  vs.  C.  St.  P.  M.  &  0. 
Ry.  Co. — Claim  for  loss  caused  by  delayed  baggage. — No  juris- 
diction. 

Dec.  6— X  W\  Ray.  Calamine,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Faulty  con- 
dition of  drainage. — Formal  complaint  suggested. 

Dec.  6— Frank  Richards,  Stoughton,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Un- 
satisfactory condition  of  stockyards. — Complaint  satisfied. 

Dec.  &— E.  R.  Godfrey  &  Sons  Co..  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Inadequate  service. — Improved  service  promised. 

Dec.  10— Eaver  Hariu,  Hinkle,  vs.  C.  &  N.  W.  Ry.  Co.— Request  for  flag 
stop. — Formal  complaint  filed. 

Dec.  10— J.  H.  Jewett,  Wausau.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Un- 
satisfactory train  ser\'ice  and  facilities. — Improvement  prom- 
ised. 

Dec.  11— Jacob  Senty,  Birchwood,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.,  C. 
St.  P.  M.  &  O.  Ry.  Co. — Failure  to  make  connections  north  of 
Rice  Lake. — Formal  complaint  filed. 

Dec.  11— A.  Kickbusch  Grocery  Co.,  Wausau.  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Inadequate  service. — Improved  service  promised. 
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Dec.  13— Nichols  &  Frissell,  Minneapolis,  vs.  C.  M.  A  St.  P.  Ry.  Co.— 
Proposed  discontinuance  of  trains. — Service  to  be  resumed. 

Dec.  13 — J.  C.  Imig,  Waukesha,  vs.  C.  &  N..W.  Ry.  Co. — ^Train  service 
between  Eland  and  Rosholt. — Complaint  dropped. 

Dec.  13 — Yawkey-Crowley  Lbr.  Co.,  Watertown,  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Claim  for  refund. -^Claim  settled. 

Dec.  13— Cylon  Elevator  Co..  Cylon.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Charges  for  shipping  and  demurrage. — Charges  found  to  be 
correct. 

Dec.  15— Joseph  Brehm,  Rib  Lake,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Inadequate  station  service  at  Chelsea. — Improved  service 
promised.. 

Dec.  16— M.  F.  Wadleigh.  Milwaukee,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Loss  of  shipment. — Shipment  traced  and  delivered. 

Dec.  17— Cream  City  Bedding  Co.,  Milwaukee,  vs.  M.  St.  P.  &  S.  S.  M. 
Ry.  Co. — Claim  for  damage  to  shipment. — Claim  declined. 

Dec.  19— Matt  McCarty,  Eden,  vs.  C.  &  N.  W.  Ry.  Co.— Inadequate 
station  service. — Improvement  promised. 

Dec.  19— The  Buckstaff  Co..  Oshkosh.  vs.  Wells  Fargo  &  Co.  Exp. 
— Alleged  exorbitant  express  rates. — Complaint  dropped. 

Dec.  19— C.  A.  Disbrow,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Dis- 
crepancy between  train  schedule  and  running  time  of  certain 
trains. — To  be  corrected  as  far  as  possible. 

Dec.  20— Wm.  R.  Smith,  Park  Falls,  vs.  -G.  B.  &  W.  R.  R.  Co.— Claim 
for  damage  to  shipment. — Claim  declined. 

Dec.  22 — R.  W.  Thomas,  Packwaukee.— Refusal  of  shipment  for  Phila- 
delphia, Pa. — Referred  to  Interstate  Commerce  Commission. 

Dec.  23— Wm.  Rust,  Mukwonago,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Shortages  on  shipments  of  coal;  request  for  location  of  coal 
sheds. — Formal  complaint  filed. 

Dec.  23— A.  F.  Herald,  Maiden  Rock,  vs.  C.  B.  &  Q.  R.  R.  Co.— Inade- 
quate train  service. — Complaint  satisfied. 

Dec.  26— David  Ahem  Sc  Son  Co.,  Fond  du  Lac,  vs.  C.  &  N.  W.  Ry.  Co.— 
Claim  for  overcharges. — Claim  settled. 

Dec.  27 — Thomas  Putz,  Chelsea,  vs.  Great  Northern  Ry.  Co. — Claim  for 
loss  of  stock. — Claim  settled. 

Dec.  27— Ed.  A.  Dehne,  Hustbford,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Dis- 
criminatory rates  on  live  stock. — Complaint  dropped. 

Dec.  27— John  Schroeder  Lbr.  Co.,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co.— 
Alleged  discriminatory  rates  on  lumber. — Adjusted. 

Dec.  29— J.  L.  Miller.  Armstrong  Creek,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. 
— Failure  to  secure  location  for  sidetrack. — Satisfactorily  ad- 
justed. 

Dec.  29 — ^Jno.  Rosenheimer,  Schleisingerville,  vs.  Wells  Fargo  &  Co. 
Exp. — Failure  to  show  name  of  shipper  on  bills  and  receipts. — 
Complaint  dropped. 

Dec.  29— L.  E.  Stowe.  Greenwood,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— LTn- 
satisfactory  baggage  service. — Complaint  dropped. 
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Dec.  30— Thomas  P.  Grifliths,  Union  Grove,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Qaim  for  damage  to  shipment. — Claim  settled. 

Dec.  30— J.  A.  Murphy,  Elmwood,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— Rates 
on  ice. — Formal  complaint  suggested. 

Dec.  31— W.  N.  Coffey,  Madison,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Alleged 
overcharge.— Interstate  traffic;  no  jurisdiction. 

Dec.  31— Wm.  R.  Dally,  Oxley.  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inadequate 
train  service. — Formal  complaint  filed. 

Dec.  31— J.  M.  Smith,  Shell  Lake,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— Re- 
moval of  telephone  from  station. — Formal  complaint  filed. 
1914. 

Jan.  1— Edwards  Bros.,  McF&rland,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Con- 
dition of  scales. — Scale  replaced. 

Jan.  3— F.  A.  Potts,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co.— Lack  of  facili- 
ties for  obtaining  meals. — A  twenty  minute  stop  will  be  made 
at  Manitowoc. 

Jan.  4 — R.  Keller,  Madison,  vs.  C.  &  N.  W.  Ry.  Co. — Unsatisfactory 
passenger  service  from  Baraboo. — To  be  investigated  and  im- 
proved, if  possible. 

Jan.  5— A.  L.  Lord,  Solon  Springs,  vs.  C.  St.  P.  M.  <&  O.  Ry.  Co.— Re- 
quest for  farm  crossing. — Crossing  constructed. 

Jan.  6— W.  H.  Sacket.  Madison,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Failure  to 
stop  train  at  Merrill  Park. — Discontinued. 

Jan.  8— H.  M.  Halstead,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co.— Excess 
fare  from  Folsom  Place. — Excess  fare  should  not'  be  charged 
from  this  station. 

Jan.  9— Ferdinand  Zielke,  Glidden,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Refusal  to  settle  claim. — Claim  settled. 

Jan.  9 — Rev.  Daniel  Woodward,  Waupun,  vs.  C.  &  N.  W.  Ry.  Co. — 
Request  for  free  storage  privileges  at  Chester. — Company  de- 
clines to  grant  request. 

Jan.  10— J.  B.  Call,  for  G.  B.  Sc  W.  R.  R.  Co.— Request  for  permission  to 
withdraw  spur  track  at  La  Crosse  near  the  normal  school. — 
Track  removed  by  company. 

Jan.  10 — Claude  Elliot,  Vesper,  vs.  Wells  Fargo  &  Co.  Exp. — Claim  for 
failure  to  empty  poultry  crate. — Claim  settled. 

Jan.  12— Mri.  S.  E.  Mitchell,  Trempealeau,  vs.  M.  St.  P.  &  S.  S.  M. 
Ry.  Co. — Claim  for  loss  through  delayed  service. — No  juris- 
diction. 

Jan.  12—1.  S.  Mann,  Lampson,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Claim  for 
personal  injury  and  loss  of  property  by  negligent  switching. — 
Claim  settled. 

Jan.  13— E.  C.  Edwards,  Ft.  Atkinson,  vs.  C.  &  N.  W.  Ry.  Co.— Inade- 
quate station  facilities. — Improvements  promptly -made. 

Jan.  13 — Pastorino  &  Schiappacasse,  Milwaukee,  vs.  M.  N.  Ry.  Co. — 
Claim  for  damage  to  shipment  of  fruit. — Company  declined 
claim. 

Jan.  14— Otto  Baer,  Abbottsford,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Condition   of  stockyards. — Complaint  dropped. 
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Jan.  lf>— L.  W.  Cooper,  Crane,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Re- 
quest for  a  depot. — Discontinued. 

Jan.  16 — Sam  Iverson,  Gays  Mills,  vs.  C.  M.  &  St.  P.  Ry.  Co. — Claim 
for  failure  to  furnish  cars  for  stock  shipment. — Claim  declined. 

Jan.  16— Naylor  &  McCaul.  Tomah,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Claim 
for  loss  of  shipment  by  fire. — Claim  should  be  presented  to  rail- 
way company. 

Jan.  17— W.  F.  Russell,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for 
damage  to  trunk  in  transit. — Interstate  traffic;  no  jurisdiction. 

Jan.  20— C.  A.  Monson.  Five  Points,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Storage 
charges  after  forty-eight  hours. — ^To  be  settled  by  decision  in 
formal  case,  now  pending. 

Jan.  22— A.  J.  Ryan,  New  Richmond,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— 
Failure  to  provide  stock  cars. — Discontinued. 

Jan.  22— Edward  C.  Trachte,  Watertown,  vs.  T.  M.  E.  R.  &  L.  Co.— 
Claim  for  hay  delivered  to  T.  M.  E.  R.  &  L.  Co.— Claim  settled. 

Jan.  24 — Stock  shippers  at  Barneveld  vs.  C.  &  N.  W.  Ry.  Co. — Removal 
of  stock  scales. — Scales  installed. 

Jan.  24— G.  M.  Sheldon.  Tomahawk,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Al- 
leged violation  of  law. — Investigated  and  satisfactorily  ad- 
justed. 

Jan.  26— Chas.  Widen,  Hazelhurst,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Refusal 
of  service  at  certain  switch. — ^Being  a  privately  owned  road  de- 
fendant has  no  right  to  operate  there. 

Jan.  26— H.  R.  Gady.  Ashland,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Unsatis- 
factory heating  service  in  coaches. — Improvement  promised. 

Jan.  27— Robt.  Selberg,  Green  Bay,  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for 
damaged  shipment. — Claim  .settled. 

Jan.  27 — Geo.  Wilhelm,  lola,  vs.  Big  Falls  Ry.  Co. — Failure  to  receive 
cars. — .Satisfactorily  adjusted. 

Jan.  28— R.  Heger  Malt  &  Brewing  Co.,  Jefferson,  vs.  C.  &  N.  W.  Ry. 
Co. — Mailing  transit  privileges. — Adjusted. 

Jan.  28— Hon.  Jas.  A.  Frear,  Washington,  D.  C,  vs.  C.  St.  P.  M.  &  O. 
Ry.  Co. — Claim  for  damage  to  shipment  of  household  goods. — 
Adjusted. 

Jan.  29— Waupaca  Sand  &  Gravel  Co.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Cancellation  of  switching  rates. — Formal  complaint  suggested. 

Jan.  29— P.  J.  Tillon,  Lindsey,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Increased 
warehouse  rental. — Reason  for  increase  explained;  complaint 
dropped. 

Jan.  30— C.  S.  Little.  Stanley,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Unsatis- 
factory- passenger  and  station  service. — Pending;  improvements 
promised. 

Feb.  2 — Farmers  Stock  Shipping  As.sociation,  lola,  vs.  M.  St.  P.  &  S.  S. 
M.  Ry.  Co. — Tardy  shipping  of  stock. — Formal  complaint  sug- 
gested. 

Feb.  2 — Wni.  Duaime,  Manawa,  vs.  G.  B.  &  W.  R.  R.  Co.— Claim  for 
damage  to  fruit  in  transit. — Claim  declined. 
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Feb.  3— Miss  A.  E.  Johnson,  Madison,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Qaim  for  merchandise  lost  in  transit. — Interstate  traffic;  no 
jurisdiction. 

Feb.  3— C.  D.  Sieberns,  Spring  Valley,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— 
Claim  for  damage  to  shipment  of  butter. — Claim  to  be  settled. 

Feb.  5— Personal  complaint  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Alleged 
violation  of  full  crew  law. — Not  proved. 

Feb.  5— S.  A.  Collins,  Reedsburg,  vs.  C.  &  N.  W.  Ry.  Co.— Rates  on 
granite. — Discontinued . 

Feb.  5— Ora  A.  Taylor,  Elkhorn,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Claim  for 
damage  to  shipment  of  cream. — Claim  settled. 

Feb.  5 — W.  R.  Rowley,  Racine,  vs.  C.  M.  E.  Ry.  Co. — Failure  to  pro- 
vide a  crossing. — Formal  complaint  suggested. 

Feb.  5— Arthur  Vogel,  Mt.  talvary,  vs.  C.  &  N.  W.  Ry.  Co.— Failure 
to  install  a  telephone  in  station. — ^Telephone  to  to  be  installed. 

Feb.  6— Madson  &  Colyer,  Radisson,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— 
Irregular  train  service. — Formal  complaint  suggested. 

Feb.  7— J.  H.  Douglas,  Wonewoc,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Claim  for  damages  due  to  failure  to  provide  a  car. — No  juris- 
diction. 

Feb.  7— H.  A.  Malloy,  Hartford,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Inade- 
quate loading  facilities. — Improvement  promised. 

Feb.  10— G.  H.  Lehrkind,  AVatertown,  vs.  C.  &  N.  W.  Ry.  Co.— Com- 
plaint relating  to  interstate  fare  between  Watertown  and  Du- 
luth,  Minn. — No  jurisdiction. 

Feb.  13— Sanford  A.  Collins,  Reedsburg,  vs.  C.  M.  &  St.  P.  Ry.  Co.,  C.  A 
N.  W.  Ry.  Co. — ^Transfer  charges  at  Madison  on  freight 
shipments. — ^Tariff  quoted  and  explained. 

Feb.  13— John  Armbruster,  Cedarburg,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Failure  to  stop  certain  train  at  Cedarburg. — Adjusted. 

Feb.  13— Kielsmeier  Bros.,  Manitowoc,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Claim  for  loss  of  empty  cream  cans. — Service  to  be  improved. 

Fed.  13— G.  E.  Parish,  MQwaukee,  vs.  G.  B.  &  W.  R.  R.  Co.— Inade- 
quate heating  of  passenger  cars. — Discontinued. 

Feb.  13— H.  J.  Gary,  Saukville,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Criticism  of 
passenger  service. — Complaint  dropped. 

Feb.  14— Dr.  Paul  E.  Stiehm,  Johnson  Creek,  vs.  Wells  Fargo  &  Co 
Exp. — Claim  for  a  refund  of  excess  express  charges. — Com- 
plaint satisfied. 

Feb.  16— E.  A.  Travis,  Waukesha,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.,.C. 
M.  &  St.  P.  Ry.  Co. — Request  for  a  change  of  railroad  schedule 
at  Schleisingerville. — Railroad  companies  report  that  sched- 
ule cannot  be  changed. 

Feb.  16— Reinhard  Knop,  Whitefish  Bay,  vs.  T.  M.  E.  R.  &  L.  Co.,  M. 
L.  H.  &  T.  Co. — Complaint  relating  to  lack  of  waiting  stations 
at  zone  boundaries. — Formal  complaint  suggested. 

Feb.  16— A.  A.  Walker,  Chicago,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Insufficient 
heat  in  passenger  coach.— Improvement  promised. 

RJl-C.Pt.II-6 
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Feb,  17— Joe  Skerbeck,  Dorchester,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Ck).— 
Claim  for  damage  to  shipment  of  household  goods. — Qaim  settled. 

Feb.  19— Mrs.  W.  H.  Burns,  Madison,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Claim  tor  damage  to  goods  in  transit. — Claim  settled. 

Feb.  19— Frank  Kloth,  Spencer,  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for  dam- 
age to  shipment  in  transit. — Claim  settled. 

Feb.  19— Mrs.  David  McGowan,  Ladysmith,  vs.  Western  Exp.  Co. — 
Claim  for  goods  lost  in  transit. — Claim  settled. 

Feb.  20— Bryan  MulUns,  Grimms,  vs.  C:  M.  &  St.  P.  Ry.  Co.— Inade- 
quate facilities  for  shipping  stock. — Formal  complaint  filed. 

Feb.  21 — Levi  Huntington,  Genoa,  vs.  C.  B.  &  Q.  R.  R.  Co. — Complaint 
relating  to  inadequate  stockyards. — Complaint  satisfied. 

Feb.  21— Leroy  J.  Taylor,  Platteville,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Slow 
freight  service. — Improved  service  promised. 

Feb.  24— B.  F.  Cowdrey.  Oregon,  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for 
sand  lost  in  transit. — Claim  settled. 

Feb.  24— E.  D.  Wheeler.  Beloit,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Request  for 
a  signal  stop  at  Bard  well. — Request  granted. 

Feb.  24— D.  C.  Converse,  Ft.  Atkinson,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Lack  of  passenger  service  and  uniform  freight  rates. — 
Formal  complaint  filed. — 

Feb.  24— W.  W.  Huxtabl,  Edgerton,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Car 
shortage. — Cars  to  be  furnished  as  promptly  as  possible. 

Feb.  24— Mrs.  John  Mole,  Fisk,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Insufficient 
number  of  passenger  coaches.— To  be  adjusted. 

Feb.  24— Wm.  H.  Roebken.  Grafton,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Re- 
quest for  a  stop  at  Cedarburg. — Schedule  cannot  be  changed. 

Feb.  27— Ahnapee  Veneer  &  Seating  Co.,  Algoma.  vs.  G.  B.  &  W.  R.  R. 
Co. — Claim  for  settees  lost  in  transit. — Settlement  promised. 

Feb.  28— Grafton  Johnson,  Greenwood,  Ind.,  vs.  C.  St.  P.  M.  &  0.  Ry. 
Co.,  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Failure  to  promptly  pro- 
vide refrigerator  cars. — Improved  service  promised. 

Mar.  2— Curran  Bros.,  Mauston,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Car  short- 
age.— Complaint  satisfied. 

Mar.  2 — J.  R.  Leadley,  Pewaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co. — Increased 
rental  for  use  of  company's  land  for  site  for  scales. — Formal 
complaint  suggested. 

Mar.  2 — ^Brother  Bernard,  Sacred  Heart  College,  Watertown,  vs.  C.  & 
N.  W.  Ry.  Co. — Request  for  a  fence  along  right  of  way. — Com- 
plaint satisfied. 

Mar.  .V-M.  H.  Fox  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— Inability  to  get  in- 
formation as  to  certain  rates. — Information  furnished. 

Mar.  5— The  Kepler  Co..  Eou  Qaire,  vs.  C.  St.  P.  M.  &  0.  Ry.  Co.— 
Claim  for  dry  goods  lost  in  transit. — Claim  settled. 

Mar.  5— Mike  Stewart.  Abbotsford.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Claim  for  goods  lost  in  transit. — Pending. 

Mar.  7 — Fishermen's  Protective  Association,  Two  Rivers,  vs.  C.  &  X. 
W.  Ry.  Co. — Unsatisfactory  service  and  rates. — Interstate 
traffic;  no  jurisdiction. 
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Mar.  9—0.  C.  Luder  Supply  Co.,  Prentice,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Car  shortage. — Qaim  satisfied. 

Mar.  9 — Mrs.  Anna  Lathrop,  Marshfield,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Unsatisfactory  service  for  shipping  of  stock;  unsanitary 
condition  of  stock  yards. — Train  schedule  cannot  be  changed; 
condition  of  yards  iniproved. 

Mar.  10— J  no.  T.  Salmon,  Ceylon,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Qaim  for  shrinkage  of  shipment  ol  slock. — Interstate  shipment; 
no  jurisdiction. 

Mar.  10 — Homer  Clonkey,  Madison. — Alleged  unlawful  collection  of 
half-fare  for  children. — Collection  was  according  to  rules  of 
company. 

Mar.  11— C.  R.  Schepley,  Monroe,  vs.  C.  &  N.  W.  Ry.  Co.— Unsatisfac- 
tory shipping  rates. — Adjusted. 

Mar.  11— W.  C.  Bartelt,  Ft.  Atkinson,  vs.  C.  &  N.  \V.  Ry.  Co.— Claim 
for  goods  damaged  in  transit. — Adjusted. 

Mar.  11— Hart  &  Hart,  Elroy.  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for  hay 
damaged  in  cars. — Claim  declined  by  company. 

Mar.  14 — Hammond-Chandler  Lbr.  Co.,  Rice  Lake,  vs.  M.  St.  P.  &  S.  S. 
M.  Ry.  Co. — Refusal  to  accept  car  for  transfer. — Complaint 
sa  titled. 

Mar.  16— J.  S.  Hausman,  Chicago,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— Lack 
of  stockyard  lacilities. — Complaint  dropped. 

Mar.  17 — Jno.  B.  Krier,  Belgium,  vs.  C.  A  N.  W.  Ry.  Co. —  Request  for 
adequate  sidetrack  facilities. — Formal  complaint  suggested. 

Mar.  17 — ^James  Cheyne,  Hunting,  vs.  American  Exp.  Co. — Claim  for 
casting  broken  in  transit. — Claim  declined  by  company. 

Mar.  18 — Frank  C.  Schilling,  Green  Bay,  vs.  Western  Classification  Com- 
mittee.— Packages  to  be  used  for  shipment  of  smoked  fish. — 
Formal  complaint  suggested. 

Mar.  1 8 — Wisconsin  Seating  Co.,  New  London,  vs.  Western  Union  Teleg. 
Co. — Discontinued  telegraph  service. — Formal  complaint  sug- 
gested. 

Mar.  18— Sam  Rorrison,  Oxley.  vs.  C.  M.  &  St.  P.  Ry.  Co.— Discontinued 
train  service. — Service  to  be  resumed. 

Mar.  19 — Chas.  H.  Burges,  Jane^ville,  vs.  Lake  Shore  &  Michigan  South- 
em  Ry.  Co. — Claim  for  damage  to  furnaces  in  transit. — Claim 
to  be  adjusted. 

Mar.  19— Jos.  Giimm  .^  Sons,  Whitelaw,  vs.  C.  &  N.  W.  Ry.  Co.— Claim 
for  loss  of  paper  bags  in  transit. — Claim  settled. 

Mar.  23— Luther  C.  Lawler,  Gordon,  vs.  C.  St.  P.  M.  A  O.  Ry.  Co.— 
Claim  for  loss  of  telephone  apparatus  by  fire. — Discontinued. 

Mar.  25— J.  C.  Johnson,  Milwaukee,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Delayed  shipment. — Shipment  traced  and  Iqrwarded. 

Mar.  26— WiU  Henry,  Cylon,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Inade- 
quate fence  and  drainage  along  jight  of  way. — Complaint  sat- 
isfied. 

Mar.  27— Richard  Hackbarth,  Richfield,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Request  for  improvements  in  depot. — Complaint  satisfied. 
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Mar.  28— Conant  Basket  Co.,  South  Milwaukee,  vs.  C.  St.  P.  M.  &  0.  Ry. 
Co. — Claim  for  shortage  in  shipment  of  maple  logs. — ^To  be  as- 
justed. 

Mar.  30— Fred  Miller  Br'g.  Co.  vs.  C.  Sc  N.  W.  Ry.  Co.— Car  shortage.— 
Cars  furnished. 

Mar.  31— Arthur  Purcell.  Fitchburg,  vs.  I.  C.  R.  R.  Co.— Request  for  tele- 
phone and  telegraph  service  at  Fitchburg  station. — Formal 
complaint  suggested. 

Mar.  31— M.  A.  Cholvin,  Highland,  vs.  Mineral  Ft.  &  Nor.  Ry.  Co.— 
Controversy  concerning  freight  charges. — Adjusted. 

Apr.  2— J.  W.  Wilcox,  Portage,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Unsatis- 
factory passenger  service. — Pending. 

Apr.  3— Nels  Simonson,  St.  Croix  Falls,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. 
— Removal  of  spur  track  before  all  lumber  had  been  loaded. — 
Adjusted  between  parties. 

Apr.  3— Alfred  Werner,  Waupun,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Claim 
for  damage  to  goods  in  transit. — Claim  settled. 

Apr.  3 — ^John  Schroeder  Lbr.  Co.,  Milwaukee,  vs.  Green  Bay  Lines. — 
Unsatisfactory  rates  on  lumber. — Complaint  dropped. 

Apr.  4 — Norris  Stearns.  Victory,  vs.  C.  B.  &  Q.  R.  R.  Co. — Request  for 
a  crossing. — Formal  complaint  suggested. 

Apr.  4 — W.  Haworth,  Little  Suamico,  vs.  C.  &  N.  W.  Ry.  Co.— Request 
for  former  stop  at  Brookside  station. — Train  to  stop  on  signal. 

Apr.  4—0.  H.  TetzlofT,  Big  Falls,  vs.  C.  &  N.  W.  Ry.  Co.— Request  for 
improved  service. — Formal  complaint  suggested. 

Apr.  7— A.  W.  Lueck,  Beaver  Dam,  vs.  C.  &  N.  W.  Ry.  Co.— Unsatis- 
factory passenger  service. — Cond'tions  to  be  remedied. 

Apr.  7— Matthew  S.  Dudgeon,  Madison,  vs.  M.  St.  P.  &  S.  S.  M.  Ry. 
Co. — Claim  for  books  burned  at  station. — Claim  declined  by 
company. 

Apr.  8 — Joseph  E.  Gillet,  Madison,  vs.  C.  &  N.  W.  Ry.  Co. — Claim  for 
goods  lost  in  transit. — Claim  settled. 

Apr.  10— Otto  C.  John.son,  Gray*s  Lake,  111.,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Request  for  a  reasonable  switching  rate. — Complaint  satisfied. 

Apr.  10— Lindsay  Bros.,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Pro- 
posed withdrawal  of  commutation  rates  between  Milwaukee 
and  nearby  points. — Xo  such  action  contemplated. 

Apr.  11— Louis  F.  Meyer,  Madison,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Claim 
for  overcharge  for  passenger  ticket. — Pending. 

Apr.  13— D.  D.  Williams,  Greenwood,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Request  for  improved  loading  facilities. — Pending. 

Apr.  13 — ^John  Popple,  Rewey,  vs.  C.  &  N.  W.  Ry.  Co. — Claim  for  over- 
charge and  damage  to  goods. — Claim  settled. 

Apr.  13— P.  J.  Schaefer  Co.,  Marshfield.  vs.  C.  &  N.  W.  Ry.  Co.,  C.  M. 
A  St.  P.  Rv.  Co. — Inadequate  car  service. — Complaint  satis- 
fied. 

Apr.  14— Carl  W.  Johnson,  Owen.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Claim  for  a  horse  killed  on  right  of  way. — Claim  settled. 
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Apr.  14— Robt.  Blackburn,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Tardy  presentation  of  undercharge  bill. — Complaint  dropped. 

Apr.  15— J.  E.  Lyons  &  Co.,  Colby,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Unsatisfactory  rate  on  cement. — Interstate  traffic;  no  jurisdic- 
tion. 

Apr.  16 — Mfr*s  Association  of  Sheboygan  vs.  C.  &  N.  \V.  Ry.  Co. — Dis- 
criminatory rates  on  box  lumber. — Formal  complaint  suggested. 

Apr.  16 — J.  N.  Parkinson.  Stile  Junction,  vs.  C.  &  N.  \V.  Ry.  Co. — Claim 
for  hay  destroyed  by  fire. — Settlement  offered. 

Apr.  16 — E.  Scrafield,  Glendale,  vs.  C.  M.  &  St.  P.  Ry.  Co. — Charges  for 
boxing  and  shipping  two  trunks. — Complaint  dropped. 

Apr.  18 — Booth  Fisheries  Co.,  La  Crosse,  vs.  Adams  Exp.  Co.,  American 
Exp.  Co.,  Wells  Fargo  &  Co.  Exp. — Discontinuance  of  pick- 
up service  after  6:30  p.  m. — Complaint  dropped. 

Apr.    20 — Stowe  Mercantile  Co.,  South  Byron,  vs.  Wells  Fargo  Sc  Co 
Exp. — Claim    for  lost  poultry  and  damaged   crate. — Pending- 
Apr.  20— E.  J.  Meyer,  Tomah,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Claim  for 
cowhide  lost  in  transit. — Claim  settled. 

Apr.  20 — C.  E.  Ryan,  Baraboo,  vs.  American  Exp.  Co.,  Adams  Exp.  Co. — 
Unsatisfactory  service. — Interstate  traffic;  no  jurisdiction. 

Apr.  22— Mrs.  Fred  V.  Watson,  Antigo,  vs.  C.  &  N.  W.  Ry.  Co.— Claim 
for  refund  on  passenger  ticket. — Claim  settled. 

Apr.  22— James  Frisbie,  Ashland,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Unsatisfac- 
tory rates  and  lack  of  shelter  at  flagstation. — Complaint  dropped. 

Apr.  22 — Dudley  Montgomery,  Madison,  vs.  C.  M.  &  St.  P.  Ry.  Co — 
Blockade  of  crossing  by  train. — Orders  given  to  prevent  repeti- 
tion of  offense. 

Apr.  22— W.  M.  Curtiss.  Trevor,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Un- 
satisfactory passenger  schedule  from  Trevor  to  Chicago. —  In- 
terstate traffic;  no  jurisdiction. 

Apr.  23 — F.  Thompson,  Madison,  vs.  C.  &  N.  W.  Ry.  Co. — Unsatisfac- 
tor>'  freight  rates. — Complaint  filed. 

Apr.  23— W.  W.  Smith  et  al..  Hustler,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— 
Petition  for  a  regular  stop  by  train  No.  10  at  Hustler. — Petition 
declined  by  company. 

Apr.  23— Jos.  Grimm  &  Sons.  Whitelaw.  vs.  C.  &  N.  W.  Ry.  Co.— Claim 
for  lost  fire  extinguisher. — Claim  settled. 

Apr.  24 — A.  H.  Borchard,  Suamico,  vs.  C.  &  X.  W.  Ry.  Co. — Request 
for  drinking  water  at  station. — Complaint  dropped. 

Apr.  27 — L.  McCranner,  Madison,  vs.  Wells  Fargo  &  Co.  Exp. — Claim 
for  bicycle  ruined  in  transit. — Claim  settled. 

Apr.  27— Fred  Mengel,  Withee.  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Re- 
quest for  adequate  fence  along  right  of  way. — Fence  repaired. 

Apr.  28— Melvin  S.  Halberson,  Stoughton,  vs.  C.  M.  &  St.  P.  Ry.  Co., 
Grand  Trunk  Ry.  Co. — Claim  for  box  of  books  lost  in  transit. — 
Interstate  traffic;  no  jurisdiction. 

Apr.  29— Joe  Hanus,  Hatfield,  vs.  G.  B.  &  W.  R.  R.  Co.— Irregular 
service  at  depot. — Formal  complaint  filed. 
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Apr.  29— V.  M.  Jenks,  Joel  Station,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Petition  for  a  station  agent  and  stockyard  scales. — Formal 
complaint  filed. 

Apr.  30— E.  P.  Fitze.  Mauston,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Obstructed 
drainage. — Formal  complaint  suggested. 

Apr.  30 — West  Bend  Commercial  Club,  West  Bend,  vs.  Western  Union 
Teleg.  Co. — Discontinued  Western  Union  telegraph  office. — 
Complaint  satisfied. 

Apr.  30 — Peter  Anderson,  Grand  View,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co. — 
Request  for  adequate  fence  along  right  of  way. — Complaint 
satisfied. 

May  1 — ^J.  Schwartz,  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co. — Unsatis- 
factory train  service. — Formal  complaint  suggested. 

May  1— Wm.  F.  Bartels.  Milwaukee,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Claim 
for  land  appropriated  by  railroad  company. — No  jurisdiction. 

May  1 — O.  P.  Quinn  and  Wm.  Slattery,  Calamine,  vs.  C.  M.  &  St.  P. 
Ry.  Co. — Claim  for  damage  due  to  obstructed  drainage. — 
Pending. 

May  4— W.  D.  Williams,  Neenah,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.,  C. 
&  N.  W.  Ry.  Co. — Ineffective  culverts. — Formal  complaint 
filed. 

May  4 — Oneida  Steam  Laundry,  Rhinelander,  vs.  C.  &  N.  W.  Ry.  Co. — 
Inadequate  freight  service. — Complaint  satisfied. 

May  4— E.  D.  Osborn,  Racine,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Irregularity 
of  trains  between  Racine  and  Corliss. — Pending. 

May  4— R.  W.  Jeffries,  Chicago,  III.,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Re- 
quest for  station  improvement  at  New  Lisbon. — Pending. 

May  5 — Fred  Klaus,  Jr.,  Winneconne,  vs.  C.  M.  &  St.  P.  Ry.  Co. — 
Request  for  a  telephone  at  station. — Formal  complaint  sug- 
gested. 

May  6 — Ed  Lewis,  Foxboro,  vs.  Great  Northern  Ry.  Co, — Request  for 
a  fence  along  right  of  way. — Pending. 

May  6 — Harold  W.  Dal  ton,  Delavan,  vs.  Western  Union  Teleg.  Co. — 
Tardy  service. — Pending. 

May  6 — G.  O.  Gustafson,  Rice  Lake,  vs.  Western  Exp.  Co. — Inadequate 
transfer  service. — Complaint  satisfied. 

May  7— F.  J.  Dietrich,  Cassville,  vs.  C.  B.  &  Q.  R.  R.  Co.— Obstruc- 
tion of  highway  by  construction  work. — Complaint  dropped. 

May  7 — Willis  Whitford,  Washburn,  vs.  Western  Exp.  Co. — Claim  for 
loss  to  shipment  in  transit. — Claim  settled. 

May  8 — Mrs.  W.  H.  Chandler,  Madison,  vs.  Great  Northern  Ry.  Co. — 
Claim  for  overcharge  and  damage  to  shipment. — Interstate 
traffic;  no  jurisdiction. 

May  9— E.  H.  Bratberg,  Holmen,  vs.  C.  &  N.  W.  Ry.  Co.— Excess  pav 
senger  fare. — Complaint  dropped. 

May  9 — H.  Barnes.  Milwaukee,  vs.  C.  &  N.  W.  Ry,  Co. — Increased  pas- 
senger rate. — Change  is  in  line  with  interstate  fares  author- 
ized by  Interstate  Commerce  Commission. 
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May  11— Jacob  Zimmerman,  Madison,  vs.  C.  &  N.  W.  Ry.  Co.-r-Delayed 
shipment  of  household  goods. — Shipment  traced  and  delivered. 

May  11 — ^.J.  F.  Courtney,  Madison,  vs.  American  Exp.  Co. — Claim  for  a 
shipment  lost  in  transit. — Claim  settled. 

May  11— W.  W.  Hare,  Madison,  vs.  C.  &  N.  W.  Ry.  Co.— Claim  for  a 
shipment  lost  in  transit. — Shipment  traced  and  delivered. 

May  11 — Farmers'  Cooperative  Supply  Co.,  Greenwood,  vs.  M.  St.  P.  & 
S.  S.  M.  Ry.  Co. — Two  claims  for  shortage. — Pending. 

May  12— John  Evans,  Salem,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Request 
for  highway  crossing. — Request  not  granted. 

May  14 — 0.  C.  Luder  Ry.  Supply  Co.,  Prentice,  vs.  Western  Classifica- 
tion Committee. — Rates  on  less  than  carloads  of  wooden  ties 
and  fence  Dosts. — Pending. 

May  14— Wilbur  Lbr.  Co.,  Milwaukee,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Claim  for  a  mirror  broken  in  transit. — Pending. 

May  15— Gehl  Bros.  Mfg.  Co.,  West  Bend,  vs.  C.  M.  &  St.  P.  Ry.  Co. 
and  C.  &  N.  W.  Ry.  Co. — Unsatisfactory  rates  on  sand. — 
Complaint  dropped. 

May  15 — Mrs.  M.  Danielson,  Medford,  vs.  Western  Exp.  Co. — Claim 
for  loss  on  shipment  of  produce. — Claim  settled. 

May  18— Fred  Nehmer,  Fond  du  Lac,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Request  that  cattle  pass  be  reopened. — Pending. 

May  19— Briese  &  Heilmann,  Beaver  Dam,  vs.  C.  M.  &  St.  P.  Ry.  Co. 
— Unsatisfactory  shipping  rates. — Pending. 

May  19— Alden  E.  Wolcott,  Lynxville,  vs.  C.  B.  &  Q.  R.  R.  Co.— Request 
for  a  viaduct. — Satisfactorily  arranged. 

May  19— Frank  B.  Fargo,  Lake  Mills,  vs.  C.  &  N.  W.  Ry.  Co.,  C.  M.  & 
St.  P.  Ry.  Co.,  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Request  for  pub- 
lished rates  on  Hme  stone  from  200  to  360  miles. — Pending. 

May  19 — Ed.  W.  LeRoy,  Marinette,  vs.  Menominee  &  Marinette  Light 
&  Traction  Co. — Request  for  extension  of  line. — Discontinued. 

May  21 — ^John  Tennant  et  aL,  F'ennimore,  vs.  CAN.  W.  Ry.  Co. — 
Request  for  adequate  fence  along  right  of  way. — Complaint 
satisfied. 

May  22 — ^Johji  H.  Hay  et  al,  Marion,  vs.  Big  Falls  Ry.  Co. — Request  for 
adequate  fence  along  right  of  way. — Pending. 

May  25 — Pauly  &  Pauly  Cheese  Co.,  Manitowoc,  vs.  C.  &  N.  W.  Ry.  Co. 
— Refusal  to  ice  cars. — Complaint  satisfied. 

May  25 — Commercial  Club,  Janesville,  vs.  C.  &  N.  W.  Ry.  Co. — Un- 
satisfactory rates  on  sand. — Adjusted  according  to  published 
tariff. 

May  26— Black's  Hide  &  Fur  Co.,  Durand,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Claims  for  three  shipments  of  leather  lost  in  transit. — To  be 
adjusted. 

May  2&— Wm.  Grimes  et  a/.,  Menasha,  vs.  Wis.  Tr.  L.  H.  &  P.  Co.— 
Obstruction  of  public  highway. — Formal  complaint  suggested. 

May  27— W.  M.  Curtiss,  Trevor,  vs.  M.  St.  P.  &.  S.  S.  M.  Ry.  Co.— In- 
adequate fence  along  right  of  way. — Pending. 
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May  2^— G.  N.  Mihills,  Fond  du  Lac.  vs..  C.  &  N.  W.  Ry.  Co.— Condi- 
tion of  road  under  viaduct. — Improvement  to  be  made. 

May  29— H.  E.  McEchron  Co..  Sparta,  vs.  C.  M.  &  St.  P.  Ry.  Co.— 
Alleged  discriminatory  practices  of  company. — Pending. 

May  29— Andy  Schraan,  Centuria,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— In- 
adequate train  service. — Complaint  satisfied. 

May  29— Mary  P.  Jones  et  al.  Ft.  Atkinson,  vs.  C.  &,  N.  W.  Ry.  Co.— 
Defective  bell  service  at  crossing. — Considered  in  a  formal  com- 
plaint pending. 

May  29 — Roundy.  Peckham  <&  Dexter  Co.,  Milwaukee,  vs.  M.  St.  P.  & 
S.  S.  M.  Ry.  Co. — Request  for  a  refund  of  prepaid  charges. — 
Claim  declined. 

June  1— W.  F.  Hann,  Oshkosh,  vs.  M.  SL  P.  &  S.  S.  M.  Ry.  Co.— Re- 
quest that  certain  passenger  trains  stop  at  Dresser  Junction. — 
Formal  complaint  suggested. 

June  1 — 5.  C.  McNaight,  Juda,  vs.  C.  M.  &  St.  P.  Ry.  Co. — Request  for 
telephone  at  station. — Formal  complaint  filed. 

June  1 — A  Citizen,  Green  Bay,  vs.  G.  B.  &  W.  R.  R.  Co. — Annoying 
crossing  signals. — Complaint  dropped. 

June  2 — ^Joseph  P.  Francois,  Green  Bay,  vs.  C.  &  N.  W.  Ry.  Co. — Fail- 
ure to  settle  claims. — Claims  should  first  be  presented  to  rail- 
way company. 

June  2— Sheffield  &.  Voltz,  Edgerton,  vs.  C.  M.  &.  St.  P.  Ry.  Co.— Claim 
for  scales  damaged  in  transit. — Company  agrees  to  pay  for 
repairs  to  damaged  scales. 

June  4— Capt.  E.  R.  Wells,  Tomah,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Re- 
quest that  train  No.  16  should  stop  at  Camp  Douglas  on  Sunday 
mornings. — Company  declines  to  change  the  schedule  of  a 
transcontinental  train. 

June  5 — Federal  Rubber  Mfg.  Co.,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co. 
— Delayed  transfer  of  shipments.— Complaint  dropped. 

June  5— Sparta  Iron  Works,  Sparta,  vs.  C.  M.  &  SL  P.  Ry.  Co.,  C.  &  N. 
W.  Ry.  Co. — Unsatisfactory  freight  rates. — Formal  complaint 
suggested. 

June  5 — ^A.  Moberg,  Amherst,  vs.  M.  St.  P.  &  S.  S.  M.-  Ry.  Co.,  C. 
St.  P.  M.  &  O.  Ry.  Co. — Unsatisfactory  service. — Pending. 

June  6 — ^Theodore  Kronshage,  Jr.,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co. — 
Request  for  additional  stops  by  a  local  train. — Conference  with 
railway  officials  suggested. 

June  9 — Merchants'  &  Mfrs.'  Assoc*n.,  Milwaukee,  vs.  C.  &  N.  W.  Ry. 
Co. — Request  for  a  refund  of  storage  charges  caused  by  negli- 
gence of  company. — ^Pending. 

June  9 — ^Jno.  O.  Adams,  Waukesha,  vs.  C.  M.  &  St.  P.  Ry.  Co.,  C.  &  N. 
W.  Ry.  Co. — Unsatisfactory  handling  of  empty  milk  cans. — 
Pending. 

June  10 — Edgar  Cooperative  Association,  Edgar,  vs.  C.  &  N.  W.  Ry.  Co. 
— Discontinuation  of  stops  to  finish  loading. — Complaint 
dropped. 
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June  10 — Mrs.  P.  P.  Ferguson,  Ashland,  vs.  Northern  Pacific  Ry.  Co. — 
Request  for  a  shelter  at  station. — Complaint  satisfied. 

June  10 — Max  Neuwald,  Stevens  Point,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co. — 
Claim  for  loss  of  coal  in  transit. < — Complaint  dropped. 

June  10 — Hollandale  Coop.  Co.,  Hollandale,  vs.  I.  C.  R.  R.  Co. — De- 
layed delivery  of  perishable  freight. — Pending. 

June  11 — A.  G.  DierofT,  Milwaukee,  vs.  Western  Passenger  Assoc'n. — 
Claim  for  a  refund -of  mileage. — Claim  settled. 

June  11 — Engel-Millar  Co.,  Milwaukee,  vs.  Wells  Fargo  &  Co.  Exp. — 
Unsatisfactory  rate  for  shipping  empty  coops. — Pending. 

June  13— Doyle  Bros.,  Menomonie,  vs.  C.  St.  P.  M.  &  O.  Ry.  Co.— 
Claim  for  damage  to  canoe  in  transit. — Pending. 

June  14 — Irvin  Peterson,  Madison,  vs.  C.  Sc  N.  W.  Ry.  Co. — Street  ob- 
struction by  fences  over  right  of  way. — Pending. 

June  15— Geo.  Pierce,  Shiocton,  vs.  G.  B.  &  W.  R.  R.  Co.— Obstructed 
drainage. — Pending. 

June  15 — O.  F.  Steele,  Saxon,  vs.  C.  Sc  N.  W.  Ry.  Co. — Request  for  main- 
tenance of  spur  and  crossing. — Pending. 

June  16— Albert,  Bakke,  Curtiss,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— Re- 
quest for  adequate  fence  along  right  of  way. — Pending. 

June  18— N.  O.  Miller,  Random  Lake,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Car 
shortage. — Complaint  satisfied. 

June  19— Walter  Lloyd,  Antigo,  vs.  C.  &  N.  W.  Ry.  Co.— Request  for 
adequate  fence  along  right  of  way. — Pending. 

June  20— C.  E.  Wilson,  Loomis,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Unsatisfac- 
tory freight  service. — Pending. 

June  22— C.  D.  Anderson,  Woodville,  vs.  C.  St.  P.  M.  &,  O.  Ry.  Co.— 
Unsatisfactory  shipping  service. — Pending. 

June  25 — Nast  Bros.  Lime  &  Stone  Co.,  Knowles,  vs.  C.  M.  &  St.  P.  Ry. 
Co. — Claim  for  overcharge. — Settled. 

June  25— D.  B.  Hanson,  Joel  Station,  vs.  M.  St.  P.  &  S.  S.  M.  Ry.  Co.— 
Request  for  agent  and  scales  at  station. — Formal  complaint 
filed. 

June  27 — F.  L.  McGowan,  Endeavor,  vs.  C.  &  N.  W.  Ry.  Co. — Unsatis- 
factory train  service. — Pending. 
June  27 — E.  E.  Parker,  Madison,  vs.  I.  C.  R.  R.  Co. — Switching  charges. 

— Pending. 
June  29— Wm.  F.  Lynch,  Milwaukee,  vs.  C.  &  N.  W.  Ry.  Co.— Over- 
charge for  ticket. — Pending. 
June  29— Mrs.  A.  Neubarth.  Kilbourn,  vs.  C.  M.  &  St.  P.  Ry.  Co.— Dis- 
criminatory conduct. — Pending. 
June  30— Business  Men's  Club,  Oregon,  vs.  C.  &  N.  W.  Ry.  Co.— Re- 
quest for  a  new  station  and  other  shelter. — Pending. 
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July  1 — E.  M.  Poser,  Columbus,  vs.  People*s  Tel.  Co.,  Rio. — Unsatis- 
factory service. — Improvement  promised. 

July  1 — ^John  Thompson,  Beloit,  vs.  Beloit  Water  Gas  &  El.  Co. — 
Unsatisfactory  rules  as  to  installation  of  water  service. — Ad- 
justed. 

July  3 — Adolph  Otto,  Valders,  vs.  Oslo  Elec.  Lt.  Co. — Injury  to  tele- 
phone ser\'ice  by  paralleling  of  lines. — Formal  complaint 
suggested. 

July  5 — United  Lt.  H.  &  P.  Co.,  Delavan,  vs.  City  of  Delavan. — Refusal 
of  city  to  pay  charges  in  full  because  lamps  were  not  lighted  on 
two  cloudy  nights. — Adjusted. 

July  8 — C.  J.  Forster,  Milwaukee,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
service. — Thoroughly  investigated;  complaint  dropped. 

July  8 — W.  A.  Christensen,  Cumberland,  vs.  City  of  Clear  Lake. — 
Unsatisfactory  water  service. — Service  improved. 

July  9 — Archie  McComb,  Lima  Center,  vs.  Wis.  Tel.  Co. — Unsatis- 
factor>'  telephone  service. — Service  improved. 

July  9 — Waukesha  Floral  Co.  vs.  Waukesha  Gas  &  El.  Co. — Request  for 
extension  of  service. — Dropped. 

July  10 — Fred  G.  Schmidt,  Milwaukee,  vs.  Milw.  Gas  Lt.  Co. — Refusal 
of  discount  as  penalty  for  nonpayment  of  bill  at  certain  time, 
though  same  had  not  been  rendered  at  proper  address. — Ad- 
justed. 

July  11 — Mrs.  Jas.  McKenna,  Sheboygan,  vs.  Citizen's  Tel.  Co. — Refusal 
to  furnish  four-party  line  service. — Service  will  be  furnished  as 
soon  as  the  equipment  will  permit. 

July  14 — ^>^'ells  Power  Co.,  Milwaukee. — Inquiry  as  to  classification  of 
service. — Rules  and  schedules  of  various  companies  quoted. 

July  16 — ^James  Redfield,  Fond  du  Lac,  vs.  Fond  du  Lac  Water  Dept. — 
Exorbitant  charges  for  water,  probably  due  to  leakage. — 
Adjusted. 

July  16 — Pardee ville  Times,  vs.  F'ox  River  Milling  &  Power  Co. — Alleged 
failure  to  furnish  24-hour  service. — Complaint  dropped. 

July  16 — Dr.  G.  F.  Kenney,  Thiensville,  vs.  Ozaukee-Washington  County 
Tel.  Co. — Unsatisfactory  telephone  service. — Service  improved. 

July  17— W.  L.  Oltman,  Ellsworth,  vs.  Ellsworth  H.  Lt.  A  Pr.  Co.— 
Alleged  inadequate  service. — Complaint  dropped. 

July  17— H.  J.  Wirack,  Beloit,  vs.  Beloit  Water,  Gas  &  El.  Co.— Over- 
charge for  water  due  to  leakage. — Complaint  dropped;  fault 
not .  being    with    company. 
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July   18 — Geo.  W.  Smith,  Gilmantown,  vs.  Gilmantown  El  Lt.  Co. — 

Unsatisfactory  lighting  service. — Service  to  be  improved  when 

repairs  are  completed. 
July   18 — Geo.  K.  Tallman,  Janesville,  vs.  Janesville  Water  Co. — Exor- 
bitant service  charge. — Adjusted. 
July    21 — Geo.  E.  Bunsa  (for  a  client).  Columbus,  vs.  Water  &  Light  Co., 

Columbus. — Failure   to   receive   usual   discount   because   city 

treasurer  was  absent  from  his  office  \Vhen  customer  called  to  pay 

bill  in  person. — Held,  consumer  should  not  be  refused  discount 

if  he  attempted  to  make  payment  at  proper  time  and  place  on 

last  day  of  discount  and  was  not  able  to  do  so,  city  official's 

office  being  closed. 
July   22 — S.  J.  Leisman,  Merrill,  vs.  Wis.  Tel.  Co. — Failure  to  install 

telephone. — Failure  caused  by  unusual  rush  of  work;- installed 

later. 
July  22 — David  Crichton  &  Co.,  Lancaster,  vs.  Lancaster  Elec.  Co. — 

Unsatisfactory  charges. — Adjusted. 
July  23 — Bowden  &  Nowak,  Montfort,  vs.  Wis.  Tel.  Co.,  Individual 

Tel.  Co. — Request  for  physical  connection. — Adjusted  between 

parties. 
July  25 — Harland  Bowman,  Madison,  vs.  W^is.  Tel.  Co. — Unsatisfactory 

service. — Caused  by  storms;  damage  repaired  as  promptly  as 

possible. 
July  25— L.  L.  Hines,  Rockbridge,  vs.  Badger  Tel.  Co.,  Westford  Tel.  Co., 

Cazenovia. — Inadequate  service. — Formal  complaint  filed. 
July  29 — Mr.  John  Norgaard,  Ettrick  Tel.  Co.,  vs.  La  Crosse  Tel.  Co. — 

Alleged  discriminatory  rates.— Formal  complaint  filed. 
July  31 — Mrs.  A.  Fritz,  La  Crosse,  vs.  La  Crosse  Gas  &  El.  Co. — Request 

for  extension  of  service. — Adjusted. 
Aug.     1 — Gerrit  T.  Thorn,  Oshkosh,  vs.  Wis.  Tel.  Co. — Alleged  excessive 

toll  charges. — Complaint  dropped. 
Aug.     1 — W.  A.  Welsher,  Madison,  vs.  Madison  Water  Works. — Alleged 

excessive  charges. — Charges  found  to  be  correct  as  building  is 

used  for  both  residence  and  business  purposes  and  each  has  a 

meter. 
Aug.     4 — N.  B.  McKay,  Fall  River,  vs.  People's  Tel.  Co. — Unsatisfactory 

telephone  service. — Taken  up  with  company. 
Aug.     4 — Badger  Mfg.  Co.,  Racine,  vs.  Wis.  Tel.  Co. — Unsatisfactory 

toll  service. — Conditions  improved. 
Aug.     5 — Mrs.  Louise  Sipley,  Milwaukee,  vs.  Wis.  Tel.  Co. — Unsatis- 
factory telephone  service. — Service  much  improved. 
Aug.     6 — Henry  D.  Ryan,  city  attorney  of  Appleton,  vs.  Wis.  Tel.  Co. — 
Inquiry  as  to  whether  telephone  company  can  be  compelled  to 
connect  with  the  private  city  system  and  to  furnish  service  at 
reduced  rates. — Held:  1.  There  can  be  no  reduction  of  rates  on 
account  of  private  ownership  of  instruments.    2.    Telephone 
company  claims  the  right  to  furnish  all  equipment  used  in  its 
system. 
Aug.     ^—Marshall  Paper  Co..  Appleton,  vs.  Wis.  Tel.  Co. — Charges  for 
connection  with  private  branch  exchange. — Adjusted. 
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Aug.  11 — County  Line  Tel.  Co.,  Tisch  Mills,  vs.  Lake  Shore  Tel.  Co. — 
Alleged  unlawful  extension  of  line. — Allegation  denied;  no 
proof  furnished. 

Aug.  12 — Dr.  W.  B.  Parke,  Camp  Douglas,  vs.  Farmers*  Mul.  Tel.  Co., 
New  Lisbon  Mut.  Tel.  Co. — Alleged  discriminatory  practice. — 
Formal  complaint  suggested,  but  not  filed. 

Aug.  13-  Edw.  Vig  &  Co.,  DeSoto,  vs.  La  Crosse  Interurban  Tel.  Co. — 
Failure  to  provide  adequate  telephone  service. — ^Taken  up  with 
the  company;  complaint  discontinued. 

Aug.  18 — \V.  R.  Sims,  Kingston  Tel.  Co.,  Kingston,  vs.  MarkesanTel.  Co. 
— ^Telephone  rates. — Considered  in  formal  case  relating  to  rates 
of  Markesan  Tel.  Co. 

Aug.  14 — T.  \V.  Jackman,  Madison,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
telephone  service. — Service  improved. 

Aug.  14 — Martin  0.  Alvstad,  Dodgeville,  vs.  Dodgeville  Northern  Tel. 
Co. — Refusal  of  service. — Company  agrees  to  furnish  service  as 
soon  as  laborers  can  be  procured. 

Aug.  15 — H.  H.  Peters,  Wonewoc,  vs.  Wonewoc  Tel.  Co.,  Elroy  Tel.  Co. — 
Unsatisfactory  toll  charges. — Complaint  dropped. 

Aug.  18 — Alden  J.  Laidlaw,  Rusk  Co.  Tel.  Co.,  Ladysmith,  vs.  Arnold 
Tel.  Co. — Failure  of  Arnold  Tel.  Co.  to  settle  for  connection 
services. — Commission  has  no  authority  to  compel  payment  of 
dues. 

Aug.  19 — Eleanor  Zellers,  Superior,  vs.  Wis.  Tel.  Co. — Refusal  of  service. 
— Complaint  dropped. 

Aug.  20 — F.  F.  Showers,  Delavan,  vs.  Wis.  Tel.  Co. — Inadequate  tele- 
phone service. — Satisfactorily  adjusted. 

Aug.  20 — ^J.  B.  Meade,  Montreal,  vs.  W^is.  Tel.  Co. — Inadequate  serv- 
ice.— Satisfactorily  adjusted. 

Aug.  21 — F.  G.  Good,  Madison,  vs.  Dane  County  Rural  Tel.  Co. — Un- 
satisfactory telephone  service. — Complaint  dropped. 

Aug.  21 — 5.  E.  Cavanaugh,  Milwaukee,  vs.  Wis.  Tel.  Co. — Refusal  to 
allow  discount. — Company  cannot  do  otherwise  than  to  collect 
in  full  after  discount  has  expired. 

Aug.  22 — L.  H.  Chafeci  Cameron,  vs.  Cameron  Farmers  Tel.  Co. — 
Inadequate  telephone  service. — Repairs  being  made;  improved 
service  promised.   . 

Aug.  22— Postal  Teleg.  Cable  Co.,  Milwaukee,  vs.  Wis.  Tel.  Co.— Dis- 
criminatory practice  regarding  the  diverting  of  telegrams  to  the 
Western  Union  Teleg.  Co. — ^Telephone  company  denies  dis- 
crimination; formal  complaint  suggested  if  service  continued  to 
be  unsatisfactory. 

Aug.  23 — Qough  Gates,  Superior,  vs.  Wis.  Tel.  Co. — Alleged  exorbitant 
rates. — Formal  complaint  suggested. 

Aug.  23 — Louis  R.  Riebs,  Milwaukee,  vs.  Wis.  Tel.  Co. — Inadequate  tele- 
phone service. — Satisfactorily  adjusted;  complaint  withdrawn. 

Aug.  25 — Allan  D.  Conover,  Madison,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
telephone  service. — Service  improved. 
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Aug.  25 — Dr.  J.  L.  De  Cock,  Angelica,  vs.  Bonduel  Tel.  Co. — Request  for 
physical  connection. — Telephone  company  willing  to  grant  the 
request. 

Aug.  25 — E.  C.  Rice,  Spooner,  vs.  Spooner  Tel  Co. — Alleged  discrimin- 
atory practices. — Allegation  not  proved;  complaint  dropped. 

Aug.  25 — A.  .J.  Marshall,  Madison,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
telephone  service. — Service  improved. 

Aug.  26 — Fred  LaChapelle,  Bayfidd,  vs.  Wis.  Tel.  Co. — Inadequate  serv- 
ice.— Service  improved. 

Sept.  2 — Herman  Berge,  Appleton,  vs.  Appleton  Water  Works. — Inquiry 
as  to  charges  for  installation  of  meter. — Company  is  within  its 
right  in  charging  for  installation. 

Sept.  2 — A.  E.  Sedlak,  Milwaukee,  vs.  W^is.  Tel.  Co. — Refusal  of  service. 
— Complaint  satisfied  and  withdrawn. 

Sept.  2— W.  E.  Willey.  Ft.  Atkinson,  vs.  Wis.  Tel.  Co.— Delay  in  fur- 
nishing service. — Delay  caused  by  unfavorable  weather  con- 
ditions; satisfactorily  adjusted. 

Sept.  2— Mrs.  Edith  Pellett.  Madison,  vs.  Madison  Gas  &  El.  Co.— 
Charges  for  connection. — Charges  made  are  according  to  pub- 
lished rules  of  company. 

Sept.  2 — Wm.  A.  Tannon,  Appleton,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
telephone  serxice. — Service  much  improved. 

Sept.  5 — Le  Pattern  Co.,  Milwaukee,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
service. — Service  improved. 

Sept.  5 — L.  A.  Olmsted,  Minocqua,  vs.  Wis.  Valley  Improvement  Co. — 
Practices  of  W^is.  Vy.  Impr.  Co.-Referred  to  Forestry-  Commis- 
sion. 

Sept.  6 — ^James  Cummings,  Delavan,  vs.  Wis.  Tel.  Co. — Inadequate  tele- 
phone service. — Satisfactorily  adjusted. 

Sept.  9 — Pearce  Prentiss,  Madison,  vs.  Wis.  Tel.  Co. — Unsatisfactory' 
local  and  long  distance  service. — Service  much  improved. 

Sept.  10— C.  H.  Gaffney,  Neenah,  vs.  West  Menasha  Tel.  Co.— Refusal  of 
service. — F"ormal  complaint  suggested. 

Sept.  11 — John  Anda  Produce  Co.,  Rosholt,  vs.  Elderon  Tel.  Co. — Un- 
satisfactory telephone  service. — Complaint  dropped. 

Sept.  11 — R.  B.  Wood,  Adams,  vs.  Friendship  Tel.  Co. — Inadequate 
telephone  service. — Formal  complaint  suggested. 

Sept.  11 — ^Joseph  Bock,  Livingston,  vs.  Mineral  Pt.  Light  Co. — Failure 
to  supply  power  serxice  at  mines. — Service  to  be  supplied  as 
soon  as  possible. 

SepL  12— Dr.  A.  R.  Wittman,  Merrill,  vs.  Wis.  Tel.  Co.— Alleged  dis- 
crimination in  arranging  directory*. — Formal  complaint  filed. 

Sept.  16 — Peter  J.  Schuh,  Kaukauna,  vs.  Wis.  Tel.  Co. — Alleged  refusal 
of  exchange  service. — Formal  complaint  suggested. 

Sept.  18 — Wm.  B.  Rensch,  Lodi,  vs.  Lodi  Tel.  Co. — Refusal  of  service. — 
Formal  complaint  suggested. 

Sept.  29 — F.  L.  McGowan,  Endeavor,  vs.  Downsville  Tel.  Co.,  Wis. 
Tel.  Co. — Service  and  charges. — Formal  complaint  suggested. 
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Sept.  30— Louis  A.  Clas,  Milwaukee,  vs.  T.  M.  E.  R.  &  L.  Co.— Refusal 
to  extend  service. — Complaint  dropped. 

Oct.  2 — ^Jewett  &  Sherman  Co.,  Milwaukee,  vs.  T.  M.  E.  R.  &  L.  Co. — 
In  re  panel  device  for  limiting  electrical  service  and  its  instal- 
lation.— Formal  complaint  filed. 

Oct.  6 — L.  P.  Coventry,  Fontana,  vs.  Walworth  Tel.  Co. — Refusal  of 
service. — Formal  complaint  filed. 

Oct.  10— Wm.  H.  Vander  Heyden,  Appleton,  vs.  Wis.  W.  Lt.  Ht.  &  Pr. 
Co. — Refusal  of  service. — Service  furnished. 

Oct.  11 — Herbert  Arnstein,  Milwaukee,  vs.  Wis.  Tel.  Co. — Charges  for 
telephone  removal. — Charges  found  to  be  correct;  complaint 
dropped. 

Oct.  15— Fred  J.  Taylor,  Platteville,  vs.  Platteville  Rewey  &  Ellenboro 
Tel.  Co. — Inquir>'  concerning  purchase  of  private  line  and  ser- 
vice to  be  furnished. — Adjusted. 

Oct.  IS— Alois  Firkus,  Stevens  Pt..  vs.  Rosholt  Local  Tel.  Co.,  Wis.  Tel. 
Co. — Alleged  excessive  charges  for  connection  service. — Satis- 
factorily adjusted. 

Oct.  16— ^Brandon  Tel.  Co.,  Brandon,  vs.  Wis.  Tel.  Co. — Inquiry  con- 
cerning right  to  purchase  certain  equipment  in  the  open  market. 
— Wis.  Tel.  Co.  concedes  this  right  if  equipment  purchased 
comes  up  to  a  proper  standard. 

Oct.  18 — Watkins  &  Fisher  vs.  Wis.  Gas  &  Elec.  Co. — Exorbitant  charges 
for  electric  service. — Adjusted. 

Oct.  20 — Alice  Keachie,  Madison,  vs.  Wis.  Tel.  Co. — Unsatisfactory  tele- 
phone service. — Service  improved. 

Oct.  23 — H.  J.  Johannes  Pickling  Co.,  Clintonville,  vs.  Clintonville  W.  & 
Lt.  Co.— £xorbitant  charges  for  water  service. — Caused  by 
injury  to  meter;  adjusted. 

Oct.  25— Howard  F.  Marx,  Ashland,  vs.  Ashland  Lt.  Pr.  &  St.  Ry.  Co.— 
Alleged  refusal  of  service. — Service  to  be  furnished  when  con- 
struction of  lines  is  completed. 

Oct.  25— Orton  &  Osborn,  Darlington,  vs.  Wis.  Tel.  Co.,  Mineral  Pt. 
Tel.  Co. — Discriminatory  toll  service. — Adjusted. 

Oct.  27— J.  H.  Billingsley,  Galena,  111.,  vs.  Mineral  Pt.  Public  Service 
Co. — Unsatisfactory  power  service. — Improved  service  prom- 
ised as  soon  as  construction  work  can  be  completed. 

Oct.  29— Wm.  Tesch,  Appleton,  vs.  Wis.  Tr.  Lt.  Ht.  &  Pr.  Co.— Refusal 
of  service  to  complainant*s  customer. — Service  furnished. 

Oct.  30— Western  Hdw.  Mfg.  Co.,  Milwaukee,  vs.  Wis.  Tel.  Co.— Over- 
charge for  telephone  service. — Adjusted. 

Oct.  30 — ^Emil  A.  Leischow,  Algoma,  vs.  Algoma  Water  &  Light  Co. — 
Refusal  to  extend  water  service. — Refusal  caused  by  expense 
incident  to  such  extension  for  one  consumer. 

Oct.  31 — Chicago,  Milwaukee  &  Lake  Superior  Teleg.  Co.  vs.  Wis.  Tel. 
Co. — Diversion  of  telegrams. — Adjusted. 

Oct.  31 — ^J.  M.  Bushnell,  Wyocena,  vs.  People's  Tel.  Co. — Alleged  dis- 
criminatory practices. — Complaint  dropped. 
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Nov.  1 — H.  H.  ChristolTerson,  Colby,  for  Clark  Co.  Tel.  Co.,  vs.  Wis. 
Tel.  Co. — Refusal  of  connection  service. — Formal  complaint 
filed. 

Nov.  5 — Axel  Johnson,  Green  Bay,  vs.  Wis.  Pub.  Service  Co. — Refusal 
of  electric  light  service. — Received  consideration  in  formal  com- 
plaint; service  furnished. 

Nov.  7 — Jos.  Cathersal,  Green  Bay,  vs.  Wis.  Public  Service  Co. — Charges 
for  service. — Complaint  dropped;  probably  satisfied  as  above. 

Nov.  11— E.  C.  Klatt,  Platteville.  vs.  Interstate  Light  <&  Power  Co.— Re- 
fusal of  electric  service. — Service  furnished. 

Nov.  12 — R.  S.  Rasmussen,  Green  Bay,  vs.  Wis.  Pub.  Service.  Co. — 
Request  for  electric  service.— Service  furnished. 

Nov.  13 — Walter  G.  T.  Penny,  Madison,  vs.  People's  Tel.  Co. — Unsatis- 
factory routing  and  charges  for  telephone  service. — Improved 
service  promised. 

Nov.  15— J.  H.  Smith,  Milwaukee,  vs.  T.  M.  E.  R.  &  L.  Co.— Ornamental 
street  lighting. — Settled  after  formal  investigation. 

Nov.  17 — E.  A.  Kenyon,  Gilmanton,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
toll     service. — Improvement     promised. 

Nov.  18 — C.  N.  Feldman,  Milwaukee,  vs.  Wis.  Tel.  Co. — Alleged  viola- 
tion of  contract. — Satisfactorily  adjusted. 

Nov.  19 — L.  C.  Wadmond,  Delavan,  vs.  Wis.  Tel.  Co. — Refusal  of  refund 
for  services  not  rendered. — Satisfactorily  adjusted. 

Nov.  25 — Mrs.  L.  M.  Baumgartner,  Milwaukee,  vs.  Wis.  Tel.  Co. — Un- 
satisfactory telephone  service. — Complaint  satisfied. 

Nov.  26— H.  G.  McLean,  Oakfield,  vs.  Oakfield  Tel.  Co.— Alleged  exor- 
bitant charges  for  reinstallation  of  telephone. — Complaint 
dropped. 

Nov.  29 — C.  E.  Price,  Wonewoc,  vs.  Wonewoc  El.  Light  Co. — Inadequate 
service. — Formal  complaint  suggested. 

Dec.  1 — L.  G.  Hart,  Chippewa  Falls,  vs.  Wis.  Tel.  Co. — Refusal  of  serv- 
ice.— Complaint  dropped. 

Dec.  2 — W.  R.  Buchan,  Benton,  vs.  Wis.  Tel.  Co. — Inquiry  as  to  validity 
of  contract  concerning  telephone  rental. — Adjusted. 

Dec.  2 — Dr.  Durand,  W^aupun,  vs.  Wis.  Tel.  Co. — Refusal  to  insert  title 
of  **Dr.'*  in  directory. — ^This  title  will  be  inserted  in  next  direc- 
tory. 

Dec.  3 — H.  H.  Kessler,  Stoughton,  vs.  Stoughton  Water  Co. — Refusal 
to  lay  water  pipe. — Satisfactorily  adjusted. 

Dec.  3 — L.  D.  Harvey,  Menomonie,  vs.  Chippewa  Vy.  Ry.  Lt.  &  P.  Co. — 
Inquiry  concerning  proposed  rates  for  electric  current. — Rates 
suggested  by  company  are  satisfactory. 

Dec.  3 — Ellingen  &  Davies,  Dodgeville,  vs.  Dodgeville  El.  Lt.  &  P. 
Co. — Inquiry  concerning  charges  for  meter  rental. — Company 
advised  that  no  consumer  may  be  given  a  lower  rate  because  he 
owns  a  part  of  his  equipment. 

Dec.  4 — Mrs.  F.  A.  Meixner,  Sun  Prairie,  vs.  Sun  Prairie  W^.  &  L.  Dept. 
— Unsatisfactory  location  of  street  light. — Commission  has  no 
jurisdiction. 
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Dec.  5— Frank  E.  Greeler,  Neillsville.  vs.  Badger  State  Tel.  A  Teleg.  Co. 
Neillsville. — Alleged  refusal  of  service. — Complaint  dropped. 

Dec.  6 — Louis  F.  Oehlmann,  Oconto,  vs.  People's  Land  &  Mfg.  Co. — 
Charges  for  electric  power. — Receiving  consideration  in  formal 
investigation. 

Dec.  6 — Oshkosh  Grass  Matting  Co.,  Oshkosh,  vs.  Oshkosb  Water 
Works. — Inquiry  concerning  charges  for  private  fire  protection. 
— Investigation  made;  information  furnished. 

Dec.  6 — Chas.  D.  Gauthier,  Antigo,  vs.  Antigo  Water  Co. — Alleged 
unjust  charges. — Satisfactorily  adjusted. 

Dec.  9 — ^James  W.  Good  Co.,  Ashland,  vs.  Wis.  Tel.  Co. — Unsatisfactorx^ 
billing  for  toll  service  at  Moquah. — Satisfactorily  adjusted. 

Dec.  9— W.  T.  Williams,  Wild  Rose,  vs.  Wild  Rose  El.  Co.— Refusal 
to  connect  school  building  with  electric  service. — Formal 
complaint  filed. 

Dec.  9— Stroh  Die  Moulded  Casting  Co.,  Milwaukee,  vs.  T.  M.  E.  R.  & 
L.  Co. — Inquiry  concerning  rates  for  electric  service. — Inves- 
tigation made;  rules  of  company  quoted. 

Dec.  10— Wm.  F.  Sommerfield.  Oakfield,  vs.  Oakfield  Tel.  Co.— Alleged 
increase  in  rates. — Formal  complaint  suggested. 

Dec.  10 — Chas.  C.  VogK  for  Aniwa  Tel.  Co.,  vs.  Farmers'  Eastern  Tel. 
Co. — Proposed  extension  of  telephone  lines. — Considered  in 
formal  investigation. 

Dec.  13 — L.  G.  Hart,  Chippewa  Falls,  vs.  W'is.  Tel.  Co. — Inquiry  con- 
cerning rules  for  collection  of  telephone  rentals  within  first 
fifteen  days  of  month. — Held  that  telephone  companies  mav 
make  and  enforce  such  rules. 

Dec.  16 — F*.  R.  Stanber>',  Winneconne,  vs.  Winneconne  L.  H.  &  P.  Co. — 
Refusal  to  extend  service  to  complainant's  house. — Formal 
complaint  suggested. 

Dec.  16 — Berlin  Tel.  Co.  vs.  Poy  Sippi  Tel.  Co. — Alleged  illegal  extension 
of  lines. — Considered  in  formal  investigation. 

Dec.  16--Rev.  J.  W.  Hadden,  Bruce,  vs.  Bruce  Water  &  Lt.  Co.— 
Inquiry  concerning  right  of  company  to  make  minimum  charge. 
Held  that  company  has  a  right  to  makt  such  minimum  charge. 

Dec.  16 — Davlin  Bros.,  Berlin,  vs.  Berlin  Pub.  Service  Co. — Charges  for 
electric  light. — Considered  in  formal  investigation. 

Dec.  17 — Louis  Davlin,  Berlin,  vs.  Berlin  Public  Service  Co. — Rales. — 
Considered  in  formal  investigation. 

Dec.  1»— H.  E.  Heitman,  Plainville,  vs.  Friendship  Tel.  Co.,  White 
Creek  Tel.  Co. — Inadequate  service. — Formal  complaint  sug- 
gested. 

Dec.  18 — D.  J.  Meyers.  Oconto  Falls,  vs.  Oconto  Falls  El.  L.  Dept.— 
Inquiry  concerning  ownership  of  meters  by  private  consumers. 
— Held,  that  no  one  may  be  given  a  lower  rate  because  he 
owns  a  part  of  the  equipment. 

Dec.  19 — C.  G.  Starks,  Berlin,  vs.  Berlin  Pub.  Service  Co.— Inquirx*  con- 
cerning rates  for  street  lighting. — Considered  in  formal  inves- 
tigation. 
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Dec.  22— Dr.  H.  R.  Blay,  Rewey,  vs.  Plaltsville,  Rewey  &  Ellenboro  Tel. 
Co. — Unsatisfactory  telephone  service. — Formal  complaint 
suggested. 

Dec.  22 — Richard  Valentine,  for  Badger  Teleg.  &  Tel.  Co.,  Janesville, 
vs.  Wis.  Tel.  Co. — Refusal  of  toll  service. — Complaint  dropped. 

Dec.  23 — W.  L.  llalladay,  Milwaukee,  vs.  Waukesha  Water  Commis- 
sion.— Unsatisfactory  water  rates. — Complaint  dropped. 

Dec.  23 — Lizette  F.  Monroe,  Milwaukee,  vs.  Wis.  Tel.  Co. — Unsatisfac- 
tory service,  "nickel  first"  telephone. — Satisfactorily  adjusted. 

Dec.  26--G.  D.  Rowell,  Appleton,  vs.  Wis.  Tr.  Lt.  A  Pr.  Co.— Inquiry 
concerning  rules  for  meters. — Investigation  made,  rules  ex- 
plained. 

Dec.  26 — Monroe  Model  Mill,  Monroe,  vs.  Monroe  El.  Co. — Unsatis- 
factory power  service. — Complaint  dropped.  < 

Dec.  26 — F.  E.  Vandehei,  Marion,  vs.  Marion  &  Northern  Tel.  Co., 
Independent  Tel.  Ass'n. — Unsatisfactory  toll  service  (as  to 
routing)   and  charges. — Adjusted. 

Dec.  26 — Mrs.  S.  B.  Harker,  Mineral  Point,  vs.  Diamond  Grove  Tel.  Co., 
Mineral  Point  Tel.  Co. — Inadequate  telephone  service. — Formal 
complaint  filed. 

Dec.  27 — American  Foundry  &  Furnace  Co.,  Milwaukee,  vs.  Elroy  Tel. 
Co.,  Wis.  Tel.  Co. — Charges  for  messenger  service  at  Elroy. — 
Formal  complaint  suggested. 

Dec.  27 — Theo.  J.  Oesau,  Milwaukee,  vs.  Eastern  Wis.  Tel.  Co. — Failure 
to  install  telephone. — Complaint  dropped. 

Dec.  27 — Harriet  F.  Bain,  Kenosha,  vs.  Wis.  Gas.  &  El.  Co. — Inadequate 
heating  service;  Repairs  made;  service  improved. 

Dec.  3(>--Fred  A.  Nash,  Walworth,  vs.  Walworth  Tel.  Co.— Refusal  of 
service. — Considered  in  formal  investigation. 

1914 

Jan.  2 — ^J.  E.  Hoffman,  for  Cascade  Tel.  Co.,  vs.  Plymouth  Tel.  Exch. — 
Alleged  excessive  charges  for  long  distance  connection. — Satis- 
factorily adjusted. 

Jan.  3— R.  M.  Harvey,  Beloit,  vs.  Rural  Tel.  Co.  Beloit.— Refusal  of 
service. — Service  to  be  furnished. 

Jan.  5 — H.  H.  Hawes,  Fond  du  Lac,  vs.  E.  Wis.  Ry.  &  Lt.  Co.^— Refusal 
to  extend  electric  service  to  complainant's  home. — Extension 
of  service  promised. 

Jan.     5 — Dr.  E.  A.  Guyton,  Eau  Claire,  vs.  Chippewa  Valley  Ry.  Lt. 
&  Pr.   Co. — Alleged  excessive  "readiness-to-serve"  charge. — 
Charges  based  on  number  of  active  lights  in  use. 

Jan.  5 — H.  A.  Diestler,  Oxford,  vs.  Briggsville  Tel.  Co. — Unsatisfactory 
telephone  service. — ^Adjusted. 

Jan.  6 — ^M.  A.  Jorsch,  Janesville,  vs.  Janesville  El.  Co. — Refusal  of 
electric  company  to  renew  lamps  not  furnished  by  themselves. 
Company  reports  this  rule  to  have  been  made  to  insure  efficient 
service. 
Jan.  7 — Wm.  Alexander,  Hayward,  vs.  Bell  Tel.  Co.,  Hayward. — Inad- 
equate service. — Formal  complaint  filed. 
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Jan.  7 — Lloyd  Tombleson  (Rush  R.  Farmers'  Tel.  Co.)  Ellsworth,  vs. 
Bay  City  Tel.  Co.,  Lake  City,  Minn. — Unsatisfactory  toll 
service. — Held,  this  must  be  settled  by  agreement  between 
companies. 

Jan.  8 — Chas.  P.  HuiT,  Boyceville,  vs.  Wis.  Tel.  Co. — Inquiry  concern- 
ing right  of  way. — No  jurisdiction. 

Jan.  8 — Robt.  J.  Becker,  Milwaukee,  vs.  Milw.  Gas  Lt.  Co. — Refusal 
to  extend  service  to  complainants  property. — Rules  of  com- 
pany with  regard  to  extensions  quoted. 

Jan.  12 — Ira  W.  Smith,  Fennimore,  vs.  Village  of  Fennimore. — Cutting 
off  electric  service. — Formal  complaint. 

Jan.  13 — Western  Wis.  Tel.  Co.,  Arcadia,  vs.  Tamarack  Tel.  Co. — 
Alleged  violation  of  sec.  610,  laws  of  1913. — Complaint  with- 
drawn. . 

Jan.  13 — John  Hom,  Waupaca,  vs.  Wis.  Tel.  Co. — Charges  for  service. — 
Charges  adjusted  according  to  the  distance  of  subscriber  from 
initial  radius  limit. 

Jan.  15 — Eau  Claire  Trunk  Co.  vs.  Chippewa  Vy.  Ry.  Lt.  &  Pr.  Co. — 
Claim  for  refund. — No  jurisdiction. 

Jan.  17 — E.  S.  Erswell,  Baraboo.  vs.  Wis.  Tel.  Co. — Change  in  telephone 
number  after  directory  has  been  printed. — Company  dis- 
claimed intention  of  changing  number. 

Jan.  17 — ^Arthur  Fosberg,  Maiden  Rock,  vs.  Lake  Pepin  Tel.  Co. — Un- 
satisfactory connection  service  and  charges. — Formal  com- 
plaint suggested. 

Jan.  21 — Wm.  Evans,  Trevor,  vs.  Bristol  Tel.  Co. — Inquiry  concerning 
refusal  of  extension  of  line. — Company  reports  that  refusal  is 
caused  by  expense  involved. 

Jan.  22 — Miss  M.  Franc  Edwards,  Janesville,  vs.  Janesville  Water  Co. — 
Charges  for  water  service. — Charges  are  according  to  schedules 
filed  with  Commission. 

Jan.  22 — Bierbaum  Shoe  Co.,  Milwaukee,  vs.  Commonwealth  Power  Co. 
— Claim  for  damages,  as  result  of  unsatisfactory  service. — No 
jurisdiction. 

Jan.  2(>— Walter  G.  T.  Penny,  Madison,  vs.  Ontario  &  Wilton  Tel.  Co.— 
Charges  for  toll  service. — Complaint  dropped. 

Jan.  26 — N.  A.  Thompson,  Wascott,  vs.  Minong  Tel.  Co. — Unsatisfactory 
rules. — Formal  complaint  suggested. 

Jan.  27 — Mrs.  May  Collins,  Superior,  vs.  Superior  W.  Lt.  &  P.  Co. — 
Charges  for  electric  light. — Apparent  discrepancy  in  charges 
explained.     Complaint  dropped. 

Jan.  27 — ^The  Nugent  Sanitarium,  Milwaukee,  vs.  Wis.  Tel.  Co. — 
Claim  for  failure  to  furnish  efficient  service. — No  jurisdiction. 

Jan.  28 — Geo.  Schmit,  Greenville,  vs.  Wis.  Tel.  Co. — Refusal  of  service. 
— Formal  complaint  filed. 

Jan.  29— Fritz  Strahm,  Blanchardville,  vs.  Badger  Tel.  &  Tcleg.  Co.— 
Removal  of  telephone. — Formal  complaint  suggested. 
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Jam.  31 — John  A.  Bayliss,  Wauwatosa,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
rules  of  telephone  company  as  regards  collections  and  penalty. 
— Formal  complaint  suggested. 

Jan.  31 — ^Llewellyn  Cole,  Clintonville,  vs.  Marion  &  Northern  Tel.  Co. 
— Rates  and  classification  for  telephone  in  school  building. — 
Taken  up  with  telephone  company  and  adjusted. 

Jan.  31 — Cramp  &  Wilson,  North  Prairie,  vs.  Wis.  Tel.  Co. — Refusal  of 
service. — Wis.  Tel.  Co.  does  not  furnish  service  at  North 
Prairie. 

Feb.  2 — W.  G.  Jamieson,  Appleton,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
service. — Pending. 

Feb.  2 — H.  A.  Jefferson,  M.  D.,  Clintonville,  vs.  Chnton  Water  &  El. 
Plant. — Discontinuance  of  telephone  service  between  certain 
lines. — Service  to  be  restored. 

Feb.  2 — ^Wm.  Kasson,  Neenah,  vs.  Wis.  Tel.  Co. — Method  of  collecting 
rentals. — Complaint  dropped. 

Feb.  3 — R.  W.  Nieman,  Appleton,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
service. — Complaint  dropped. 

Feb.  3~Robt.  Gourlie,  Ellsworth,  vs.  Chippewa  Valley  Ry.  Lt.  &  Pr. 
Co. — Refusal  of  service. — ^Taken  up  with  company;  complain- 
ant fails  to  answer  inquiries  as  to  disposal  of  complaint. 

Feb.  3 — Bannerman  Bros.,  Neenah,  vs.  Wis.  Trac.  Lt.  Ht.  &  Pr.  Co. — 
Alleged  excessive  rates. — Complaint  dropped. 

Feb.  3 — Harry  E.  Hartson,  Greenwood,  vs.  Greenwood  Tel.  Co. — 
Failure  to  install  desk  telephone. — Service  installed;  com- 
plaint withdrawn. 

Feb.  3 — H.  A.  Jefferson,  M.  D.,  Clintonville,  vs.  Clintonville  Water  & 
El.  Plant. — Criticism  of  electric  meter  readings. — Satisfactorily 
adjusted. 

Feb.  4 — ^Joseph  Ehm,  Greenville,  vs.  Wis.  Tel.  Co. — Failure  to  receive 
service. — Receiving     consideration     in     formal     complaint. 

Feb.  4 — A.  G.  Pietz,  Minong,  vs.  Bond  Lake  Tel.  Co. — Loss  of  service 
by  sale  and  removal  of  telephone  line. — Formal  complaint 
suggested;  complaint  withdrawn. 

Feb.  5 — H.  L.  Lippolt,  Benton,  vs.  LaFayette  County  Tel.  Co. — Inade- 
quate service  at  station. — Telephone  repaired;  service  im- 
proved. 

Feb.  6 — Dr.  EHhworth  Jones,  Oconomowoc,  vs.  Mun.  Water  Works. 
— Complaint  as  to  minimum  charges. — Chaiiges  were  not  justi- 
fied as  the  rate  used  had  not  been  filed  with  the  Commission. 

Feb.  lO—C.  W.  Chappell  &  Son,  Eau  Claire,  vs.  Chippewa  Vy.  El.  Ry. 
Lt.  &  Pr.  Co. — ^Unsatisfactory  electric  rates. — Adjusted  between 
parties. 

Feb.  11 — Reuben  Martin,  Phillips,  vs.  Hawkins  Tel.  Co. — Request  for 
long  distance  connection. — Formal  complaint  suggested. 

Feb.  14 — Henry  E.  Johnson,  Frederic,  vs.  Frederic  El.  Lt.  Co. — In- 
quiry concerning  ownership  of  meters  and  excessive  charges. — 
Company  should  own  the  meters. 
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Feb.  16 — Nicholas  Ley,  Dodgeville,  vs.  New  Union  Tel.  Co. — Alleged 
discriminatory  charges. — Formal  complaint  suggested. 

Feb.  18 — Arthur  C.  Peterson,  Tomah,  vs.  El.  Lt.  Plant. — Inquiry  con- 
cerning alleged  excessive  charges. — Rates  of  company  quoted 
and  explained. 

Feb.  18 — Otto  Breitenfeld,  Melvina,  vs.  Bangor  Tel.  Co. — Alleged  re- 
fusal of  telephone  service. — Service  installed. 

Feb.  18 — W.  H.  Shaw,  Arkansas,  vs.  Wis.  Tel.  Co. — Inquiry  concerning 
compulsory  connection. — Adjusted  between  parties. 

Feb.  19 — David  L.  Furstcnberg,  Milwaukee,  vs.  Wis.  Tel.  Co. —  Qaim  for 
excessive  charges. — Satisfactorily  adjusted. 

Feb.  23 — ^Theo.  Borup,  Kenosha,  vs.  Kenosha  Gas  &  El.  Co. — ^Unsatis- 
factory heating  service. — Adjusted. 

Feb.  24 — Dr.  C.  E.  Johnson,  Fond  du  Lac,  vs.  Wis.  Tel.  Co.— Qaim  for 
charges  caused  by  failure  to  remove  telephone. — After  some 
correspondence  complaint  was  dropped. 

Feb.  24 — ^Johnson  Bros.,  Web  Lake,  vs.  St.  Croix  Farmers*  Mut.  Tel. 
Co. — Unpaid  switching  bill. — Respondent  company  agrees  to 
pay  as  soon  as  possible. 

Feb.  25 — W.  L.  Ross,  Milwaukee,  vs.  Wis.  Tel.  Co. — Lack  of  telephone 
connection  with  Ellsworth. — ^To  be  settled  by  formal  com- 
plaint now  pending. 

Feb.  25 — Wellesley  Vannatta,  River  Falls,  vs.  Chippewa  Vy.  Ry.  Lt.  &, 
Pr.  Co. — Interference  through  parallel  electric  lines. — Pending. 

Feb.  26 — A.  P.  Gasser,  Madison,  vs.  Wis.  Tel.  Co. — Refusal  to  furnish 
telephone  directory. — Copies  having  been  exhausted,  district 
manager  sent  his  personal  copy  to  complainant. 

Mar.  2 — Carl  Rubritius,  Wausau,  vs.  Wausku  Street  Ry.  Co. — Refusal 
to  extend  service. — Formal  complaint  suggested. 

Mar.  2 — C.  E.  Price,  Wonewoc,  vs.  Wonewoc  Mun.  El.  Lt.  Plant.— 
Inquiry  concerning  the  serving  of  two  families  in  the  same 
house  through  one  meter. — Commission  has  held  that  a  meter 
should  be  placed  for  each  apartment. 

Mar.  2 — Rev.  Jno.  Karcz,  Hatley,  vs.  Elderon  Tel.  Co. — Inefficient  tele- 
phone service. — Complaint  dropped. 

Mar.  3 — Wm.  P.  Grimes,  Neenah,  vs.  Wis.  Tel.  Co. — Unsatisfactory 
telephone  rates. — Rules  and  charges  of  company  explained. 

Mar.  6 — Geo.  F.  Mahoney  for  Rhinelander  Tel.  Co.  vs.  City  of  Rhine- 
lander. — Failure  on  part  of  city  of  Rhinelander  to  pay  tele- 
phone rentals. — Taken  up  with  city  officials;  probably  ad- 
justed. 

Mar.  7 — B.  L.  Milliren,  Pepin,  vs.  Lake  Pepin  Tel.  Co. — Inadequate 
telephone  service. — Service  improved. 

Mar.  9 — Dr.  W.  I.  Macfarlane,  Tomahawk,  vs.  Tomahawk  Lt.,  Tel.  &, 
Improvement  Co. — Inquiry  as  to  who  should  bear  the  expense 
connected  with  an  arbitrary  change  of  motors. — Adjusted 
between  parties. 

Mar.  9 — G.  R.  Rice,  North  Prairie,  vs.  Eagle  Tel.  Co. — Increased  rates 
and  inadequate  service. — Formal  complaint  suggested. 
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Mar.  10 — Mrs.  Chas.  Hessler,  Cameron,  vs.  Cameron  Farmers*  Tel.  Co. — 
Failure  to  install  a  telephone. — ^Telephone  installed. 

Mar.  11 — ^J.  A.  Denning,  Janesville,  vs.  Janesville  Water  Co. — Refusal  to 
extend  water  mains. — Formal  complaint  suggested. 

Mar.  11 — Mrs.  N.  Trudeau,  Oconto,  vs.  Oconto  EI.  Co. — Prohibitive 
rate  for  electric  power. — Receiving  consideration  in  formal 
complaint. 

Mar.  12 — O.  E.  Philiipson,  Blanchardville,  vs.  United  Tel.  Co. — Inquiry 
concerning  charges  made  for  use  of  employer's  telephone. — 
Held,  that  employe  has  right  to  use  employer  s  telephone. 

Mar.  13 — H.  J.  Maxwell,  Princeton,  vs.  Wis.  Tel.  Co. — Alleged  increase 
in  rates. — Receiving  consideration  in  formal  complaint. 

Mar.  13 — k.  J.  Hanson,  Racine,  vs.  Wis.  Tel.  Co. — Refusal  of  service. — 
Satisfactorily  adjusted. 

Mar.  13 — W.  H.  Phelps.  Winslow,  111.,  vs.  Wis.  Tel.  Co.— Petition  for  ? 
Bell  telephone  station. — Satisfactorily  adjusted. 

Mar.  17 — A.  J.  Manbeck,  Eagle  River,  vs.  Eagle  Rives  El.  Lt.  Co. — 
Failure  to  extend  electric  service. — Pending. 

Mar.  17— H.  W.  Schultz,  Fairchild,  vs.  N.  C.  Foster  Lbr.  Co.— Alleged 
refusal  of  electric  service. — Complaint  dropped. 

Mar.  17 — P.  A.  Fox,  Beloit,  vs.  Wis.  Tel.  Co. — Omission  of  physician's 
residence  in  telephone  directory. — Omission  was  not  inten- 
tional. 

Mar.  18 — ^James  Oberholtzer,  Eagle  River,  vs.  Eagle  River  Lt.  &  W.  Co. — 
Failure  to  give  electric  service. — Pending. 

Mar.  18— J.  N.  Burkle,  Eagle  River,  vs.  Eagle  River  Lt.  &  W.  Co.— 
Failure  to  adhere  to  contract. — Pending. 

Mar.  18 — Martin  Monson,  Boaz,  vs.  Oshkosh  Tel.  Co. — Alleged  unlaw- 
ful extension  of  telephone  lines. — Complaint  dropped. 

Mar.  18— Hugh  Hamilton,  Westfield,  vs.  Westfield  Farmers*  Tel.  Co.— 
Alleged  increased  telephone  rates. — Formal  complaint  sug- 
gested. 

Mar.  21 — Einar  Isackson,  Pigeon  Falls,  vs.  Pigeon  Valley  Tel.  Co. — 
Alleged  discriminatory  rates. — Company  agrees  to  revise 
schedule. 

Mar.  24 — ^T.  G.  Dobson,  Viola,  vs.  Mill  Creek  Tel.  Co.— Inquiry  con- 
cerning charges  for  rural  telephone  service  to  those  who  own 
their  instruments. — Attention  of  company  called  to  sec.  1797/n- 
90  of  Wisconsin  statutes. 

Mar.  26 — Mrs.  Alice  Rowlet,  Green  Bay,  vs.  Wis.  Pub.  Service  Co. — 
Inquiry  concerning  charge  for  replacing  gas  meter. — Held,  the 
company  is  within  its  rights  in  making  a  charge  for  recon- 
necting meters. 

Mar.  27— C.  F.  Funke,  Fountain  City,  vs^  Fountain  City  Lt.  &  Pr.  Co.— 
Inquiry  concerning  contract  for  street  lighting. — Provisions  of 
contract  explained;  complaint  dropped. 

Mar.  28 — Bersch  &  Lowney,  Winneconne,  vs.  Winneconne  Ht.  Lt.  &  Pr. 
Co.— Failure  to  receive  electric  meter  and  service  for  moving 
picture  theater. — Complaint  dropped;  probably  satisfied. 
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Mar.  M — ^Ben  Bachhuber,  Elkhem,  vs.  State  Long  Distance  Tel.  Co. — 
Alleged  excessive  charges  for  service. — ^Taken  up  with  company; 
charges  explained  and  rate  filed. 

Mar.  31— Peter  W.  Weber,  Stratford,  vs.  Stratford  Tel.  Co.— Failure  to 
extend  service. — Complaint  dropped. 

Apr.  2 — Chas.  F.  Glavin,  Milwaukee,  vs.  Wis.  Tel.  Co. — Claim  for  dis- 
count on  telephone  bill. — Held,  that  the  position  of  the  company 
is  correct. 

Apr.  2 — P.  Tillman,  La  Crosse,  vs.  La  Crosse  Gas  &  El.  Co. — Alleged 
refusal  of  service.— Complaint  dropped. 

Apr.  3 — Otto  J.  Reuss,  Milwaukee,  vs.  T.  M.  E.  R.  Sc  L.  Co.— Inquiry 
relating  to  charges  for  an  alcove  as  "active"  room. — Error  ad- 
mitted; charges  corrected. 

Apr.  3 — E.  K.,  Prairie  du  Chien,  vs.  City  of  Prairie  du  Chien. — Alleged 
discriminatory  water  service. — Pending. 

Apr.  4 — Herbert  Maus,  Eau  Galle,  vs.  Eau  Galle  Tel.  Co. — Refusal  of 
service. — Formal  complaint  filed. 

Apr.  4 — Wilbur  Lbr.  Co.,  Waukesha,  vs.  Waukesha  Gas  &  Elec.  Co. — 
Refusal  of  discount. — Satisfactorily  adjusted. 

Apr.  6 — ^John  Slack,  Mazomanie,  vs.  Mun.  El.  Lt.  Dept. — Unsatisfac- 
tory rates  for  service. — Complaint  dropped. 

Apr,  6 — Geo.  Wetmore  Colles,  Milwaukee,  vs.  Wis.  Tel.  Co. — ^Tardy 
notice  of  change  of  telephone  number. — Complaint  dropped. 

Apr,  6 — ^Mineral  Point  Tel.  Co.  vs.  Duke's  Prairie  Tel.  Co.,  Mineral  Pt. 
A  Jonesdale  Tel.  Co.,  Linden  &  Livingston  Td.  Co. — Alleged 
violation  of  law  by  extension  of  telephone  lines  into  occupied 
territory. — Pending. 

Apr.  6 — F.  Y.  King,  Tigerton,  vs.  Marion  &  Northern  Tel.  Co. — Refusal 
of  night  service. — Complaint  propped. 

Apr.  10 — ^Jas.  E.  Guernsey,  Milton,  vs.  Milton  A  MiHon  Junction  Tel. 
Co. — Request  for  telephone  service. — Formal  complaint  sug- 
gested. 

Apr.  11 — Geo.  S.  Sloan,  W^ausau,  vs.  Wausau  Tel.  Co. — Alleged  illegal 
charges  for  service. — Pending. 

Apr.  13 — ^Ernest  A.  Dunn,  Wausau,  vs.  Wausau  Tel.  Co. — Alleged  dis- 
criminatory rates. — Formal  complaint  suggested. 

Apr.  13 — Geo.  A.  Eales,  Ft.  Atkinson,  vs.  Ft.  Atkinson  Gas  Co. — Inquiry 
as  to  right  of  company  to  charge  for  **cut-offs"  on  gas  service. — 
Held,  there  should  be  no  charge  when  "cut-ofT*  is  a  part  of  the 
distribution  system. 

Apr.  15 — R.  Wilkins,  Medford,  vs.  Medford  Tel.  Co. — Inadequate  tele- 
phone service. — Pending. 

Apr.  16— R.  C.  Stewart,  Ripon,  vs.  Ripon  L.  A  W.  Dept.— Rates  for 
service. — Adjusted. 

Apr.  16 — ^Jacob  Brudy.  BurKngton,  vs.  Burlington  El.  Lt.  &  Power  Co. — 
Request  for  service. — Complaint  dropped. 

Apr.  17 — ^Mrs.  Harry  Kuj^cendall.  Prairie  du  Sac,  vs.  Troy  &  Hooey 
Creek  Tel.  Co.  Failure  to  install  a  telephone. — ^Scrvice  prom- 
ised if  eertarai  conditions  are  agreed  to. 
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Apr.  20— Frank  J.  Dietz,  Ft.  Atkinson,  vs.  Water  &  L.  Comm.  of  Ft. 

Atkinson. — Charges  for  extension  of  water  service. — Charges 

are  according  to  rates  filed  in  this  office. 
Apr.  21 — F.  C.  Bittel,  Beloit,  vs.  Beloit  Water  Co. — Inquiry  concerning 

the  rules  for  extending  water  service. — Satisfactorily  adjusted. 
Apr.  22 — Zelotus  S.  Rice,  Sparta,  vs.  Norwalk  Indep.  Tel.  Co. — Alleged 

unfair  messenger  fee. — Complaint  dropped. 
Apr.  24 — Sam'l.  Rosenberg,  Milwaukee,  vs.  Wis.  Tel.  Co. — Claim  for 

discount  on  telephone  bill. — Discount  cannot  be  allowed  after 

date  set  by  rules  of  company. 
Apr.  25 — Lihd  Aegerter,  Hillsboro,  vs.  Hillsboro  L.  &  P.  Co. — Alleged 

discriminatory  service  for  moving  picture  theater. — ^Adjusted. 
Apr.  29 — G.  L.  Lane,  Beloit,  vs.  Beloit  Water  Co. — Charges  for  extension 

of  water  service. — Satisfactorily  adjusted. 
Apr.  29 — Frederick  Stark,  ,Ir.,  Milwaukee,  vs.  Milwaukee  Gas  Lt.  Co. — 

Charges  for  extension  of  gas  main. — Rules  of  the  company 

quoted 
Apr.  30— Otto  Westphal,   Kendall,   vs.   Kendall  Tel.   Co.— Refusal  of 

telephone  service. — Service  installed. 
May     2 — F.  B.  Luchsinger,  Monroe,  vs.  Monroe  E\,  Co. — Inquiry  con- 
cerning charges  for  electric  power. 
May    2 — E.  Blomen,  Milwaukee,  vs.  Wis.  Tel.  Co. — Claim  for  discount 

on  telephone  bills.  Taken  up  personally  by  Wis.  Tel.  Co.  and 

adjusted. 
May    5 — Frank  J.  SeyguUa,  Independence,  vs.  Independence  Tel.  Co. — 

Refusal  of  telephone  service. — Service  to  be  furnished. 
May    6 — Harvey  J.  Qark,  Blue  River,  vs.  Hover  Hollow  Tel.  Co. — Con- 
troversy as  to  rights  of  joint  users  of  telephone  equipment. — 

Adjusted  between  parties. 
May    6 — W.  C.  Emerson,  Shell  Lake,  vs.  Shell  Lake  Lighting  Co. — 

Alleged   discriminatory   rates   for  moving  picture   theater. — 

Pending. 
May    6 — Alvin  L.  Holz,    Mayville   vs.  City  Water  Dept. — Failure  to 

extend  water  service. — Pending. 
May    8— Henry  Marti,  Milwaukee,  vs.  Wis.  Tel.  Co.  (St.  Martin's  Exch.) 

Unsatisfactory  rates  for  service  on  rural  lines. — Pending. 
May  11 — Bouck  &  Hilton,  Oshkosh,  vs.  El.  L.  Co.,  Winneconne. — Dis- 
continued service. — Adjusted, 
May  12 — J.  C.  Hood  et  al.,  Monroe,  vs.  Monroe  El.  Co. — Unsatisfactory 

electric  rates. — Adjusted. 
May  13 — W.  Hunter  et  al.,  Prairie  du  Chien,  vs.  Prairie  du  Chien  Water 

Dept. — Alleged  discriminatory  service. — Adjusted. 
May  13— Edward  F.  Wieman,  Watertown,  vs.  T.  M.  E.  R.  &  L.  Co.— 

Injury  to  service  through  paralleling  of  lines. — Pending. 
May  11 — Jno..  P.  Roche,  Doylestown,  vs.  Leeds  P^armers'  Tel.  Co. — Dis- 
continued service. — Formal  complaint  filed. 
May  15 — Island  Woolen  Co.,  Baraboo,  vs.  Baraboo  Gas  &  El.  Co. — Con- 
troversy relating  to  the  furnishing  of  power. — Pending. 
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May  15 — Leon  B.  Lamfrom,  Milwaukee,  vs.  T.  M.  E.  R.  &  L.  Co. — 
Refusal  to  abide  by  contract  for  discount. — Company  agrees 
to  carry  out  provisions  of  contract  until  date  of  expiration. 

May  17— W.  H.  Konrad.  Eau  Claire,  vs.  Wis.  Tel.  Co.— Refusal  of 

service. — Service  furnished. 
May  18 — ^East  Valley  Tel.  Co.,  Campbellsport,  vs.  Random  Lake  Tel. 
Co. — Alleged  violation   of  law. — Considered   in  formal  com- 
plaint. 

May  18 — Challoner  Co.,  Oshkosh,  vs.  Oshkosh  Gas  Lt.  Co. — Unsatisfac- 
tory rates  for  gas  connection. — Pending. 

May  20— Jefferson  Mut.  Tel.  Co.,  vs.  T.  M.  E.  R.  &  L.  Co.^Injury  to 
telephone  service  through  paralleling  of  lines. — Satisfactorily 
adjusted. 

May  21--Badger  Tel.  &  Teleg.  Co.,  Janesville,  vs.  Wis.  Tel.  Co,— Un- 
satisfactory routing  of  telephone  messages. — Routing  ex- 
plained; complaint  dropped. 

May  22 — G.  0.  Brooks,  Mikanna,  vs.  Barron  Co.  Tel.  Co. — Request  for 
extension  of  telephone  service. — Formal  complaint  filed. 

May  24 — Chas.  Green,  Stevens  Pt.,  vs.  Stevens  Pt.  Gas  Co. — Refusal  of 
service. — Pending. 

May  24 — Jno.  A.  Salzer  Seed  Co.,  La  Crosse,  vs.  La  Crosse  Gas  &  El.  Co. 
— Excessive  "ready-to-serve"  charges. — Charges  made  were 
according  to  rates  filed  with  Commission. 

May  25 — H.  J.  Cunningham,  Janesville,  vs.  Janesville  Water  Co. — Re- 
fusal to  extend  water  service. — Formal  complaint  filed. 

May  25 — Robt.  Hansen,  Wauzeka,  vs.  Crawford  Co.  Farmers'  Mut.  Tel. 

4'  Co. — Request  for  service. — Pending. 

May  26-^C.  W.  Howard,  Neenah,  vs.  Wis.  Tr.,  L.  H.  &  P.  Co.— Request 
for  permission  to  use  a  two-way  cut-out. — Formal  complaint 
suggested. 

May  28 — W.  F.  Drackley,  Marshfield,  vs.  Lindsay  Tel.  Co. — Refusal  of 
service. — Service  to  be  furnished. 

May  28 — Peter  Jost,  Cashton,  vs.  New  Cashton  Tel.  Co. — Unsatisfac- 
tory telephone  service. — Service  improved. 

May  29 — N.  C.  Netzer,  Lena,  vs.  Wis.  Public  Service  Co.,  Lena  El. 
Co. — Request  for  electric  power. — Pending. 

May  29 — Nels  C.  Nelsoui  Iron  River,  vs.  Port  Wing  Tel.  Co.  Alleged 
trespass  upon  discontinued  road. — Pending. 

June  1 — Mrs.  G.  E.  Peery,  Plainsville,  vs.  Friendship  Tel.  Co. — Unsatis- 
factory telephone  service. — ^Pending. 

June  1 — Edward  Grieb,  Milwaukee,  vs.  T.  M.  E.  R.  &  L.  Co. — Contro- 
versy in  regard  to  basing  primary  charges  for  electric  energy  on 
number  of  "active  rooms.** — Formal  complaint  filed. 

June  2 — ^Jno.  G.  Gittings,  Union  Grove,  vs.  Union  Grove  Water  Co. — 
Request  for  extension  of  service. — Service  to  bo  furnished  on 
completion  of  plant. 

June  3 — Eau  Claire  County  Insane  Asylum  vs.  Wis.  Tel.  Co..  Chippewa 
Valley  Lt.  &  P.  Co. — Unsatisfactory  telephone  rates. — Formal 
complaint   filed. 
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June    3 — Mrs.  Geo.  Brechter,  et  al.,  Beaver  Dam,  vs.  Wis.  Teh  Co. — 

Unsatisfactory  telephone  service. — ^Trouble  caused  by  electrical 

storms;  repairs  made  as  soon  as  possible. 
June    4 — M.  E.  Kramer,  Fond  du  Lac,  vs.  Eastern  Wis.  Ry.  &  Lt.  Co. — 

Inquiry  concerning  acuracy  of  bill  rendered  for  lighting  service. 

— Due  to  change  in  reading  system  this  bill  was  for  forty-seven 

days;  future  readings  will  be  for  thirty  days. 
June    4 — Wm.  Roney,  New  Lisbon,  vs.  New  Lisbon  Mut.  Tel.  Co. — 

Unsatisfactory  service. — Formal  complaint. 
June    4 — L.  C.  Stoddard,  Prairie  du  Sac,  vs.  Prairie  du  Sac  Lt.  &  Milling 

Co. — Suspended  service. — Pending. 
June    5 — Alonzo  Riddle,  Lodi,  vs.  Lodi  Tel.  Co. — Request  for  service. 

— Pending. 
June  10 — Western  Spinning  Mills,  Onalaska,  vs.  Wis.  Ry.  Lt.  &  Pr.  Co. — 

Unsatisfactory  service. — Pending. 
June  15 — O.  J.  Jensen,  Cadott,  vs.  Mun.  El.  Lt.  Co.  of  Cadott. — Inquiry 

as  to  right  of  electric  company  to  place  high  tension  lines  close 

to  telephone  lines. — Pending. 
June  19 — Miss  E.  Bierbauer,  New  Lisbon,  vs.  New  Lisbon  El.  Lt.  Co. — 

Unsatisfactory  service. — Pending. 
June  23 — H.  H.  Blanchard,  Janesville,  vs.  The  New  Gas  Light  Co. — 

Unsatisfactory  rates. — Pending. 
June  25 — Chas.  F.  Lamb,  Madison,  vs.  Wis.  Tel.  Co. — Confusion  caused 

by  duplication  of  local  telephone  numbers  by  university  ex- 
change.— Matter  to  be  investigated  by  telephone  company; 

trouble  will  be  eliminated  if  possible. 
June  25 — ^James  Mahoney,  Chippewa  Falls,  vs.  Wis.-Minn.  Lt.  &  Pr.  Co. 

— Refusal  of  service. — Formal  cjmplaint  filed. 
June  26 — A.  H.  Breitengross,  Wheeler,  vs.  Boyceville  Tel.  Co. — Alleged 

unlawful  extension  of  lines. — Pending. 
June  26— Homer  A.  Stillwell,  Chicago,  111.,  vs.  Equitable  El.  Lt.  Co., 

Geneva. — Request  for  a  suitable  transformer. — Pending. 
June  29— Johnson  Mfg.  Co.,  Marshfield,  vs.  Marshfield  Water  &  El. 

Dept. — Unsatisfactory  rates. — Pending. 
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Halie  figures  denote  deficits  or  credits. 


Statistics  of  Public  Utilities — 

CLASS  A.    INCOME  ACCOUNT. 


LoCATIOlf 

Name  or  Compant 

Total 
operating 
revenues 

Total 
operating 
expenses 

Net 
operating 
revenuet 

Non- 
operating 
revenues 

IS'r  :. .: 

Beloit 

Chippewa  Falls 
Eau  Claire 

Fond  du  Lac 

Wis.  Tr.  Lt.  Ht.  4  Pr.  Co 

Ashland  Lt.  Pr.  &  St.  Ry.  Co 

Beloit  W.  Gas  &  EL  Co 

Chip.  Valley  Ry.  Lt.  A  Pr.  Co 

Chip.  Valley  Ry.  Lt.  &  Pf.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

$135,67?  78 
78.729  09 

101,509  43 
42.648  10 

202,645  67 

106.757  50 
11.299  65 
159,779  46 
106.915  67 
139,722  69 

203,170  83 
58,729  73 

292,420  91 
85,946  93 

198.016  98 

32.068  36 
19,697  95 
68,507  89 
219.574  81 
33.905  77 

1.719,801  19 
529,389  32 
90.737  64 
153.990  54 
248.543  46 

134,197  90 
173.810  46 
176,783  89 
56,516  35 
119.147  90 

$63,782  21 
45,357  67 
41,650  17 
24,994  19 
66,488  05 

55,656  46 
10,383  71 
91,151  90 
71,010  75 
98,738  02 

137,028  21 
43,634  03 

195,147  69 
42.724  11 
79.594  61 

24.819  63 
13.055  71 
59,099  93 
209,612  87 
46,270  03 

959,648  40 

306,770  22 

58.987  65 

91.045  41 

101.410  85 

87,392  80 
175,179  80 
116,865  14 
36.938  74 
60,439  46 

$71,895  57 
33.371  42 
59.859  26 
17,653  91 

136,157  52 

51,101  04 
915  94 
68.627  65 
35.904  92 
40,984  67 

66.142  62 
15.095  70 
97.273  22 
43.222  82 
118,422  37 

7,248  73 
6.642  24 
9,407  96 
9.96194 

ii,m  M 

760,152  79 

•  222.619  10- 

31,749  99 

62.945  13 

147,132  61 

46,805  10 
1,969  SJ^ 
59.918  75 
19.577  61 
58.708  44 

$3.484  02 

426  00 

1.173  39 

5,483  67 

4.560  76 

5,848  30 

Green  Bayf 
Green  Bay* 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co 

44  70 
1,436  82 

Janes  ville 

Janesville  Electric  Co 

415  34 

Kenosha 

La  Crosse 

La  Crosse 

Madison 

Madison 

Madison 

Wis.  Gas  A  El.  Co 

La  Crosse  Gas  &  El.  Co 

Wis.  Ry.  Lt.  A  Pr.  Co 

Madison  Gas  &  Elec.  Co 

Peninsular  Power  Co 

Southern  Wis.  Power  Co 

146  48 

931  58 

1.152  08 

2.419  23 

802  39 

864  81 

Manitowoc* 

Manitowoc* 

Marinette     . 
Milwaukee 
Milwaukee 

Milwaukee 

Electric  Lirfit  Co 

Municipal  Elec.  Plant 

Menominee  A  Mar.  Lt.  A  Pr.  Co . 

Commonwealth  Power  Co 

Plankinton  El.  Lt.  A  Pr.  Co 

The  Mil.  El.  Ry.  A  Lt.  Co 

619  88 
2,833  20 
3.065  47 
6,901  44 

192  56 

49,485  23 

Milwaukee 

Milwaukee 

Oshkosh 

St.  Croix  Falls 

Sheboygan 

Mil.Lt.Ht.ATr.Co 

Wells  Power  Co 

Oshkosh  Gas  Lt.  Co 

Wis.  Improvement  Co. 

Shebovsan  Rv  A  Lt.  Co. 

57.652  24 

1,664  58 

1,900  34 

188  90 

2.121  72 

Superior 

Superior. 

Northern  Power  Co. 

Superior  W.  Lt.  A  Pr.  Co 

2,621  02 

Watertown 
Wausau 

Watertown  Gas  A  El.  Co 

Wausau  St.  Ry.  Co 

Total 

6.453  91 
10,093  77 

$5,700,643  74 

$3,414,878  42 

$2,285,765  32 

$174,983  73 

>  Contractual  sinking  fund  requirements. 

'  Purchased  by  Wisconsin  Public  Service  C-o.,  Jan.  1,  1914. 

» Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  and  Electric  Co.  from  July  1, 1913  to  Dec.  31, 1913. 
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1.  Financial — a.  Electric 

TEAR  ENDING  JUNE  30.  1914. 


DlDUCnOMB  FROM  Gr088  InCOUB 

Net 
income 

Di^poeition 
of  net 
income 

Gros 
iDcome 

Intcrent  on 

funded  debt 

and  real 

ciUte 

mortgages 

Interest  on 

floating 

debt 

deduc- 
tions 

Total 

Surplus 

175.379  59 
83.797  43 

825.206  00 
15.000  00 
14.581  24 
4.160  00 
48.457  65 

22,971  98 

51.924  30 
7.500  00 
28,000  00 

38,837  54 
82,152  00 
23.119  38 
22.280  00 
101.950  00 

2.03790 

5,77428 

258.695  07 
45,441  56 
5.518  03 
35.200  00 
37.500  00 

15.544  47 

22.600  07 
4.229  16 
13,481  20 

8280  44 

644  56 

596  82 

i2,239  55 
2,929  09 
2.196  21 

2,840  11 
65738 

825.296  00 
15,280  44 
14.581  24 
4,160  00 
53,877  21 

23,568  80 

54,163  86 
10,429  09 
25,196  21 

43,261  65 
82.152  00 
23.154  19 
22.937  38 
101.950  00 

1.105  00 
900  00 
3.487  05 
4,251  31 
12,196  01 

219.300  05 
50,750  82 
7.080  65 
36.328  33 
46,654  42 

17.999  99 

29.766  87 
15,040  67 
20.043  31 

850.083  59 

18.516  98 
'    46,451  41 

18.977  58 
86,841  07 

33,380  54 
960  64 
15.900  52 
25.8P1  17 
15,934  89 

23,812  55 
66,904  57 
76.538  26 
21.087  83 
17,337  18 

6,763  61 
8.575  44 
8,986  38 
12.612  07 
H,S67  71 

590.337  97 
229.520  52 
26,333  92 

28.517  14 
100.667  09 

30.926  83 
1,369  34 
32,778  90 
10,990  85 
48,758  90 

85.939  80 
8.495  75 

11,200  00 
5.346  58 

59.533  23 

9.984  00 

25.060  00 
22.310  00 

60,900  00 

41.568  00 
18.629  93 
15,000  00 

2.6o6  00 
7,198  00 
8,400  00 

296,240  00 
52,000  00 
10.860  61 

50,000  00 

29,400  06 

6,000  00 

30,000  00 

844,143  79 
10,021  23 

61.032  65 
23.137  68 
140.718  28 

56,949  34 

•84.775  66 

35.251  41 
13,631  00 
27,307  84 

23,396  54 

960  64 
70.064  37 

960  64 
15,900  52 

36.320  26 
41.131  10 

891  17 
6,376  11 

67.074  20 
16.247  73 
00.692  45 
44.025  21 

1.584  00 

34'  81' 

37,087  46 

65,904  57 

34,970  26 

2,457  90 

119.287  18 

2,337  18 

7.868  61 

1.105  00 

1.324  15 

4,251  31 

536  73 

39,395  OS 
5,309  26 
1.137  27 
1.128  33 
9.154  43 

1,210  04 

6,763  61 

0.475  44 
12.473  43 
16.863  38 
tt,S71  70 

800.638  02 
280.271  34 

•    900  00 
125  00 

5,886  66 

6,576  44 

1.788  38 

4.212  07 

24,367  71 

294,097  97 
177,520  52 

83.414  57 
64.845  47 
147.321  51 

H25  35 

15,473  31 
28.617  14 
50,667  09 

48.036  82 

1.569  54 

62.539  77 

•1.245  48 

7,070  80 

553  00 

>5.392  50 

30,926  83 
1,369  34 
3.37S  90 

26.031  52 
68.802  21 

10.258  51 
1,169  61 

4,990  85 
18,758  90 

12,460.740  06 

8027.341  83 

89,573  77 

827.990  94 

8964.906  54 

81.495.842  51 

8776,006  90 

8719.836  61 

*  Plant  purchased  bv  municipality  as  of  Jan.  1,  1914. 

*  Report  for  period  Jan.  1. 1914  to  June  30,  1914. 

*  AmortisatioD  reserre  requiremaits. 
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CLASS  A.    DETAILED  OPERATING  REVENUES. 


Location 

Name  o?  Company 

Commercial 
lighting 
earnings 

Municipal 
contract 
lighting 
earnings 

Appleton 

Wis.  Tr.  Lt.  Ht.  4  Pr.  Co 

172,071  27 
44,921  62 
58,378  09 
28,618  02 
91,848  21 

73,932  84 
10,640  36 
80,766  82 
58.571  68 
84,080  55 

135,562  35 

1,999  11 

181,622  53 

121,398  66 

AffhlfinH 

Ashland  Lt.  Pr.  &  St.  Ry.  Co. 

8,382  62 

Beloit 

IBeloit  W.  Gas  &  El.  Co.' 

10,421  30 
5,135  70 
8,908  00 

Chippewa  Falls 

Eau  Claire 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

Chip.  Val.  Ry.  Lt.  ft  Pr.  Co 

Eastern  Wis.  Ry.  &  Lt.  Co 

Minahan  Bldg.  Co. 

Fond  du  Lac 

13,732  14 

Green  Bay' 

Green  Bay' 

Janeaville 

Kenoaha 

Wb.  Public  Service  Co 

Wis.  Gas  4  El.  Co 

18,388  36 
15.240  46 
17,836  04 

UCroaw 

La  Cro«e  Gas  4  Elec.  Co 

16,203  53 

La  Croaee 

Wis.  Ry.  Lt.  4  Pr.  Co 

Madison  Gas  4  Elec.  Co 

Peninsular  Power  Co 

543  04 

Madison 

Madieon 

19,886  82 

Madison 

Manitowoc* 

•Manitowoc* 

Marinette 

Milwaukee 

Southern  Wis.  Power  Co 

Electric  light  Co 

Municipal  Elec.  Plant 

Men.  4  Mar.  Lt.  4  Tr.  Co 

Commonwealth  Power  Co 

Phmkinton  El.  Lt.  4  Pr.  Co 

The  MU.  El.  Ry.  4  Lt.  Co. 

MU.  Lt.  Ht.  4  Tr.  Co 

WcUa  Power  Co 

Oshkoeh  Gas  Lt.  Co 

Wis.  Improvement  Co 

Sheboygan  Ry.  4  Lt.  Co 

Northern  Power  Co. 

25,917  64 
16,300  69 
46,349  79 
90,746  04 
32,286  97 

884,468  32 

223.935  49 

63,620  16 

88,908  71 

5,232  47 

86.354  67 

4,067  92 
2,101  51 
7,530  67 

MUwaukee 

MUwaukee  

Milwaukee 

Milwaukee 

Oshkoeh 

St.  Croix  Falls 

150.867  10 
64,851  23 

25,026  13 
1,792  72 

Sheboygan 

13,943  69 

Superior 

Sup.  W.  Lt.  4  Pr.  Co 

Watertown  Gas  4  Elec  Co 

Wausau  St.  Ry.  Co 

Total..- 

134,581  18 
30.652  00 
68,748  91 

22,300  34 

Watertown 

Wauaau 

6,602  21 
5,066  20 

12,716,116  49 

1460,246  47 

*  Current  used  by  company. 

*  Purchased  by  Wisconsin  Public  Service  Co.,  Jan.  1.  1914. 

*  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  4  Elec.  Co.  from  July  1. 1913,  to  Dec.  31.  1913. 
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YEAR  ENDING  JUNE  30.  1914 


power 
Mrmn^ 

Munidpal 
power 
■    eamiiigB 

Sales  of  elec- 
tric cur- 
rent to 
utUities 

Miscellaneous 
earnings 

from 
operation 

Total 
operating 
revenues 

138,780  S3 

12.480  00 
3,820  00 
4,525  93 

1947  33 
285  02 
294  64 
61  35 

$135,677  78 

21,269  83 

20. 123  16 

8,833  03 

68,619  76 

150  00 
'7,766  22 

78,729  09 
101,509  43 
42,648  10 

33,269  60 

202,645  57 

17,057  70 

2,034  82 

106, 757  50 

659  29 

11,299  65 

54,435  61 

23, 161  72 

559  51 

5,611  65 
9,941  81 
2,386  50 

751  68 
55,350  26 
38.045  64 
21,744  01 
197.805  42 

117  50 

159,779  45 
106,915  67 

35,419  60 



139,722  69 

49,799  44 

853  83 

119  93 

2.473  38 

203, 170  83 

717  39 

58, 729  73 

50,393  54 

292,420  91 

64,202  92 

85,946  93 

211  56 

25  90 

198,016  98 

1.976  90 

60  00 
30  00 

32.068  36 

1,265  75 

10, 697  95 

14,627  43 

68.507  89 

128,592  36 
1,618  80 



236  41 

219,574  81 
33,905  77 

634,158  27 

50.807  60 

46,392  39 

8,904  83 

1,719,801  19 

194,210  21 

529.389  32 

16,600  81 

1,521  84 
679  01 
33  07 

530  01 

90,737  64 

30,376  69 

153,990  54 

4,968  79 

31,435  12 
97,831  00 

302  00 
307  23 

236, 214  41 

1*627  18 
75,979  37 

248,543  46 

134, 197  90 
173,810  46 

19,902  37 

176,783  89 

19, 198  14 

69  00 
960  11 

56,516  35 

44,029  93 

5,074  75 

268  00 

119,147  90 

11,703,472  74 

112,138  89 

$800,222  93 

$8,446  22 

$5,700,643  74 

*  Plant  purchased  by  municipality  as  of  Jan.  1,  1914. 

*  Report  for  period  Jan.  1.  1914  to  June  30. 1914. 
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CLASS  A.    DETAILED  OPERATING  EXPENSES, 
Steam  Powsr 


Name  or  Compakt 

Opera 

Location 

Superin- 
tend- 
ence 

Engine 
labor 

Elec- 
trical 
Ubor 

Misod- 

Uneous 

labor 

Steam 
gener- 
ated 

ASBand"^^".; 

Bdoit 

Fond  du  Lac 
Green  B«ys 

Green  Bay*... 

Wis.  Tr.  Lt.  Hi.  A  Pr.  Co 

t80  96 

2.630  74 

1.212  43 

626  00 

185  84 
1,694  67 
3.515  22 
5.415  08 

600 

1,065  60 

981  96 

36  39 

4.913  13 

4,433  21 
20.261  68 

4.871  47 
2.563  67 

2.206  08 

$74  71 

904  98 
80  00 

333  64 
1.036  63 
2.695  81 

11  10 
4  75 

431  49 
38  00 

392  61 

185  84 

1  00 

276  63 

2,078  16 

22  00 
76  66 
98  80 

$2,920  72 

Ashland  Lt.  Pr.  A  St.  Ry.  Co. 
Bdoit  W.  Gan  ft  £1.  Co 
Eastern  Wis.  Hy.  A  Lt.  Co 
MinahanBldg.Co 

Wb.  Public  Service  Co 

1347  41 
617  16 
282  00 

1.069  54 

349  60 

2.733  43 

3.971  22 

137  60 
1.015  00 
872  00 
99  64 
736  00 

266  66 
9.399  31 

2.992  50 
874  58 

990  00 

5.126  98 
14,681  03 
34.185  06 

2,922  77 

361  30 

JanesviUe 

JanesviUe  Elec.  Co 

2.819  53 

Kenosha > 

UCroflae 
Madison 

Madison 

Wis.  Gas  ft  EIoc..  Co 

La  Crosse  Gas  k  Elec.  Co 

Madison  Gas  A  Elec.  Co 

Peninsular  Power  Co 

44.109  70 
53,310  68 
61.424  66 

417  71 

Manitowoc* 
Manitowoc* 
Marinette 
Milwaukee 

Electric  Lidit  Co 

Municipal  Elec.  Plant 

Men.  &  Mar.  Lt.  &  Tr.  Co 

Commonwealth  Power  Co 

PUnkinton  El.  Lt.  &  Pr.  Ca 

TheMU.El.Ry.4Lt.Co 

MiI.Lt.Ht.4Tr.Ca7 

Wells  Power  Co 

602  22 
296  90 
59  38 

8.617  66 

7,120  23 

533  73 

64.447  95 

MUwaukw. 
Milwaukee 
Milwaukee. 
Milwaukee. 

10.8S4  28 

283  56 
1.350  00 

835  95 

3,193  09 

373  81 
221  44 

20,320  28 
565,571  08 

10,763  02 

Oshkoeh 

Sheboygan... 
Wauaau 

Oshkosh  Gas  Lt.  Co 

Sheboygan  Ry.  4  Lt.  Co 

Wausau  St.  Ry.  Co 

Total 

26.752  56 

37,773  96 
1.098  08 

126.642  44 

156.499  93 

119,338  04 

$7,396  28 

$965,178  67 

1  Indudes  maintenance  of  turbines  and  eleetric  equipment. 

s  Purchased  by  Wisconsin  Public  Service  Co.,  Jan.  1,  1914. 

>  Includes  oDo-ating  revenues  and  expenses  of  Green  Bay  Gas  4  Elec.  Co.  from  July  1,  1913,  to  Dec.  31,  1913. 

*  Plant  purchased  by  munidpality  as  of  Jan.  1,  1914. 
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TEAR  ENDING  JUNE  30,  1914. 
QnwuTioic. 


noN. 

MnmifANCK. 

Lubri- 
caote 

Miscel- 
laoeow 
power 

aiida- 
penM 

ToUl 
opera- 
tion 

Steam 

engines 

and 

tur- 

binca 

Auzili- 

•ry 
power 
plant 
equip- 
ment 

Gener- 
ators 

Auxili- 

power 
plant 
electric 
equip- 
ment 

Power 

&. 

ings,  fix- 
tures 
and 

grounds 

Total 
mainte- 
nance 

.     ToUl 
steam 
powv 

generation 

884  30 

100  36 
313  89 
631  n 
466  07 
77  68 

181  60 
30  76 
248  96 
1.727  51 
900  51 

11  64 

646  86 

227  50 

72  27 

1.509  53 

139  08 
3.538  38 

830  82 
1.943  90 

670  87 

74  38 

13.252  15 
5.561  94 
18.261  01 
37.945  14 
3.960  43 

977  10 

4.656  36 

47,780  38 

65,422  24 

74.243  61 

607  50 
12.014  81 
9.737  48 

813  18 
73.185  69 

25,685  81 
618,086  64 

20.956  57 
33.770  59 

43,637  11 
1,393  90 

118  05 
19  90 

86  87 
16  00 

334  09 

570  59 

1,103  55 

914  86 

114  20 

306  56 

442  24 

16  58 

1,732  64 

1,797  24 
7.895  74 

4lif  81 
189  06 

1,546  66 
37  32 

116  12 
16  32 

•41  75 
65  46 

^   48  20 

288  44 
784  24 
261  45 

$13  00 
51  60 
45  38 

135  80 
720 

162  71 

133  79 

61  12 

803  82 

34  82 

28  00 

71  27 

.17  36 

•10,26570 

......^^..^ 

37  98 
74  55 

$88  92 
153  28 
452  00 
409  93 
4895 

i;444  97 
2,960  72 
2,600  80 
3,206  77 

214  99 

589  01 

512  33 

88  27 

i  2MI  15 

1,797  24 
34,92S  07 

$3,341  07 

116  32 
70  06 

>»406  62 
75  20 

232  30 
1,115  45 

271  46 
1,489  09 

1  00 
282  45 
37  19 

5.715  22 
18,713  01 

228  98 
54  98 

41  79 
41  21 

340  02 
1.162  96 

453  98 

63  86 
25  66 

42743 
356  65 
903  22 

38.355  07 
4,029  38 

977  10 

6.101  33 

50,741  10 

68,023  04 

77,450  88 

13  65 

65  47 

822  49 

190  92 

4  "90 

12,603  82 

140  09 

10,249  81 

10  77 

42 
5  16 

3,604  48 

86  78 
91  52 

915  47 
221  42 

90045 

1.580  08 

526  58 
5.335  82 

688  10 

7.267  25 

272  98 
12  83 

619  22 

167  89 

5,904  90 

278  69 
63  25 

763  51 

75,796  84 

27.483  05 
653.014  71 

1 .215  20 

285  88 

787  45 

1,103  74 
394  64 

3.919  41 
258  74 

22.060  31 
34,165  23 

47,556  52 
1,652  64 

812.581  04 

114,333  34 

11,101,968  64 

117,559  55 

$6.79998 

112.761  14 

$8.672  68 

$11,990  58 

$57,783  93 

$1,159,752  57 

»  Report  for  period  Jan.  1.  1914,  to  June  30,  1914. 
•  Indudes  $8,309.00  maintenance  adjustment 
7  Included  in  T.  M.  E.  R.  &  L  Oo.  report. 


Digitized  by 


Google 


234 


Report  of  Railroad  Commission 


lUUie  figures  denote  credits. 


CLASS  A.    DETAII^D  OPERATING 
Htdrauuc  Powss 


NAM*  O?  COMPANT 

OPKRATIOir 

Location 

Superin- 
tendence 

Hydraulic 
]abor 

Electrical 
labor 

Miscel- 

laneoas 

labor 

Hydraulic 

power 
purchased 

Appleton 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas  &  El.  Co 

Chip.  Valley  Ry.  Lt.  &  Pr.  Co. 
Chip.VaUeyRy.Lt.&Pr.Co. 

Wis.  Public  Service  Co.» 

JancBviUe  Elec.  Co 

Wis.  Ry.  Lt.  A  Pr  Co. 

11.350  06 
810  00 

$2,306  00 

$1,212  96 

$1,776  59 
10  00 

$15,000  00 

A«h|ftnd 

Bdoit 

Chippewa  Falls 

165  00 
1.810  00 

1.441  17 
1,991  13 
1.800  00 
1,202  56 
«11,586  75 

20  46 

2.593  92 
1,295  93 

1.583  90 

739  37 

2.956  41 

1.262  50 

25  11 
670  63 

1,506  99 
342  99 
150  65 

1,255  37 

10,675  56 

Eau  Claire 

Green  Bay 

Janesville 

La  Crone. 

•2.347  39 

2,084  24 

951  17 

2,478  87 

1,620  96 

3,60000 

Madison. 

Peninsular  Power  Co 

Southern  Wis.  Power  Co 

The  MU.  El.  Ry.  A  Lt.  Co 

Mil.  Lt.  Ht.  A  Tr.  Co.» 

Madison. 

Milwaukee. 

Milwaukee 

943  59 

628  95 

St.  Croix  Falls 

Wis.  ImproTonent  Co 

1,680  00 

20  46 

1,993  76 

2,420  60 
943  59 
904  07 

2.630  05 

628  95 

1.857  31 

904  90 

i;di929 

40,000  00 

Watertown 

Wausau 

Watertown  Gas  A  El.  Co 

Wausau  St.  Ry.  Co 

Total 

$25,871  29 

$17,949  88 

$16,440  84 

$7,662  52 

$09,275  56 

Ga8  Powsb 


Nams  or  Company 

Opsr 

Location 

Superin- 
tendence 

» 

Electrical 
Ubor 

Mised- 
laneoua 
hOrar 

Power  gas 
produced 

Madison. 

Madison  Gas  A  Elec.  Co 

Elec.  Ught  Co.* 

Municipal  Elec.  Plant' 

Superior  W.  Lt.  A  Pr.  Co 

Total.„ 

$8  20 

Manitowoc... 
Manitowoc 

«$859  92 

Superior 

$3.180  00 

$275  93 

^1.196  86 

$859  92 

$8  20 

$3.180  00 

$275  93 

$1,196  86 

1  lochides  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elec.  Co.  from  July  1, 1913  to  Dec  31.  1913. 

*  1  adudee  hydraulic,  electrical  and  miscdlaneous  labor. 
» Iwduded  in  T.  M.  E.  R.  A  L.  Co.  report. 

*  1  tant  purchased  by  municipality  as  of  Jan.  1, 1914. 
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EXPENSES.  1914— Contimied 

GBNSaATION 


Lubri- 
canta 

Mitoel. 

laneous 
power 
plant 

suppUes 
and 

expenses 

Total 
operation 

Dams, 
canals, 
fliunes 

• 

Turbines 

and 

water 

wheels 

Power 
plant 
auxiliary 
equip- 
ment 

Gener- 
ators 

Auxiliary 
power 
plant 
electric 
equip- 
ment, 

buildinjgs, 

fixtures 
and 

grounds 

Total 
mun- 
tenance 

Total 

hydraulic 

power 

gener- 

138  15 

$347  09 
24  19 

$19,724  79 
3.150  19 

$9  57 
50  98 

180  00 
71  40 

388  88 

487  62 

2,727  40 

432  24 

100  75 

6  95 

14  54 

$74  49 
48  35 

163  07 
15  99 

430  65 

105  18 
1.018  88 

308  42 

37  25 

1,606  gg 

132  18 

$23  28 

$22  69 
71  00 

$66  01 

$196  04 

170  33 

343  07 

466  82 

1.429  67 

1.047  27 

5,962  18 

870  05 

608  44 

l,t69  Si 

148  52 

$19,920  83 
3,320  52 

343  07 

31  84 
153  03 

82  04 
31  40 

91  56 
741  67 

1.602  65 
169  16 

1,749  17 
748  86 
945  50 

13.582  99 
7,018  65 

8,218  95 
7,875  86 
9.166  50 
6,250  32 
12,821  03 

1.593  00 

72  58 

2  35 
726  97 

1  12 
54  68 
80  15 

1  80 

4  99 
338  43 

40  30 
546  63 

374  44 
199  13 

411  82 
942  30 
128  27 
400  76 
159  80 

14.049  81 
8,448  32 

9,266  22 
13.838  04 
10.036  55 

160  08 
288  78 

15  00 

6.858  76 
11,561  71 

1,741  52 

i,196  32 

68  86 

541  16 

1,227  96 

50,059  83 
1,661  86 
6.349  06 

936  66 
14  54 
151  41 

1,179  10 
132  18 
275  12 



723  33 

634  59 

2.119  34 

1  80 

732  90 

5,593  02 

148  52 

1.372  63 

55.652  85 
1.810  38 

33  47 

140  45 

72  75 

7,721  69 

$2,046  75 

$8,226  19 

$147,473  03 

$5,572  94 

$2,414  64 

$1,826  71 

$1.746  38 

$5,536  57 

$17,097  24 

$164,570  27 

GimtKATION 


ATION 

Mainthnance 

Pow.» 

Lubri- 
cants 

Miscellaneous 

power 

plant 

supplies 

and 
expeoses 

Total 
opo*- 
ation 

Gas 
engines 

and 
turbines 

Power 
plant 
auxiliary 
equip- 
ment 

Gener- 
ation 

Auxiliary 
power 
plant 
equip- 
ment, 

buildings, 

fixtures 
and 

grounds 

Total 
main- 
tenance 

Total 
gas 
power 
gener- 
ation 

$24  92 

$4  79 

16  31 
6  70 
13  80 

$37  91 

368  97 

185  80 

45.364  83 

$7  25 

7  56 

$7  25 
7  56 

970  00 

$45  16 

352  66 

$195  00 
$195  00 

$200  00 
$200  00 

$575  00 

376  53 

170  10 

185  80 

"38.083  45 

$1,754  87 

46,334  83 

$38,640  13 

$41  60 

$1,754  87 

$45,967  51 

$14  81 

$575  00 

$984  81 

$46,942  32 

•  Report  for  period  Jan.  1.  1914,  to  June  30,  1914. 

•  Bectric  power  pumping. 

7  Water  for  cooling  engines. 

•  Electric  power  purchased. 
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CLASS  A.    DETAILED  OPERATING 


Location. 


Appieton .  .. 

Ashlwid 

Moit 

Chip.  Falls .. 
Eau  Claire  . 


Fond  du  Lac. . 

Green  Bay* 

Green  Bay* 

Janesville 

Kenoaha. 


Madison .. 
Madison... 
Madison 

Manitowor* 

Manitowoc^u  . 

Marinette 

Milwaukee 

Milwaukee 


Milwaukee 

Milwaukee 

Milwaukee 

Oshkosh 

St.  Croix  Falls 


Sheboygan 

Superior 

Superior 

Watertown  . 
Wausau 


Namk  op  Cohpant. 


Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 
Ashland  Lt.  Pr.  k  St.  Ry.  Co 
Beloit  W.  Gas  A  El.  Co 
Chip.  Val.  Ry.  Lt.  A  Pr.  Co 
Chip  Val,  Ry.  Lt.  A  Pr.  Co 


Eastern  Wis.  Ry.  A  Lt.  Co 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co 

Janesville  Electric  Co 

Wis.  Gas.  A  Elec.  Co 


LaCrome La  Crosse  Gas  A  El.  Co . 

La  Crosse  Wis.  Ry.  Lt.  A  Pr.  Co. 


Madison  Gas  A  El.  Co 

Peninsular  Power  Co 

Southern  Wis.  Power  Co .. 


Electric  Li^t  Co 

Municipal  El.  Plant 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Commonwealth  Power  Co 

Plankinton  £1.  Lt.  A  Pr.  Co. 

The  Mil.  El.  Ry.  A  Lt.  Co 

Mil.Lt.Ht.ATr.Co 

Wells  Power  Co 

Oshkosh  Gas  Lt.  Co 

Wis.  Improvement  Co 


Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 
Watertown  Gas  A  El.  Co  . 
Wausau  St.  Ry.  Co 

Total 


Electric 
current 

pur- 
chased. 


$1,340  55 


3,202  14 

14.083  21 

481  50 
2,688  32 


27.862  73 
10.993  10 
2.719  09 

186.197  04 

W. 

4.275  48 


Total  cost 
of  power. 


133,788  48 
4,663  70 
11.053  87 


$403,349  21 


S23.261  90 
10.376  29 
19,056  08 
14.049  81 
8,448  32 

38.355  07 

7,231  52 

<17.130  88 

19.939  37 
^65,492  08 

68.504  54 
n6,731  96 
77.495  54 
7.681  25 
11.561  71 

12.980  35 
10.435  61 
28.763  18 
86.789  94 
30.202  14 

"919.694  77 

(«) 

26.335  79 
34.165  23 
55.652  85 

47,556  52 

133,788  48 

50,998  53 

12.864  25 

9.374  33 


APFORnONlONT  OP 

TOTAL  COST  OP 

POWBR. 


Amount 

charged  to 

electric 

depart- 

moit. 


$1,864,918  29 


$14,465  59 
10.376  29 
19.056  08 
14.049  81 
8,448  32 

24.157  05 
7.231  52 
12.728  33 
19.939  37 
51.023  94 

68,504  54 
16,731  96 
77.495  54 
7.681  25 
11,561  71 

12.980  35 
10.435  61 
28,763  18 
86,789  94 
30.202  14 

323.074  33 
131.623  39 
26,335  79 
34,165  23 
55,652  85 

28,039  46 
133,788  48 
50,998  53 
12.864  25 
9,374  33 


Amount 
charged  to 
ouier 
depart- 
ments. 


$8,796  31 


14.198  02 


4.402  55 
14,468  14 


»  403,061  36 
61.945  60 


19,517  06 


$1,338,639  16 


$526,379  13 


>  Superintendence  lighting  department 

>  Purchased  by  Wisconsin  Public  Service  Co..  Jan.  1,  1914. 

s  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elec.  Co..  from  July  1, 1913,  to  Dec.  31,  1913. 

*  Indudes  all  but  $46.50  of  the  transmission  and  transformauon  expense  of  the  entire  company. 

*  Includes  $667.77  of  the  transmission  and  transformation  expense, 
c Includes  supplies  and  expenses. 

'  Includes  $4,007.09  of  the  tiwismisBion  and  transformation  expense  of  the  entire  company, 
s  Transmission  system,  supplies  and  expenses. 
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EXPENSES.  1914— Continued. 


THAMBmaeiON  AKD  TRANSrOIUUTION. 

OPBR&TION. 

MADrrRNANCB. 

Total 
trans- 
mission 
and 
trans- 
forma- 
•    tion. 

Storaqi. 

labor. 

Substa- 
tiooand 
trans- 
forma- 
tion stap 
tkm  sup- 
plies and 
expen- 

Total 
opera- 
tion. 

Trans- 
mission 
lines. 

and  trans- 
formation 

station 
equipment, 
buildings, 

fixtures 
and 

grounds 

Total 

main- 

t^oanoe. 

Storage 

battery 

operar 

tion. 

Main- 
storage 
battery 
equip- 
ment, 
build- 
ings,   fix- 
tures and 
grounds. 

Total 
storage. 

IS680  05 
819  20 

$36  13 

$680  05 
855  33 

470  30 

6,209  05 
333  19 
389  53 

3.989  64 

2,968  71 
1.758  54 

978  88 
5,942  52 

$62  49 
250  44 

1,344  36 

256  33 
366.57 
55  17 

1,004  22 

140  71 
3.590  89 

$13  66 

7i2  84 

468  68 

133  30 
310  79 

243  29 

828  94 
112  87 

$62  49 
264  10 

1,41720 

725  01 
499  87 
365  96 

1,247  61 

969  65 
3,703  76 

$742  54 
1,119  43 

1,88?  50 

♦6,934  06 
833  06 
»755  49 

76,1237  16 

3,938  36 
5,462  30 

448  40 
'5.059  71 

2190 
i. 149  34 

676  35 

33744 

1.709  81 

14401 

4.119  88 

333  19 

6389  53 

3,313  29 

2,631  27 

$71  65 

$914  83 

$986  48 

S48  73 

667  50 
11  93 

834  87 
1,822  64 

110  45 
773  78 

777  95 
785  71 

41,984  77 

1,756  83 
6,728  23 

"77.344  8C 

.(")  ~ ... 

270  94 
862  64 

270  91 

534  06 

27,060  03 

.8^3I»00 

«5,^60  03 

»m,984  77 

Ml. 396  70 

0») 

52  77 
938  43 

52  77 
7.535  82 

2,343  34 
i21885 

38  14 
1 ,444  49 

2,381  48 

2,434  25 

6.597  39 

1.663  34 

9.199  16 

$53,028  30 

$17,496  06 

$67,524  36 

$10,312  80 

$46,536  00 

$56.848  80 

$124,373 16 

$1,205  23 

$1,448  89 

$2,654  12 

0  Plant  purchased  by  munidpality  as  of  Jan.  1.  1914. 

»  Report  for  period  Jan.  1,  1914,  to  June  30,  1914. 

u  Includes  $77,344.80  transformation;  $1,396.70  storage;  $653,014.71  steam  power  generation;  $1,741.52  hydraulic 

power  generation;  and  $186,197.04  current  purchased. 
» In«^des  11.741.52  chargeable  to  Watertown  Gas  &  El.  Co. 
0  Includes  $9,466J20  maintenance  adjustment. 
M  Tranamasion  and  storage  exmnse  of  entire  company, 
u  Included  in  report  of  T.  M.  E.  R.  A  L.  Co. 
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CLASS  A.    DETAILED  OPERATING 

I>I8TIU 


Namb  op  Compant 

Om 

Location 

Superin- 
tendence 

lAbor 
removing 

and 
resetting 

meters 

Labor 
inspecting, 
removing 

and 
resetting 
trans- 
formers 

Labor 

inspecting 

and 

testing 

meters 

Miscel- 
laneous 
distribution 
system 
operat- 
ing labor 

aJO":::: 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co. .. 

$252  14 

88  17 

244  65 

16  65 

31  80 

409  45 

$176  24 
133  20 

$343  19 
273  59 

$101  02 

Ashland  Lt.  Pr.  &  St.  Ry.  Co. . 

27  85 

Beloit 

BeloitW.GasAEI.Co 

Chip.  Valley  Ry.Lt.  A  Pr.  Co. 
Chip.VaUeyRy.Lt.&Pr.Co. 

Eastern  Wis.  Ry.  A  Lt.  Co...... 

1306  85 
270  00 

70  18 

Chippewa  Falls 
Eau  Claire 

18  18 
6  97 

100  22 

787'i7 

910  10 

19  Ii 

Fond  du  Lac..„_ 
Green  Bay* 

911  54 

12  48 

Green  Bay* 

Wis,  Public  Service  Co. 

2.555  00 

170  97 
476  04 
282  01 

663  48 

80 

1,396  49 

•215  50 

34  48 

37  60 

137  97 

10766  48 

"294  01 

2,560  78 

1.293  09 

191  87 

175  23 

42  18 

139  42 
18  98 

622  29 
44  21 
60  86 

186  10 
500  73 
312  91 

353  54 

576  46 
688  00 
483  92 

1.700  63 

30  79 

1,730  01 

850  40 

Janesville 

Janesville  Electric  Co 

444  04 

Kenoeha 

Wis.  Gas  &  El.  Co 

«241  15 

LaCroese ..  . 

La  Croflse  Gas  k  M.  Co. 

685  57 

U  Croeee 

Wis.  Ry.  Lt.  k  Pr.  Co 

Madison 

Madison  Gas  k  Elec.  Co 

Penirmilar  Power  Co. 

266  40 

Madiiion^ 

Madison.  . 

Southern  Wk.  Power  Co 

Electric  Light  Co 

424  20 

297  60 
384  18 
786  04 

Manitowoc^ 

Municipal  El.  Plants 

Men.  A  Mar.  Lt  4  Tr.  Co 

Commonwealth  Power  Co. 

40  00 

Marinette 

Milwaukee 

19  08 

200  44 
3.084  69 

MUwaukee. 

Plankinton  El.  Lt  A  Pr.  Co. 

The  MU.  El.  Ry.  A  Lt  Co 

MU.  Lt  Ht  A  Tr.  Co 

Wdls  Power  Co 

Oshkoeh  Gas  Lt.  Co 

"13,534  21 
"5,945  21 

778  95 

MUwaukee 

Milwaukee 

Milwaukee 

Oshkfleh 

1.996  08 
938  07 

191  56 

7,560  61 
876  13 
349  57 
403  34 

2.780  37 
436  99 
293  61 
688  75 

St.  Croix  Falls 

Wis.  Improvement  Co. 

Sheboygan. 

Superior 

Sheboygan  Ry.  A  Lt.  Co. 

113  05 
300 
61  59 
15  86 

148  56 

568  55 

494  72 

2.291  38 

57  31 

380  76 

106  21 

NortlMrn  Power  Co 

1.066  41 

SuperiOT.„ 

Watertown 
Wausau. 

Superior  W.  Lt  A  Pr.  Co 

Watertown  Gas  A  El.  Co 

Wausau  St  Ry.  Co 

980  00 
251  66 

370  50 
614  33 
330  45 

Total 

$24,754  46 

$10,667  60 

$5.54133 

$22,398  25 

$13,043  93 

1  Maintenance  distribution  system  buildings,  Bxtures  and  grounds. 

*  Purchased  by  Wisconsin  Public  Service  Co.,  Jan.  1. 1914. 

'  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  El.  Co.,  from  July  1. 1913,  to  Dec  31. 1913. 
>  Includes  $236.73  shoo  expense  lighting  department. 

*  Inspecting  and  patrolling  disUibution  system. 

*  Customers'  substation. 

7  Plant  purchased  by  municipality  as  of  Jan.  1,  1914. 
■  Report  for  period  Jan.  1. 1914,  to  June  3J.  191 1. 

*  Maintenance  of  electric  tools. 
10  Tools  and  shop  expense. 
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EXPENSES,  1914— Contiiraed. 
BmoK 


ATOW. 

MAnmNANd. 

Meter 

depvt- 
ment 
mpplkB 
uuleK- 
Doum 

Mieoel. 
kneoue 
dvtribq- 

ti<m 
Qretem. 
sapplkB 
•nd  ex- 
penses 

Total 

Over- 
head 

distribu- 
tion 

system 

Under- 
ground 
(fistribu- 

Uon 
system 

Trans- 
form- 
ers 

Meters 

Total 
main- 
tenance 

Total 

distribu- 

Uon 

$12  33 

$805  01 
840 

o'sii"' 

34  51 
205  41 
2<»88 
205  94 
340  29 

353  10 
1  51 

^  qi  00 

10  00 

$1.090  53 
531  21 
021  08 
311  72 
858  31 

2.459  75 
205  41 
5.080  07 
2.490  18 
1.801  48 

3.824  19 
49  10 

4.974  04 

220  50 

10  00 

400  90 

381  20 

1.010  19 

7,979  83 

1,353  00 

32.114  04 

10.008  00 

1,710  20 

2.227  13 

123  70 

1,220  80 
1.844  27 
5.920  19 
1.249  23 
1,004  49 

$1,345  92 

513  98 

540  20 

230  52 

2.310  57 

2.585  00 

i$038  49 

$15  80 

33  08 

33  09 

0  25 

451  55 

300  00 

14  08 
410  70 
38  32 

44  98 

$70  88 
131  38 
370  00 
11  47 
292  39 

09  10 

1  00 

531  35 

485  25 

5145 

474  33 

9  39 

3.937  40 

•171  38 

$2,077  09 

078  44 

943  95 

248  24 

3.054  51 

3.014  70 
1  00 
2.085  17 
3.010  73 
3.747  25 

2.586  03 

00  02 

23,544  82 

403  49 

4  03 

451  82 

20  08 

1.792  53 

2.490  00 

48.187  19 

15,241  80 

1.780  01 

1.937  02 

772  37 

2,907  37 
1,005  02 
2.395  00 
1.004  35 
3.042  90 

$3,707  02 
1,209  05 

1.505  03 

559  90 

12  92 

3.912  82 

81  45 

5.474  51 

80 

200  41 

477  86 
115  43 

2.138  94 
2,720  78 
3.057  48 

2.000  48 

80  03 

19.009  85 

232  11 

403 

300  87 

7.705  84 
0,100  91 

141  20 

5.548  73 

107  81 
10  00 

524 

0,409  22 
145  12 

1.581  74 

171  34 

300  17 

^,519  40 
029  99 

14  03 

8  23 

23  12 

175  81 
97  85 

01  83 
20  08 
82  75 
472  90 

«5.587  70 

>H80  10 

90  14 

304  35 

249  21 

253  93 
145  70 
450  00 
1  42 
172  70 

918  72 

0  00 

•5  55 
1.778  54 

401  88 

86  34 

1.740  06 

106  65 

188  18 

1.002  50 

173  55 

2.058  09 
1,088  18 

735  92 
81  58 

12  48 
128  55 
735  57 
205  72 

47  05 

1.528  42 
141  37 

2,808  72 

10.470  49 

1.353  00 

1.023  90 
90  33 
875  21 
132  84 

20.907  04 

14.029  19 

14  30 

1.341  92 

490  02 

2,037  03 
1.350  38 
2.945  00 
977  25 
2,733  00 

10,721  71 

001  07 

1,009  57 

4,970  74 
131  44 

291  35 
32  54 

75  81 
83  59 

80.301  83 
25,909  80 
3,490  27 
4,104  75 

890  13 

287  00 

4,194  17 

132  01 

886  77 

79  89 

3,509  89 
9,315  19 

15 
06  31 

00 

25  08 
137  20 

2,253  58 
4.107  45 

$8.060  52 

$10,015  23 

$94,481  32 

$80,900  14 

$21,072  80 

$7,818  01 

$14,992  90 

$131,450  51 

$225,931  83 

u  Inchides  resetting  transformers  and  testing  metns. 

"IttHndew  $13,025^1.  superintendeooe  of  lighting  department:  $470.90,  maintenance  of  overhead  transmission 

svstem;  $^^  maintenance  of  underground  transmission  system. 
*'  InMudes  $140  maintenance  adjustment;  $93.79  mainentanoe distribution  system  buildings,  fixtures  and  grounds; 

|3,588J4  thop  machmery  and  tools,  lighting  department;  $704.09  shop  expense,  lighting  department. 
M  iDdudes  $4,274.40  superintendoice  of  lighting  department;   $1,041.30   maintenance  overhaul   transmission 

syatem:    $1.52  maintenance  underground  transmission  system;  $027.99  inspecting  and  patrolling   trans- 


ttlnohides  $41.^  muntenanoe  distribution  system  buildings  fixtures  and  grounds;  $381.00  shop,  machinery  and 
toob  lighting  department;  $12.15  shop  expense  lighting  department. 
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Report  of  Railroad  Commission 


CLASS  A.    DETAILED  OPERATING 

COMBUMP 


Namb  op  CoMPAia. 

Com 

Location. 

Trimming 
and  in 
specting 
lunpe. 
commer- 
cial 

Commer- 
cial 
lamp 

supplies 

Commer- 
cial 
lamp  re- 
newals 

Miscel- 
laneous 
consump- 
tion sup- 
plies and 
expenses 

Cus- 
tomers' 
premises 

ex- 
penses 

Beloit 
Chip.  Falls 

Wis.  Tr.  Lt.  Ht.  4  Pr.  Co 
Ashland  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas  A  El.  Co 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co. 
Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co  . 

Minahan  BIdg.  Co 

Wis.  Public  Service  Co 

i$1.400  72 

95  96 

986 

«270  00 

336  00 

621  13 

10.56 
23  74 

265  25 

596  15 

342  74 

13  90 

$377  96 
506  23 

712  28 

7  96 

18  41 

1.564  47 

987  48 

3,201  88 

33  81 

2,722  72 

448  27 

457  66 

967  44 

2.292  76 

27.504  55 

3.404  69 

1.621  64 

923  27 

1.027  47 

$49  77 
127  57 

$1,671  01 
248  15 
493  82 
241  77 

Eauaaire 

Fond  du  Lac     . 
Green  Bay* 

42  47 

1,966  06 
1.041  24 

Green  Bay< 

88  06 
147  00 
67  67 

50  00 

737  42 

JanesviUe 

Janesville  Electric  Co 

1,170  00 

Kenosha 

U  Crosse 

U  Crosse 
Madison 
Madison^ 

Wis.  Gas.  A  Elec.  Co 

La  Crosse  Gas  A  Elec.  Co 
Wis.  Ry.  Lt.  A  Pr.  Co 
Madison  Gas  A  Elec.  Co 
Peninsular  Power  Co 

780  68 

2  50 

904  03 

1.632  80 

1,163  07 

40 

3.143  12 

Madison 

Southern  Wis.  Power  Co    ... 

845  59 
226  00 

215  61 

621  26 

89  45 
44  98 

Manitowoc' 
Manitowoc^ 

Electric  Light  Co 

Municipal  Elec.  Plant  

116  46 
143  38 

Marinette  . 

Men.AMar.Lt.ATr.Co 

Commonwealth  Power  Co 

Plankinton  El.  Lt.  A  Pr.  Co. 

•The  Mil.  El.  Ry,  A  Lt.  Co 

Mil.Lt.Ht.ATr.Co 

Wells  Power  Co 

Oshkosh  Gas  Lt.  Co 

Wis.  Improvement  Co 

847  66 

1.056  94 

489  43 
147  36 

240  96 

MUwaukee. 
Milwaukee 

345  51 

4.380  29 

Milwaukee 

Milwaukee 

Milwaukee 

Oshkosh 

St.  Croix  Falls. 

282 

146  36 
•1.877  53 

1  92 

29.276  44 

4.802  82 

461  06 

468  67 

86  64 

iSSSroT  : 

Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  El.  Co 
Wausau  St.  Ry.  Co 

6  40 

1.299  44 
614  92 

Superior 

Watertown 
Wausau 

66  64 

671  50 
662  32 
39  78 

19  25 
236  87 

2.269  84 
311  64 
861  99 

Total 

$7,088  90 

»3,190  63 

$50.144  33 

$3.202  70 

$58,632  42 

>  Indudes  lamp  supines  and  renewals. 
'  Superintendence. 

*  Purchased  by  Wisconsin  Public  Service  Co.  Jan.  1, 1914. 

*  Includes  operating  revenues  and  expenses  of  Green  Bav  Gas  A  Elec.  Co.  from  July  1 .  1913,  to  December  31.  1913. 

*  Includes  $408.37  maintenance  of  commotnal  lamp  arches. 
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EXPENSES.  1914--Continiied. 

TIOM 


WMBClAh 

MuwiciFAi  Coirnucr  LiosnMa. 

Mainte- 
nance 
com- 
mercial 
lamps 

Total 

oom- 

mereial 

eonsump- 

tion 

Trim. 
andinq>. 

mun. 
oonbttot 
lamps 

Mun. 
contract 

lamp 
supphcB 

Mun. 
con- 
tract 
incandescent 

renewals 

Misc. 

mun. 
oantraot 
lighting 
and  ex- 
penses 

Mainte- 
nance 
mun. 

contract 
lamps 

Total 

maa. 

contract 

lighting 

Total 
consump- 
tion 

$3,061  60 

501  60 

1.010  80 

1.018  56 

2.341  76 

2.061  24 
7  95 
•3.040  62 
2.881  47 
4.489  51 

4,440  27 

4196 

6.769  87 

$1,077  39 
172  96 
383  70 
395  78 
336  00 

1.126  88 

$525  14 
569  51 

$105  29 
232  60 

$1,707  82 
975  07 
600  24 
541  62 
700  30 

1.465  37 

$4,780  32 

$157  50 

1,476  67 

1  60 

$276  54 

1  72 

20 

1,671  04 

131  40 
55  81 

12  72 
308  29 

338  49 

1,560  18 

15  94 

3,042  06 

3,526  61 

7  05 

*979  45 

76806 

77600' 

44608 

1.984  08 

3.040  62 
4,865  55 

678  24 

4,489  51 

8  92 
7  75 

662  18 

272  12 

$237  37 

26  40 

600  17 

1.798  24 

6,238  51 
41  96 

1,361  75 

438  99 

403  36 

2,204  10 

8,973  97 

1,410  31 

826  94 

1,198  40 

8,487  24 

63.785  29 
8.269  15 
2.853  14 
3.464  36 
85  64 

2.328  83 
514  92 
2.931  34 
1.042  34 
1,210  68 

37  83 
27  00- 
174  00 

103  66 
106  83 
31  76 

216  94 
260  00 
488  51 

358  43 
504  78 
892  82 

1,768  74 

196  55 

111  95 
200 

1,331  72 

"    405  51 

2,091  22 
8,487  24 

17,166  13 
2,911  04 

8,466  06 
582  28 

5.423  28 
61  64 

45  73 
4  90 

7.363  10 
98182 

33.041  01 
4.480  04 

96,826  30 

12,749  19 

45  30 

2,853  14 

2  55 

1.248  42 

375  69 
628 

522  31 

325  97 

134  54 

360  09 

401  50 

2,385  70 
280  94 

2,304  36 

2,723  31 
504  40 

5,850  06 

283  66 

375  58 

75103 

■  ibi, 020  bb 
260  33 

929 
i52"'44' 

1.021  73 

440  66 

109  53 

4,633  19 

784  96 

214  92 

49  13 

5.654  65 
1.546  74 



1,210  68 

r.836  81 

$130,095  60 

$29,880  42 

$13,372  64 

$1,547  18 

$991  26 

$13,730  13 

$50,521  63 

$189,617  32 

1  ccmtract  lusting. 
1  hy  mnnidpaaty  as  of  Jan.  1,  1914. 
«  Repori  for  period  Jan.  1, 1914.  to  June  30.  1914. 

t  $1,824.60  of  this  expoiBe  due  to  expense  incurred  from  changing  customer's  equipment  from  d.  c.  to  a.  c. 
u  laohidei  $240  sapcrintendenoe. 
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ItaUe  figures  denote  credits. 


CLASS  A.    DETAILED  OPERATING 


Namb  op  Company 

ComaB 

LoCATIOIf 

CoUection 

salaries 

and 

oomis- 

sions 

Reading 
meten 

and 
deUvering 

bills 

CoUection 
supplies 

and 
expenses 

UneoUeetr 
ible 

accounts, 
reserve 
charges 

PnnnoUoQ 

business 

salaries 

and. 

Appleton 

Wis.  Tr.  Lt  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  &  St.  Ry.  Co. 

Bdoit  W.  Gas  4  El.  Co 

Chip.  Valley  Ry.  Lt.  A  Pr.  Co. 
Chip.  Valley  Ry.  Lt.  k  Pr.  Co. 

Eastern  Wis.  Ry.  &  Lt.  Co 

Minahan  BIdg.  Co 

1364  14 
176  10 
152  20 

1481  96 
273  75 
496  94 
261  58 
438  52 

586  40 
21  00 
752  98 
326  00 
485  22 

750  78 

46  28 

1.064  88 

107  20 

124  79 
131  00 
517  02 
235  19 

6.151  26 

2.517  01 

112  68 

287  10 

117  16 

671  25 
52  78 
765  48 
251  13 
431  37 

116  14 

3587 

402  48 

245  01 

240  36 
894  00 
205  98 

21  05 
10  25 

1.112  61 

22  49 

85  72 
61  63 
18  75 
66  45 

86  85 
20  47 
38  36 
43  37 

$339  22 

415  43 
150  00 
600  00 

534  U 

762  98 

1.397  16 

720  00 

$678  38 

AiUand. 

Bdoit 

Chippewa  Falls 

Eau  Claire 

Fond  du  Lac 

Green  Bay^ 

834  60 
272  93 

90  00 
767  13 

Green  Bay« 

JanesiriUe 

Kenosha 

Wis.  Public  Service  Co 

Janesville  Electric  Co 

Wis.  Gas  &  Elec.  Co. 

335  36 

300  59 

1.396  83 

528  67 

1.804  65 

745  03 

1,747  79 

U  Crosse 

La  Crosse 

La  Crosse  Gas  A  Elec.  Co 

Wis.  Ry.  Lt.  &  Pr.  Co 

1.595  42 

Madison 

Madison  Gas  A  Elec.  Co 

Peninsular  Power  Co 

4.498  11 

300  00 

1.203  11 

Madison 

1,620  57 

Madison..  .. 

Southern  Wis.  Power  Co 

Electric  Lidit  Co. 

180  00 
362  50 
168  35 
431  07 

6.783  88 
424  63 

2.647  18 

Manitowoc> 

Manitowoc* 

Municipal  Hec.  PJant 

Men.  a  Mar.  Lt.  k  Tr.  Co 

Plankinton  El.  Lt.  A  Pr.  Co. 

The  MU.  El.  Ry,  k  Lt.  Co 

Mil.Lt.Ht.4Tr.Co 

Wells  Power  Co 

Marinette 

MUwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

MUwaukee 

582  95 

844  13 

5.159  40 

1.588  16 

228  30 

120  00 

32  55 

761  51 

720  00 
282  59 

960  93 
2,204  78 

34.396  02 

10,587  87 

26  19 

Oshkosh 

St.  Croix  Falls . 

Oshkosh  Gas  Lt.  Co 

Wisconsin  Improvement  Co... 

Sheboygan  Ry.  k  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  k  Pr.  Co 

Watertown  Gas  k  Elec.  Co. 
Wausau  St.  Ry.  Co 

1  62 

192  75 

2.524  79 

355  00 

164  15 

Sheboygan 

Superior 

8  93 

1,289  55 
55  94 
646  94 

1,160  80 
•550  11 

Superior 

Watertown 

Wausau 

1.050  50 
1,412  91 
3,868  50 

Total 

120.284  12 

$18,458  71 

$5,629  20 

$18,185  67 

$66,634  84 

1  Purchased  by  Wisconsin  Public  Service  Co.  Jan.  1.  1914. 

« Includes  opotiting  revenues  and  expenses  of  Green  Bay  Gas  k  Elec.  Co.  from  July  1 

*  Vhni  purchased  by  municipality  as  of  Jan.  1,  1914. 


1913.  to  Dec.  31.  1913. 
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EXPENSES,  1914— Continued 


CIU. 

Qknbral 

OPKRATION 

Promotion 

busnoB 

•upplies 

•ad 

Total 
eommcrcial 

Salaries 

of  general 

officers 

Salaries 
of  general 
office  clerks 

General 
office 
rent 

General 
office 

supplies 
and 

expenses 

Uw 

expenses — 

general 

$678  37 
24  29 

$2,558  21 

474  14 

1,213  44 

1.119  39 

3.875  65 

2.823  67 
21  00 
4,736  42 
2.265  62 
6.980  77 

4.676  47 

149  66 

11.433  50 

2.469  72 

$4.430  04 

1.786  68 

2.878  75 

393  29 

1.475  00 

2,637  54 

$2,881  72 
761  97 

3.318  04 
639  20 

2.816  23 

2,569  63 
487  50 
3.023  10 
1.968  75 
1.581  11 

4.226  90 
180  00 
2,521  52 
1.364  33 
1,082  70 

750  00 

$219  96 

$503  63 
599  63 
877  32 
593  82 
338  54 

964  53 
9  05 
890  85 
898  25 
562  73 

2.037  63 

55  01 

452  73 

712  97 

144  21 

112  35 

$339  '22 
233  32 

113  00 

707  81 

1.510  05 

418  09 

508  00 
400  00 
462  50 

205  02 

20  00 

438  00 

1.500  00 

447  73 

693  00 

256  86 
168  00 
999  10 

465  20 
365  40 

MO  09 

434  87 
5.160  00 
1.142  08 

6,005  66 
1.249  99 
7.748  92 
2.775  00 
6.300  00 

600  00 

1.799  14 

1.747  79 

1,060  55 
93  13 

1.054  46 

102  33 

489  76 

3.254  79 
719  46 

1.950  00 
256  14 
240  00 

75  00 

700  00 

76  35 

3.114  04 

555  13 

3.409  85 

5,066  15 

750  00 

1.161  85 

1.626  90 
5.436  67 
3,444  44 

7.839  51 
1.331  66 
1.035  30 
7.299  99 
960  00 

5.900  08 
2.400  00 
3.406  00 
942  50 
4.800  00 

1.680  36 

3.564  23 

400  00 

15.539  07 
2,636  99 

970  28 
3.312  35 

900  13 

2.730  00 
900  00 
1,471  00 
1.465  93 
1,679  63 

37  50 

1.284  53 

540  00 
200  00 

^Xljtr  89 

^,S7S  97 

153  30 

1.041  95 

177  00 

1,060  00 
M36  00 
390  01 
302  85 
240  00 

1,173  71 
30  01 

7,218  02 

1.408  86 

172  85 

777  74 

1,980  00 
6  38 

34.396  01 

10,587  71 

67  48 

126  24 

86.973  42 

25,725  85 

473  01 

742  48 

149  71 

4.030  29 
602  89 
9.401  90 
2.002  57 
7.679  60 

6.879  21 

2.139  68 

399  80 

1.931  44 

80  00 

1,235  05 
3,051  58 

2V377"79 

1,474  84 

91  12 

148  00 

1.513  51 

2.352  97 

309  45 

423  87 
623  05 

$65,532  01 

$194,724  55 

$91,439  77 

$67,422  67 

%lfi,6Jk6  40 

$23,761  91 

$24,886  14 

*  Report  for  period,  Jan.  1. 1914,  to  June  30. 1914. 

*  General  expense  apportionment. 

*  Indudw  mipi>lieH  and  expenses. 
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Italic  figures  denote  credits. 


CLASS  A.    DETAILED  OPERATING 


Name  op  Compant 

GiNiRAL— Conchided 

opiHATioM— concluded. 

MAINTB 

Location 

general 
expeosea 

Railroad 
expenses 

Total 
operation 

Mainte- 
nance 

general 
oflSce 
equip- 
ment 

Mainte- 
nance 
general 
office 
buildings, 
fixtures  and 
grooods 

Beloit 

Wi8.Tr.Lt.Ht.&Pr.Co 

Ashland  Lt.  Pr.  A  St.  Ry.  Co 
Beloit  W.  Gas  &  El.  Co 

$786  30 

1,342  71 

862  79 

50  82 

2.725  38 

644  70 
740  41 
4,102  64 
943  84 
•745  36 

3,027  29 
1,494  34 
2.640  82 
1.102  54 
1.020  31 

322  44 

$0  42 

I9r  67 

5  39 

1  80 

785 

$9.160  87 
4,724  31 
8,701  76 
2,245  13 
8,816  75 

7,487  04 
1,622  36 
10,880  27 
10,470  84 
5,538  86 

16,094  51 
3,476  95 

16.013  99 
6.210  98 

11,524  31 

2.609  79 

$26  23 

33  93 
10  88 
2  72 

47  27 

16  27 

$48  31 

Chip.  Falls    . 
Eftu  Claire 

Chip.  Val.  Ry.  Lt.  &  Pr.  Co  .. 
Chip.  Val.  Ry.  Lt.  &  Pr.  Co 

Eastern  Wis.  Ry.  &  Lt.  Co 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co    ... 

34  73 

Fond  du  Lac 
Green  Bayi 
Green  Bay* 

128  06 
117  24 

Janesville 

Janesville  Electric  Co 

Kenosha 

Wis.  Gas  A  El.  Co 

La  Crosse 

La  Crosse' 

La  Crosse  Gas  &  El.  Co 

Wis.  Ry.  Lt.  &  Pr.  Co 

17  71 

Madison 

Madison  Gas  A  Elec.  Co 

Peninsular  Power  C'O , . , 

Madisoa 

Madison    .  . . 

Southern  Wis.  Power  Co 

Electric  Light  Co 

»2,737  09 

Manitowoc"  .... 

Manitowoc* 

Municipal  Elec.  Plant 

Marinette 

Milwaukee 

Men.  4  Mar.  Lt.  &  Tr.  Co 

ComroonwealUi  Power  Co 

Plankinton  El.  Lt.  A  Pr.  Co  . 

TheMU.El.Ry.ALt.Co 

Mil.  Lt.  Ht.  &  Tr.  Co 

2.520  99 
599  61 
235  37 

"18.342  51 

1*4,523  85 

138  04 

2,706  26 

928  06 

2,434  14 

5,865  75 
13.294  22 
4,316  20 

40.041  97 
8,572  41 
2,921  67 

17.042  10 
3,045  19 

15,952  03 
8,736  00 
9.984  74 
4,057  26 

10.799  00 

257  03 
11  63 

81  14 

Milwaukee. 

Milwaukee 

Milwaukee 

5.451  54 

905  34 

52  10 

^i7  es 

1S438  21 
40  29 
3  29 
2  65 

417  13 

1.340  49 
244  78 

Milwaukee 

Oshkoeh 

Wells  Power  Co 

Oshkoeh  Gas  Lt.  Co 

4  97 

St.  Croix  Falls. 

Wis.  Improvement  Co - 

Sheboygan  Ry.  A  Lt.  Co 

Nwthern  Pr.  Co 

Superior 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  El.  Co 

Wausau  St.  Ry.  Co 

2,672  16 
11445  52 
1,922  81 

1.646  00 

328  59 

20  00 

3  59 

Watertown 

Wausau 

12  47 

Total 

$60,022  01 

$11,320  16 

$265,207  26 

$1,311  12 

$2,039  93 

1  Purchased  by  Wisconsin  Public  Service  Co.  Jan.  1,  1914. 

>  IiM^dee  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elec.  Co..  from  July  1,  1913,  to  Dee.  31,  1913. 

*  Includes  $217.17  Rdief  and  Pension  Association  charges. 
<  Rentals. 

» ToU  to  Wis.  Valley  Imp.  Co. 

*  Tdegn^ih  and  telephone. 

*  Tdephone  system  supplies  and  expenses. 

'Plant  purchased  by  municipality  as  of  Jan.  1.  1914. 

*  Report  for  period  Jan.  1.  1914.  to  June  30. 1914. 
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EXPENSES,  lOU.-Continaed. 


Undistbibutbd 

NANCB 

Total 
general. 

Totol 

Injuries 

and 
damages 

Insurance 

stationery 

and 

printing 

Operation 

Btoree 
department 

Maintenance 

stores 

department 

equipment 

bniildings. 

fixtures  and 

grounds 

Operation 
of  utility 
equipment 

»74  57 

$9,235  44 
4,724  31 
8.701  76 
2.279  86 
8.850  68 

7.625  98 
1,622  36 
11.000  23 
10.470  84 
5.586  13 

16.128  49 
3,476  95 

16.013  99 
6,210  98 

11,524  31 

2,609  79 

6.203  W 
13.305  85 
4.316  20 

41.820  67 
8,857  48 
2.924  96 

17,049  72 
3.045  19 

16,369  16 
3.736  00 
9.984  74 
4,073  32 

10.799  00 

$1,356  75 
25  00 
43  OO 

$1,356  75 

1,139  16 

972  51 

134  88 

4.500  00 

591  09 

302  73 

867  00 

6,000  00 

2,095  72 

1.073  68 
2.812  89 

$422  67 

557  71 
89  22 
73  90 

182  35 
560 

260  80 

261  65 
139  85 

1,888  92 
1  50 

$217  40 

$4  34 

468  06 

"• 19  55 

19  92 

$600  99 

34  73 

378  62 

60 

1,397  91 

447  17 

33  93 

647  62 

138  94 

3.766  02 

286  79 

119  96 

2.400  00 

574  03 

28  07 

4'J6  01 
7W  27 

47  27 
33  98 

2.095  72 

1.515  33 
114  96 

383  54 
598  61 

11  38 
25  21 

38  87 
332  51 

2.827  58 

1.221  94 
334  91 

614  14 

255  92 

562  24 

1.980  00 

1,174  18 

8.599  00 
3,970  40 
576  43 
2,973  95 
1,917  45 

809  83 
923  80 
1,054  01 
413  07 
312  30 

436  26 
282  14 

♦69  40 
•1,062  98 

100  69 

'27  96 

102  16 

**669'84" 

1,980  00 

54  80 
333  07 

20  65 
10140  25 

338  17 
11  63 

1,183  72 
1.648  92 

44 

1.778  70 

285  07 

3  29 

8,699  00 

2.646  92 

443  10 

26  33 

2  70 

2.603  56 

5.848  12 

1.060  33 

183  98 

142  59 

388  94 

667  47 
21  25 
472  99 
354  71 
334  30 

24,114  37 

2.820  55 

410  84 

368  84 

602  67 

249  80 

647  37 
87  89 

18.306  92 
"3,287  02 
»M,307  92 

7  62 
417  13 

4  93 
"1.289  69 

379  29 
•143  50 

535  10 

1.449  19 

293  40 

2,851  52 

W2,146  81 

16  06 

277  79 
1.241  30 

8  41 
68  01 

23  06 

S3.S41  05 

1268,548  31 

$35,812  08 

$49,539  98 

$14,465  02 

$37,801  79 

$2,843  73 

$32,782  97 

>*  Promotion  of  safety,  operating  expenses. 

"  ladudes  $85.99  Rcsief  and  Pension  Association  expemes. 

"Indades  $21.00  mainteDanoe  adjusbnent. 

B  Indudes  $2,668.91  Rdief  and  Pennon  Association  expenses. 

M  TnritMJwi  maintenance  of  utility  equipment. 

>  Rent  of  plant  and  equipment. 

■  **9btori"  and  "Oror  account"  credit  balance. 

"SUtion  heating. 

"  Indodes  maintenance  of  utility  equipment  buildings,  fixtures  and  grounds. 
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Italic  figures  denote  credits. 


CLASS  A.    DETAILED  OPERATING 


Namb*  op  Company 

Undibtributed 
(Concluded) 

SUMMABT 

Location 

Main- 
tenanoe 
utility 
equip- 
ment 
build- 
ings, fix- 
tures and 
grounds 

Total 
undis- 
tributed 

Total 
power 

Total 
trana- 
miasion 
and 
trans- 
formation 

Total 
storage 

Applelon 
Ashland 

Beloit  

Chip.  Falh. 
Eau  Claire 

Fond  du  Lac 
Green  Bay* 

Wis.  Tr.  Lt.  Ht.  &  Pr.  (^o 
.Ashland  Lt.  Pr.  A  St.  Ry.  Co 
Beloit  W.  Gas  &  El.  Co 
Chip.  Val.  Ry.  Lt.  &  Pr.  Co 
Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co  . 
Minahan  Bldg.  Co 

1507  06 

22  32 
105  30 

92  31 

85  02 
303  48 
291  14 

518  67 

$4.465  96 
1.632  22 
1.573  22 
1,001  76 
6.327  32 

6,336  39 
308  23 
4.620  96 
7.329  40 
5.056  22 

5,962  93 
2.929  35 

$14,465  59 
10,376  29 
19,056  08 
14,049  81 
8.448  32 

24.157  05 

7,231  52 

»12,728  33 

19.939  37 
»51,023  94 

68.504  54 
16,731  96 
77,495  64 
7,681  25 
11,561  71 

12,980  35 
10,435  61 
28,763  18 
86,789  94 
30,202  14 

»323.074  33 

»131,623  39 

26.335  79 

34,165  23 

55.652  85 

28.039  46 

133.788  48 

60.998  53 

12.864  25 

9,374  33 

$742  54 
1.119  43 

1.887  50 

46  50 
833  06 
87  72 

Green  Ba>» 

Janesville 

Kenonba 

Wis.  Public  Service  Co  

Janesville  Electric  Co 

Wis.  Gas.  &  Elec.  Co 

La  Crosse... 

UCrosseGasAElec.Co 

Wis.  Ry.  Lt.  k  Pr.  Co 

Madison  Gas  &  Elec.  Co 

Peninsular  Power  Co 

Southern  Wis.  Power  Co 

Electric  Light  Co 

Municipal  Elec.  Plant 

Men.  &  Mar.  Lt.  A  Tr.  Co 
Commonwealth  Power  Co .. 
Plankinton  Elec.  Lt.  A  Pr.  Co. 

The  Mil.  El.  Ry.  A  Lt.  Co 

Mil  Lt.  Ht.  A  Tr.  Co 

Wells  Power  Co 

Oahkoeh  Gas  Lt.  Oo 

Wis.  Improvement  Co 

Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 
WaU-rtown  Gas  A  Elec.  Co  . 
Wausau  St.  Ry.  Co 

Total 

La  Crosse 

1,230  06 

Madison  

$986  48 

Madison    . 
Madison  

26  71 
761  23 

43  06 

'0385  48 

40  20 
466  76 

1.676  49 
31  29 

4,682  58 
2.469  22 

716  30 

331  37 

2.889  56 

5.651  98 

1.174  18 

»64.220  20 

"14.258  59 

5,922  27 

3,936  13 

4.811  71 

6.442  25 

945  05 

"5,123  00 

1.401  73 

4.807  43 

3,938  36 
5.462  30 

Manitowoc*.    . 

Manitowoc*. 

Marinette 

1,756  83 
6,728  23 

Milwaukee  .. 
Milwaukee 

Milwaukee.  . 
Milwaukee.    . 

Milwaukee 

Oshkosh  . 

270  94 

St.  Croix  FdlU. 

2,434  25 

Shebiygan. 
Superior   

Superior  

9,199  16 

Watert?  wn     . 

Wausau 

$3,361  94 

$176,407  51 

$1,338,539  16 

$35,465  94 

$1,257  42 

1  Purchased  by  Wisconsin  Public  Service  Co.  Jan.  1,  1914. 

>  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  and  Elec.  Co.  from  July  1,  1913.  to  Dec.  31,  1913. 
'  Includes  transformation  and  storage. 
<  Plant  purchased  by  municipality  as  of  Jan.  1.  1914. 
» Report  for  period  Jan.  1.  1914.  to  June  30.  1914. 
*  Rental  of  plant  and  equipment. 

7  Includes  credit  of  $2,444.01  undistributed  expense  apportionment,  and  expense  of  $550.33  rent  of  land,  buildings 
and  other  property. 
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EXPENSES.  1914— Condudad 


or  OnaATtsQ  Expmsbs 


Totd 

distriba- 

aoo 

Total 

oomump- 

tion 

TotiJ 

commer- 

dal 

Total 
general 

Total 
undis- 
tributed 

Total  of 
foregoing 

D^jed.. 

Taxes 

Total 
operating 
expenses 

$3,767  62 

1.209  65 

1.565  63 

559  96 

3.012  82 

5  474  51 

$4,789  32 
1.476  67 
1,671  04 
1.560  18 
3.042  06 

3.526  61 
7  95 
3.040  62 
4.865  55 
4.489  51 

6.238  51 

41  96 

8.973  97 

$2,558  21 

474  14 

1,213  44 

1,119  39 

3,875  65 

2,823  67 
21  00 
4.736  42 
2,266  62 
6.980  77 

4.676  47 

149  66 

11,433  50 

2,469  72 

$9.235  44 
4.724  31 
8,701  76 
2,279  86 
8,850  68 

7.625  98 
1,622  36 
11,000  23 
10,470  84 
5.586  13 

16,128  49 
3,476  95 

16.013  99 
6,210  98 

11,524  31 

2,609  79 

$4,465  96 
1,632  22 
1.673  22 
1.091  76 
5,327  32 

6,336  39 
308  23 
4.620  96 
7.329  40 
5,066  22 

5.952  93 
2,929  35 

$40,024  68 
21.012  71 
33,781  17 
20.660  96 
36,344  35 

49.944  21 
9.397  47 
43,938  90 
51.810  75 
78,773  02 

107,910  16 
24,706  06 

143.422  94 
25.612  88 
31.031  57 

22,107  94 
13,056  71 
47,923  28 
136.770  82 
37.045  58 

674.909  83 
215,837  28 
41.999  44 
65,908  37 
67,366  42 

63,708  52 
151,996  39 
86,804  20 
24,142  19 
37.978  49 

$13,667  78 
21.000  00 
3.480  00 
3.000  00 
9,000  00 

$10,189  75 

3,344  96 

4,389  00 

1,833  23 

22,143  70 

5,712  25 
397  60 
13.383  78 
7,200  00 
6.832  37 

14.118  06 
13.056  00 
10.273  09 
8,111  23 
18,663  04 

2,711  69 

$63,782  21 
45,357  67 
41,650  17 
24,994  19 
66.488  05 

55,656  46 

206  41 
7.765  84 
6.106  91 
5.548  73 

6.409  22 

145  12 

28.519  46 

588  74 
33.829  22 
12,000  00 
13,132  63 

16.000  00 
6,872  97 

41,461  66 
9,000  00 

30.000  00 

10,383  71 
91,151  90 
71,010  75 
98,738  02 

137.028  21 
43,634  03 
195.147  69 

629  99 

4,682  58 
2,469  22 

716  30 

331  37 

2.889  56 

6.651  98 

1,174  18 

45.913  28 
10,971  57 
6,922  27 
3,936  13 
4.811  71 

6,442  25 
945  06 
1,449  19 
1,401  73 
4.807  43 

42.724  11 

14  03 

79,594  61 

918  72 

1.768  74 
1.331  72 
2.091  22 
8,487  24 

96.826  30 

12,749  19 

2.853  14 

5,850  06 

375  58 

4.633  19 
214  92 
5,654  65 
1.546  74 
1.210  68 

3,114  04 
555  13 

3.409  85 
5,066  15 

86.973  42 

25.725  85 

473  01 

742  48 

149  71 

4,030  29 
602  89 
9,401  90 
2.002  57 
7,679  60 

24,819  63 

401  88 

13,055  71 

2,808  72 

10.470  49 

1.353  06 

80.301  83 

25.909  80 

3.490  27 

4.164  75 

896  13 

4.m  17 
3.609  89 
9.315  19 
2.253  58 
4.107  45 

6,203  92 
13,305  85 
4,316  20 

41.820  67 
8,857  48 
2.924  96 

17,049  72 
3,045  19 

16,369  16 
3,736  00 
9.984  74 
4.073  32 

10.799  00 

8,406  66 
19,028  10 
7,716  00 

176.254  41 

63,240  72 

14,027  26 

16.020  00 

8,000  02 

20,000  00 

»18,758  13 

24,000  00 

7.316  98 

14,000  00 

2.769  99 

•63.813  96 

1,608  45 

•109,484  16 

U37,692  22 

2.960  96 

9,117  04 

26,045  41 

3,684  28 
4.426  28 
6.060  94 
5,479  67 
8,460  97 

59.099  93 
209.612  87 
46,270  03 

969.648  40 
306.770  22 
58,987  65 
91,045  41 
101 ,410  85 

87.392  80 
176,179  80 
116.865  14 
36,938  74 
60,439  46 

S225.93183 

$189,317  32 

$194,724  55 

$268,548  31 

$151,139  76 

$2,404,924  29 

$596,691  27 

$413,262  86 

$3,414,878  42 

■  $18,306.92  of  the  undistributed  expenses  has  been  redistributed  orer  the  various  accounts. 

•loehides  $2,034.85  oontingendes. 

i*IadadflB  credit  of  $428.21  undbtributed  expense  i^portionment,  and  expense  of  $813.69  rent  of  land,  buildings 

and  other  property, 
u  $3,287.02  of  the  undutributed  expenses  has  been  redistributed  over  the  various  accounts. 
tt  lodadea  1^.97  eontingendes. 
**  Contingencies. 
M  All  but  $1,440.19  of  the  undistributed  expense  has  been  redistributed. 
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CLASS  A.    STEAM  GENERATION  APPORTIONMENT 


NaMS  or  COMPANT 

Opsration 

Location 

O^ng 

Fuel  for 
steam 

Water  for 
steam 

MisoeUaii- 

eous  steam 

suppUes 

and 
expenses 

A.<iftnH 

Wis.  Tr.  Lt.  Ht  4  Pr.  Co 

$300  37 
1,091  56 
2.382  05 

$2,588  13 
3,672  28 
11.564  67 

$48  72 

Ashland  Lt.  Pr.  &  St.  Ry.  Co 

$198  00 
89  60 

19  92 

Bdoit 

Beloit  W.  Gas  A  Elec.  A> 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

50  29 

Chip.Fallfl 

Eau  Claire 

Chip.  Val.  I^.  Lt.  A  Pr.  Co 

Fond  du  Lac 

Green  Bayi 

Eastern  Wis.  Ry.  A  Lt.  Co 

Minfth»n  Bldg.  Co 

3.287  42 

552  83 

70  16 

1.410  53 

6.152  06 

5.560  74 

27.638  40 

2.361  22 

274  98 

1,409  00 

41,907  35 

44,906  54 

379  95 

1,011  52 

Green  Bay" 

Wis.  Public  Service  Co 

14  88 

Janesville 

1.063  33 

688  48 

KpTKMha 

Wis.  Gas  k  Electric  Co 

846  24 

La  Cro88e 

La  Croeae. 

La  Crosse  Gas  A  Elec  Co - 

Wis.  Ry.  Lt.  &  Pr.  Co „ 

887  16 

Madison. 

Madison  Gas  A  Elec.  Co 

6.825  97 

54,588  71 

637  19 

1,531  55 

Madiflon..„ 

Penininilar  Powffl*  Co 

Madison 

Manitowod> 

Electric  Lidit  Co 

Municipal  F3ee.  Plant 

1.359  75 

915  00 

214  03 

4.831  65 

1.400  61 

44.221  87 

...   .(*)  ..„.. 

6.918  90 
5,844  88 
171  47 
55.685  78 
13,483  17 

552,520  06 

*  44",'323  57 
23.555  11 



172  47 

Manitowoc' 

60  00 

Marinette 

Men.  A  Mar.  Lt.  k  Tr.  Co „„ 

14  88 
42  47 

20  62 

Milwaukee „ 

787  67 

MUwaukee 

Plankintnn  Kl,  T.t  4  Pr.  Co 

4.992  50 

MUwaukee ^ 

The  MU.  Hec.  Ry.  k  U.  Co 

5.403  04 

iiilii 

8.669  79 

Milwaukee. 

Mil.  Lt.  Ht.  A  Tr.  Co 

Milwaukee. 

WHte  Powff  Cn 

5.368  98 
2.518  74 

1.455  77 

OehkoeK 

St.  Croix  Fali8.„ 

Oshkoeh  Gas  Lt.  Co  .._.„ 

248  67 

Shebovgan. „.. 

Superior... 

flhAlvisrgi^f)  Ry,  k  Lt   Co 

5.189  05 

29,060  78 

86  07 

482  44 

Northern  Power  Co 

Superior.... 

Superior  W.  Lt.  k  Pr.  Co 

1.111  83 

40  03 

WatcrtomL 

Watertown  Gas  k  Elec.  Co 

Wauaau. 

Wausau  St.  Ry.  Co 

Total „ 

$93.653  37 

$923.536  83 

$9,217  08 

$21,340^ 

1  Purchased  by  WisoonBin  Public  Service  Co.  Jan.  1.  1914. 

s  Includes  operating  revenaes  and  expenses  of  Green  Bay  Gas  k  Elec.  Co.  from  July  1, 1913,  to  Dec  31.  1913. 

'Plant  purcoased  by  municipality  as  of  Jan.  1, 1914. 
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ACCOUNT.    YEAB  ENDING  JUNE  30,  1914 


MAiMTENANOB 

Total  cost  of 
steam 

APPORTIOiniD  TO 

Total 
opentioD 

BoUen 

andbpUer 

Mudlukry 

eqaipment 

Cod  and 
ash  han- 
dling 
equipment 

BoUer 
plant 

building. 

fixtures 
and 

grounds 

Total 
mainte- 
nance 

Electric 
utility 

Other 
utUities 

S2.8S7  22 

132  61 

63  27 

594  42 

$0  64 
79  30 

$0  25 
265 

$33  50 
145  22 
594  42 

$2,920  72 
6.126  98 
14,681  03 

$2,920  72 
5.126  98 
14,681  03 

4.081  76 

14.086  61 

32.317  29 

1,821  54 
495 

785 
377 
1  28 

38  38 

1,867  77 
8  72 
1  28 

34,185  06 

2,922  77 

361  30 

2,819  63 

52,270  12 

53,310  68 

34.185  06 

2,922  77 

361  30 

2.819  53 

44,109  70 

63.310  68 

2.914  05 

360  02 

2,819  53 

49.968  98 

2,269  72 
1,037  31 

31  42 
113  89 

2,301  14 
1,267  76 

$8,160  42 

52.042  92 

116  56 

63.583  42 

3.056  06 

3,055  06 

66,638  48 

61,424  66 

5,213  82 

8.451  12 

64  93 
240  35 

26  67 

2,718  27 

444  00 

31.456  75 

1  60 

66  53 

300  35 

112  73 

3,100  38 

444  00 

37,262  50 

8,517  65 

7,120  23 

633  73 

64,447  95 

20.320  28 

648,077  26 

8,517  65 
7,120  23 
633  73 
64.447  96 
20,320  28 

565,571  08 

6.819  88 

60  00 

421  00 

86  06 

61.347  57 

382  11 

19.876  28 

610.814  70 

4,624  17 

1,181  58 

82.506  18 

51.762  39 
26.323  52 

1.679  46 
319  30 

856  23 
2  47 

20  62 
108  27 

2,556  31 
430  04 

54,318  70 
26,752  56 

10,763  02 
26.752  56 

43,565  68 

34,818  34 

2,670  89 

183  89 

100  83 

2,965  61 

37,773  95 

37,773  96 

1.151  86 

45  00 

45  00 

1,196  86 

1,196  86 

$1,047,747  52 

$48.544  50 

$6,318  27 

$1,686  55 

$66,548  32 

$1,104,296  84 

$964,869  74 

$139,436  10 

*  Report  for  period  Jan.  1,  1914,  to  June  30,  1914. 

*  Induded  in  report  of  T.  M.  E.  R.  k  L.  Co. 
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CLASS  A.    DISTRIBUTION  OF  PAY  ROLL. 


Location 

NaMB  or  CoifPANT 

Power, 
steam 

Power, 
hydrauUc 

Steam 
gener- 
ation 

Power 
duction 

Trans- 
muaon 

trans- 
formaUon 

Distri- 
bution 

Appleton 

Wi8.Tr.Lt.Ht.APr.Co 

AflhIandLt.Pr.ASt.Ry.Co 
BeloitW.GasAEIeo.Co    . 
Chip.  Val.  Ry.  Lt.  &  Pr.  Co 

$157  25 

71  12 

2,863  20 

<2.546  41 

3.182  33 

44  88 

2.875  05 

6.123  95 

$301  55 
1.211  86 
2,379  50 

i$2.010  26 

$736  66 
962  80 

$2,445  96 

A%nH 

1.098  59 

Bdoit 

823  91 

Chippewa  Falla. 
Eau  Claire 

357  36 

Chip.Val.Ry.Lt.APr.Co 

Eastern  Wis.  Ry.  &  Lt.  Co. 

MinahanBldg.Co 

Wis.  Public  Service  Co 

Janesville  Elec.  Co 

4.064  03 

925  00 

392  51 

2.760  15 

6.042  42 

9.338  21 

12.558  7i2 
241  75 

1,386  60 

2,919  38 

Fond  du  Lac 

4.067  76 
552  83 

4,107  94 

Green  Bay* 

ii2.45i  15 
7.767  56 

Green  Bay* 

6,305  56 

Janeaville 

1.250  50 
8.453  23 

5.819  83 

833  06 
87  72 

3.546  13 

KenoBha 

Wis.  Gas  k  Elec.  Co 

5,124  52 

LaCrooe 

La  Croase  Gas  k  Elec.  Co  ... 

Wis.  Ry.  Lt.  k  Pr.  Co 

Madison  Gas  &  El.  Co 

Peninsular  Power  Co    ... 

4,619  26 

La  Croeee . 

8.148  48 

'14  95 

5.678  73 

13.266  15 

3.569  79 

•61  47 

3.061  27 

2.551  73 

61  80 

Madison 

7.775  67 
67  88 

12.315  60 

Madison 

399  80 

Madison .. .. 

Southern  Wis.  Power  Co 

1  60 

Manitowtw'^ 

Elec.  Light  Co 

2.682  02 
2,291  75 
195  41 
6,151  14 
4.699  87 

1.367  70 
1.215  35 
214  03 
5.061  22 
1.400  61 

703  67 

Manitowoc" 

Men.4Mar.Lt.ATr.Co.. 

Commonwealth  Power  Co 

PlankintonEl.Lt.4Pr.Co 

TheMU.Elec.Ry.ALt.Co. 
Mil.Lt.Ht.ATr.Co 

395  88 

Marinette 

1,069  09 
2,064  25 

1.380  94 

Milwaukee.    .  . 

8238  11 

7.790  97 

Milwaukee. 

1.072  96 

Milwaukee. ... 

Milwaukee. 

Milwaukee..  . 

Wells  Power  Co 

8.716  59 
4,844  21 

5.702  15 

5,872  83 
2,589  28 

1.755  U 

Oshkoeh 

Oshkoeh  Gas  Lt.  Co 

Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  Co 

2,666  81 

St.  Croix  Falls. 

10,324  13 

1.659  67 

791  39 

Shebo^rgwL 

Superior 

5.762  03 

2.624  85 

7,101  44 

2,566  18 

Superior 

Superior  W.Lt.  A  Pr.  Co 
Watertown  Gas  A  Elec.  Co 

•H.315  85 

4,325  85 

Watertown 

"248  06 

1,172  93 

Wauaau 

Wausau  St.  Ry.  Co 

428  79 

6,126  45 

2,534  64 

Total  .      ... 

179.442  14 

$78,549  22 

$55,363  66 

$2,248  37 

$25,393  60 

$73,909  62 

1  p.  of  B.— L.  Pr.  Co.  and  open  accounts. 
'  Reserve  accounts. 

*  Merchandise  sales,  connecting  appliances,  etc. 

*  Installing  labor. 

*  Purchased  by  Wisconsin  Public  Service  Co.  Jan.  1, 1914. 

*  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elec.  Co.  from  July  1. 1913,  to  Dec.  31, 1913. 
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YEAR  ENDING  JUNE  30.  1914. 


Consump- 

oommer- 
cua 

Conminp- 

munidpal 
contract 

lighting 

Commer- 
cul 

General 

Undis- 
tributed 

Stock 
account 

Conetruc- 
tion   and 

Deprecia- 
tion 

Total 

$1,062  58 
452  84 

$1,150  23 
336  32 
383  70 

408  81 

409  57 

1.068  01 

918  00 

1,137  99 

$825  27 

449  85 

625  61 

790  50 

2.010  73 

1.567  28 
21  00 

2.870  32 
1,371  62 
1,882  05 

2,542  83 

37  79 

7.010  90 

1,727  77 

304  79 

493  5U 

1,646  30 

2.871  04 

$7,392  98 
2.548  65 
6,679  80 
1,170  04 
4,291  23 

5,249  09 
487  50 
3,457  97 
7,128  76 
2,770  46 

10,232  46 
185  20 

11,149  78 
4,139  33 
7,382  70 

1,350  00 

$601  30 

$53  06 

$2,850  51 

2,495  54 

1,219  40 

548  22 

10,688  22 

6.033  26 

56  00 

5,340  48 

$1,535  64 

$24,360  55 
12,809  90 

599  91 
508  72 

>391  94 

589  81 

24  10 

1,072  86 

354  14 
2,551  93 
10,535  98 

91  99 

SI. 364  56 

17,730  55 
9,800  44 

343  48 

38,733  24 

1.101  58 

*1,440  07 

29,863  87 
2.042  33 

1,778  68 
1,055  00 

574  03 

864  78 

580  48 

800 

•423  39 

326  48 

33,497  18 
26.630  77 

3.195  84 
031  98 

1.089  20 

925  90 
1,861  41 

3,763  25 

9,153  98 
7,655  86 
9,558  53 
8,064  67 
10,187  26 

223  35 

33,273  47 
44,357  02 

40 

20.593  21 

3,174  61 

1.518  74 

67,423  77 

23,381  20 

142  27 
287  00 
430  59 

21140 

33,599  93 

116  45 

6,890  25 

143  38 

4,826  86 

142  13 

3.307  26 
9.000  90 
3,844  44 

602  05 
1.268  64 

4.385  90 
8,059  78 

13,464  60 

3. 048  39 

46,454  34 
11,017  88 

^..- 





041  29 

1, 721  79 

138  87 
431  46 
117  16 

1.190  27 
345  96 

4,383  10 
250  26 

4,654  87 

2,005  58 

11,195  70 

651  76 

8.959  15 
3,300  00 
5,152  08 
2,408  43 
6.479  63 

517  56 
351  67 
548  36 

647  72 

95  29 
2,960  44 
1,912  83 

69,439  62 

18,001  68 

5,885  28 
10,486  66 

20,043  15 

551  32 

102  57 

27,415  25 

839  34 

16,344  64 

1.063  18 

1.491  02 

1,620  00 

208  60 

96,879  99 

168  10 

13,481  68 

1,644  23 

407  05 
245  73 
860  61 

94  38 

1,123  61 

61  72 

39,345  12 

280  72 

11,913  71 

028  63 

32,552  00 

$25,072  68 

$12,722  73 

$40,561  10 

$131,920  87 

$10,073  37 

$19,163  27 

$199,066  Oo|      $4,340  27 

$758,726  90 

•Storage. 

>  MiaoolaneouB. 

^  Plant  purchased  by  municipality  as  of  Jan.  1, 1914. 

"  Report  for  period.  Jan.  1, 1914,  to  June  30, 1914. 

<s  JQactnc  power. 

»  Supeintendrace. 
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Italic  figures  denote  credits. 


CLA^A.    BALANCE 
Ab 


Name  or  CouPArnr 

PROPERTY  AND  PLANT 

Treasury 
securities 

Stocks, 
bonds  and 
other  invest- 
ments 

Reserve. 

Location 

Cost  begin- 
ning of  year 

Construction 
current  year 

jtjnlring 

and 

special  fund 

aaseta 

Appleton 

Wi5.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas  A  Elec.  Cfo 

Chip.Vall«orRy.Lt.APr.Co 
Chip.VaUeyRy.Lt.APr.Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Minahan  BIdg.  Co 

Wis.  Public  Service  Co 

Janeaville  Electric  Co  

Wis.  Gas  A  Elec.  Co 

U  Crosse  Gas  A  Elec.  Co 

Wis.  Ry.  Lt.  A  Pr.  Co 

$980,666  33 

471,656  42 

625,029  98 

142.876  79 

1.788.222  77 

600.392  87 
59,180  49 
2,040,947  71 
566,171  92 
257,918  01 

1.069,332  46 
2,450,618  58 
965,644  28 
1,290,314  22 
3,622,391  65 

174,981  85 
139.822  13 
173,378  63 
•270.633  30 
160,673  52 

6.799.552  78 
1.520.546  27 
"267.542  88 
1,311,810  39 
1,610.093  62 

483.784  36 

(H) ... 

$  16.609  01 

20,093  84 

10.199  04 

3.159  10 

93.643  41 

21.335  98 

91.131  08 
17.536  97 
3). 096  66 

75,614  31 
39.459  30 
43,311  02 
79.510  23 
66,191  61 

2.338  53 

6)3  78 

13.018  17 

104.879  85 

3)3  21 

298,6)8  22 

411,171  38 

S^8  84 

14.234  44 

9.752  78 

15,747  63 

'   44,3}6  98 
5.511  40 

$102,204  00 

$13,360  00 

260  77 

3,200  00 

$32,980  00 

Ashland. 

Beloit 

Chip.  Falls 

Eau  Claire 

Fond  du  Lac 

32.614  00 

80,176  81 
96,678  60 

5,825  00 

Green  Bay* 

Green  Bi^ 

JanesTille. 



Kenosha 

56,626  74 

La  Crowe 

La  Crosse 

50.400  00 

270  00 

27.926  55 

Madison. 

Madison  Gas  A  Elec.  Co 

Peninsular  Power  Co 

Madison 

Madison. 

Southern  Wis.  Power  Co 

Electric  Li^t  Co 

131.000  00 

Manitowoc' 

Manitowoc^ 

Municipal  Elec.  Plant 

Marinette 

MUwaukee 

Milwaukee 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Plankinton  El.  Lt.  A  Pr.  Co  . 

ThcMU.Elec.Ry.ALt.Co. 
Mil.  Lt.  Ht.  A  Tr.  Co 

Milwaukee 

36.708  00 
1,080  000  00 

7,624  96 

400,00 

2M,000  00 

Milwaukee 

4,000  00 

Milwaukee 

Wells  Power  Co 



Oshkoak 

Oshkosh  Gas  Lt.  Co 

Wis.  Improvement  Co 

Sheboygan  Ry.  A  Lt.  Co 

Northo-n  Power  Co 

St  Croix  Falls 

Sheboygan 

Superior  . 

71.911  (M 

""38,866  00 
50,000.00 

6,944  69 

73,783  89 

Superior 

Watertown.. 
Wauaau 

Superior  W.  Lt.  A  Pr.  Co 

Wat<rtown  Gas  A  Elec.  Co    . 
Wausau  St.  Ry.  Co; 

Total 

952.780  25 
377.824  94 
564.288  58 

$31,738,977  96 

24,874  56 

$1,528,359  19 

$405,018  00 

$1,398,807  12 

$518,143  89 

Uncludes  $72,258.36  balancing  item. 
I  Includes  $40,712.50  balancing  item. 

*  Interest  and  dividends  receivable. 

*  Purchased  by  Wisconsin  Public  Service  Co:,  Jan.  1,  1914. 

*  Includes  operating  revenues  and  expenses  <A  Green  Bay  Gas  A  Elec.  Co.  from  July  1,  1913  to  Dec.  31.  1913. 

*  Includes  $482,446.92  adjustment  to  balance  dq)artment8. 


Digitized  by 


Google 


Statistics — Financial — Electric 


253 


SHEET.  JUNE  30,  1914 

SKTB 


CURRBNT  ASSBTB. 


Cuh 


Not«Rand 
hSjs  re- 


Accounts 
recehrable 


Materials 
and  sup- 
plies 


Miscella- 
ncoiis  cur- 
rent assets 


Prepaid 
accounts 


Open 
accounts 


Deficit 


Total 


122.440  40 
3,470  24 
8.255  11 
1.965  08 

1.000  00 

8.520  44 
45  71 
2.036  26 
2.866  32 
6,929  45 

965  60 

4,657  22 

17,772  21 

17.949  37 

28.515  00 

1.001  03 
5.911  66 
2.807  26 

346  35 
12.813  31 

79.596  47 


7.713  43 

666  20 

2.630  50 

177  33 
7.. 360  27 
9.203  77 

926  87 
4,684  16 


593  12 

4,498  65 

556  37 


7.396  56 


13  80 


16.800  00 


118.029  22 
37.647  48 
11,049  67 
67.306  87 

114.443  70 

8.230  85 
4,494  05 

20,030  75 
8,584  63 

22,739  45 

6,960  38 

23,889  22 
14,477  37 
2,026  13 

4,350  90 


$8,166  75 
5.523  26 

10,098  96 
2,455  16 

12,127  59 

18,779  79 
96  57 
12.661  29 
4,218  35 
14,829  48 

18.101  43 


3,406  07 


6,071  10 

23,787  32 

5,785  47 

859,618  56 


19,459  54 
3,408  29 
11.625  24 

3,031  52 
5.501  15 
2,093  30 
14,449  14 
229  53 

137.463  64 


40.000  00 
44109 


826  66 
777  99 
635  31 


7,397  76 
16  532  73 
115.418  14 

22,841  03 
26.886  98 
25,535  15 
14,077  84 
33,826  22 


4.183  94 
8.400  31 
4,781  00 

17,363  89 


$310  56 

856  23 

971  27 

71,56 


$5,970  62 


s$1.215  82 


1.068  34 
935  32 
294  85 

946  38 
1,371  80 

790  32 
1.311 


179,396  47 
»42,300  05 
16.522  80 


24,039  69 

1.756  39 

•498,949  97 

15,134  73 

266  11 

74,633  94 


$7,384  93 


676  72 
676  72 
442  84 


•1,387  17 

>10,800  00 

>42(f  96 

333  34 


2,250  00 


15.048  06 
12.272  20 
18,729  50 


1,134  61 


831  09 

2,448  66 
201  47 
559  85 
515  74 

1.710  36 

1,431  37 

58  35 

45.209  99 


54,797  14 


■03. 383. 975  72 

40,813  23 

223  66 

2,0,52  7( 


7.293  56 


$1,200  736  89 

540,107  36 

752,699  15 

218,390  93 

2,054.562  52 

796.263  26 

71,202  65 

2,292.060  10 

601 . 184  58 

888.398  41 

1.215,281  84 
2,563.591  63 
1,145,500  53 
1.406,971  08 
3.861.749  62 

186.410  55 
152,575  44 
197  811  30 
414,095  96 
235.333  27 

11.896.765  29 
3,067,532  35 
.327.743  82 
1,362  011.90 
1.744.816  40 

617.059  25 

41,599  16 

1.164  706  05 

460, &43  25 

695,817  66 


1263,842  11  $75,845  62 


$1,522,069  87 


$385,098  88 


$17,560  52 


$63,691  39 


$4,186,762  02 


$69,475  63 


$12,173,652  2) 


^  Plant  purchased  by  municipality  as  of  Jan.  1,  1914. 

•  Report  for  period  Jan.  1, 1014,  to  June  30.  1914. 

•  Geoeraiinc  equipment  amountina  to  $290,333.61.  owned  by  Ackley  Land  Co. 
w  Adjustment  to  balance  account,  $3,341,509.78. 

u  Includes  $67^10.04  adjustments  during  year. 

»  Property  in  Wisconsin  valued  at  $347,694.95,  owned  by  Great  Northern  Power  Co. 
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CLASS  A.    BALANCE 

LlABIL 


NaMB  or  COMPANT 

Capital  Lubiutiis 

Location 

Capital 

stock 

preferred 

Capital 

stock 

common 

Funded 
debt 

Morteage 
liabOitMS 

Appleton 

Wis.  Tr.  Lt.  Ht.  k  Pr.  Co 

ABhlandLt.Pr.A8t.Ry.Co .... 

Beloit  W.  Gas  A  El.  Co    

Chip.  Valley  Ry.  Lt.  A  Pr.  Co. 
Chip.  VaUey  Ry.  Lt.  &  Pr.  Co. 

Eastern  Wis.  Ry.  A  Lt.  Co 

Minahan  Bldg.  Co  

Wis.  PuWie  Service  Co 

Janesville  Electric  Co 

$340.000  00 
122,000  00 
160,000  00 

i6o,666"66' 

$504.900  00 

ARhlftmf 

$300,000  00 
288,000  00 
83,200  00 
985,750  00 

492.876  80 

Bdoit 

160,000  00 
64.000  00 
600.000  00 

166.400  00 
26,175  00 
369,000  00 
100,000  00 
230,000  00 

270,000  00 
826,560  00 

Chip.  Falb 

Eau  CUire 

Fond  du  Lac 

Green  Bay> 

221,466  66 
46.066  66 
120.00000 

207,846  06 
196.500  00 

Green  Bay* 

1.179,693  00 
150,000  00 
460,000  00 

653,800  00 
1,643,040  00 

Janeiville 

Kenosha 

Wis.  Gas  A  Elec.  Co 

La  Crewe 

La  CroBse  Gas  A  El.  Co 

Wb.  Ry.  Lt.  A  Pr.  Co 

Madison  Gas  A  Elec.  Co 
Peninsular  Power  Co 
Southern  Wis.  Power  Co 

Electric  Littht  Co 

Municipal  Elec.  Plant  

Men  A  Mar.  Lt.  A  Tr.  Co 

Commonwealth  Power  Co 
Plankinton  El.  Lt.  A  Pr.  Co    . 

TheMn.El.Ry.ALt.Co 

MU.  Lt.  Ht.  A  Tr.  Co 

Welb  Power  Co 

Oshkoah  Gas  Lt.  Co 

Wis.  Improvement  Co 

Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  Co 
Superior  W.  Lt.  A  Pr.  Co 
Watertown  Gas  A  Elec.  Co 
Wausau  St.  Ry.  Co 

U  Croeee 

Madison  

$385,323  66 

Madison 

750,000  00 
1,500,000  00 

75.000  00 

369,000  00 
2.170,000  00 

Madison 

Manitowoc' 

146,000  00 
37,133  50 

Marinette 

Milwaukee 

Milwaukee 

104,720  00 

1,260.000  00 

500,000  06 

126,66606 
28.875  00 

2.758,000  00 
800,000  00 
108,600  00 
525,000  00 
750,000  00 

156.090  00 
25,000  00 
150,000  00 
100.000  00 
266,700  00 

115.500  66 

Milwaukee „ 

5,189,240  00 
896,120  00 
122.175  00 
700,000  00 

Milwaukee .     ... 

Milwaukee 

Oahkosh 

St.  Croix  Falls 

ftl^jr.:::: 

310,890  00 

156,060  00 

Superior 

540.000  00 
130.000  00 
276,750  00 

Watertown 

Wausau 

Total 

$3,578,460  00 

$11,430,300  00 

$17,122.668  30 

$500.823  00 

Purchased  by  Wisconsin  Public  Service  Co.  Jan.  1,  1914. 

Includes  opo^ting  revenues  and  expenses  of  Green  Bay  Gas  A  Elec.  Co.  from  July  1, 1913  to  Dee.  31,  1913. 

nant  purchased  by  municipality  as  of  Jan.  1, 1914. 
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SHEETS.  1914— Continued 


RiBlRTn  LXiBILITm 

Cdrrsnt  Lubilttixs 

Depredstioo 
KMnre 

Sinking 
reserve 

Special 
reaenre 

Notes  and 
bilk  payable 

Accounte 
payable 

Matured  in- 
terest on  fund- 
ed debt  unpaid 

Dividends 
unpaid 

$56,281  04 

$34.477  65 

$9,173  23 

700  00 

5,306  69 

17,381  50 

174,962  33 

4,602  83 
37,695  73 
17,568  94 

2,383  28 
12,5*3  43 

14,792  64 
12,324  20 
11,820  11 

$2  55 

65,010  00 

$1,397  50 

110  96 

8,898  81 

807  10 

241  30 

13.939  34 

5.777  36 

$305  60 

7,872  00 

13,000  00 
23.296  00 

68.500  00 

19.550  00 

24.625  00 

6.660  20 

6,931  92 

43,811  26 

1,008  60 

25,830  00 
43.750  00 
59.110  00 

15,000  00 

12  50 
3,438  50 

36.240  00 

39.781  35 

1.790  14 
199  34 

186,587  86 

5,779  84 

11,000  00 

60,000  00 

30,153  08 

6.000  00 

25.000  00 

29.471  53 

3,198  38 
8.183  51 

2.088  32 
100.213  12 
20,501  25 

25.200  00 

1,303  00 
24.064  51 
8,357  75 

216.983  52 

207,579  14 

2,356  49 

7,112  16 

185,785  70 

71.374  82 

60.888  79 

978.803  55 
195.496  99 

413,384  18 

19,764  63 

1.310  05 

183  22 

32  55 

3.485  74 

47,580  40 

722  00 

5,430  00 

60  40 

53,032  01 

33.208  39 

29.333  33 
114.430  37 

9,696  68 

3,125  00 

»762  87 

22.580  00 

14.799  16 
9,330  84 
15,086  17 

1M,720  98 

26.659  84 
13.267  56 

1.836  84 
1.058  38 

978  61 
126  25 

18.065  79 

155,450  00 



54.433  69 

12,382.739  66 

148.477  34 

$510,678  31 

$653,599  89 

$1,044,166  43 

$92,123  70 

$926  78 

Report  for  period.  Jan.  1,  1914.  to  June  30, 1914. 
Moored  interest  on  notes  and  nils  payable  unpaid. 
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Report  of  Railroad  Commission 


Italic  figurei  denote  credits. 


CLASS  A.    BALANCE 

LUBILITtn — 


Namb  op  Company 

CORRBNT  LlABILinM— coDchided 

Location 

Deposits 

current 
liabilities 

Taxes  accrued 

Wis.  Tr.  Lt.  Ht.  &  Pr.  Co 

Ashland  Lt.  Pr.  &  St.  Ry.  Co 

Beloit  W.  Gas  &  El.  Co 

Chip.  Valley  Ry.  Lt.  A  Pr.  Co 

Chip.  Valley  Ry.  Lt.  &  Pr.  Co 

Eastern  Wis.  Ry.  &  Lt.  Co 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co 

Janeeville  Electric  C-o 

Wis.  Gas  &  Elec.  Co 

U  Crosse  Gas  &  El.  Co 

Wis.  Ry.  Lt.  &  Pr.  Co 

Madison  Gas  A  El.  Co 

$307  09 
430  15 
464  25 

$6,656  47 

aJB  :::::: 

1.622  04 

Bdoit 

1  974  80 

Chippewa  Falla 
Eau  Claire 

845  97 
8,537  18 

Fond  du  Lac 

1.012  90 

3,075  39 

Green  Bay' 

Green  Bay* 

10,232  70 

Janosville 

234  90 

3,500  98 

Kenosha 

La  Crosse 

944  03 

4,207  87 

8.197  46 

La  Crosse 

Madison 

450.400  00 
2,240  26 

6.813  35 
7.588  04 

Madison 

Peninsular  Power  Co 

2,714  43 

Madison  .     .. 

Southern  Wis.  Power  Co 

Manitowo<^    .. 

Electric  LiRht  Co 

Manitowoc' 

Municipal  Electric  Plant 

Marinette 

Men.  &  Mar.  Lt.  A  Tr.  Co 

Commonwealth  Power  Co 

Plankinton  El.  Lt.  &  Pr.  Co 

The  Mil.  El.  Ry.  &  Lt.  Co 

Mil.  Lt.Ht.4Tr.Co 

Wells  Power  Co 

198  92 
15  00 

14.983  22 

69  45 

1 , 158  32 

993  58 

Milwaukee 

MUwaukee 

Milwaukee ^. 

MUwaukee. 

Milwaukee 

694  23 
3.246  30 

2.284  00 
866  25 

69.421  29 
5,667  50 
1.405  00 

Oshkosh 

Oshkosh  Gas  Lt.  Co 

Wis.  Improvement  Co 

6.133  33 

St,  Croix  Falls 

14.090  15 

Shcbo^rgan 

SupfTior 

Superior 

1,971  00 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  EH.  Co 

Wausftu  St.  Ry.  Co. 

4.*80b  00 
267  58 

1,800  00 

Watertown 

1.746  86 

Wausau 

3,936  38 

Total 

129.093  68 

$56,580  79 

$172,073  15 

I  Adjustment  to  balance  accounts. 

»  Purchawd  by  Wisconsin  Public  Service  Co.  Jan.  1,  1914. 

*  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elec  Co  from  July  1, 1913  to  Deo.  1,  1913. 

*  Management  of  stock  account. 
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SHEET.  1014— Concladed 
Coaduffed 


Accrued  Liabiutibs 

Open 
accounts 

Surplus 

Unmatured 
interest  on 

funded 
debt 

Accrued 

Unmatured 

interest  notes 

and  bills 

payable 

accrued 

Dividends 
accrued 

Miscdlaneous 
liabUiUes 
accrued 

Total 
liabilities 

$1,545  19 

■;;;;;;;;;;;;;;;;;;■■;;;;■; 

$1,345  72 
65  74 

$248,393  67 

48.715  57 

122.141  90 

44.850  16 

2,677  95 

57.609  38 

$1,200,736  89 

4,800  00 

$121  14 

540.107  36 
752.699  15 
218,390  93 

$11,675  00 

i$28,314  14 

400  00 

4.250  88 

1,351  89 

1.220  53 

33,692  78 

2,054,562  52 

6.&5S  21 

14  31 

796,263  26 
71,202  65 

24,17!r63 

70 
507  37 



438.899  65 
246.399  70 
38,154  41 

52.650  94 
S.74S  i6 
331.365  05 
74.066  65 
76.109  04 

81.410  55 
6.575  44 
6,076  35 

87,062  85 

778,676,55 

349,085  77 

27.003  90 

53.352  18 

166,893  08 

118.788  50 

2.292.060  10 

1.875  00 

»7,367  70 
1.380  00 

601 .  184  58 

4.632  50 

311  54 

888.398  41 
1.215.281  84  . 

27.009  00 

2.563,591  63 

S936  81 

2.811  69 

1,145,500  53 

3,600  00 

1,406,971  08 

25,487  50 

■■     * 

3.861,749  62 

486  18 
329  23 

186,410  55 

30  6b 

152.575  44 

863  70 

11,446  76 

197.811  30 

53,970  00 

414,095  96 

43.406  72 
'588.697  99 

235.333  27 

44.105  84 

213  32 

4.240  17 
664  30 

11.896.765  29 

5.306  33 

3,067,532  35 

1,221  75 

327,743  82 

5,866  67 

1,362,011  90 

1,744,816  40 

1.012  42 

•1.341  59 
2,112  50 

617,059  25 

""i 

41.599  16 

4,308  48 

195  64 

112,874  82 
36,406  39 
80.761  09 

1,164,706  05 

333  33 

460.643  25 

695,847  66 

$165,700  35 

$1.458  93 

$74,382  70 

$13,136  57 

$712,977  33 

$3,683,276  29 

$42,173,662  20 

*  Insurance  accrued. 

*  Plant  purchased  by  municipality  as  of  Jan.  1, 1914. 
7  Report  for  period  Jan.  1. 1914,  to  June  30. 1914. 
•Wages. 
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Ildie  fifarai  denote  defioits. 


CLASS  B.    PRIVATE  PLANTS.    INCOME 


Location 


Nams  or  CoMPAirr 


Total 
openting 


Total 
openting 


Net 
opersting 
revenues 


Noo- 
opentinc 
revenue! 


Antiflo 

Bwu)oo 

Beaver  Dam 

Berlin. 

Buiiingt<m 

I>eUvML..„ 

DePere. 

Edgerton^ 

Orvid  Rapids... 
Hudson..... 

Hurlesr 

LadyimitL 

Lake  Geneva. 

MayviUe. 

Medfofd — » 

Mellen. 

MenooKMue. 

Merrill 

MQwaukee ».. 

Mineral  Point .. 

Monroe.. ....... 

New  Richmond. 
North  MUwaukee 

Oeonto. 

Ooonto..„ 

FlatteviUe 

Portage. 

Prairie  du  Chien.. 

Rhinelander 

Rhinelander 

Rice  Lake 

Ripon. 

Sparta 

Stevens  Point 

Stevens  Point 

Tomah ^ 

Tomahawk 

Walworth 

Washburn 
Waukesha 

Waupaca. 

Whitewater 


Antifo  Elec  Co 

Baraboo  Qas  k  Elec.  Co 

Beaver  Dam  Lt.  &  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  El.  Lt.  A.  Pr.  Co. . 


United  Ht.  Lt.  A  Pr.  Co 

De  Pere  El.  Lt.  A  Pr.  Co 

Edgerton  Elec.  Lt.  Co 

El.  A  Water  Co 

Burkhardt  Mlg.  k  El.  Pr.  Co.. 


Ironwood  A 
Ladyamith  Ltg.  Co 

Equitable  Elec.  Lt.  Co 

Northwestern  Lt.  A  Pr.  Co 
Medford  Lt.  A  Mfg.  Co 


Mellen  W.  A  U.  Co 

Chip.  Val.  Ry.  Lt  A  Pr.  Co... 

MerriURy.AU.Co „ 

BadgerRy.ALt.Co.». 

Mineral  Pt.  Pub.  Service  Co... 


Ry.  A  Lt  Co. 


Monroe  Elec.  Co „ , 

New  Richmond  Pr.  Co. 

N.  M.  U.  A  Pr.  Co 

Ooonto  Elec.  Co 

Peoples  Land  A  Mfg.  Co.. 

Intentato  Lt.  A  Pr.  Co 

Portage  El.  Lt.  Co 

Prairie  City  Elec.  Co.« 
Rhinelander  Lighting  Co 
Rhinelander  Pr.  Co... 


Red  Cedar  Val.  El.  Co 
Ripon  Lt.  A  Water  Co 
0. 1.  Newton's  Sons  Co 

S.  Pt.  Lighting  Co 

S.  Pt.  Power  Co 


Tomah  Elec.  A  Td.  Co 

Tomahawk  Lt.  Tel.  A  Impr.  Co ... 
Walworth  lighting  Plant 

Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  Gas  A  El.  Co 


Waupaca  El.  Lt.  A  Ry.  Co  . 
Whitewater  El.  Light  Co 


$46,208  66 
23,178  06 
38.258  22 
32.934  11 
23.567  20 

17.561  91 
25.629  39 
17.576  96 
32.860  41 
22,985  78 

20,677  18 
13,063  24 
34,063  01 
62.218  87 
8,139  08 

7,741  75 
23,440  02 
31,302  85 


$36,951  54 
15.005  23 
34.272  52 
27,612  27 
21,052  64 

16,129  79 
14,618  00 
16.446  26 
26.301  17 
18.361  71 

8.757  49 
14,118  64 
29.991  36 
44.975  47 

6,394  35 

6.233  20 
14.883  97 
21.290  81 


$9,318  12 
8.172  83 
3.985  70 
5,321  84 
2,504  65 

1,432  12 

11.011  39 
1.130  70 
6.559  24 
4,624  07 

11.919  69 
1, OSS  40 
4,071  65 

17.243  40 
1,744  73 

1,508  55 
8,556  05 

10.012  04 


53.139  84 

31.284  44 
11.671  80 
14.643  99 
9,183  87 
16,728  84 

220.476  11 
38.193  48 
19.486  86 
25,998  27 
15.399  38 

21.292  47 
23.181  35 
23.574  09 
35.161  92 
5.500  00 

16.454  62 
13.168  42 
16.344  28 
10.434  25 
63,347  91 

16.718  17 
19.203  32 


45,130  10 

24,472  10 
11.039  92 
11,192  47 
9,194  99 
15.630  42 

181,930  40 
31  588  29 
16,310  78 
18.190  19 
9.231  82 

15,761  88 
16.659  13 
14.576  99 
20,159  46 
3,969  87 

13.451  64 
10.801  15 
19.323  14 
8,508  89 
46.749  83 

9.624  78 
16.020  90 


8.009  74 

6.762  34 

631  88 

3.451  52 

//  1$ 

1,098  42 

38,545  71 
6,605  19 
3.176  08 
7,808  08 
6.167  56 

5.530  59 
6.522  22 
8.997  10 
15.002  46 
1,530  13 

3.002  98 
2.367  27 
i,978  88 
1.925  36 
16.598  08 

6.093  39 
3.182  42 


$257  25 
559  90 
1,362  34 
2.767  64 
1.225  63 

876  68 

532  83 
1,465  89 


428  95 
51.023  27 


210  61 


702  60 
2.806  45 
1,825  23 


214  52 
366  88 


105  05 
91  58 
733  40 

656  55 

352  73 

441  60 

1,172  53 


5.513  87 
1.860  40 
1.262  31 


2  00 


109  74 
1,070  50 


29  81 
916  10 


810  09 
745  72 


Total 


$1,200,995  47   $942,915  56   $258,079  91 


$82,608  84 


>  Land  contract. 

<  Conbactual  sinking  fund  requirements. 

'  Not  (^wrating. 
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ACCOUNT.    YEAR  ENDING  JUNE  30,  1914. 


DSDUCnONB  FROll 

Net 
income 

Disposition 
of  net  in- 
come 

Oron 
ineome 

IntcreBt  on 

funded  debt 

ArMlestote 

moitgagaB 

Inttfest  on 

floating 

debt 

MiscelUne- 
0U8  deduc- 
tions 

Total 

Surplus 

19,575  37 
8  732  73 

32.500  00 
3.750  00 
3,047  27 
6,566  18 

780  00 

$309  66 

157  48 

1.088  26 

1.043  28 

91  25 

295  14 

$1,748  00 
330  00 

$4,557  65 

4.237  48 

4,135  53 

7.609  46 

91  25 

1.075  14 

$5,017  72 

4.495  25 

1.212  51- 

480  02 

3,639  03 

1,233  66 
11,544  22 
1,774  76 
6,559  24 
4.769  94 

1.283  40 
i,m  8i 
3.407  63 
8.053  39 
1.574  62 

1.246  54 
9.362  50 
9.337  27 

$11,140  46 

%e,m  74 

4,495  25 

5,348  04 

4.000  00 

S,787  49 

8,089  48 

480  02 

3.730  28 

2,000  00 

1.639  03 

2.308  80 

1,233  66 

11.544  22 

6.754  50 
2.400  00 
2.260  80 
3.375  00 

8.890  63 

4.789  72 

2.596  59 

821  83 

821  83 

686  84 

6.559  24 

4.208  44 

5.053  02 

172  70 

1,609  56 
549  42 
664  02 
M50  00 
170  11 

102  20 

110  38 

283  08 

61,659  58 
1.059  42 

664  02 
9.400  62 

170  11 

964  70 
2,000  00 
2.500  00 

1.304  04 

02.942  96 

60.050  00 
510  00 

1,283  40 

1  OSS  40 

t,U4  88 

4!071  65 

3,407  63 

17.454  01 

8,050  62 

837  84 

1,744  73 

1,574  62 

2.211  24 
11.362  50 

362  50 
2.000  00 
2.000  00 

«500  00 

1,518  00 

871  48 
0.362  50 

11,837  27 

500  00 

8,160  00 

1,177  27 

8.224  26 
7,129  22 

2.896  69 
2.790  00 

1,313  86 
91  25 

«262  50 

4,475  05 
2,881  25 

3,749  21 

4,247  97 
631  88 
3,096  37 
»,mi8 
1,587  22 

14,328  17 
2.457  92 
3.242  60 
7.392  98 
4.316  56 

9.179  59 
6.506  05 
4,499  01 
8.360  05 
1,968  70 

3,202  72 
3,247  24 
8,978  86 
1,815  17 
7iS  n 

6,154  98 
3.823  14 

3,074  37 
4,800  00 

674  84 
SSiOS 

631  88 

631  88 

3.556  57 

460  20 

2,348  74 

244  60 

9,874  10 

460  20 

2,348  74 

244  60 

24,874  10 

4,500  00 

375  17 

1.587  63 

1.85100 

1.864  87 
1.885  57 
6.760  40 
6.642  41 
3.495  83 

2,750  00 

346  87 

80  46 

8,868  88 

1.831  82 

1,587  22 

39,202  27 

9.000  00 
4,500  00 

•6.000  00 

14,328  17 

6.057  92 

2,457  02 

3,617  77 

331  53 
129  15 
291  00 

43  64 
«1.458  48 

3.242  60 

8.080  61 

2,400  00 

4.992  96 

6.167  56 

1.560  00 

1.864  87 
1.145  00 
2.460  00 
3,250  00 
3,495  83 

4.316  56 

11.044  46 

9,179  69 

8,391  62 
10.259  41 

626  07 

627  31 
3.392  41 

ni4  50 
2.673  09 

3.751  00 

2,755  05 
4,499  01 

15.002  46 



8.360  05 

1.632  13 

1,968  70 

3,202  72 

2.010  00 
6.400  00 

1,192  72 

3,446  77 

199  53 

199  53 

SJS8  76 

i,978  86 

8,978  86 

1.055  17 

6,900  do 
748  50 

140  00 
11,339  35 

140  00 
18.239  35 

748  60 
105  00 

1,500  00 

315  17 

17.514  18 

785  17 

6.003  48 

6,154  96 

3.028  14 

105  00 

3,599  76 

223  38 

«340.688  75 

3122.178  84 

$39,339  47 

$22,390  74 

$183,909  05 

$156,779  70 

$95,112  69 

$61,667  01 

*  Amoctisatioo  reserve  requirements. 

*  Depreciation. 

•Report  from  Jan.  1. 1913,  to  June  30, 1914. 
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1  Not  operating. 


CLASS  B.    PRIVATE  PLANTS.    DETAILED 


Location 


Antigo 

Banboo 

Beaver  Dam 

Berlin 

Burlington 

Delavan 

De  Pere 

Edgerton 

Grand  Rapids 

Hudson 

Huriey 

Ladymnith 

Lake  Geneva 

Mayville 

Medford 

Mellen 

Menomonie 

Merrill 

Milwaukee «... 

Mineral  Point 

Monroe 

New  Richmond 

North  Milwaukee. 

Oconto 

Oconto 

Platteville 

Portage 

Prairie  du  Chien... 

Rhinelander 

Rhinelander 

Rice  Lake 

Ripon 

Sparta „ 

Stevens  Point 

Stevens  Point 

Tomah 

Tomahawk 

Walworth 

Washburn 

Waukeaha. 

Waupaca. 

Whitewater 


Naujs  or  Ck)ifPANT 


Antigo  Elec.  Co 

Baraboo  Gas  &  El.  Co 

Beaver  Dam  Lt.  &  Pr.  Co  . ... 

Berlin  Pub.  Service  Co 

Burlington  EL  Lt.  &  Pr.  Co.. 


United  Ht  Lt.  A  Pr.  Co 

De  Pere  El.  Lt  A  Pr.  Co 

Edgerton  El.  Lt  Co ~- 

Elec.  A  Water  Co - 

Burkhardt  Mlg.  A  El.  Pr.  Co ... 


Ironwood  A  Bessemer  Ry.  A  Lt  Co .. 

Ladysmith  Ltg.  Co 

Equitable  El.  Lt  Co 

Northwestern  Lt  A  Pr.  Co 

Medford  Lt  A  Mfg.  Co 


Mellen  W.  A  Lt  Co 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co... 

Merrill  Ry.  A  Lt  Co 

Badger  Ry.  A  Lt  Co> 

Mineral  Pt  Pub.  Service  Co. . 


Monroe  El.  Co 

New  Richmond  Pr.  Co 

N.  MUwaukee  Lt  A  Pr.  Co .. 

Oconto  Elec.  Co 

Peopla  Land  A  Mfg.  Co 


Intenrtate  Lt  A  Pr.  Co 

Portage  EL  Lt  Co 

Prairie  City  Elec.  Co» 

Rhinelander  Lighting  Co... 
Rhinelander  Pr.  Co 


Red  Cedar  Valley  Elec.  Co  .. 

Ripon  Lt  A  Water  Co 

O.  I.  Newton's  Sons  Co 

Stevens  Pt  Ltg.  Co 

Stevois  Point  Power  Co™ 


Tomah  EL  A  Tel.  Co 

Tomahawk  Lt  Td.  A  Impr.  Co. 

Walworth  lighting  Plant 

Washburn  EL  Lt  A  Pr.  Co 

Waukesha  Gas  A  EL  Co 


Waupaca  El.  Lt  A  Ry.  Co... 
Whitewater  El.  Lt  Co 


Total 


Commercial 
lighting 
earnings 


$35,649  73 
16,909  69 
25,108  98 
12,973  26 
14,119  91 

10,538  25 
15, 104  09 
12,729  85 
22,799  83 
14,561  38 

12, 769  02 
10,330  56 
27,083  49 

22.899  93 
5,843  01 

6,408  42 

16.900  29 
20,841  40 


12,652  41 

20,818  74 

118  20 

7,680  78 

7,664  26 

10.642  51 

21,728  11 
17,695  68 
15,345  57 
18. 187  20 


16,267  22 
14,214  96 
14,870  11 
20,444  53 


12,515  65 
11,690  64 
4,928  84 
10,386  25 
20,616  20 

12,384  26 
14,724  21 


$588,047  42 


Munidpal 
contract 
lighting 
earnings 


$6,267  39 
6.315  53 
7,405  62 
3.098  19 
4.044  81 

4,978  34 
3,913  33 
2,745  86 
3,639  27 
3.431  00 

2,366  21 
2,732  68 
2.340  56 
2,404  92 
2,296  07 

1,183  33 
3,921  23 
4,375  64 


3,403  25 

4,904  82 

62  20 

3,528  68 


3,472  12 

6.330  91 
6,275  83 
4, 131  61 
5,421  80 


1.553  00 
4.662  41 
5,238  17 
6,428  25 


3,082  05 
1,477  78 
1,263  73 


9,489  86 

2,288  60 
3,745  28 


$144,219  83 
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operating  revenues     year  ending  JUNE  30.  1914 


Commercial 
power 
eununsn 

Municipal 
power 
earnings 

Sales  of 
electric  cur- 
rent to  other 

utilities 

Misoella- 
neoufl  earn- 
ings from 
operation 

Total 
operating 
rerenue 

$4,242  21 

$110  33 

$46,269  66 

962  84 

23, 178  06 

3,422  96 

$434  37 

$1,886  29 

38.258  22 

16,502  66 

360  00 

32.934  11 

5,392  57 

23,557  29 

282  28 

1,763  04 
18  75 

17,561  91 

5,213  22 

1,380  00 

25,629  39 

2. 101  25 

17,576  96 

2,753  98 

3.279  56 
3.583  90 

387  77 
24  30 

32, 860  41 

1,385  20 

22,985  78 

2,164  79 

3,377  16 
1,334  73 

20,677  18 

4,520  76 
35,563  69 

118  20 
15  60 

13,063  24 
34,063  01 
62, 218  87 

8, 139  08 

150  00 

7,741  76 

2,618  50 

59  68 

23,440  02 

4,226  13 

1,800  00 

31,302  85 

36,484  18 

600  00 

53, 139  84 

5,511  38 

70  00 
311  85 

39  76 

31,234  44 

3,246  40 

8, 175  00 

11.671  80 

3,534  53 

14, 643  99 

1,207  76 

9, 183  87 

2,614  21 

16, 728  84 

181,321  12 

11,095  97 
4,675  71 

220,476  11 

9.546  26 
9  68 

38, 193  48 
19,486  86 

2,060  17 
10,299  38 

228  81 

iOO  29 
5,100  00 

25,998  27 
15,399  38 

3,472  25 

21,292  47 

3,401  63 

862  59 
5,500  00 

23, 181  35 

3.465  81 
8,289  14 

23,574  09 
35,161  92 

5,500  00 

856  92 

16,454  62 

211  30 

9,126  37 

181  44 

6,588  12 

283  02 
$50. 778  88 

13, 168  42 

3,321  85 

48  00 

24,115  48 

580  85 
733  83 

30  44 

$3, 400  04 

16.344  28 
10,434  25 
63.347  91 

15.718  17 
19,203  32 

$396,463  87 

$19,085  43 

$1,200,995  47 

«  Report  from  Jan.  1.  1913.  to  June  30.  1914. 
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Report  of  Railroad  Commission 


CLASS  B.  PRIVATE  PLANTS.    DETAILED 
SnAii  PowiB 


NaMK  or  COMPANT 

OPBaATION 

Location 

Operating 
labor 

Steam 
generated 

Steam 
purchased 

Antigo 

Antigo  Elec.  Co 

$1,687  38 

1,097  65 

2.680  94 

1.716  95 

20 

717  46 
1,213  02 
2,756  05 

504  00 
64  00 

$13,111  81 

7,298  64 

12,303  63 

16,686  21 

61  78 

6,476  22 
11.284  17 

BaniDoo 

Baraboo  Gaa  A  Elec.  Co 

Beaver  Dam  Lt.  A  Pr.  Co 

Berlin  Pub.  Service  Co 

Beaver  Dam 

Berlin  

Burlington 

Burlington  El.  Lt.  &  Pr.  Co 

United  Ht.  Lt.  A  Pr.  Co 

Delavan 

Lake  Geneva » 

EquiUble  El.  Lt.  Co 

MayviUe 

Northweetern  Lt.  A  Pr.  Co 

Medford  Lt.  &  Mfg.  Co 

$26,021  36 

Medford 

3,600  72 
738  36 

802  73 

Mellen 

MeUen  W.  &  Lt.  Co 

Merrill  Ry.  A  Lt.  Co 

Merrill    . 

Milwaukee 

Badger  Ry.  A  Lt.  Co» 

Mineral  Point 

Mineral  Pt.  Pub.  Service  Co. 

2,973  24 

J. 561  25 

93  84 

1,609  14 
1.449  69 

323  10 

149  57 

1,413  46 

2.854  60 

353  75 

1,905  53 

24,236  63 
9,453  51 
»1,387  19 

7,661  70 

5,897  78 

186  49 

1.206  66 

Monroe 

Monroe  Elec.  Co 

Oconto  Elec  Co 

Prairie  City  Elec.  Co.» 

Ooonto 

Prwrie  du  Chien 

*1,774  83 

Ripon    

Ripon  Lt.  A  Water  Co 

0. 1.  Newton's  Sons  Co 

Stevens  Pt.  Ltg.  Co 

Tomahawk  Lt.  Td.  A  Impr.  Co 

Walworth  Ltg.  Plant  Co 

Waukesha  Gas  A  Elec.  Co 

Waupaca  Elec.  Lt.  A  Ry.  Co 

Whitewater  Elec.  Lt.  Co 

SparU 

Stevens  Point    

Tomahawk 

1.111  10 

Walworth 

13,210  09 

•26,278  29 

1,279  12 

4,281  12 

Waukesha  

Waupaca 

Whitewater 

Total  

$27,114  82 

$166,416  76 

$28,007  28 

Htdrauuc  Power 


Name  or  Company 

Operation 

Location 

Operating 
labor 

Hydraulic 

powo' 
purchased 

power  plant  sup- 
plies and  ex- 
penses 

Burlington 

DePere 

Burlington  El.  Lt.  A  Pr.  Co 

De  Pere  El.  Lt  A  Pr.  Co 

$690  49 

1,186  89 

2,121  44 

2.220  00 

646  00 

576  00 

746  89 

1,306  38 

$48  01 

169  38 

Hudson 

Burkhardt  Mlg.  A  El.  Pr.  Co 

Ironwood  A  Bessemer  Ry .  A  Lt.  Co. 
Ladysmith  Ltg.  Co 

83  41 

Huriey 

$4, 600  do 

13  16 

Ladysmith 

Lake  Geneva 

76  75 

Equitable  El.  Lt.  Co 

Mellen  W.  A  Lt.  Co 

78  77 

MeUen 

14  78 

Merrill 

Oconto 

Merrill  Ry.  A  Lt.  Co 

Oconto  Elec.  Co.' 

Rhindander  Pr.  Co 

Red  Cedar  Val.  El.  Co  

1.499  47 

106  42 

Rhindander 

Ric«  Lak« 

3,619  92 

1 ,487  60 
2,205  80 
1.269  16 
1.294  00 
1 , 150  00 

36  67 
136  48 

Sparta 

Stevens  Point 

Tomahawk 

Waupaca 

0. 1.  Newton's  Sons  Co 

Stevens  Pt.  Power  Co 

Tomahawk  Lt.  Tel.  A  Impr.  Co 

Waupaca  El.  Lt.  A  Ry.  Co 

Total 

62  94 

i, 151  09 

124  00 
310  26 
32  99 

$20,499  47 

$7,150  56 

$1.292  02 

1    All  station  expenses  at  Sharon,  amounting  to  $2,755.60  are  included. 

I    Not  operating. 

*    Fuel  oil  and  steam  oil.  . 
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operating  expenses,  year  ending  JUNE  30.  1914. 

GSNUUTIOlf 


MkOTMHkVCa 

Total  steam 

er  plant  fupplies 
»DdcDq)eDieB 

Total 

Private  plant 

Private  plant 

buildings,  fiztons 

and  grounds 

Total 

generation 

SI. 167  68 

$15,966  87 

8.931  88 

15.422  42 

19,434  05 

229  32 

10,157  41 
12,934  33 
29,426  58 
4.456  67 
792  36 

892  73 

$60  18 
179  25 
307  04 
262  69 
11  75 

317  81 
251  02 
362  88 
260  61 
10  40 

$60  18 
665  09 
430  46 
890  23 
16  53 

32101 
251  02 
373  58 
606  60 
10  40 

$16,027  05 

535  59 

437  85 

1.030  89 

167  34 

>2.964  73 
437  14 

$485  84 

123  42 

127  54 

4  78 

320 

9,596  97 

15.852  88 

19,824  28 

245  85 

10.478  42 
13,185  35 

649  18 
351  95 

10  70 
345  99 

29,800  16 

5.063  27 

802  76 

892  73 

251  78 
534  23 
368  83 

27.461  65 
11.548  99 
3.624  69 

9.673  58 
8.497  54 
186  49 
1.528  66 
1.405  23 

14.754  49 

29.038  30 

1,693  17 

6,969  15 

345  13 

311  48 

1,713^ 

462  52 
579  91 
14  80 
419  03 
108  27 

309  12 

494  40 

19  22 

55  73 

500 
137  50 

350  13 

448  98 

1.713  63 

619  16 
735  59 
35  80 
875  64 
108  27 

1,506  63 

676  57 

19  22 

145  16 

27.811  78 
11,997  97 
5,338  32 

512  74 
1.150  07 

144  56 

156  64 
155  68 
21  00 
456  61 

10.292  74 
9.233  13 
222  29 
2.404  30 
1.513  50 

130  94 
910  41 
60  30 

1.197  51 
182  17 

16.261  12 

29.714  87 

1.712  39 

802  60 

89  43 

7.134  31 

812,606  71 

1235,046  56 

$6,856  87 

$3.503  01 

$10,359  88 

$245,406  44 

Gbi 


MADfTlNAKCa 

Hydraulic  power 
works 

Power  plant 
equipment' 

Power  plant 

buildings,  fixtures 

and  guards 

Total 

Total  hydraulie 
power 
generation 

$738  50 
1,356  27 
2,204  85 
2,233  16 

$14  79 
68  68 
269  37 

$77  24 
679  70 
938  61 

$12  67 
162  38 
30  55 

$104  70 

910  76 

1.238  53 

$843  20 
2.267  03 
3.443  38 
2.233  16 

5.221  75 

200  00 

200  00 

5,421  75 

654  77 

654  77 

761  67 
1.411  80 

144  05 
309  39 

61  68 

314  45 
134  12 

74  28 
1,537  17 

131  10 
164  10 

349  43 
2,010  66 

1,111  10 
3.422  46 

5.156  06 

1.602  98 
2,268  74 

295  19 

54  22 
106  27 

450 
34  62 

361  37 

403  29 
240  39 
5  89 
254  34 
218  16 

5.517  43 

2,006  27 
2.509  13 

1,393  16 

5  89 
30  50 

1.399  05 

2.755  85 
1.182  99 

223  84 
207  22 

■■■'' low 

3.009  69 
1,401  15 

$28,942  06 

$1,747  59 

$3,773  62 

$776,31 

$6.297  52 

$35,239  57 

Power  purchased. 

Report  from  Jan.  1,  1913.  to  June  30.  1914. 

Steam  apportioned. 

ladudea  m  steam  power  generation. 
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Report  of  Railroad  Commission 


CLASS  B.    PRIVATE  PLANTS.    DE 


Location 


Antuo 

Banboo 

B«aver  JHm. 

Berlin. 

Burlingtoa 

DeUvan 

De  Pcre 

Edgerton 

Graind  Rapids... 
Hudson. „ 

Hurley 

LadyBmith. 

Lake  Geneva. 

Mayville 

Medford 

MeUen. 

Meoomonie 

McrriU 

Milwaukee. 

Mineral  P(»nt. ... 

Monroe — 

New  Richmond. 
North  Milwaukee 

Ooonto 

Oconto 

Platteville 

Portage 

Prairie  du  Chien. 

Rhinolander 

Rhindander 

Rice  Lake. 

Ripon...^ 

Sparta.. 

Stevens  Point  .. 
Stevens  Point 

Tomah 

Tomahawk 

Walworth 

Washburn 

Waukesha 

Waupaca. 

Whitewater 


NaMK  or  CoifPANT 


Antiao  Elec.  Co 

Baraboo  Gas  A  Elec.  Co 

Beaver  Dam  Lt.  A  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  El.  Lt.  &  Pr.  Co 


United  Ht.  Lt.  A  Pr.  Co 

De  Pere  El  .Lt.  A  Pr.  Co 

Edgerton  Elec.  Lt.  Co 

Elec.  &  Water  Co 

Burkhardt  Mlg.  A  El.  Pr.  Co .. 


Ironwood  k 
Ladyionith  Ltg.  Co. 

Equitable  Elec.  Lt  Co 

Northwestern  Lt.  k  Pr.  Co 
Medford  Lt.  &  Mfg.  Co 


Ry.  k  Lt.  Co. 


MeUen  W.  k  Lt.  Co..„ 

Chip.  Valley  Ry.  Lt.  k  Pr.  Co.. 

Merrill  Ry.  k  Lt.  Co.._ - 

Badger  Ry.  k  Lt.  Co.» 

Mineral  Pt.  Pub.  Service  Co 


Monroe  Elec.  Co 

New  Richmond  Power  Co 

North  Milwaukee.  Lt.  A  Pr.  Co 

Oconto  Electric  Co 

Peoples  Land  k  Mfg.  Co 


IntersUte  Lt.  k  Pr.  Co... 
Portage  Elec  Lt.  Co....... 

Prairie  City  Elec.  Co.* 

Rhindander  Ltg.  Co 

Rhinelander  Power  Co.„. 


Red  Cedar  Valley  Elec.  Co.. 

Ripon  Lt.  k  Water  Co 

0. 1.  Newton's  Sons  Co 

Stevens  Point  Ltg.  Co 

Stevens  Point  Power  Co 


Tomah  Elec.  k  Td.  Co 

Tomahawk  Lt.  Tel.  k  Impr.  Co 

Walworth  Ltg.  Plant 

Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  Gas  k  Elec.  Co 


Waupaca  El.  Lt.  k  Ry.  Co. 
Whitewater  El.  Light  Co 


Total.. 


Electric 

current 

purchased 


$9,160  16 


1,958  14 
8.805  12 
12.546  17 


4.273  75 


8.777  84 


10.585  19 
6.058  47 


3.860  80 

167.716  92 
16.257  00 


5.100  00 


5.500  00 
6,544  30 


3.620  00 


$270,763  86 


Total 
cost  of 
power 


116.027  05 
9.596  97 
15.852  88 
19.824  28 
10.249  21 

10,478  42 
4.225  17 
8,805  12 

12.546  17 
3.443  38 

2,233  16 
5,421  75 
13.840  12 
34.073  91 
5.063  27 

1,913  86 
8.777  84 
4,315  19 


27,811  78 

11,997  97 
10,585  19 
6,058  47 
5,338  32 
3,860  80 

167.716  92 
16,257  00 
10,292  74 
5.100  00 
5.517  43 

2.006  27 
9,233  13 
2.731  42 
7,9J4  30 
1.399  05 

6.544  30 
4,523  19 

16,261  12 
3,620  00 

29,714  87 

3,113  54 
7.134  31 


$551 .409  87 


APPORTION 

TOTAL  coer 


Amt.  chg.  to 
dectric  de- 
partments 


$16,027  05 
9,596  97 
15.852  88 
19.824  28 
10,249  21 

10,478  42 
4.225  17 
8,805  12 

12,546  17 
3,443  38 

2,233  16 
5,421  75 
13,840  12 
34.073  91 
5,063  27 

1,913  86 
8,777  84 
4.315  19 


27,811  78 

11,997  97 
10.585  19 
6.058  47 
5.338  32 
3,860  80 

167,716  92 
16»257  00 
10,292  74 
5,100  00 
5,517  43 

2,006  27 
9,233  13 
2,731  42 
7,904  30 
1.399  05 

6.544  30 
4.523  19 

16,261  12 
3,620  00 

29,714  87 

2,756  22 
7,134  31 


$551,052  55 


>  Not  operating. 

'Superintendence  lighting  department. 
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tailed  operating  expenses.  1914— Continued 


MSNT  or 

ThaNBMISSION  and  TRANSrOfUCATION 

OW  POWBR 

OnCRATION 

liAINTBNANCB 

Total  trans- 

Amoont 

ehamdto 

other  depts. 

Operating 
labor 

Sub.  Bta.  k 
transf.  sU. 
■up.  A  exp. 

Total 
operation 

Transmis- 
sion Unee 

Sub.  sta.  & 
trans,  sta.  eq. 
bldgs..  fix,  ffda. 

Total 

mission  A 
transfor- 
mation 

164100 

$517  03 

$1,158  03 

$113  92 
13  26 

$25  52 
20  57 

$25  52 
134  49 

13  26 

$1,183  55 
134  49 

658  58 

658  58 

671  84 

779  77 

779  77 

272  51 

272  51 

1,052  28 

55  60 

55,60 

1,045  03 

22.85 

1.068  78 

1,124  38 

H52  34 

452  34 

452  34 

(») 

392  67 
2,201  94 

48  00 
157  07 

340  67 
2,359  01 

229  25 
550  33 

229  25 
562  77 

560  92 

12  44 

2.921  78 

1,010  12 

6  55 

1.016  67 

244  88 
82  68 

244  88 
87  68 

67  11 
540 

1,261  55 

500 

67  11 
540 

87  68 

131  30 

1  45 

132  75 

199  86 

540 

574  90 

1  00 

575  90 

43  52 
27  60 

43  52 
27  60 

619  42 

27  60 

23  37 

12  32 

35  69 

35  69 

365  00 

365  00 

365  00 

47  79 

47  79 

47  79 

1357  32 

$357  32 

17.163  22 

$731  10 

$7  894  32 

$2  397  20 

$469  05 

$2,866  25 

$10,760  57 

*  lodaded  In  distribution. 

«  Report  from  Jan.  1, 1913.  to  June  30,  1914. 
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Report  of  Railroad  Commission 


CLASS  B.    PRIVATE  PLANTa    DE 


Location 


Namb  or  CoMPAirr 


SlORAOB 


Distribu- 
tion 

•ystem 
operating 

labor 


Diatribotion 

Byatem 

•UKiUes 

and 


Antigo 

Baraboo 

Beaver  DaoL... 

Berlin 

Burlington 


Ddavan. 

DePere 

Edgerton 

Grand  Rapids... 
Hudaoa 


Hurley 

Ladysmith 

Lake  Oeneya... 

MayriUe 

Medford 


MeUen. 

Menomonie 

Merrill 

Milwaukee 

Mineral  Pbint... 


Monroe 

New  Richmond. 
North  Milwaukee 

'Oconto 

Ooonto 


Flatteville 

Portage. 

Prairie  du  Chien.. 

Rhindander 

Rhinelander 


Rice  Lake. 

Ripon 

Sparta 

Stevens  Point. . 
Stevens  Point .. 


Tomah 

Tomahawk.. 

Walworth 

Washburn 

Waukesha 


Waupaca. 

Whitewater... 


Antigo  Eleo.  Co 

Baraboo  Gas  k  Elec.  Co 

BcAver  Dam  Li.  k  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  El.  Lt.  k  Pr.Co 


United  Hi.  Lt.  k  Pr.  Co 

De  Pere  El.  Li.  k  Pr.  Co 

Edgerton  EI.  Lt.  Co 

Elec.  k  Water  Co 

Burkhardi  Mlg.  k  El.  Pr.  Co... 


Ironwood  k 
Ladysmith  Ltg.  Co.... 

EqmUble  El.  Lt  Co 

Northwestern  Lt.  k  Pr.  Co 
Medford  Lt  k  Mfg.  Co 


Ry.  k  Lt  Co. 


MellenW.ALtCo „„ 

Chip.  Valley  Ry.  Lt  k  Pr.  Co  .. 

Merrill  Ry.  k  Lt  Co 

Badger  §r.  k  Lt.  Co.« 

Mineral  Pt.  Pub.  Service  Co 


Monroe  Elec.  Co 

New  Richmond  Pr.  Co 

North  MUw.  Lt  k  Pr.  Co 

Oconto  Elec.  Co 

Peoples  Land  k  Mfg.  Co 


$106  97 


1092  61 

174  91 

356  69 

300 

160  81 

142  78 
135  87 
867  50 
1.031  08 
109  61 

131  58 

1.814  25 

367  59 

466  88 

75  00 

50  55 
92  14 
18  27 


108  39 
66  82 


Interetate  Lt.  k  Pr.  Co 

Portage  El.  Lt  Co„ 

Prairie  City  Elec.  Co.* 

Rhinelander  Lighting  Co... 
Rhinelander  Power  Co 


Red  Cedar  Valley  Elec.  Co . 

Ripon  Lt  k  Water  Co 

0. 1.  Newton's  Sons  Co 
Stevens  Point  Lighting  Co  .. 
Stevens  Point  Power  Co 


80  78 
238  19 
446  00 

468  19 

300  00 

548  34 

1.316  94 


127  45 

77  85 

247  45 

1.520  23 


Tomah  Elec.  k  Tel.  Co 
Tomahawk  Lt.  Tel.  k  Impr.  Co 
Walworth  Lighting  Plant  Co 

Washburn  Elec.  Lt.  k  Pr.  Co 

Waukesha  Gas  k  Elec.  Co 


Waupaca  El.  Lt.  A  Ry.  Co 
Whitewater  El.  Light  Co 


2  83 
126  18 

500 

524  00 

1.137  66 

758  30 
680  38 


Total 


$106  97 


$15  220  10 


$48  67 

39  57 

12  56 

5  46 

509 

72  65 


37  29 

529  94 

16  04 


1.751  61 
53  14 
103  20 


91 

87  68" 


61  65 
110  36 


7  54 
5  96 
64  31 

278  86 


18  67 
106  52 


51  58 
1  45 


119  69 


225  37 

412  61 

78  43 

194  32 

8  56 
90  90 


$4,602  59 


1  Includes  $40.00  Sharon  distribution  system. 
*  Not  operating. 
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tailed  OPERATINQ  expenses.  1914— Continued 


MAINTXNANCl 

Total 
operation 

Diftribution 
■ystcm 

Ttmb- 
formen 

Meters 

Total 
mainte- 
nance 

Total 
distribu- 
tion 

$1,041  28 
214  48 

$380  71 

75  47 

659  13 

332  41 

150  39 

1260  81 
731  15 
24  00 

$8  58 

$933  70 
159  46 

114  53 

115  63 
259  22 

26  24 
253  05 
146  81 
51  76 
40  95 

350  01 
183  56 
664  39 
1  16 
71  00 

49  41 
26  39 
542  79 

$1,322  99 
234  93 
777  57 
539  37 
435  77 

303  10 
1.052  75 

170  81 

51  76 

1.423  02 

800^ 

686  84 

1.547  06 

99  20 

264  31 

263  39 

220  75 

2.504  61 

$2,364  27 
449  41 

368  25 

746 

165  90 

215  43 
)35  87 
404  79 

3  91 
91  33 
26  16 

16  05 
68  55 

1.145  82 
546  83 
601  67 

518  53 

1.188  63 

575  60 

1.561  02 

1  612  78 

125  65 

1,382  07 
442  72 

1,548  67 

932  54 
4.252  70 
1,967  79 

669  28 

131  58 

3,566  86 

823 

503  28 

340 

98  04 

420  73 
570  08 

879  27 

75  00 

193  31 

200  62 

176  80 

1,961  82 

339  81 

51  46 
92  14 
105  96 

13  36 
17  56 

314  85 

312  89 

2.610  56 

170  04 
177  18 

345  67 
911  80 

244  56 

171  87 
74  59 

762  10 
986  39 

932  14 
1.163  57 

88  32 
344  15 
510  31 

62  65 
177  71 

117  24 
25  00 

26  53 
76  00 
37  70 

*    28  85 
2  78 
14  45 
11  00 

206  42 
277  71 
37  70 

372  25 
1,231  41 

14  45 
1.721  16 

21  51 

510  68 
464  05 
216  10 
595  89 

294  74 
521  86 
548  01 

747  05 
300  00 

196  05 
1.228  63 

147  35 

1.119  30 

1.531  41 

581  46 

567  01 

1.425  46 

1.470  16 
21  51 

389  92 
309  51 
199  43 
220  69 

240  00 

3,146  62 
21  51 

179  03 

79  30 

247  45 

103  97 
30  27 

16  79 
124  27 

16  67 
331  76 

689  71 
543  35 
463  55 

1.639  92 

43  44 

2.235  81 

283 

471  96 
207  46 
2  19 
487  32 
984  50 

375  29 
«52198 

163  64 
20  50 

635  60 

237  96 

2  19 

756  91 

1.169  86 

507  50 
521  98 

638  43 

351  55 

417  61 

10  00 

589  51 
419  80 

602  48 
1.331  96 

766  86 
721  28 

108  45 
98  56 

23  96 

161  14 
86  80 

108  25 

1,359  34 
2.501  84 

1.274  36 
1.243  36 

$19.822  09 

$16,435  11 

$2,051  25 

$5,462  65 

$23,949  01 

$43,771  70 

•R«Dort  from  Jan.  1, 1913.  to  June  30. 1914. 

*  Indodti  maintenance  of  traufarmers  and  of  meters. 
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Rp:port  of  Railroad  Commission 


CLASS  B-PRIVATE  PLANTS.    DETAILED 

Con 


Nami  or  Company 

COMIUER 

Location 

Trimming 
uid  inspect- 
ing lampg; 
commercial 

Commercial 

lamp 

BuppUes  and 

renewals 

Miscellane- 
commercial 
oonnimption 
supplies  and 
expenses 

Customers' 
premises 
expenna 

Antigo  

Antigo  Elec.  Co 

130  88 

194  25 

$298  52 

Baraboo  Gas  A  El.  Co 

189  36 

Beaver  Dam. 

PpavfT  Dam  Lt,  *  Pr  rVi 

706  17 
612  45 

17  21 

$2  40 

41  51 

Berlin        

143  25 

Burlingtoa 

Burlington  El.  Lt.  k  Pr.  Co 

United  Ht.  Lt.  A  Pr.  Co 

De  Pere  El.  Lt.  A  Pr.  Co 

Edgerton  El.  Lt.  Co 

Elec.  A  Water  Co 

Burkhardt  Mlg.  A  H.  Pr.  Co 

Ironwood  A  Bessemer  Ry.  A  Lt  Co 

Ladysmith  Ltg.  Co 

217  15 

Ddavan. 

5  16 
125  45 

De  Fere 

695  45 

Edgerton      

31  36 

398  90 

Grand  Rapids     

Hudson  

i.boooo 

126  35 

92 

Hurley 

20  80 

121  56 

Ladysmith  ..„ 

Lake  Geneva 

EquiUble  Elec.  Lt.  Co 

Northwestern  Lt.  A  Pr.  Co 

Medford  Lt.  A  Mfg.  Co 

316  76 

58  38 

Mayville 

Medford. 

200  35 

Mellen. 

MeUen  W.  A  Lt.  Co 

Chippewa  Valley  Ry.  Lt.  A  Pr.  Co 

19  72 

45  28 

Merrill 

Merrill  Ry.  A  Lt.  Co 

Badger  Ry.  A  Lt.  Co.> 

Mineral  Point  Pub.  ServiceCo 

Monroe  Elec.  Co 

1,250  27 

Milwaukee 

56 

17  77 

Mineral  Point  

55  88 

Monroe     

143  24 

New  Richmond  Pr.  Co 

North  Milwaukee  Lt.  A  Pr.  Co 

24  30 

North  Milwaukee. 

255  38 
75  92 

20 

Oconto 

Oconto  Elec.  Co 

Peoples  Land  A  Mfg.  Co 

70  30 

«73  31 
19  36 

Oconto  .  .„ 

100  00 

Platteville 

IntersUte  Lt.  A  Pr.  Co ^ 

Portage  Elec.  Lt.  Co. 

68  05 

Portage 

>149  55 

150  00 

Prairie  du  Chien  . 

Prairie  City  Elec.  Co.* 

48  01 

Rhinelander 

Rhindander  Ltg.  Co. 

253  80 

Rhindandtf 

Rhindander  Powct  Co 

Ki'^  T  akp 

Red  Cedar  Val.  El.  Co 

100  68 

1  86 

10  00 

333  39 

Rjpon 

Ripon  Lt.  A  Water  Co 

Sparta 

0. 1.  Newton's  Sons  Co 

249  95 

Stevens  Point 

Stevens  Point  Ltg.  Co 

Stevens  Point 

Stevens  Point  Power  Co 

ToTPflh 

Tomah  Elec.  A  Tel.  Co 

306  89 
28  55 

4  38 
20  34 

80  79 

Tomahawk  

Tomahawk  Lt.  Td.  A  Impr.  Co 

Walworth  Ltg.  Plant    

39  17 
13  25 

48  71 

Walworth 

Washburn. 

Waukesha 

Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  El.  Lt.  A  Ry.  Co 

193  26 

200 

477  00 
307  88 

Waupaca 

Waupaca  Elec.  Lt.  A  Ry 

Whitewater  El.  Light  Co 

21  13 

Whitewater 

106  80 

168  49 

Total : 

$808  23 

$3,891  10 

$254  25 

$5.845  42 

'  Not  operating. 

*  Inchides  customer)'  premises  expenses. 
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OPERATING  EXPENSES,  1914.-Continued 

SUMPnON 


trtAi. 

Municipal  Contract  Liohtino 

* 

Mainte- 
nance 
oommer- 
dal  lamps 

Total 
commer- 
cial oon- 
nunption 

Trimming 
and  in- 
specting 

mumcipal 
contract 
lamps 

Municipal 
contract 
lamp  sup- 
plies and 
incandes- 
cent lamp 
renewals 

Miscdlane- 
ous  munici- 
pal contract 

lighting 
supphes  and 

expenses 

Mainte- 
nance 
municipal 
contract 
lamps 

Total 
municipal 
contract 
lighting 

Total 
con- 
sump- 
tion 

$432  65 
214  35 
747  68 
145  65 
829  60 

$313  16 
115  85 
258  85 
111  48 
150  27 

101  48 
34  29 
275  45 
895  00 
108  74 

64  84 

$98  08 
7  56 

$36  18 

335  13 

388  94 

97  30 

$447  42 
458  54 
848  55 
210  33 
253  07 

379  04 
102  46 
592  28 
1,225  40 
213  03 

261  17 
506  06 
89  55 
854  65 
229  26 

72  98 
250  67 
684  29 

$880  07 

125  00 

672  80 

$200  76 

1  15 

99  83 

166  56 
66  59 
269  31 
214  02 

1.596  23 

40 
2  97 

23  20 

31  68" 

69  41 
97  12 

67  55 
22  36 

70  76 

17  50 
104  60 

355  98 

1.082  67 

87  80 

1  58 

15  84 

46  97 

7  17 

379  04 

7  15 

724  97 
555  71 

827  43 
1.147  99 
1.225  40 

92 

121  56 
1.000  00 
58  38 
514  54 
200  35 

19  72 

45  28 

1.250  27 

213  95 

196  33 
506  06 

135  80 

382  73 
1.506  06 

50  63 

22  00 
642  08 
84  00 

44  61 
131  29 

45  00 

54' 42" 

74  50 

2  94 

11  52 

240  18 

147  93 

1,369  19 

429  61 

7  93 
107  86 
294  51 

92  70 

295  95 

1,934  56 

55  88 

143  80 
24  80 

255  58 
99  12 

170  30 

141  36 
318  91 
48  01 
253  80 

7  02 
40  72 

218  87 

190  00 

42  03 
202  60 
202  00 
170  98 

191  28 
25  40 

49  94 
80 

114  64 
60  36 

362  88 
127  28 

418  76 

271  08 
24  30 

104  19 

250  do 

83  19 
89  40 
142  98 
188  84 

323  06 

578  64 

5  43 

99  12 

291  00 

100  00 

336 
124  81 

831  00 

128  57 
416  81 
344  98 
960  81 

1.001  30 
269  93 

736  72 

392  99 

600  99 

1,214  61 

445  93 
249  95 

445  93 

37  50 

390  00 

91  35 

91  35 
301  47 
634  34 

91  35 

244"  34' 

263  97 



551  42 
634  34 

394  31 
97  60 
39  17 
479  00 
556  48 

21  13 
275  29 

2  25 

166  47 
4  00 
98  13 

106  88 
52  80 

26  93 
40  90 

300  28 
100  10 
98  13 

694  59 

2  40 

197  70 
137  30 

310  96 

100  63 
124  17 

479  00 

42  09 

259  60 

567  10 
182  94 

251  96 

68  80 
151  89 

822  51 

841  38 
459  00 

1.378  99 

104  85 

862  51 
734  29 

1132  55 

$10,931  55 

$6,178  35 

$4,281  76 

$1,153  52 

$3.209  07 

$14,822  70 

$25,754  25 

*  Indudes  oommercial  lamp. 

*  Report  from  Jan.  1. 1913.  to  June  30. 1914. 
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Report  of  Railroad  Commission 


CLASS  B.    PRIVATE  PLANTS.    DETAILED 


Nam  Of  CoMFAMT 

COMMBBCIAL 

LoCATIOlf 

CollecUon 
expenses 

Promotion 
business 
expenaca 

Total 
oommerdal 

General 

oflioe 

salaries 

Antifo 

Antigo  Elec.  Co  . 

$948  76 
698  58 
1.364  75 
228  99 
514  69 

211  84 
820  31 
469  10 
240  00 
231  75 

139  62 

11.065  85 
359  88 
816  41 
442  14 
168  74 

76  20 
303  20 
892  21 
146  14 

12.014  11 

1.058  46 

1.681  16 

671  13 

683  43 

288  04 

1.123  51 

1.861  31 

386  14 

231  75 

866  14 

18.290  04 

Baraooa 

Baraboo  Gas  &  Elec.  Co  

907  50 

Bearer  Danu 

Ref^v^  Dam  lA,  A  Pr.  Co 

2,857  00 

Berlin. 

Berlin  Pub.  Service  Co 

2.402  50 

BurlingtoiL.. 

Burlington  El.  Lt.  &  Pr.  Co 

2.652  64 

Ddavan 

DePcre.. 

United  Ht.  Lt.  ft  Pr.  Co...... 

DePere  El.  Lt.  A  Pr.  Co 

1.216  95 
1.589  74 

EdgerUm 

EdgertoD  EI.  Lt.  Co 

831  07 

Qrand  Rapids 

Elec.  ft  Water  Co         .  . 

3.401  56 

Hud!0IL.„ 

Burkbardt  Mlg.  ft  El.  P.  Co 

Ironwood  ft  Bessemer  Ry.  ft  U.  Co 

I^ymnitk  T,t«  On 

4.435  48 

Hurley.. 

226  52 

092  90 

Ladysmith 

1.500  00 

Lake  Qenera ^... 

Equitable  El.  Lt.  Co 

34  79 
96  14 
130  00 

118  50 

262  58 

1.192  75 

1.389  92 
1  54 

1.424  71 
97  68 
130  00 

125  00 

412  13 

1.470  15 

3.220  75 

MayviDe 

Northwestern  Lt  A  Pr.  Co 

1.200  00 

Medford 

Medford  Lt  ft  Mfs  Co 

MeUen 

Mdlen  W.  ft  Lt.  Co 

650 
149  55 
277  40 

1.317  78 

MeDomonie 

Merrill 

Chip.  Val.  Ry.  U.  ft  Pr.  Co 

Merrill  Ry.  ft  Lt.  Co 

2,040  00 
1,200  00 

Milwaukee 

BadstT  Rv.  ft  Lt  Co  > 

Mineral  Point 

532  91 
22142 

433 
54  41 

537  24 
275  83 

3.282  16 

Monroe „ 

Monroe  Elec.  Co 

4.835  00 

New  Richmond 

New  Richmond  Power  Co 

130  00 

North  MUwaukee 

North  MUw.  Lt.  ft  Pr.  Co 

>159  94 
546  56 
150  00 

1.114  84 

65  20 

150  00 

454  23 

504  38 
231  70 
56  99 

397  60 

292  87 

426  49 

70  35 

294  50 

452  81 
973  05 
220  35 

1.409  34 
65  20 
150  00 
454  23 

619  13 

874  50 

61  99 

400  60 

265  34 

159  15 

91  99 

450  23 

1.623  52 

79  50 
245  96 

360  00 

Oconto... 

Ooonto  Elec.  Co 

342  06 

Oconto 

Peoples  Land  ft  Mfg.  Co 

2.925  00 

Platterillc 

Intcrstote  Lt  A  Pr.  Co 

Pbrtage  El.  Lt  Co 

Prairie  City  Elec.  Co« 

Rhinelander  Ltg.  Co 

2,372  08 

Portage 

3.125  00 

Prairie  do  Chien 

Rhindander 



420  00 
3.000  00 

Rhinelander 

Rhinelander  Power  Co 

Red  Cedar  Val.  Elec.  Co 

114  75 

642  80 

500 

300 

Rice  Lake 

655  00 

Ripon 

Sparta- 

Stevens  Point 

Ripon  Lt  ft  Water  Co 

0. 1.  Newton's  Sons  Co 

Stevens  Pt.  Ltg.  Co 

1.473  66 
4.000  00 
2.613  01 

Stevens  Point 

Stevens  Pt.  Power  Co 

Tomah 

Tomahawk 

Walworth 

Washburn. 

Waukesha. 

Waupaca 

l^Tiitewater 

Tomah  Elec.  ft  Td.  Co 

Tomahawk  Lt.  Td.  ft  Impr.  Co 

Walworth  Lightinx  Plant 

Washburn  E^  Lt.  ft  Pr.  Co 
Wauk«haGa8ftEI.Co 

Waupaca  Elec.  Lt  ft  Ry.  Co 

Whitewater  El.  light  Co 

Total 

94  75 
128  78 

83  05 
413  00 
642  44 

48  02 
245  96 

170  59 

30  37 
894 

37  23 
981  08 

31  48 

1.066  37 
810  06 
218  55 

1,170  00 
815  99 

1.508  13 
1.440  00 

113.944  92 

18.989  89 

822.934  81 

$76.117  98 

I  Not  operating. 

*  Indudes  $73.21  unooUeetible  aooounts. 

•Indudes  $29.58  Relief  and  Peuion  Association  expeoNO. 
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operating  expenses,  1914-Contuiued 


QwanaLAL. 


onnuTioN 

MAnrriNAifCB 

Oenenl 

office 

•apptka 

■ndespeDSOB 

Law  ex- 
seDcral 

Mieoel- 
Uneous 
genertl 
expenses 

Railroad 
Comnus- 

sion 
expenses 

Total 
opera- 
tion 

Qeneral 
oflioe 
equip- 
ment 

Qenersl 

office 

buUdings. 

fixtures 
and 

grounds 

Total 
mainte- 
nanoe 

Total 
general 

1315  63 

S22  05 

101  68 

98  20 

10  96 

455  31 

$91  68 
131  37 
46  92 
679  47 
531  26 

52  22 
191  44 
193  79 
382  33 
335  25 

460  96 

$8,719  40 
1,912  17 
4,433  63 
3.698  68 
4.005  52 

1.528  41 
1.827  15 
1.461  92 
4.026  66 
5.433  78 

2,160  94 
2.045  86 
4.422  88 
1.368  83 
68  50 

1.493  36 
2.787  26 
8.362  56 

4.741  13 

5.221  11 

130  00 

832  81 

1.198  44 

3,939  59 

4.689  87 
3.918  59 

533  94 
3.441  51 

315  37 

1,176  62 
1,798  46 
4,332  24 
3,901  16 
67  53 

2,028  43 
1.273  00 
913  17 
1.499  47 
4.611  77 

2.206  79 
1,865  47 

$8,719  40 

771  62 

1.912  17 

1.430  51 

4.433  63 

558  41 

$47  35 
137  36 

122  47 

$8  76 

$i  76 
36  24 

83 

3,707  44 
4,041  76 

1,529  24 

.  228  95 

$36    24 
58 

136  77 

25 

45  47 

50 

67  00 

341  80 

237  73 
300  00 

1,827  15 

440  06 

1.464  92 

175  77 

15  39 

11  76 
15 

27  15 
15 

4.053  81 

321  25 

5.433  93 
2.160  94 

460  35 

245  86 

2.045  86 

619  32 

360  40 
15  86 

222  41 

4.422  88 

152  97 

1,368  83 
68  50 

68  50 

mW 

1.339  81 

198  83 

12  00 

73  21 
653  33 
783  98 

179  52 

100  14 

75  44 

69  99 

493  63 

112  67 

145  49 

43  03 

15  00 

4  20 

29  30 

33  5) 

1,526  86 

497  27 

2,787  26 

338  12 

319  00 

150  04 

469  J4 

3,831  60 

i. 147  47 

4,741  13 

670  87 

57  75 

■«34  08 

57  34 
127  00 

75 

75 

5,221  86 
130  00 

?22  49 

832  81 

130  71 

1,198  44 

103  61 

180  00 

18)  00 

4,119  59 

182  82 

1.955  45 

4,689  87 

703  59 

103  di 

3.918  59 

65  46 

48  48 

109  01 

642  95 

391  M 

50  00 
222  80 

4"3i' 

3.441  51 

60  07 

57  25 

12  50 

36  82 

728 

32  50 

116  12 
172  96 

69  00 
336  28 

18  75 

112  50 
35  03 
101  83 
104  47 
906  02 

166  19 
308  70 

315  37 

348  25 

880 
29  84 

8  80 
38  92 

1.185  42 

136  03 
226  42 

908 

1,837  38 
4.332  24 

762  19 

182  40 

48  78 

13  19 

3,901  16 

67  53 

810  24 

26  13 
5  97 
19  51 

"iioooJi 

30  00 

2.028  43 

H21  M 

1.273  00 

573  28 

913  17 

226  00 

1 .499  47 

460  67 

420  82 
116  77 

2,230  07 
72  85 

97  44 

3  94 

97  44 
3  94 

4.709  21 

2.210  73 
1.865  47 

$15,202  08 

$5.442  38 

$8,912  48 

$3,630  16 

$109,395  98 

$481  93 

$532  60 

$1,014  53 

$110,410  51 

«  Report  from  Jan.  1. 1913.  to  June  30.  1914. 
» Isdudet  $110.00  heat  expense. 
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Undis 


Location 


AntiRO 

Baraixx) 

Beftver  Dam .. 

Berlin 

Burlington 


Delavan 

De  Pere 

Edgerton 

Grand  Rapids  . 
Hudaon 


Hurley 

Ladjrunith  

Lake  Geneva 

Mayville 

Medford 


Mellen 

Menomonie 

Merrill 

Milwaukee 

Mineral  Point  . 


Monroe 

New  Richmond 

North  Milwaukee . 

Oconto 

Ooonto 


Platteville 

Portage 

Prairie  du  Chien. . 

Rhinelander 

Rhinelander 


Rice  Lake 

Ripon 

Sparta 

Stevens  Point... 
Stevens  Point  .. 


Tomah 

Tomahawk 

Walworth 

Washburn... 
Waukesha- 


Waupaca 

Whitewater... 


NaIOE  or  COHPANT 


Antigo  Elec.  Co  

Baraboo  Gas  &  Elec.  Co 

Beaver  Dam  Lt.  A  Pr.  Co 

Berlin  P*ub.  Service  Co 

Burlington  El.  Lt.  A  Pr.  Co . 


United  Ht.  Lt.  A  Pr.  Co 

De  Pere  El.  Lt.  k  Pr.  Co 

Edgerton  El.  Lt.  Co 

Elec.  k  Wat«r  Co 

Burkhardt  Mlg.  k  El.  Pr.  Co... 


Iron  wood  k  Bessemer  Ry.  k  Lt.  Co... 

Ladysmith  Ltg.  Co 

Equitable  Elec.  Lt,  Co 

Northwestern  Lt.  k  Pr.  Co 

Medford  Lt.  k  Mfg.  Co 


MeUen  W.  A  Lt.  Co 

Chip.  VaL  Ry.  Lt.  A  Pr.  Co.... 

Merrill  Ry.  k  Lt.  Co 

Badger  Ry.  k  Lt.  Co> 

Mineral  Pt.  Pub.  Service  Co.. 


Monroe  Elec.  Co 

New  Richmond  Pr.  Co 

North  Milwaukee  Lt.  k  Pr.  Co. 

Oconto  Elec.  Co 

Peoples  Land  k  Mfg.  Co „ 


Interstate  Lt.  k  Pr.  Co 

Portage  El.  Lt.  Co 

Prairie  City  El.  Co4 

Rhinelander  Lighting  Co.. 
Rhindander  Powct  Co 


Red  Cedar  Val.  Elec.  Co ... 

Ripon  Lt.  k  Water  Co 

0. 1.  Newton's  Sons  Co.... 

Stevens  Pt.  Ltg.  Co 

Stevens  Pt.  Power  Co  


Tomah  Elec.  k  Tel.  Co 

Tomahawk  Lt.  Tel.  k  Impr.  Co .. 

Walworth  lighting  Plant 

Washburn  Elec.  Lt.  k  Pr.  Co 

Waukesha  Gas  k  Elec.  Co 


Waupaca  El.  Lt.  k  Ry.  Co .. 
Whitewater  El.  Light  Co 


Total. 


159  15 


648  34 

2  00 

311  80 


5  00 
909  60 


»1,350  00 
19  16 


104  75 
685  00 


146  44 

200  00 


•163  77 

51  78 


20  00 


14.676  79 


Insurance 


$733  60 
303  22 
1.490  79 
219  50 
329  41 

229^0 
550  00 
300  00 
601  69 
692  94 

120  00 
393  4£ 
870  82 
345  11 
153  50 

85  69 
21  42 
331  05 

1,141  71 

324  91 


146  44 
438  03 
217  54 

375  92 

296  35 

1.084  05 

138  00 

6  60 

944  57 
339  20 
333  07 
713  55 


120  65 
275  16 
777  59 


756  39 


348  33 
765  33 


$17,314  78 


iRent. 

» Not  operating. 

'  Telephone  and  telegraph. 
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OPERATINQ  EXPENSES.  1914-Contmued 


priBtioc 

stontde- 
ptftment 

stora  d«partmeQt 
bdtdmgs.  etc 

Opention 
utility  equip- 
ment 

Maintenance 
utility  equip- 
ment buildings, 
etc. 

Total 

1292  62 

85  29 

1230  40 
50  00 

$1,321  06 

64  32 

$19  00 

426  54 

2.139  13 
1.575  42 
1  126  10 

21  09 
148  42 

701  70 

118  82 

100  82 
228  18 

54  33 

511  49 

108  29 

133  82 
9  00 

7  85 

208  00 
988 

633  20 

70  89 

2003 

664  80 

56  72 

1.266  32 
904  20 

119  16 

119  65 

63  70 

692  94 

120  00 

245  86. 

639  31 

1.063  00 

302  09 

3.585  91 

364  27 

15^50 
90  67 

72 
11  00 
11  09 

1  98 

2  28 

32  42 

107  64 

449  78 

96 

70  90 

112  33 

65  02 

1.495  66 

12  00 

1.021  91 
7  60 

7  60 

106  41 

399  29 

638  03 

184  57 

255  72 
19  08 

657  83 

291  52 

529  65 

1.379  94 
439  00 

142  65 

37  80 

1.121  85 

163  37 

443  79 

203  13 
1  74 

26  35 
26  74 

1.000  07 



8  34 

40  04 

279 

•1,558  00 

150  00 
61  13 
32  40 

647  49 

2,676  71 
467  11 

108  60 

61  37 

555  44 

585 

1 .366  89 

204  53 

325  18 

118  50 

101  86 

2  86 

498  38 

80  35 

857  94 

925 

9  25 

797  24 

2  45 

2,657  30 

130  28 

•4,243  66 
440  28 

100  95 

144  25 

108  61 

1,018  19 

82.621  01 

12.211  91 

$1,759  51 

$6,524  72 

$1,714  40 

$36,823  12 

•  Report  from  Jan.  1. 1913.  to  June  30.  1914. 

•  Rental  of  equipnieni. 

•  AO  but  $756.39  of  the  ondistribated  expense  has  been  redistributed  over  the  preceding  accounts. 
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SumiART  Off 


Location 


Nami  or  Ck>iiPAifT 


ToUl 
power 


Total 
tnii»* 
miarion 


Total 
BtcN-age 


JoUl 

diateibu- 

tk>n 


AnU 
Barmb 
Beaver  Dam.... 
BerliiL. 


Burlington.... 


Delavan. — 

Dc  Fere 

Edgerton. 

Grand  Rapids... 
Hudson. 


Hurl^ 

Ladysmith 

Lake  Geneva... 

Mayville 

Modford. 


MeUcn. 

Menomonie 

Merrill 

Milwaukee 

Mineral  Point... 


Monroe 

New  Richmond 

North  Milwaukee... 

Oconto 

Oconto 


PlattcviUft 

Portage. 

Prairie  du  Chien.. 

Rhinelander 

Rhinelander 


Rice  Lake 

Ripon..„ 

Sparta 

Stevens  Point... 
Stevens  Point... 


Tomah. 

Tomahawk.. 
Walworth... . 
Washburn.. 
Waukesha... 


Waupaca. 

Whitewater 


Antico  Elec.  Co 

Baraboo  Gas  k  Eleo.  Co 

Beaver  Dam  Lt.  A,  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  Elec.  Lt.  A  Pr.  Co.. 


United  Ht.  Lt.  k  Pr.  Co 

De  Pere  El.  Lt.  &  Pr.  Co 

Edgerton  El.  Lt.  Co 

El.  k  Water  Co 

Burkhardt  Mlg.  k  El.  Pr.  Co.. 


Ironwood  k  Bessemer  Ry.  k  Lt.  Co... 

Ladysmith  Lt«.  Co 

Equitable  El.  Lt.  Co 

Northwestern  Lt.  k  Pr.  Co 

Medford  Lt.  k  Mfg.  Co 


MeUen  W.  k  Lt.  Co 

Chippewa  Valley  Ry.  Lt.  k  Pr.  Co... 

Mernll  Ry.  k  Lt.  Co „ 

Badger  Ry.  k  Lt.  Co.« 

Mineral  Point  Pub.  Service  Co 


Monroe  El.  Co 

New  Richmond  Pr.  Co 

North  Milwaukee  Lt.  k  Pr.  Co... 

Oconto  Elec.  Co 

Peoples  Land  k  Mfg.  Co 


Interstate  Lt.  k  Pr.  Co 

Portage  Elec  Lt.  Co 

Prairie  City  El.  Co.'^ 

Rhindander  Lighting  Co... 
Rhinelander  Pr.  Co...- 

Red  Cedar  Valley  El.  Co... 

Ripon  Lt.  k  Water  Co 

0. 1.  Newton's  Sons  Co 

Stevens  Point  Ltg.  Co 

Stevens  Point  Power  Co.... 


Tomah  El.  k  Tel.  Co 

Tomahawk  Lt.  Td.  k  Impr.  Co... 

Walworth  lighting  Co 

Washburn  EL  Lt.  k  Pr.  Co 

Waukesha  Gas  k  El.  Co „ 


Waupaca  El.  Lt.  k  Ry.  Co. . 
Whitewater  Elec.  Lt.  Co 


Total.. 


$1«.027  05 
0,596  97 
15.852  88 
19,824  28 
10.249  21 

10.478  42 
4.225  17 
8.805  12 

12.546  17 
3.443  38 

2.233  16 
5.421  75 
13.840  12 
34.073  91 
5,063  27 

1.913  86 
8,777  84 
4.316  19 


27,811  78 

11,997  97 
10,585  19 
6,058  47 
5,338  32 
8.860  80 

167,716  92 
16.257  00 
10,292  74 
5,100  00 
5.517  43 

2.006  27 
9.233  13 
2.731  42 
7,904  30 
1.399  05 

6,544  30 
4,623  19 

16.261  12 
3,620  00 

29,714  87 

2,756  22 
7,134  31 


$1,183  55 
134  49 


671  84 


1.052  28 


1,124  38 


«452  34 

669  92 

2,921  78 


1,261  55 
87  68 


199  86 
540 


619  42 
27  60 


35  69 


365  00 
47  79 


$106  97 


$2,364  27 

449  41 

1.145  82 

546  83 

601  67 

518  63 
1,188  62 

575  60 
1.612  78 
1.648  67 

932  54 

4.252  70 

1,967  79 

669  28 

339  31 

314  85 

312  89 

2,610  56 


932  14 
1.163  57 


294  74 
521  86 
548  01 

1.119  30 

1,531  41 

581  46 

3.146  62 

21  51 

689  71 

543  35 

463  55 

2.235  81 


638  43 

589  51 

419  80 

1.359  34 

2.501  84 

1.274  36 
1.243  26 


$551.06255   $10.760  57        $106  97   $43.77170 


1  Includes  $600.00  contingencies. 

*  Not  operating. 

'  Indudes  $20  municipal  deotric  power  pumping. 

*  Superintendence  lighting  department. 

*  Inaudes  $73.21  contingencies. 
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operating  expenses.  1914-Concluded 

OpBRATWO  EXPSNSIft. 


Total  oon. 
sump- 

tiOD 

Total 
com- 
mercial 

Total 
general 

Total 
undistrib- 
uted 

Total 

of 

foregoing 

Depre- 
ciation 

Taxes 

Total 
operating 
expenses 

S880  07 
672  89 

$2,014  11 

1.058  46 

1.681  16 

671  13 

683  43 

288  04 

1,123  51 

1.361  31 

386  14 

231  75 

366  14 

18.719  40 
1,912  17 

4.432  63 
3.707  44 
4.041  76 

1.520  24 
1,827  15 
1.464  92 
4,053  81 

5.433  93 

2.160  94 
2.045  86 
4,422  88 
1,368  83 
68  50 

1.526  86 
2,787  26 
3.831  60 

$1,321  06 

426  54 

2.139  13 

1,575  42 

1,126  10 

633  20 
664  80 
1.266  32 
904  20 
692  94 

120  00 
639  31 
3,585  01 
364  27 
153  50 

90  67 

32  42 

449  78 

$31,325  96 
14,116  44 
26,847  85 
26,681  08 
17,784  84 

13,826  47 

9.866  68 
14.621  26 
21,912  05 
11,699  11 

6.867  35 
13,865  68 
25.389  34 
38.995  44 

6,184  19 

4,063  94 
12.618  49 
14,718  81 

$1,289  15 

$4,336  43 
888  79 
741  96 
931  19 
450  90 

303  32 
t2.461  32 

360  00 
1 , 152  07 
1,980  00 

1,890  14 
252  96 

1,467  42 
466  09 
210  16 

457  73 

465  48 

1,572  00 

$36,951  54 
15  005  23 

1.596  23 
355  98 

6,682  71 

34.272  52 
27,612  27 
21.052  64 

16,129  79 
14.618  00 
16,446  26 
26,301  17 
18,361  71 

8,757  49 
14  118  64 

1.082  67 

379  04 

827  43 

1.147  99 

1.225  40 

213  95 

382  73 

2.816  90 

2,000  00 
2,300  00 
1.465  00 
3.237  05 
4.682  60 

1.506  06 

3.134  60 

5,513  94 

1.711  53 
1.800  00 
5.000  00 

147  93 

1.369  19 

429  61 

92  70 

295  95 

1.9G4  56 

1.424  71 
97  68 
130  00 

125  00 

412  13 

1.470  15 

537  24 

275  83 

29,991  36 
44,975  47 
6,394  35 

6,233  20 
14,883  97 
21.290  81 

418  76 

271  08 
24  30 

4.741  13 

6,221  86 

130  00 

832  81 

1.198  44 

4.119  59 

4,689  87 
3.918  59 

642  95 
3,441  51 

315  37 

1,185  42 
1,837  38 
4.332  24 
3.901  16 
67  53 

2.028  43 
1.273  00 
913  17 
1.499  47 
4.709  21 

2.210  73 
1.865  47 

1.495  66 

1,021  91 

7  60 
309  29 
638  03 
657  83 

1,379  94 

439  00 

1.121  85 

1,000  07 

8  34 

2.676  71 
467  11 
555  44 

1.366  89 

37.061  09 

19,952  22 
10,747  09 
9,069  10 
8,768  82 
10,977  80 

179,507  08 
22,946  92 
13,181  99 
15,618  59 
5,950  33 

7.823  03 
13,052  22 
8.696  06 

17.062  52 
1,494  18 

10,496  27 
7,276  62 

18,681  32 
7,782  29 

40,732  61 

7,632  60 
12,241  48 

»6,980  01 

3.600  00 

240  00 

1.464  40 

1,089  00 

919  88 

52  83 

•668  97 

426  17 

«2.152  62 

2,423  32 
882  05 
954  63 
786  60 

1,338  21 

«4.938  85 
603  31 

•2.832  93 

1.225  21 

707  08 

301  22 
934  36 
641  82 
726  60 
1.920  00 

420  37 
949  66 

46.130  10 

24,472  10 
11,039  92 
11,192  47 
9,194  99 
15.630  42 

181  930  40 

578  64 
99  12 

452  81 
973  05 
220  35 

1.409  34 

65  20 

150  00 

454  23 

619  13 

874  50 

61  99 

400  60 

1.001  30 
260  93 

2.500  00 

735  72 

392  99 

1.214  61 

445  93 

91  35 

551  42 

634  34 

7,759  32 
2,174  16 
1,785  00 
1,943  28 

3,000  00 
3.003  60 
3.048  00 
1.871  73 
1,768  61 

2.654  15 
2,590  17 

31.588  29 
16.310  78 
18.190  19 
9.231  82 

15.761  88 
16.659  13 
14.576  99 
20,159  46 
3,969  87 

13,451  64 
10.801  15 
19.323  14 
8.508  89 
46.749  83 

9.624  78 
16.020  90 

694  59 
197  70 
137  30 

265  34 

159  15 

91  99 

450  23 

1,623  52 

79  50 
245  96 

325  18 
498  38 
857  04 
9  25 
756  39 

449  28 
1,018  19 

479  00 

1.378  99 

862  51 
734  29 

4,097  22 

1,571  81 
2.829  76 

125.754  25 

122,934  81 

$110,410  51 

$33,335  85 

$798,127  21 

$96,514  70 

$48,273  65 

$942,915  56 

•  lodudflB  $1,442.65  discount  register. 
T  Report  from  Jan.  1,  1013.  to  June  30,  1914. 
■  IndadcB  $2,017.00  contingencies. 
•Indudes  $710.28  miscdlaneoua  rebates. 
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CLASS  B.    PRIVATE  PLANTS.    STEAM  GENERATION  APPORTIONMENT 


Location 


Name  or  Company 


Opbs 


Operati 
labor 


kting 


Fuel  for 
steam 


Water  for 
steam 


Antico 

Baraboo 

B«ver  Dam 

Berlin 

BurlingtoiL 

Delavan 

DePere 

Edgerton 

Grand  Rapids 

Hudjon 

Hurley 
Ladysmith 

Lake  Geneva 

Mayville 

Medford 

Mellen 

Menomonie 

Merrill 

Milwaukee 

Minoal  Point 

Monroe 

New  Richmond 

North  Milwaukee. 
Oconto 

Oconto 

Platteville 

Portage 

Prairie  du  Chien 

Rhinelander 

Rhindander. 

Rice  Lake 

Kpon 

SparU 

Stevens  Point 

Stevens  Point 

Tomah      

Tomahawk 

Walworth 

Washburn 

Waukesha 

Waupaca 

Whitewater 


AntiffoEl.  Co 

Baraboo  Gas  A  El.  Co 

Beaver  Dam  Lt.  A  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  El.  Lt.  A  Pr.  Co . 


United  Ht.  Lt.  A  Pr.  Co 

DePere  El.  Lt.  A  Pr.  Co 

Edgerton  El.  Lt.  Co 

El.  A  Water  Co 

Burkhardt  Mlg.  A  El.  Pr.  Co 


Ry.  A  Lt.  Co 


Ironwood  A 
Ladysmith  Ltg.  Co 

Equitable  El.  Lt.  Co 

Northwestern  Lt.  A  Pr.  Co. 
Medford  Lt.  A  Mfg.  Co 


Mellen  W.  A  Lt.  Co 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

Merrill  Ry.  A  Lt.  Co 

Badger  Ry.  A  Lt.  Co» 

Mineral  Point  Pub.  Service  Co.. 


Monroe  Elec.  Co 

New  Richmond  Power  Co 

North  Milwaukee  Lt.  A  Pr.  Co  . 

Oconto  Elec.  Co 

Peoples  Land  A  Mfg.  Co 


Interstate  Lt.  A  Pr.  Co  . 

Portage  El.  Lt.  Co 

Prairie  City  El.  Co. » 

Rhinelander  Ltg.  Co 

Rhinelander  Pr.  Co 


Red  Cedar  Val.  El.  Co 
Ripon  Lt.  A  Water  Co   .. 
0. 1.  Newton's  Sons  Co   . 

Stevens  Point  Llg.  Co 

Stevens  Point  Power  Co .. 


Tomah  El.  A  Tel.  Co 
Tomahawk  Lt.  Tel.  A  Impr.  Co 
Walworth  Lighting  Plant 
Washburn  El.  Lt.  A  Pr.  Co 
Waukesha  Gas  A  El.  Co 


Waupaca  El.  Lt.  A  Ry.  Co  . 
Whitewater  El.  Lt.  Co 

Total 


$1,643  03 
1,052  73 
1.664  99 
2,271  53 


717  46 


$10,408  49 

6,528  15 

10,045  36 

21,053  48 

37  53 

4,623  39 


,088  75 
504  00 
114  79 


9,648  95 

2,932  23 

611  51 


68  57 
3, 799  84 
1,381  89 


722  31 
21,063  16 
5,361  49 


1,729  04 


5.610  03 


692  01 
50  00 


6.172  82 

125  31 

2,273  82 


2,120  18 

4.448  21 

282  45 
1,710  45 


10,315  05 

26,783  98 

963  62 
2,202  44 


123  00 


5  00 
426  51 


92  47 


248  48 


18  21 


5  24 

180  00 


$25,319  98 


$147,423  12 


$908  91 


» Not  operating. 
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ACCOUNT.    YEAR  ENDING  JUNE  30,  1914. 


ATIOX 

M  lINTENANCm 

Total 
cost  of 
steam 

Appobtionbo  to 

MbeeUan- 

eoui  steam 

nipplicB 

andexpeoMa 

Total 
openUkm 

Muntenaooe 

boiler 

plant 
equipment 

Maintenance 

boiler 

plant, 

buildinei 

fixtures  and 

grounds 

Total 

Electric 
utility 

Other 
utilities 

$583  24 

40  84 

200  00 

18  03 

16  80 

243  90 

$12,657  76 

7.621  72 

11.900  35 

23.343  04 

59  33 

6.011  26 

10.879  11 

3,516  19 

726  30 

$387  83 

76  92 

2.279  86 

2,128  45 

93 

434  58 

$66  22 

123  42 

199  60 

1  52 

29  38 

ii  15 

$454  05 

76  92 

2,403  28 

2,328  05 

2  45 

463  96 



:  ■ 

405  06 

84'53 

12  06 

$13,111  81 

7.698  64 

14.303  63 

25.671  09 

61  78 

6.475  22 
11,284  17 

$13,111  81 

7.298  64 

12.303  63 

16.686  21 

61  78 

6,475  22 
11.284  17 

$100  00  ■ 

2.000  00 
8.984  88 

48  94 

393  91 

84"53" 

10  96 

79  9$ 

3,600  72 
738  36 

3,600  72 
738  36 

1  10 

10  77 

791  65 

79  87 

21  21 

101  08 

892  73 

892  73 

671  73 
102  11 

25,474  73 
7.003  97 

960  23 
2,329  59 

500 
29  95 

965  23 
2,359  54 

26,439  96 
9,453  51 

24,236  63 
9.453  51 

2.203  33 

10  02 

7,349  99 

201  71 

201  71 

7,551  70 

7,551  70 

222  67 
11  18 

7,087  50 

186  49 

2.345  40 

241  95 

84'45' 

326  40 

105  47 

7.413  90 

186  49 

2,450  87 

6,897  78 

186  49 
1,205  56 

1,516  12 

71  58 

101  87 

3  60 

1.245  31 

130  94 

12.566  17 

618  23 

25  69 

643  92 

13,210  09 

18.210  09 

25.273  29 

1,279  12 
4.281  12 

625  19 

31.875  65 

1.258  75 
4.182  02 

843  78 

20  37 
99  10 



843  78 

20  37 
99  10 

32,719  43 

1,279  12 
4,281  12 

7,446  14 

7  44 

89  13 

$3.185  87 

$176,927  38 

$11,294  67 

$602  29 

$11,896  96 

$188,824  34 

$165,028  56 

$23,795  78 

>  Report  from  Jan.  1.  1913,  to  June  30,  1914. 
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Report  of  Railroad  Commission 


CLASS  B.    PRIVATE  PLANTS.    DISTRIBUTION  OF  THE 


Location 

Name  or  Company 

Steam 
power 
genera- 
tion 

Hydraulic 
power 
genera- 
tion 

Steam 
genera- 
tion 

Trans- 

miasion 

and 

trana- 

formation 

Distri- 
bution 

Antigo 

Baraboo 

Antigo  Elec.  Co 

Baraboo  Gas  &  Elec.  Co 

$1,692  38 
1,339  02 
2.849  67 

975  31 

914  06 

$1,619  51 
1,052  73 
2,115  21 

2  00 

1.018  95 

$1,963  82 

324  41 

Beaver  Daiu   . 

Beaver  Dam  Lt.  A  Pr.  Co 

Berlin  Pub.  Service  Co    

Burlington  El.  Lt.  A  Pr.  Co 

rnit«d  Ht.  Lt.  &  Pr.  Co 

De  Pere  El.  Lt.  4  Pr.  Co  

$767  33 

1,639  85 

2,434  92 
2,220  00 

790  47 

Berlin 
Buriington   . 

428  93 

Delavan 

196  42 

De  Perc 

861  87 

EdKcrton 
CI  ran  J  Rapids 
Hudson.  . 

Edgerton  El.  Lt.  Co 

Elec.  &  Watrr  Co   

Burkhardt  Mlg.  &  El.  Pr.  Co 

Iron  wood  &  Bessemer  Ry.  &.  Lt.  Co 

Ladysmith  Ltg.  Co 

Equitable  El.  Lt.  C«  

Northwestern  Lt.  &  Pr.  Co 

Medford  Lt.  4  Mfg.  Co 

$83  71 
671  84 

840  45 

502  50 
791  49 

Hurle>'  

Ladysmith     . 

1,213  02 
2,925  63 
1,350  29 

64  40 

8  75 

6M94 

Mayvillc 

576  00 

1,088  75 

367  59 
468  55 

Medford 

1,096  32 
1.958  38 

126  85 
253  77 

191  35 

Mellen 

Mellen  W.  &  Lt.  Co 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

313  94 

Menomonie  .... 

»80  89 

441  26 

Merrill 

Merrill  Ry.  A  Lt.  Co 

Badger  Ry.  A  Lt.  Co 

Mineral  Point  Pub.  Service  Co 

Monroe  Elec.  Co 

New  Richmond  Pr.  Co 

N.  Milwaukee  Lt.  A  Pr.  Co 

Oconto  Elec.  Co 

2.015  10 

Milwaukee. 

Mineral  Point 
Monroe 

3,100  52 
1.567  10 

4,267  08 
1,548  68 

546  53 
405  42 

New  Richmond. 
N.  Milwaukee. 



120  96 

Oconto 

666  01 

515  55 

Oconto 

Peoples  Land  A  Mfg.  Co 

475  71 
2,802  64 

483  70 

Platt«ville 

Interstate  Lt.  A  Pr.  Co 

Portage  El.  Lt.  Co  

Prairie  City  El.  Co     

liliinelandcr  Ltg.  C-o 

647  93 

Portage 

Prairie  du  C'hien 

1.609  14 

1,729  04 

i,i266  3b 

548  34 

Rhinelander. 

2.821  69 

Rhinelander. . 

Rhinelander  Pr.  Co 

Red  Cedar  Val.  Elec.  Co 

Ripon  Lt.  A  Water  Co 

1.459  98 

85  80 

1,183  75 

257  84 

4,231  77 

3,105  13 
1,914  53 

RiceUke 

Ripon  

Sparta 
Stevens  Point 

1,467  50 
2,446  19 

715  01 

131  30 
5  40 

605  59 
400  85 

0.  I.  Newton's  Sons  Co 

Stevens  Point  Ltg.  Co 

Stevens  Point  Power  Co 

Tomah  El.  A  Tel.  Co 

Tomahawk  Lt.  Tel.  A  Impr.  C^ 

Walworth  Ltg.  Plant  

Washburn  El.  Lt  A  Pr.  Ck) 

Waukfflha  Gas  A  El.  Co 

Waupaca  El.  Lt.  A  Ry.  Co 
Whitewater  El.  Lt.  Co 

Total 

463  55 

574  90 

1.523  83 

Stevens  Point 

1,269  16 
1,548  34 

Tomah. 

<253  33 

23  37 

1  16 

365  00 
13  61 

472  89 

Tomahawk 
Walworth 
Washburn 
Waukesha 

'5,169  62 
i  '712  82 

364  14 

297  13 

1.000  00 

1,630  06 

Waupaca 
Whitewater 

780  99 

W2,514  10 

$17,423  99 

7$22,420  02 

$8,030  87 

$23.540  53 

I  storage. 

5  Supenntendenfc. 

*  Customers'  installation. 

*  Wiring  houses. 
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PAY  ROLL.    YEAR  ENDING  JUNE  30.  1914. 


Coo- 
sumptioii. 

Con- 
BumpUoa. 
munioipttl 
ooDtnct 
lightWK 

Com- 
meretal 

General 

Undis- 
tributed 

Stock 
accounts 

Con- 
struction 

and 
equipment 

Depre- 
ciation 

Total 

1258  58 

$254  04 
166  00 
397  22 

$1,162  11 

930  37 

1.266  30 

18,290  04 

907  50 

2,857  00 

$140  45 

$64  21 
1.666  17 
2,279  14 

$520  18 
4.054  15 
2,944  50 

$15,965  32 

188  50 

10,628  85 

40  91 

15,540  42 

132  21 

150  27 

148  47 

35  87 

275  45 

344  24 

660  88 

796  06 

1,119  10 

2.652  64 

2.395  20 

1,646  95 

831  07 

41  05 

6  89 
23  63 

1.148  16 

705  61 
2,434  92 

6,642  14 

112  58 

6.159  06 

707  76 

8.146  91 

475  40 

967  84 

4.171  36 

92 

110  24 
64  84 

226  86 
139  62 

4,435  48 
992  90 

87  96 

4.233  54 

12.405  12 

121  56 

4.905  70 

22  00 
341  40 
158  50 

47  10 

634  79 
97  68 
130  00 

125  00 

3,220  75 
1.200  00 

2.567  10 

9.690  00 

317  67 

6,191  38 

200  35 

2.030  49 

19  72 

1,351  28 

498 

3,149  59 

779  33 

164  90 

1.016  26 

2,116  40 

11  09 

8,404  86 

46  55 

116  00 

47  29 

'"'2i8  87 

461  00 

245  38 

86  73 

864  09 
50  00 

1  16 

150  00 
454  23 

3,282  16 

4,335  00 
130  00 
360  00 
381  14 

2,926  00 

2,372  08 

420  00 

3.000  00 

183  23 

556  40 
1,466  53 

10.538  08 
188  24 

32.537  81 

143  24 

9.946  88 

130  00 

20 

8  90 

*$344  34 

1,140  00 

17  77 

774  33 

3,218  89 

100  00 

190  00 

43  63 

202  00 

771  97 

200  64 
2.076  38 

4,425  05 

30  08 

72  19 

8.046  09 



4,658  62 

253  80 

146  60 



1.800  54 

10.515  13 

350  94 

100  68 
3100 
301  47 
390  00 

608  65 

565  04 

61  99 

327  60 

655  00 
1.478  25 
3.514  09 
2.613  01 

1.799  81 
383  48 

5,719  47 

155  73 

5.194  74 

249  95 

7.123  04 

254  24 

361  00 

»59  60 

7,287  93 

1,269  16 

51  32 

193  40 
44  90 
63  00 

264  19 
159  15 
201  26 
437  23 
1.175  70 

1,102  64 

810  06 

500 

1.170  00 
907  57 

163  29 
1.214  48 
1,132  17 

2.501  06 

48  71 

220  36 

4.691  35 

572  75 

6,504  24 

477  00 

3.449  23 

246  43 

310  48 

582  31 

58  76 

5,551  52 

•487  76 

19,238  95 

144  28 

195  79 

212  76 

1.440  00 

644  55 

36  86 

7.082  58 

$5,403  18 

$5.555  78 

$14,975  42 

$63,798  21 

$3.193  86 

$7,900  11 

$53,063  55 

$891  70 

$258,711  32 

•Heat. 

*  Mercantile  buflineas. 

Y  Indudea  $291.60  power  gas  production 
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Report  of  Railroad  Commission 


Italie  figures  denote  credits. 


CLASS  B.  PRIVATE  PLANTa  BAL 
Aa 


NaMS  or  COMPANT 

PROPBKTT  AND  PlaNT 

Treasury 
seour^ 
ties. 

8took». 

boods 

and  in- 

Testmeats. 

Ressnre 

Location 

Cost 
b«pnning 
of  year. 

Con- 
struction 
eurrent 

year. 

-2r 

Antiffo 

AntigoEi.Co 

$160,825  85 
106,685  32 
126,427  37 
120,707  78 
68,607  94 

43,117  39 
88.479  19 
34.490  45 
41.483  34 
75.894  32 

260,520  00 
26,881  91 
62,692  05 
30,000  00 
26.079  32 

48,886  63 
41,496  89 
103,041  60 
137,193  20 
101.214  04 

76.210  02 
2.332  24 
33.404  05 
40.182  38 
59.980  65 

350.455  82 
96.991  62 
25.165  23 
57,650  89 

112.020  70 

152,225  36 
70,177  84 
185.922  17 
149,278  14 
179,782  15 

40.373  38 
23,325  38 
26,817  90 
25.515  77 
247.475  41 

37.358  39 
62.495  41 

$3,677  62 
28.889  92 
6.111  82 
2.752  96 
2.315  68 

5.541  08 
9.418  32 
1.786  37 
6.135  51 
27,241  74 

11.768  91 
2.825  96 
11.192  82 

$7,596  74 

Bsr^xx) 

BarabooGas4El.Co 

Beaver  Dam  Lt.  A  Pr.  Co 

United  Ht.  Lt.  A  Pr.  Co. 
DePcreEa.U.4Pr.Co.. 
Edgerton  EL  Lt  Co. 

Elec.  A,  Water  Co 

BurkhardtM]g.ftE.P.Co. 

Ironwood  A  Bes.  Ry .  A  Lt. 

Ladysmith  Ltg.  Co 

Equitable  EL  Lt.  Co 

Northwestern  Lt.  A  Pr.Co. 
Medford  Lt.  ft  Mfg.  Co... 

MeUenW.ftLt.Co. 
Chip.  V.Ry.Lt.  ft  Pr.Co. 

MerriU  Ry.  ft  Lt.  Co 

Badger  Ry.  ft  Lt.  Co 

Mineral  PL  Pub.  Serv.  Co. 

Monroe  El.  Co 

Beaver  Dam 

Beriin. 

$7,000  00 

$10,000  00 

3.090  00 

Bxirlington 

Detavan. 

De  Perc. 

560  00 

12.212  42 

Edgerton 

Grand  Rapids... 

150  00 

8.000  00 

Hudson 

Hurley 

1,064.555  00 

Ladysmith 

Lake  Geneva. 

5.925  00 

Mayrille. 

Medford 

195  09 
625  71 

MeUen 

33,200  00 

Menomonie 

MerriU 

15.032  85 

8.329  93 

156.454  46 

3,060  31 
1,903  87 
l.«5  78 
1.277  01 
4.407  73 

8.228  54 

2.229  30 
17.623  99 

5.527  09 
73  06 

14.439  74 
3.316  95 
3.493  16 
5,901  92 
67  74 

1.962  44 

2,006  85 

3,827  48 

446  94 

67,299  19 

936  73 
1,161  40 

MUwaukee 

Mineral  Point.... 

Monroe 

1.365  18 

New  Richmond. 

New  Richmond  Pr.  Co 

North  MUw.  Lt. ft  Pr.Co. 

Oconto  Elec.  Co 

Peoples  Land  ft  Mfg.  Co. 

Interstate  Lt.  4  Pr.Co 

Portage  £l.Lt.  Co 

200  00 

North  MUw 

Oconto 

Oconto 

Platteville 

51  90 

Portage 

15,000  00 

Pr.  du  Chien 

Prairie  City  Elec.  Co.« 

Rhinelander  Ltg.  Co 

Rhinelander  Pr.  Co 

Red  Cedar  Val.  EL  Co 

Ripon  Lt.  ft  Water  Co 

O.I.  Newton's  Sons  Co 

Stevens  Point  Ltg.  Co 

Stevens  Point  Power  Co. 

Tomah  El.  ft  Td.  Co 
Tomahawk  Lt.  Tel.  ft  Imp. 
Walworth  Lighting  Plant 

Washburn  ELLtTft  Pr 

Waukesha  Gas  ft  EL  Co.. 

Waupaca  El.  Lt.  ft  Ry.  Co. 
Whitewater  El.  Light  Co. 

Total 

Rhinelander 

3,150  00 

Rice  Lake 

Ripon. 

1.832  00 

Sparta 

7,000  00 

1.606  11 

St«vens  Point .. 

Stevens  Point ... 

Tomah 

2.500  00 
2.447  03 

Tomahawk 

2,866  67 



Walworth 

Washburn 

Waukesha 

•iii'sdooo 

2.093  35 

Waupaca 

100  00 

Whitewater 

$3,709,766  49 

$443,245  47 

$175,491  67 

$1,090.662  03 

$37,849  70 

'Report  from  Jan.  1,  1913,  to  June  30,  1914. 
'Adjustment  to  balance  departments. 
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ANCB  SHEET.  JUNE.  30. 1014 


CuuBNT  Aaum 

Prepaid 
Moounts 

Open 
Moounts 

DeBoit 

CMh 

Notaud 

bab 
nmwMt 

Aeooimtf 

MaUnds 

and 
soppIiM 

MiaodlAoe- 

0U8 

eurrent 
M8e( 

Total 

MMta 

38.100  10 

05.438  08 
3.070  08 
3.000  78 
4.442  10 
1.234  50 

2.470  82 
4,017  47 
3.075  85 
3.058  10 
2.500  17 

275.207  12 

3.088  73 
1.406  40 

1.447  05 
37,050  18 
11.507  75 

02.017  82 
2.052  83 
2.718  91 
2.000  00 
807  05 

502  57 
5,171  78 
3.130  33 
3,071  10 
2,037  50 

0407  00 
140  78 
377  70 

08.008  50 

0187,005  24 

1.001  25 

138,138  13 

101  07 

1.378  33 

161,166  94 

54  50 

02.409  39 

132,366  79 

8.702  40 

244  08 
83  08 

1  20 

76,994  20 

51,814  54 

407  87 

8425"db 

120,057  05 

2.240  73 

45,154  73 

783  45 

63.275  65 

1,237  04 

4.345  00 

111  53 

109,666  96 

420  50 

321.810  06 

1,938.136  21 

065  08 

1,300  53 
1.217  70 

2,736  13 

34,429  16 

350  74 

60  06 
90  09 
140  50 

101  06 
280 

85.377  09 

410  78 

85  25 
8.000  00 

■1i;io8"40 

24ii"45 

1.141  50 

5.000  00 
000  00 

837  24 

37,752  57 

452  10 

031  20 

150  00 

086  25 

2.783  67 

28.396  30 

000  04 

85.355  94 

80,147  12 

2.500  87 

134.095  64 

2.070  87 

149,000  00 

0.426  20 
240  00 

5.223  00 

4.722  54 
1.050  10 

12,203  20 

2.504  67 

048-38 

1.724  89 
070  50 

11.375  40 
6.055  31 
2.487  40 
4.185  08 

015  00 

1.238  82 
115  00 

1.463  00 

287,240  n 
92,187  84 

520  00 

6.021  30 

2.520  60 

20  52 
47  21 

5  10 

36.544  55 

140  06 

2.110  44 
8.23184 

22,080  02 

9.307  05 

068  00 

0.037  76 
012  35 

5.117  60 
5.140  58 
8.107  22 
0.070  82 

2.381  82 
1,628  70 
2.830  38 
1.044  38 

zzzz 

9.830  04 



55,331  15 

517  16 
8.017  00 

27,576  12 

60,058  65 
425.442  26 

8.830  00 

137.005  17 

051  58 

2.081  52 

48.607  76 

21  04 



148  53 
12  80 

73.570  33 

1.732  30 

1.060  42 
48  00 

2b"37 

25.000  00 

142.601  30 

240  00 

1.588  42 
4.502  42 

174.701  02 

286  84 

109  00 

85.567  07 

11.015  54 

162,234  20 

22  80 

955  58 
84  00 

004  45 
804  75 
193  20 
014  50 
8,747  11 

1.130  n 
2.107  32 

74  89 

tI4.320  58 
103  50 

763  09 

4  33 
008  21 

180.255  46 

180,735  60 

530  21 

137  23 
80  00 

49  77 

49.009  29 

779  07 

2.968  93 
3,139  95 

37.200  28 

082  00 

"  0'.868'05 
10.610  00 

37.231  51 

142  86 

28,364  00 

278  00 
200  00 

6.631  38 

453.377  55 

1.132  40 

2,513  82 

60.677  35 

813  00 

68.650  95 

051.004  48  $4S»404  00 

0456.021  01 

105,767  00 

011,770  77 

04.080  01 

0409.935  41 

$24.705  33 

06,552.640  02 

•iMludM  036,000^)0  tnvtee  bondi. 
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Italic  figurfli  denote  credits. 


CLASS  B.    PRIVATE  PLANTS. 
Lu 


LOCATIOK 


NaIOI  or  COMPANT 


Capital  LuBiuras 


Capital 


Funded 
debt 


Mortgage 
UabUitiee 


Antico 

Baraboo 

Beaver  Dam 

Berlin. 

BuriingtoiL 

Detavan... 

DePere 

Edgerton^ 

Grand  Rapids 

Hudson. 

Huriey 

Ladyamith 

Lake  Geneva 

Mayville * 

Medford. 

MeUen 

Mmomonie 

MerriU 

Milwaukee 

Mineral  Point 

Monroe.. 

New  Richmond .  .. 
North  Milwaukee 

Oconto 

Oconto 

PlatteviUe 

Portage 

Prairie  du  Chien. .. 

Rhinelander  

Rhindander 

Rice  Lake 

Ripon. 

Sparta. 

Stevens  Point 

Stevens  Point 

Tomah 

Tomahawk. « .... 

Walworth. 

WashbuHL 

Waukesha 

Waupaca 

Whitewater 


Antifo  E!ec  Co 

Baraboo  Gas  A,  El.  Co 

Beaver  Dam  Lt  ft  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  EL  Lt.  ft  Pr.  Co .. 


United  Ht.  U.  ft  Pr.  Co  ™. 

De  Pere  El.  Lt.  ft  Pr.  Co 

Edgerton  El.  Lt  ft  Pr.  Co 

El.  4  Water  Co 

Burkhardt  Mlg.  ft  EL  Pr.  Co .. 


Ircmwood  ft 

Ladysmith  Ltc.  Co 

Equitable  EI.  Lt.  Co 

Northwestern  Lt.  ft  Pr.  Co. 
Medford  Lt  ft  M(g.  Co 


Ry.  ft  U.  Co. 


Mellen  W.  ft  Lt  Co 

Chip.  Valley  Ry.  Lt.  ft  Pr.  Co.. 

Merrill  Ry.  ft  It  Co.-, 

Badger  Ry.  ft  Lt  Co 

Mineral  Pt  Pub.  Service  Co 


Monroe  E3ec  Co 

New  Richmond  Pr.  Co 

North  Milwaukee  Lt  ft  Pr.  Co 

Oconto  El.  Co 

Peoples  Land  ft  Mfg.  Co 

Interstate  Lt  ft  Pr.  Co. 

Portage  El.  Lt  Co 

Prairie  City  H.  Co.' 

Rhinelander  Ltg.  Co 

~*-    •     •    Pr.Co 


Red  Cedar  Valley  El.  Co. 

Ripon  Lt  ft  Water  Co 

0. 1.  Newton's  Sons  Co 

Stevens  Point  Ltg.  Co 

Stevens  Point  Power  Co 


Tomah  Elec  ft  Td.  Co 

Tomahawk  Lt  Td.  ft  Impr.  Ca  . 

Walworth  lighting  Plant 

Washburn  HTLt  ft  Pr.  Co 

Waukesha  Gas  ft  El.  Co.  .„ 


Waupaca  El.  Lt.  ft  Ry.  Co... 
Whitewater  El.  Light  Co 


1109.000  00 
50.000  00 
50,000  00 
52.500  00 
50.000  00 

12.000  00 
75.000  00 
15,000  00 
18.840  00 
50.000  00 

700.000  00 
15.000  00 
9.000  00 
5.000  00 
20,000  00 

50,000  00 


47,000  00 
149.000  00 
43,800  00 

27.500  00 
2.500  00 

25.000  00 
5.000  00 

50.000  00 

100.000  00 
50.000  00 
29.350  00 
60,000  00 
36.950  00 

120.000  00 

22.298  64 

50.000  00 

.53,110  00 

100.000  00 

33.500  00 
21.334  00 
25.000  00 
20.000  00 
42.000  00 

17.100  00 
60.000  00 


$50.000  00 
62.500  00 
66.194  87 
49,000  00 


13,000  00 

„..„ ..^ 

1.214.000  00 
8.500  00 



i$30,000  00 

15.750  00 
40.000  00 
40,000  00 

175.000  00 

46,500  00 

150,000  00 
75.000  00 

52.000  00 


22.900  00 
39.000  00 
66.387  50 
69  000  00 


20.000  00 


290.500  00 
15.900  00 


Total... 


$2,473,382  64 


$2,561,132  37 


$50.000  00, 


1  Northwestern  Ircm  Co.  land  contract. 
>  Report  from  Jan.  1, 1913,  to  June  30 .  1914 
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BALANCE  SHEET.  1914— Continued 


Current  Lubilitiks 

raMnre 

Sinking 
roerve 

Special 
roBerve 

Notes  and 
bUb  payable 

Accounts 
payable 

Matured  inter- 
est on  funded 
debt  unpaid 

■ 

Dividends 
unpaid 

$7.636  24 
955  18 

$4.000  00 

9.250  00 

23.300  00 

16,800  00 

1,500  00 

5.392  51 
4.461  03 
13.500  00 

$305  55 
6,420  29 
3.278  69 
3.491  37 
1.271  39 

4.149  29 

$4.000  00 

$707  68 
200  00 

$12,981  68 

9.025  76 

10.148  01 

963  49 

2.000  00 

3.853  87 

9,192  42 

3.108  32 

5.245  00 

863  00 
2,000  00 
11.796  13 

16,655  07 
7.029  16 
2.398  21 
1.843  26 

7.390  90 

9.067  74 

t 

6.197  74 
3.900  00 
16.000  00 

3.134  (io 

495  63 

2.000  00 
1.400  00 

4.614  S2 

500  00 

2.007  57 
438  75 

312.00 

15.808  51 

15,961  86 

1.400  00 

10.000  00 

1,665  96 

262  50 
180  00 

30,600  00 
3.420  00 

32,197  21 

1.368  85 

1.095  36 

1.000  31 

48.943  15 

968  36 

1.072  16 
1.772  44 

9,981  67 

793  65 

t,B38  ei 

1,571  12 

6.000  00 

4.550  00 

5.500  00 

1.250  00 

$1,191  90 

2.500  00 

6.500  00 

585  51 

7,759  32 

5.597  76 

13,750  00 
1,350  00 
11.800  00 

9.000  00 
11.191  77 

5.900  00 
53  028  46 

2.380  00 

1,944  64 

2,080  14 
2.212  75 

2.849  12 

20.199  55 

1.673  00 

10.200  00 

15.021  45 

M74  98 

15.705  85 

1.833  33 

3.813  72 
9,379  49 

1.871  73 

139  20 

1.768  61 

15.108  04 

143  83 

3.513  29 

3,700  00 

8,820  00 

2,000  00 

101,281  78 

2,128  76 
3.004  00 

9.829  92 

1.305  69 

3,555  98 

150  00 
36  06 

1.571  81 

7.017  49 

$244.257  68 

$10,924  75 

$12,511  98 

$389,593  29 

$181,575  59 

$1.666  88 

$9.235  00 

>  Matured  interest  on  notes  and  bills  payable  unpaid. 
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CLASS  B.    PRIVATE  PLANTS. 

LlABIUTIXS 


Name  or  Compant 

CuRRKirr  LiABiunu 
(oonduded) 

Location 

Deposito 

current 
liabUitiflB 

Ttoes 

Antigo „ 

AntigoElecCo 

Baraboo  Gas  4  El.  Co 

Beaver  Dam  Lt.  ft  Pr.  Co 

$1,800  00 

Baraboo 

Beaver  Dun 

644  50 
400  00 

Berlin. 

Berlin  Pub.  Service  Co 

Burlington  El.  Lt.  4  Pr.  Co         

United  Ht.  Lt.  4  Pr.  Co 

De  Pere  El.  Lt.  4  Pr.  Co 

Ed^Tton  El.  Lt.  Co „ 

Elec.4WaterCo 

Burkhardt  Mlg.  4  El.  Pr.  Co 

Ironwood  4  Bewemer  Ry.  4  Lt.  Co 

Ladysmith  Ltg.  Co 

Equitable  El.  Lt.  Co 

$21  25 

$492  73 
16  20 

Burlington 

Delavan 

120  00 

DePere 

EdgerUra 

l^rand  Rapids 
Hudson 

Hurley 

Tiadj^mnith 

108  01 

289  62" 

311  68 

Lake  Geneva 

Mayville 

Northwestern  Lt.  4  Pr.  Co 

Medford  Lt.  4  Mfg.  Co 

Mellen  W.  4  Lt.  Co 

180  00 

Medford. 

100  00 

MeUen. 

230  06 

Menomonie 

Chip.  Valley  Ry.  Lt.  4  Pr.  Co 

MerriU  Ry.  4  Lt.  Co „ 

22  04 

MerriU 

Milwaukee 

Badger  Ry.  4  Lt.  Co 

Mineral  Pt.  Pub.  Service  Ca...- 

Monroe  Elec.  Co 

Mineral  Point 

Monroe 

544  00 
372  00 

New  Richmond 

North  Milwaukee 

New  Richmond  Pr.  Co 

North  MUwaukee  Lt.  4  Pr.  Co 

Oconto  Elec.  Co 

Peoples  Und  4  Mfg.  Co 

90  00 

470"l4"' 

Oconto 

196  10 

Oconto 

Platteville 

Interatote  Lt.  4  Pr.  Co 

Portage  El.  Lt.  Co 

Prairie  City  El.  Co 

1.310  60 

Portage 

Prairie  du  Chien. 

Rhinelander  Power  Co.. ...;JJ.; 

Red  Cedar  Valley  El.  Co 

Ripon  Lt.  4  Water  Co 

294  54 

Rhinelander 

Rice  Lake 

Ripon 

2  W 

709  45 

1.129  54 
1.159  47 

Sparta 

Stevens  Point 
Stevens  Point 

0.  L  Newton's  Sons  Co 

Stevens  Point  Ltg.  Co 

Stevens  Point  Power  Co 

Tomah  Elec.  4  Td.  C^ 

2.628  00 
477  99 
300  00 

Tnm^h 

135  00 

Tomahawk 
Walworth 

Tomahawk  Lt.  Td.  4  Impr.  Co 
Walworth  Ltg.  Plant 

81  81 

leooi 

247M" 

Washburn     

Washburn  El.  Lt.  4  Pr.  Co 

Waukesha  Gas  4  El.  Co 

330  00 

Waukesha      

328  00 

640  57 

>360OO 

Waupaca 

Waupaca  El.  Lt.  4  Ry.  Co 

Whitewater  EH.  Light  Co 

Whitewater 

Total 

»441  91 

$2.423  92 

$13,734  64 

Accrued  insurance. 
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BALANCE  SHEET.  1014— Concluded 
— Conduded 


AcCRiniD    LlABIUTUH 

Open 

Surplus 

Unmatured 
interaston 
funded  debt 

Unmatured 

interest  on 

notes  and  bUb 

payable 

Dhridends 

MisoellaneouB 
liabilities 

Total 
liabiUties 

$9,753  45 
7,760  48 
1,876  04 

$187,095  24 

138.138  13 

$1,752  06 

$683  68 

>$500  00 

161.166  94 

$1,056  93 
7.60 

132,366  79 

11.066  36 

5.587  45 
29.171  63 

7,821  10. 
85.044  75 
38.513  41 

1,283  40 

76.994  20 

260  00 

$7,451  42 

51,814  54 

23  65 
>596  54 

120.957  05 

165  02 

679  44 

45.154  73 

63,275  65 

109.688  96 

1,938,136  21 
34,429  16 

54.844  28 

85.377  09 

233  68 
1,800  00 

37.752  57 

4,498  30 

28.398  30 

153  61 

10,388  38 

85,355  94 

225  do 

23.662  82 
20.643  78 

80.147  12 

134,995  64 

149.000  00 

41140 

1,463  00 

1,296  70 

2,864  82 
1.632  29 
2.452  65 

287.240  77 

92,187  34 

6,021  30 

348  95 

36.544  55 

55,331  15 

11.040  29 

69.058  65 

3.750  00 

IS  60 

156,736  49 

425,442  26 



2.473  41 

5.521  01 
16.636  46 

11.493  33 
12,324  82 
41.027  57 

137.005  17 

48.697  76 

73,570  33 

142.601  30 

174,701  92 

1.355  41 

85.567  07 

5.430  00 

162  234,20 

1.383  07 

41  13 

180.266  46 

287  50 

180.735  60 

812  42 
6.442  42 

6.929  00 
3.122  37 

25.955  54 
1.597  40 

49  699  29 

37.200  28 

105  00 

37.231  61 
28.364  00 

345  80 

107  44 

453,377  55 

60,677  35 

->.  - 

68.650  95 

$13,087  65 

$1,918  09 

$683  68 

$3,409  67 

$178,430  53 

$404,139  75 

$6,652,640  02 
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CLASS  B.    MUNICIPAL  PLANTS.    INCOME 


Location 

Name  or  Company 

Total  op. 
erating 
revenues 

Total 
operating 
expenses 

Net 
operating 
revenues 

CoIumbuB. 

Municipal  Electric  Light  Plant         

116.818  36 
29.517  15 
25.504  09 

113.276  19 
21,677  29 
19,438  85 

13,642  17 

Ft.  AtkinBon. 

7,839  86 

KuilruiM 

>«              f>         (I       »» 

6,065  24 

MftTsb^eld. 

M                        n               M            1.         1 

Mf«A«hft 

H                               t>                   f»                .1 

15,319  63 

16.684  77 
11,117  46 
27.466  79 
22,170  33 
14,411  52 

11,748  18 

9,958  02 
11,013  41 
23.866  93 
16,925  41 

9,876  05 

3.571  45 

New  London^ 

..            .. 

6,726  75 

•  1                                .f                    M                M 

104  05 

tl                                l»                    •»                »• 

3.600  86 

Plymouth. 

Pt.  Waahinston. 

Reedflburg 

II                                1.                    11                It 

5,344  92 

•1                        II               n            1. 

4,535  47 

II                        11               1.             .1         1 

Richland  TieDter 

II                        .1               tl            II 

26.631  80 
13.265  80 
13,577  69 
23,413  39 

15,707  28 

17.532  10 
0.492  21 
10,032  47 
15.621  77 

11.575  80 

9.099  79 

River  Falls ....... 

II                                      M                        11                   11 

7,773  59 

Rhf^waoo 

II                        »•               II            11 

3,545  22 

fltAnghinn 

■1                        11               11            II 

7,791  62 

"       "     "    "  «.  ..iiizr....... 

ToUl 

4.131  48 

Two  Rivera 

1271,606  15 

1198.033  68 

$73,572  47 

CLASS  B.    MUNICIPAL  PLANTS.    DETAILED 


Location 

Name  or  Company 

Commercial 

lighting 
earmngs 

Columbus 

Municipal  EHectric  Light  Plant                   

19.710  56 

Ft.  Atkinson.  .. 

19,510  52 

Kankauna    

15,607  46 

MnnhfiplH 

II           11           II       II    , 

M^i^i^ 

•" 

10,821  63 

New  London^ 

11,483  15 

New  Richmond..^ 

9,423  90 

17,693  98 

Plymouth 

Pt.  Washington...     .  . 

II           II           II       II 

15,089  43 

II           II           1       II 

10,995  34 

Reedsburg... 

Richland  Center 

River  Falls 

Shawano 

Stoughton 

Sturg«inBay 

Two  Rivera. 

II                 II                 II           11       4 

"      "      ;'    "  :::;:::::;::::.::;;;.:;;:...::::::::.::::...: 

16,035  05 
9.210  78 
9,839  34 

15.478  01 

.1      1. 

11,040  26 

"    ••  1 

Total                                        

$181,939  41 

1  Bond  redemption. 
'  Rqxirt  inoomidete. 
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ACXX)UNT.    YEAR  ENDING  JUNE  30.  1914 


GroH 
incomo 

DiDuonoin  prom  Qrom  Inoomb 

Net 
income 

of  net 
income 

Nob- 
opcntiag 

rBT6BM 

Interest  on 

fondtti    debt 

and  real 

estate 

martgages 

Interest 
on  float- 
ing debt 

Miscel- 
laneous 
deduc- 
tions 

Total 

Surplus 

1525  53 

$4,067  70 
10,610  66 
6.688  42 

$1,563  75 

607  08 

2.525  00 

$1,663  75 
2,147  04 
3.474  84 

$2,503  95 
8,463  52 
3,213  58 

$703  80 
21  54 

$1,800  15 

2.770  70 

^$1,530  96 
949  84 

8,441  98 

623  18 

3,213  58 

3.571  46 

7.426  27 
104  05 
3.059  24 
0,553  18 
4,738  89 

2,300  00 
350  00 

2,300  00 
376  30 

1,271  45 

7,049  97 
104  05 

1,271  45 

699  52 



26  30 

7,049  97 



104  05 

358  38 

320  00 
1.110  00 

320  00 
3,326  67 

3,639  24 
3,226  51 
4.738  89 

3,639  24 

1,306  26 

$833  33 

«1,383  34 

3,226  51 

203  42 

4,738  89 

6.513  92 

15.613  71 
7,773  59 
3,860  13 
7.822  80 

4,131  48 

1,440  00 
151  25 
435  00 

1,578  38 

702  00 

1.440  00 
151  25 
435  00 

1.578  38 

734  60 

14,173  71 
7.622  34 
3.425  13 
6.244  42 

3.396  88 

14,173  71 

7,622  34 

314  01 

3.425  13 

31  18 

6,244  42 

32  60 

3,396  88 

$13,349  00 

$86,921  47 

$13,082  46 

$865  93 

$3.899  44 

$17,847  83 

$69,073  64 

$8.347  68 

$60,725  96 

OPERATING  REVENUES.    YEAR  ENDING  JUNE  30,  1914 


*  ContractoBl  sinking  fund  requirements. 
'Tabulated  as CUms  D report 


Monidpal 
eontreet 
lighting 
earnings 

Commercial 
power 
earnings 

Municipal 
power 
earnings 

Sales  of  deo- 

tric  current 

toother 

utilities 

earnings 

from 
operation 

Total 
operating 
revenues 

$4,409  60 

$1,610  95 
5,970  98 
4,788  53 

$1,187  25 
330 

$16,818  36 

3.999  96 
6.108  10 

$32  39 

29,517  15 
25,504  09 

4.498  00 
4.736  14 

441  39 





24  09 
333  56 

15,319  63 
16.684  77 

1.360  00 

11,117  46 

5.478  64 

1,813  17 
1,384  54 
2,735  00 

i',262'64'" 
1,874  70 
1,048  35 
1,122  31 

371  79 

2,481  00 
794  08 
681  18 

4,"42r"2b' 
100  00 

27,466  79 

4,095  00 

807  28 

22,170  33 

14,411  52 





4.923  00 

26,631  89 

2.000  00 
2.600  00 

- 

80  32 

13,266  80 
13,577  69 

4.378  94 

2.425  53 

860 
406  45 

23,413  39 

3.888  78 

15,707  28 



$61,566  16 

$24,314  35 

$12,098  54 



$1,602  69 

$271,606  15 
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CLASS  B.  MUNICIPAL  PLANTS.    DETAILED  OPERATING 

SimiM  PowM 


NaMI  or  COMPAlfT 

OFMUnOR 

LOCATIOM 

»ffi^ 

St«iffl 
generated 

sum 
puNliasad 

Columbus 

Municipai  Electrie  light  Plant 

1848  42 
085  40 
730  74 

16.002  04 
4.006  38 
1.268  24 

Ft.  Atkinwnn 

KankwiDft    , , 

II             II         II       «i 

MtrfhfifH 

II             1         It       1.    1 

New  London. 

II                                11                    M                II 

260  01 

3.430  02 

1.282  76 

650  10 

5.718  43 

10.654  45 
10.100  21 
5.880  80 

;;           ;•       ;;      ;;   

Plymouth 

Pt  Washington^ 

"       "     "    "  '  v.......y!L...!r 

Richland  Center 

1,772  10 

750  87 

47  85 

1.008  00 

8.043  18 

6.056  40 
280  22 

6,827  87 

Shawano 

Stoughton 

Two  Rivera 

Total 

111.745  16 

167.647  12 

Htmuvuc  Powbs 


NAia   or  CoMPAmr 

OmATION 

Location 

^^ 

HydrauKc 

power 

---»- J 

purcnasea 

MiacelluMoai 

andexpoMa 

Kaukauna 

Municipal  Electric  lifht  Plant 

11.144  44 

*  1.375  00 

82.288  00 
«2.060M 

9643  94 

Menaaha 

Reedsburg 

II             II        II       11    1 

5«4  0i 

RiTfT  Falls 

II                                II                    II                M 

2.731  10 
2.307  10 

177  00 

20  16 

Stoughton 

II             1.         II       II 

322  00 

Two  Riven  . ... 

II              II         II       II 

II    , 
Total 

17.647  73 

85.434  04 

11.550  00 

iRcport  incomplete. 
sTabulated  as  Class  D  report. 
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EXPENSES.    YEAR  ENDING  JUNE  30. 1914 
GnnnuTioif 


Maintinancb 

Total 

power  plant 

supplies  and 

expenses 

Total 
operation 

Power  plant 
equipment 

Power  plant 
buildings, 

fixtures  and 
grounds 

Total 

steam 

power 

generation 

S294  38 
427  23 
99  30 

18.045  74 
6,269  10 
2.098  28 

$128  05 
179  40 
23  27 

$67  00 
48  95 

$195  05 
228  35 
23  27 

$8,240  79 
6.497  45 
2,121  55 

170  12 

223  89 
593  74 
347  05 

6.158  46 

14.318  26 
12.066  71 
6.886  95 

217  63 

1.102  43 
18  16 
78  39 

13  97 

102  64 
93  65 
9  14 

231  60 

1.205  07 
111  81 
87  53 

6.390  06 

15.523  33 
12.178  52 
6.974  48 

219  73 

10.035  01 

8.154  11 

356  69 

8.034  10 

32  08 

32  08 

10,067  09 

437  84 

8.154  11 

19  62 

69  40 
176  98 

69  40 
195  23 

426  09 

196  23 

18  25 

8.229  33 

$3,031  13 

182.423  41 

$2,025  79 

$353  60 

$2,379  39 

$84,802  80 

GBirXBATION 


MAnrraNANCB 

Total 

Total 

Hydraulic 
power 
works 

Power 

plant 

equipment 

Power  plant 
buildings, 
fixtures  and 
grounds 

Total 
maintenance 

hydraulic 

power 
generation 

$4,075  38 
4,909  03 

$144  44 

$58  05 
752  67 

$11  97 

$214  46 
752  67 

$4.289  84 
5.661  70 

2.928  26 
2.720  09 

32  65 
1.637  70 

24  08 
418  30 

45  13 
14  53 

101  86 
2.070  53 

3.030  12 
4,790  62 

$14,632  76 

$1,814  79 

$1,253  10 

$71  63 

$3,139  52 

117.772  28 

'Diesel  engine  operatbn. 
4FufiloiL 
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CLASS  B.    MUNICIPAL  PLANTS.    DETAILED 


Location 

Name  or  Compant 

Electric 

current 

purdiasod 

Total 
oortof 
power 

Columlnpi 

Municipal  Enoctric  light  Plant 

18,240  79 

Ft.  AtidmiDiL 

17,439  99 

13.937  44 

KftukvuTiA 

U                          II                   «               u 

6.411  39 

Marahfield.     

„             „          „        „     



M^f|«h^ 

6,661  70 

New  London. 

11                            u                    ••                •< 

6,390  06 

New  Richmond  .. . 

<«               .<           II         II 

7.614  00 
2.574  00 

7.614  00 

ft               tl           11         II 

18.097  33 

It               II           11         11 

12,178  52 

Pt  Washington 

««               II           II         II 

6,974  48 

Reedsburg 

II                              M                      II                  •<       S 

ltjrhli|n<1  rVntM- 

II                              II                      II                  II 

10.067  09 

River  Falls 

II                              II                      II                  tl 

3.030  13 

Shawftno 

•  <                              li                      tl                  II 

8.154  11 

Stoughto" 

II                              tl                      II                  It 

5,216  71 

Sturgeon  Bay 

tl                              tt                      tl                  II 

8.229  33 

Two  Riven 

"                              "                     "                  "        I 

Total                                              

$17,627  99 

1120,203  07 

NAMa  Of  Compant 

Stokagi 

OPBB 

LOOAIIOK 

Distributioa 

system 

openting 

labor 

nnlninVnm 

Municipal  Elprtric  Tiight  Plant 

$551  97 

Ft   Atlrinann 

76  84 

Kauk»una 

431  84 

ManrftMd  , 

'*             "          "        "   1 

M«MUih& 

500  00 

New  London  . 

•1             It          II        It 

218  48 

New  Richmond 

II             11          II        It 

552  08 

II                              1                        II                  u 

235  25 

Plymouth. 

Pi.  Washington. 

It               II           II         II 

98  17 

II                                 M                        M                   11 

222  27 

Reedsburg  „ 

'•                                 • t 

Richland  Center 

tl                                 It                          1                   II 

1,844  75 

River  Falls 

It                                 tt                       II                   tl 

50  00 

Shawano 

II                                 1                          II                   It 

963  76 

Stoughton. 

II                                 14                        II                   II 

511  77 

Sturgeon  Bay 

II                              M                     II                  11 

321  05 

Two  Riven   .. 

M                              11                      .1                  M        I 

Total 

$6,578  23 

1  Report  inoomriete. 
>  Tabulated  as  Claas  D 
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OPERATING  EXPENSES,  1914— Continued 


APPoanomisNT  or 

TbANBUISSION  and  TaANSrORMATION 

Torcai.  COOT  or  powaa 

OPBRATION 

MADrrSNANCB 

Amount 

efaarsed 

todeetrio 

dcfartmoitB 

Amount 

eharaed 

to  oUier 

departments 

Operating 
labor 

Substation 
and  trans- 
f(»mation 
station 
supiidies  and 
expenses 

Total 
operation 

Trans- 
mission 
lines 

Substation 
andtrans- 
fcmnation 

station 

equipment 

buildings, 

etc. 

Total 
mainte- 
nance 

Total 
transmis- 
sion and 
transfor- 
mation 

18.240  70 

13.937  44 

6.411  39 

5.661  70 

6.390  06 

7.614  00 

18.097  33 



$157  77 

$157  77 

$167  77 

12.178  52 

6,974  48 

~io,b«7  09 



$1000 

$20  00 

20W 

2,272  59 

$757  53 

$10  00 

30  00 

8.154  11 

5.216  71 

$89  03 

89  03 

73  05 

73  05 

162  08 

8.229  33 



1119.445  54 

$757  53 

$10  00 

$89  03 

$99  03 

$93  06 

$157  77 

$250  82 

$349  85 

Distribution 

ATlOir 

MAINTBNANCB 

Total 

DiitiibutioD 

■ystem 

sipplies  and 

expenaca 

Total 
operation 

Distribution 
system 

Transformers 

Meters 

Total 
maintenance 

distribution 

$7  92 
14  03 
114  87 

""  82  07 

$559  89 
90  87 
546  71 

582  07 

218  48 
621  85 
285  36 
111  96 
332  03 

$210  43 

487  31 

1.159  90 

169  05 

432  78 
786  38 
2.565  60 
247  12 
394  13 

$1  92 

•87  88 
43  41 

$150  08 
337  89 

30  19 

iuii 

95  80 

833  65 

1,094  69 

31  15 
58  03 

$362  43 

913  08 

1,233  50 

48376 

574  54 

1.638  80 

3.690  04 

284  76 

578  60 

$922  32 
1.003  95 
1.780  21 

1,065  83" 

69  77 

50  11 

13  79 

109  76 

45  96 

18  77 

29  75 

6  49 

126  44 

793  02 

2,260  65 

3.975  40 

396  72 

910  63 

1.971  11 

3,815  86 

50  00 

963  76 

2,437  88 

625  29 

189  94 

299  42 

6  23 
206  67 

189  94 
568  62 

1,266'37 

751  60 

4.0a'>  80 

269  20 

227  39 

209  10 

618  62 

1,926  11 
304  24 

1.026  75 

335  93 

963  76 
3.698  25 

1.376  89 

'        ■" " 

$4,663  78 

$11,242  01 

$8,005  32 

$872  84 

$3,651  88 

$12,530  04 

$23,772  05 

'<■  Indudes  $46.46  for  muntenance  of  fire  alarm. 
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CLASS  B.    MUNICIPAL  PLANTS.    DETAILED 

COH 


Namb  or  Company 

COMMSB 

Location 

Trimming 
and 

Commercial 

lamp 

suppUesand 

renewals 

MiscellaDeous 
commercial, 
consumption 

expenses 

Columbus 

Municipal  Electric  U^t  Plant 

$414  06 
317  66 
266  21 

Ft.  Atkinaoa. 

KaukftuoA 

U                           <t                        «                    II 

$61  91 

Mar8hfield„ 

"            "           ••         "    I 

Menaiiha 

New  London 

11              II            11          11 

227  47 

14  76 

New  Richmond „.. 

•1              li            II          11 

$122  66 

Ooonomowoc 

II              11            II          II 

Plymouth 

„              „            „          „    



212  69 
268  46 

Pt.  Washington 

.1           11         1.        II  , 

Richland  Centw 

II              II            11          l( 

River  Falla 

II              II            11          II 

10  00 

20  00 

8hawano ,  . 

II              II            II          II 

Stoughton 

II              II            II          II 

Sturgeon  Bay 

II            l«           11         II 

Two  Riven  

1.           II         .1        li   , 

Total 

$132  66 

$1.726  43 

$76  67 

Namk  or  Company 

Commercial 

Location 

CoUection 
expenses 

Promotion 
busineaB 
expenses 

Total 
commercial 

OeDcral 

office 
salariea 

Columbus 

Ft.  Atkinson 

Municipal  Electric  U^ht  Plant 

$321  69 
498  64 
943  31 

$1  70 
39  84 
139  37 

$323  39 

638  38 

1.082  68 

$238  18 
1.682  55 

Kaukauna.. 
Marshfieid 

"            "           "       " 

1.106  25 

Monnffhft 

II            II           II       II 

261  09 

New  London. 

Oconomowoc 

'•      "     "    "•  :::.. 

268  78 
16  26 

373  11 
90  76 

336  94 

33  17 
309  94 

291  96 
326  20 
373  11 
90  76 
336  94 

315  00 
05  00 
840  00 

Plymouth 

262  00 

Pt.  Washington 

616  67 

Reedsburg 

II      ••      11    •• 

Richland  Center . 

M                            ..                        M                II            2 

28  50 

River  Falls 

::      ;;     ;:   ::  ■■•■•■■ 

62  29 
60  00 
618  89 

81  96 

62  29 
60  00 
618  89 

112  96 

337  50 

Shawano  .    ... 

204  00 

Stoughton 

31  00 

703  55 

Sturgeon  Bay 

Two  Rivers  . 

•«          ■   "           "        "      i 

900  00 

Total 

$3,662  52 

$656  02 

$4,217  64 

$7,010  29 

i  R  eport  incomplete. 

s  Tabulated  as  Class  D  report. 
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operating  expenses.  1914.-Continued 
sunraoir 


CUL 

Municipal  Contract  Liohtino 

Costoraen' 
premiMS 
espensea. 

Mainte- 

oom- 
mercial 
lamps 

Total 
commercial 
consump- 
tion 

Trimming 
and  in- 
specting 
municipal 
contract 
lamps 

Municipal 
contract 
lamp  sup- 
plies and 
incande»- 
oentlamp 
renewals 

municipal 
contract 
lighting 
Bupphn 
and 

expenses 

lifll 

Total 
municipal 
contract 
Ughting 

Total 
consump- 
tion 

1122  41 

$536  47 
356  31 
581  40 

$5  00 

$160  26 
534  49 
147  68 

$2  60 

$5  70 

$173  56 
534  49 
368  71 

$710  03 

38  66 

890  70 

254  28 

104  93 

31  85 

84  25 

950  11 

249  00 

283  73 
69  13 

532  73 
69  18 

532  73 

145  83 

388  06 
122  56 

257"37' 

320  44 

163  76 

50  00 

11996 

101  25 

457  19 



122  56 

179  76 
48  55 
89  73 

5  46 
60  00 

80  70 

236  00 

81  24 

79  55 
25  95 
176  45 

2'60" 

340  55 

74  60 

372  94 

340  55 

44  68 

331  87 

51  99 

106  76 

273"68"" 

47  99 
145  98 
125  91 

303  61 

693  38 

.,.„ 

sW 

43  22 

163  76 
30  00 

287  39 
141  21 
145  98 
325  03 

582  12 

451  15 
191  21 

145  98 

119  95 

118  42 

444  98 

101  25 

42  51 

683  37 

11.062  81 

$2,997  47 

$1,049  13 

$2.280  46 

$125  83 

$492  92 

$3,948  34 

$6,945  81 

GnnntAL 


OPIHATION 

Maintinanci 

General 
oOee 

soppliei 
and 

expenses 

Law 
expenses, 
general 

Miscel- 
laneous 
general 
expenses 

Railroad 
Conunis- 

sion 
expenses 

Total 
operation 

General 

office 

equipment 

General 

office 

buildings, 

fixtures, 
and 

grounds 

Total 

mainte- 

nanee 

Total 
general 

$46  83 

$142  36 
110  78 
155  99 

$5  32 

$432  69 
2.136  88 
1.697  85 

$432  69 

H43  55 

2,136  88 

435  61 

1,697  85 

114  00 

375  09 

430  13 
65  00 
539  38 
548  28 
723  87 

280  35 
337  50 
514  99 
779  38 

1,078  44 

$23  20 
2  ^5 

375  09 

13  53 

$28  20 

61  16 

12  24 

430  13 
65  00 

93  13 

104  15 

296  28 

15  40 

87  34 

152  99 
200 

49  30 

2  10 

539  38 

91  80 

$23  20 

2  15 

548  28 
723  87 

303  55 

188  00 

337  M 
544  99 

73  83 

781  53 

69  14 

1,078  44 

$1.733  93 

$28  20 

$1,177  75 

$19  66 

$9,969  83 

$25  35 

$25  35 

$9,995  18 

*  Indodes  stationery  and  printing. 
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CLASS  B.    MUNICIPAL  PLANTS.    DETAILED 

Undb 


Location 

Name  or  Compant 

Injuries  and 
damagea 

Insuranoe 

Columlnw        

^fiminpal  Fn««tri«  T/ight  Plan^ 

$5  00 

Vi.  Atlrimmn    

34  34 

It            It          It       it 

16  50 

204  24 

Mvuhfield 

"            ••          ••       "     1 

JJlm^h*. 

ti            tt          tt       It 

45  00 

New  LondoiL 

«•            It          1.       It 

75  00 

New  Richmond 

It            It          ti       It 

It            11          It       ti 

109  90 

Plymouth 

It            It          II       II 

100  80 

Pt,  W«BhiiitoiL....„ 

II            II          It       1. 

185  00 

Reedsburg.„ 

•1            t<          II       ..     , 

Rinhlftnrf  C^ni,^ 

K                            11                        11                II 

River  Falls 

tt                            It                        11                II 

Shawano 

•1                            It                        II                II 

163  63 

Htn^^ghtAn                

It                            It                        II                II 

524  04 

II                            It                        It                II 

15  57 

Two  Rivers 

It                            It                        II                11             I 

Total 

16  50 

$1,522  52 

SUMMART  or 


Location 

Name  op  Coiipant 

Total 
power 

Total 
transmisBion 

Total 
storage 

Total 
distribution 

Columbus 

Municipal  Electric  Light  Plant ... 
II             It         11         11      i 

$8,240  79 
13.937  44 
6,411  39 

$022  32 

Ft.  Atkinson. 

1,003  95 

Kaukauna 

1,780  21 

Marnhfipld 

M^a"ha 

II                  It             II             11        3 

5.661  70 

6.390  06 
7,614  00 
18,097  33 
12.178  52 
6.974  48 



1.065  83 

New  London          .   . 

793  02 

New  Richmond 

2.260  65 

$157  77 

3.975  40 

Plymouth. 

Pt.  Washington 

396  72 
910  63 

Richland  Center 

It             II         1.         11      I 

10.067  09 
2.272  59 
8,154  11 
6,216  71 

8.229  33 

4.005  80 

River  FaUs 

30  00 

618  62 

Shawan^^ 

963  76 

Stoughton 

162  08 

3.698  25 

1.376  89 

Two  Rivers 

Total... 

$119,445  54 

$349  85 

$23,772  05 

i  Report  incomplete. 
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OPERATING  EXPENSES.  1914.— Conduded 


SUtiooery 

and 
printing 

Operation 

storai 

department 

^  storee, 

department 

equipment, 

buildings,  etc 

Operation 
utiUty 

Maintenance 

utility 

equipment 

buildingB. 

etc 

Total 
undistributed 

162  60 

194  42 
'■" 248""" 

10  60 

$162  62 

34  34 

164  66 

67l3"" 

56  14 

91 

$400  30 

$57  95 

836  94 

ii2'83"" 

131  14 

25  00 

25  00 

27  00 

186  49 

382  39 

16  74 

117  64 

61  75 

236  76 

67  82 

55  51 

55  61 

37  26 



i63"63"" 

629  11 

79  24 

94  81 

6508  87 

1164  72 

$57  02 

$685  79 

$137  19 

$2,982  61 

OnnuTiNO  EzpsNBis 


Total 
consump- 
tion 

Total 

Total 
general 

Total 
undis- 
tributed 

Total  of 
foregoing 

Depre- 
ciation 

Taxes 

Total 
operating 
expenses 

$710  03 

$323  39 

638  38 

1,082  68 

$432  69 
2,136  88 
1.697  86 

$162  62 
34  34 
836  94 

$10,791  84 
18,641  69 
12.769  18 

$2,484  36 
3,136  60 
6,679  67 

$13,276  19 

890  70 

21.677  29 

950  11 

19.438  85 

532  73 
467  19 

29195 
326  20 
373  11 
90  76 
336  94 

375  09 

430  13 
65  00 
539  38 
648  28 
723  87 

303*65' 

337  60 
644  99 
781  63 

1,078  44 

112  83 

131  14 
25  00 
382  39 
117  64 
236  75 

56  51 

7,748  18 

8,493  49 
10.413  41 
23.865  93 
13.663  68 

9,876  06 

i4'883"io 
3.512  21 
10,032  47 
11,551  65 

11.575  80 

4,000  00 

1,464  63 
600  00 

11,748  18 
9.958  02 

122  56 

11,013  41 

340  65 

23,865  93 

331  87 

3.261  73 

2.649  00 
1.980  00 

16.925  41 

693  38 

9.876  06 
17.532  io 

191  21 

62  29 
60  00 
618  89 

112  96 

..jt, 

5,492  21 

146  98 

163  63 
629  11 

94  81 

10,032  47 

444  98 

4,070  22 

15,621  77 

683  37 

11.675  80 

$6,946  81 

$4,217  64 

$9,996  18 

$2.982  61 

$167,708  68 

$30,326  10 

$198,033  68 

sTabukted as Cbs D  report 
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CLASS  B.   MUNICIPAL  PLANTS.   STEAM  GENERATION 


NaMB  or  COMPANT 

OnuTioN 

Location 

Operat- 
ing 
labor 

Fuel  for 
steam 

Water 

for 
steam 

OolumbuB 

Mun.  Elec.  Lt.  Plant                            .     ., 

1910  06 

1,806  21 

226  11 

$6,184  40 

5.661  36 

922  01 

$96  00 

Ft,  A^kiiMnn 

Kft^Vft'in^ 

30  90 

Mar8hfield...„ 

"         "     ••      "  I 

New  London. 

4.                  H           ..            M 

687  62 

4,921  17 

New  Richmond 

•  t                    «            «            U 

Ooonomowoo 

"                    "            "            "       

1.441  00 

1.020  00 

650  10 

8.872  30 
8,271  14 
4.618  06 

Plymouth 

Pt.  Washington  

It                    •<            It            It 

Reedsbors 

••                    »•            "            »      1 

RichUnd  ^f^nt^ 

893  60 

6.726  24 

Rivn-Fftllff 

II                   It           It           u 

Shawano 

"         "     **     **           

1.096  96 
14  98 

1.619  00 

6.604  71 
226  76 

16.149  67 

Stoughton 

II         II     II     II 

Two  lUvere 

It         11      II     II  I 

Total 

19,764  62 

$66,955  81 

$126  90 

CLASS  B.   MUNICIPAL  PLANTS.   DISTRIBUTION  OF  THE 


Location 

Nams  op  Company 

Steam 

power 

generation 

Hydraulic 

power 
generation 

Steam 

Trans- 

and   trans- 
formation 

Distribu- 
Uon 

ColumVvi 

Mun.  Elec.  Lt.  Plant 

Ft.  Atkinson, 

"     "      "      "     >...... 

$950  64 
736  78 

$1,211  70 

$1,054  00 
226  11 

$675  31 

1.273  33 

Marshfidd 

MfffWohft 

New  London 

;;     ;;     ;;     ;;    

501  61 

741  60 

639  49 

New  Richmond     . .. 

1.837  88 

Oconomowoc 

II             t                II             •! 

Plymouth 

Pt.  Washington 

Reedsburg. 

II             II             1                II 

II              II              11             ••           ] 

737  63 

942  29 

799  87 

Hi<^hlftiiH  cipntpr 

"  "  "  '•  :: ..: 

1.804  18 

759  87 

55  45 

1.184  98 

1,117  98 

2.134  60 

River  Falls 

2,818  58 

50  UG 

Shawano 

1.095  95 
59  42 

1.619  00 

$130  "76 

963  76 

Stoughton 

3.421  52 

1.110  33 
866  08 

TwoWvMg 

Total     

$6,731  04 

$7,451  80 

$6.856  35 

$130  76 

$10,350  74 

1  Report  incomplete. 
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APPORTIONMENT  ACCOUNT.   YEAR  ENDING  JUNE  30, 1914 


MAUfTBNANCB 

Total 
cost  of 
steam 

MMKeOa- 

DCOUB 

sleam 
supplies 

mud 
expenaes 

Total  op- 
eration 

Mainte- 
nance 
boUer 
plant 
equip- 
ment 

Mainte- 
nance 
boUer 
plant 
buUding 
fixtures 
and  grounds 

Total 
mainte- 
nance 

Electric 
utility 

Other 
utilities    . 

S316  14 

17.506  59 
6,993  83 
1.179  02 

$162  23 
154  52 
85  86 

$162  23 
154  52 
89  22 

$7,668  82 
7.148  35 
1.268  24 

$6,902  94 
4,906  38 
1,268  24 

$765  88 

126  26 

2,241  97 

$3  36 

55  66 
19  29 

5,564  45 

10.332  69 
10,010  01 
5.497  61 

149  39 

2bo"37 

113  21 
290  06 

4  59 

121  49 
103  95 
102  13 

153  98 

32i"86" 

217  16 
392  19 

224  38 

5,718  43 

10,654  45 
10,227  17 
5,889  80 

8,043  18 

5,718  43 

10,654  45 

10,190  21 
5.889  80 

8,043  18 

== 

718  87 
329  45 

36  96 

199  96 

7,818  80 

224  38 

255  74 

6,956  40 
241  98 

16,768  67 

47  24 

6.056  40 
289  22 

16,768  67 

6.956  40 
289  22 

6,827  87 

1  25 



47  24 

9,940  80 

$2,022  62 

$78,869  95 

11,427  26 

$335  52 

$1,762  78 

$80,632  73 

$67,647  12 

$12,985  61 

PAY  ROLL.   YEAR  ENDING  JUNE  30,  1914 


CoMumption 
eommercial 

Consumption 
municipal 
contract 
lighting 

General 

Undis- 
bibuted 

Stock 
account 

Construction 

and 
equipment 

Total 

$26  17 
281  86 

$43  52 
197  90 

$38100 

757  31 

$i;663  70 
1.200  30 

$4'92' 

$20  9ij 

12  47 

$1,886  54 
1,901  15 

7.803  83 

139  21 

740 
122  56 

291  95 
326  20 

209  36 
65  00 

2.530  52 

2,351  64 

286  18 

8  06 
50  00 

336  94 

473  78 

51  70 
337  50 

817  49 
810  91 

$5.416  09 

51  99 

3,608  68 

163  76 

55  51 

1,229  87 

204  00 

67  82 

79  24 

5,335  88 

30  00 

5,3;i3  44 

60  00 
583  04 

3,083  58 

115  10 
101  25 

149  96 
236  00 

703  65 
960  00 

7,207  86 
5.046  55 

$000  34 

$1,081  58 

$2,736  44 

$5,664  89 

$1,641  36 

$33  46 

$49,003  85 

*  Tabulated  m  Class  D  report. 
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CLASS  B.    MUNICIPAL  PLANTS. 
As 


Namk  op  Compant 

Pkopertt  and 
Plant 

Treasury 

ariciiri- 

tiea 

Stocks, 

Location 

Cost 
besinning 
ofyear 

Construction 
current 
year 

invest- 
ment 

CdumbuB 

Municipal  Electric  Light  Plant 

>43.499  04 
62,713  51 
67,111  21 

32.320  39 
20.000  00 
78.824  01 
71,707  07 

$742  36 
11.763  44 
8.413  09 

3.898  86 
3.173  00 
2.095  00 
4,067  11 

Ft.  AtVim««» 

KftiilrAiinR 

II            «i         II       11 

Marahfidd. 

"            ••         "       "     I ^ 

"             "         "        "      a 

Mn!A>)t# 

New  London. 

II             11         II        11 

Oconomowoc 

1 

Plymouth 

II             11         II        ••      } 

II                    II              11            11        4 

Pt.  Wauhiniton. 

„                    „              „            .          

35,821  73 
38,486  64 
34.521  65 
90.449  34 

44.684  98 

win 

1.196  84 
4.248  08 
4.283  43 

River  Falls 

Shawano 

"  :::..;;:::: 

^tniiffhtnn 

Sturgeon  Bay 

Two  Rivers 

•1      .1     1.    1.  , 

Total 

$620,139  57 

$44,640  81 

1  RoMxl  incomplete. 
«  Balance  ' 


sheet  incomplete. 
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BALANCE  SHEET.    JUNE  30,  1914 


Reaonre 

CVRRIMT  ASSBTS 

Prepaid 

ac- 
counts 

Open 
accounts 

Deficit 

Bmkiiig 

and 
special 
^Dds 

Cash 

Notoiand 

bUk 
receivable 

Aooounts 
reoeiTable 

Materials 

and 
BuppUee. 

Miecel- 
laneouB 
current 
assets 

Total 
assets 

$2,484  35 

13.065  46 
3.656  81 
3.877  40 

3.131  38 
8.075  24 

$1,250  83 
3.030  80 
4,648  68 

2,343  46 

$2,080  95 
2.374  45 
5.109  82 

5.585  95 

$17749 

$73  01 



$53,122  99 

11.807  93 

85,346  94 
89,410  70 

$18,814  37 

$5.688  22 
1.279  70 

2,778  38 

69,561  00 

000  00 

25,766  08 

1.304  69 
2.785  31 

2,112  50 
2,312  23 

214  96 
74  53 

92,626  40 

309  90 

102  50 

81,358  65 

9,194  51 

983  01 

1.716  45 

96  00 

952  53 

3,322  33 

46,808  36 

1.659  05 

245*37 

948  91 

43,058  98 

3.480  07 
5  26 

8,00606 
12,569  81 

598  63 
169  40 

39,464  36 

5.411  50 

112.941  64 

61,531  29 

111,574  23 

184.486  13 

$22,791  12 

$18,217  10 

$26,646  22 

$487  39 

$1.130  53 

$13,916  87 

$6,967  92 

$800,997  39 

*  No  bakuQoe  sheet  available. 
«  Tabulated  as  Clan  D  report 
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CLASS  B.    MUNICIPAL  PLANTS. 

LUBIL 


Nam*  or  Compaict 

Capital  LiABiums 

Location 

City 
equity 

Funded 
debt 

Columbus 

Ft.  Atkinson 

Municipal  E3ectric  Light  Plant 

$10,585  10 

134.000  00 
10.420  08 

M                          ••                   M                   « 

56.000  00 

Marehfidd 

"             "         ••         "    1 

Menasha 

New  London 

69.561  00 
23,172  23 
80.203  65 

New  Richmond 

Plymouth 

Pt.  Washington. 

"      "     "     ••  a 

6.000  00 
37.544  66 

Reedsburg 

"                    "              ••              ••      4 

RicMand  Center 

„                    „              „              „ 

17,785  66 

River  Falls 

4.500  00 

Shawano 

"      "     "     "  ::::   :  ,::::::.:::.::: 

12.400  00 

Stoughton. 

34.450  00 

Sturgeon  B»y 

14,040  00 

Two  Riven 

"      "     •*     '♦  I 

Total 

$191,307  63 

$209,364  74 

LiABiums 


Nami  op  Company 

CuMunrr  LuBiLma»— 

Location 

Deposits 

Misod- 
laneous 
curT«nt 
liabiliti«B 

Taxes 

Cohimbus 

Municipal  Electric  Light  Plant 

Ft.  Atkinson. 

Kaukauna 

«             ••          <i        .• 

Marshfield 

Menaaha 

••             "          "        •«    1 

New  Richmond    . 

Oconomowoc 

Plymouth 

Pt.  Washington 

Rewbburg 

••  >  _   ''__     '[' 

'•                      ••                "             "      4 

Total    

:;  ■■::..:.::::::: 

»$84  96 

Richland  Center 
River  Falls 



Shawano 

Stoughtoa 

Sturgeon  Bay   .    . 
Two  Rivers 

$84  96 

1  Report  incomplet€. 

'  Balance  sheet  incomplete. 

'  No  balance  sheet  available. 
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RssaRTB  LuBiLims 

CURRBNT  LlABUJTLEa 

Mortgage 
babQitieB 

Deijreciation 
reserve 

Sinlcing 

reserve 

Special 
restfve 

Notes 
and  bills 
payable 

AcoouHts 
payable 

Matured 
interest  on 
funded  debt 

unpaid 

$4,300  87 
23.114  30 
20.384  15 

$1,666  97 
2.258  93 
2.130  81 

$7,679  96 

$6,683  87 
13  15 

$5,712  50 

$10,000  00 

900  00 

1.69?  85 

9.717  07 

14.188  34 

2.391  68 

299  99 

$12,200  00 

2,649  00 

17.074  89 

4.102  69 

134  66 

$12,200  00 

$78,140  28 

$21,868  30 

$6,697  02 

$14,102  69 

$10,276  90 

$6,012  49 

— Oondudcd 


AOCRUID  LUBILmM 

Open 
accounts 

Surplus 

Unmatured 

interest  on 

funded 

d<^ 

Unmatured 
interest  on 
notes  and 

billB 

payable 

Dividends 

Miscellaneous 
liabiUUes 

Total 
liabilities 

$798  75 

$1,771  30 

35.189  80 

5,170  09 

$53,122  99 



85,346  94 

89.410  70 

69,561  00 

25.766  08 

190  00 

6.147  79 

92.626  40 

$17,216  91 

81.358  65 



14,173  71 
38,558  98 
27.064  36 
61,254  78 

$189,330  81 

46,808  36 

43.058  98 

39,464  36 

161  97 

112.941  64 

43.253  94 

61.531  29 

$1,153  72 

$60,470  85 

$800,997  39 

4  Tabulated  m  aws  D  report. 
*  Aeemed  insurance. 
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/to/icfigurw  denote  deficits.  CLASS  C.   PRIVATE  PLANTS.   INCOME 


Location 

Nami  or  Company 

Total 
operating 
revenues 

Total 
operating 
expenses 

Net 
operating 
revenues 

Noo- 
operating 
revenues 

Cambridge 

Chilton    

Cambridge  Lt.  &,  Pr.  Co 

S2,619  20 
13.670  77 
9.414  92 
1.456  50 
11,096  83 

6,254  91 

12.190  02 
13.445  27 
8.519  80 
1.263  84 
3,900  76 

4,507  89 

$429  18 

225  50 

895  12 

192  66 

7,196  07 

1,747  02 

$325  62 

Darlington 

DodgeviUe 

Durand 

Elkhart  Lake 

Dariington  E.  Lt.  &  W.  Pr 

Mineral  Pt.  Pub.  Service  Co.».. 
Durand  Lt.  &,  Pr.  Co 

MU.  k  Fox.  R.  Valley  Ry.  Co. 

F.  Elec.  Lt.  A  Pr.  C^ 

Hayward  Elec.  Lt.  A  Pr.  Co.. 

Horicon  Lt.  k  Pr.  Co 

Lancaster  El.  Lt.  Co.« 

Mauston  El.  Service  Co 

Molitor  A  Hummel  Co 

Railway  Exchange  Bldg.  Co.. 
Neillsville  Elec.  Co 

625  40 
311  31 
72  34 

Friendship 

171  25 

Hayward 

Horicon 

Lancaster 

Mauston 

6,978  32 
8,275  65 
13.444  89 

10,579  19 
3,159  59 
3.261  40 
6.619  72 

31.259  37 

9.931  77 
11.388  27 
13.787  96 
6.750  70 
6.844  98 

10.834  34 
12,076  02 
19.691  60 

3.883  07 
5.725  34 
9.850  12 

10.124  68 
7,142  03 
4.341  52 
5,956  37 

13,232  24 

8.980  25 
7.560  20 
14.995  76 
7.614  29 
6.106  44 

10.340  44 
7,358  36 
15.419  00 

3.095  25 
2.550  31 
3,594  77 

454  51 
S,98SU 
1,090  IM 

663  35 
18,027  13 

951  52 
3,828  07 
1,907  90 

ses  69 

738  64 

493  90 
4.717  66 
4,272  60 

32  ID 
250  00 

Milwaukee 

Milwaukee 

Nrillffvi1l<« 

New  Richmond 

Apple  River  Power  Co 

913  73 

ParkFalb 

Park.Fl8.W.Lt&Pr.Co 

Peshtigo  Lumber  Co 

Peshtigo 

519  56 

Phillips 

River  Falls 

Sheboygan  Falls  ..^ 

Phillips  Lt.  W.  Ht  A  Pr.  Co.. 

River  Falls  Pr.  Co.". 

Falls  Lt  &  Pr.  Co 

Northwestern  Lumber  Co 

Viroqua  El.  Lt.  Co 

Wot  Bend  Htg.  &  Ltg.  Co 

Total 

429  52 

Stanley 

Viroqua 

West  Bend 

668  56 

319  64 

1219.396  90 

1172.457  69 

$46,939  21 

$4.639  03 

CLASS  C.    PRIVATE  PLANTS.      DETAILED  OPERATING 


Location 


Cambridge. 

Chilton 

Darlington. 

DodgeviUe 

Durand ™ 

Elkhart  Lake.. .. 

Friendriiip 

Hayward. 

Horicon  

Lancaster 

Mauston 

Milwaukee 

Milwaukee. 

NeUlsvUle 

New  Richmond . 

Park  Falls 

Peshtigo.„„ 

PhiUipe 

River  Falls    

Sheboygan  Falls 

Stanley 

Viroqua 

West  Bend 


Nams  op  Company 


Cambridge  Lt.  k  Pr.  Co 

Calumet  Service  Co 

Darlington  El.  Lt.  A  W.  Pr.  Co  . 
Mineral  Point  Pub.  Service  Co.V.. 
Durand  Lt.  A  Pr.  Co _ 


Mil  A  Fox  River  Valley  Ry.  Co 

Friendship  El.  Lt.  A  Pr.  Co  

Hayward  Elec.  Lt.  A  Pr.  Co 

Horicon  Lt.  A  Pr.  Co 

Lancaster  Elec.  Lt.  Co.>„ 


Mauston  Elec.  Service  Co 

Molitor  A  Hummd  Co 

Railway  Exchange  Bldg.  Co .. 

Neiflsvaie  ElecTCo 

Apple  River  Power  Co ., 


ParkFallsW.Lt.APr.Co 

Peshtigo  Lumber  Co 

Phillips  Lt.  W.  Ht.  A  Pr.  Co . 

River  Falb  Pr.  Co.«...„ 

Falls  Lt.  A  Pr.  Co 

Northwestern  Lumber  Co 

Viroqua  El.  Lt.  Co 

West  Bend  Htg.  A  Ltg.  Co 


Total... 


Commeroal 

lighting 
iqtmingw 


$1,869  20 
7.825  04 
7,426  28 
944  50 
8,396  10 

3,667  14 


5,136  33 
5,867  34 
8.515  80 

6,847  98 


3.261  40 

4.659  67 

860  18 

7.474  19 
5.144  82 
11.771  96 
6.750  70 
5.120  93 

6.995  25 
8.568  08 
10.922  23 


$128,025  12 


Mun.    contract 

Hghfing 


$500  00 
2.565  04 
1,988  64 
492  80 
1.094  00 

1.131  50 


1.164  00 
1.318  95 
1.744  89 

1.800  00 


1,960  05 
35  00 

2.321  07 

894  72 

2.016  00 


1,305  00 

2,319  96 
3.507  04 
2,730  05 


$30,889  61 


'Report  for  period  from  April  2  to  June  30.  1914. 
)Re|x)rt  for  seven  months  ending  June  30.  1914. 


Digitized  by 


Google 


Statistics — Financial — Electric 


303 


ACCOUNT. 

YEAR  ENDING  JUNE  30.  1914 

DBOucnoNB  rROM  Gro68  Incohb 

Total 

Net 
income 

Disposi- 
tion of 

net 
income 

Grow 

Int.  on  funded 
debt  and 
rettlcstote 
mortgages 

Interest 

on 

floating 

debt 

Miscel- 
laneous 
deduction 

Surplus 

$754  80 

$28  30 
190  33 

166  58 

367  95 

$28  30 
66  58 
367  95 
209  08 
230  23 

$726  50 
158  92 

1.152  57 
294  89 

7.038  18 

1.747  02 
171  25 
3,095  25 
1,856  59 
3.844  77 

988  97 
S.98t  U 
1,080  19 

445  64 
5.738  78 

951  52 
4.347  63 

778  98 
9,865  69 

738  54 

1.162  46 
4.591  48 
4.005  72 

$726  5D 

225  50 

158  92 

1.520  52 

$1,152  57 

503  97 

118  75 

294  89 

7.268  41 
1,747  08 

230  23 

2.100  00 

4,938  18 
1,747  02 

171  25 

171  25 

3.005  25 

3.095  25 

2.582  41 

540  00 

185  82 

725  82 

::::....:::: ::....." 

1,856  59 

3.844  77 

3.844  77 

454  51 

12.500  00 

1.443  48 

217  71 
702  08 

1.443  48 

988  97 

S,98M  U 
1,080  IM 

5,989  U 
1,080  19 

663  35 

217  71 
13.202  08 

357  92 
5,738  78 

300  00 
1,815  72 

87  72 

18.940  86 

951  62 
4,347  63 

651  62 
2.531  91 

778  98 

778  98 

863  69 

9.000  00 

9.000  00 

9,865  69 

738  54 

738  54 

1.108  46 

1.162  46 

5.(^  80 

445  82 
.266  88 

445  82 

266  88 



4,591  48 

4.272  00 

4.005  72 

SSI  .578  24 

822.258  63 

13,926  55 

118  75 

$26,203  93 

$25,374  31 

$11,464  99 

$13,909  32 

REVENUES.    YEAR  ENDING  JUNE  30.  1914 


Commereial 

power 

earmngs 

Municipal 

power 

earmngs 

Sales  of  electric 

current  to  other 

utilities 

MisceDaneous 

earnings  from 

operation 

Total 
operating 
revenue 

$250  00 

$2,619  20 

$2,196  52 

$1,084  17 

13.670  77 

9,414  92 

19  20 

1.456  50 

1.394  88 

203  10 
609  19 

8  75 
757  08 

11.096  83 

6,254  91 

1.089  36 

677  99 

6.978  32 
8.275  65 

1.676  29 

892  86 
3.159  59 

-- - 

1.507  91 
1.038  35 

13,444  89 

10.579  19 
3.159  59 
3.261  40 

6.619  72 

131  95 
749  93 

::=::::: 

$20.000  00 
3.860  80 

10,232  24 

136  51 
738  00 

81.259  37 

9,931  77 
11.388  27 
13,787  96 

6.750  70 

362  87 

56  18 
600  00 

6.844  98 

881  13 

38  00 

10.834  34 

12,076  02 

4.894  23 

999  70 

23  69 

121  70 

19.691  60 

$17,448  81 

$2,808  17 

$23,884  49 

$16,340  70 

$219,396  90 

<B«|wrt  for  year  cocfi«  Dve.  31, 1913. 
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Name  or  Company 

Stiam  Powbb 

Location 

Operating 
labor 

Steam 
generated 

Steam 
purchased 

Cambridge 

Cambridge  Lt.  &  Pr.  Co 

$1,390  07 

195  04 

se.ioo  07 

Chilton 

Dodgeville 

Mineral  Pt.  Pub.  Service  Co.' 

Mil.  &  Fox  R.  Valley  Ry.  Co 

$369  15 

Elkhart  Lake 

Lancaster 

Maiiston 

Lancaster  El.  Lt.  Cd.« 

198  09 

1.800  24 

1.000  00 

328  30 

600  00 

726  39 

288  45 

5,168  79 

Milwaukee 

Milwaukee 

NeiUsviUe 
PhUUpe 

River  Falls 

MoUtor  4  Hummel  Co 

Railway  Exchange  Building  Co 

NeillsviUeElecTCo 

Phillips  Lt.  W.  Ht.  &  Pr.  Co 

River  Falls  Pr.  Co.* 

3,222  90 
3.130  24 
3,150  47 
6.672  60 

«702  54 
2.711  62 

no  17" 

Sheboygan  Falls .  . 

Falls  Lt.  &  Power  Co 

Apple  River  Power  Co 

Northwestern  Lumbw  Co 

Somerset 

Stanley 

Viroqua 

West  Bend 

Viroqua  Elec.  Lt.  Co 

West  Bend  Htg.  &  Lt«.  Co 

660  00 
820  70 

*2,212  92 
5,690  44 

81  64 

Total 

18.013  28 

$38,842  39 

$560  96 

NaMK  or  COMPANT 

Htdrauuc 

Location 

Operating 
labor 

Hydraulic 

powo* 
purchased 

5 — ^  ■ 

Cambridge 

CftmbridRe  T*t,  A  Pr,  Co     

Chilton 

Calumet  Service  C-o                                   

Darlington. 

Darlington  El.  Lt.  &  W.  Pr.  Co 

Dodgeville 

Mineral  Pt.  Pub.  Service  Co.' 

Durand  Lt.  A.  Pr.  Co 

Mil.  A.  Fox  R.  Valley  Ry.  Co 

Durand 

$666  05 

Elkhart  Lake.„ 

Hayward 

Horicon  

Lancaster 

Hayward  EI.  Lt.  A  Pr.  Co 

Horicon  Lt.  A  Pr.  Co 

Lancaster  El.  Lt.  Co.'  

1,113  36 

Mauston 

Milwaukee 

Mauston  El.  Service  Co    • 

Molitor  A  Hummel  Co 

Railway  Exchange  Bldg.  Co 

Neillsville  ElecTC^) 

Apple  River  Power  Co    

1,091  10 

Milwaukee 

Neillsville 

4,022  67 

896  25 

2.292  52 

2.263  40 

460  71 

New  Richmond... 

Park  Falls 

Pflshtigo 

Phillips 

River  Falls 
Sheboyjran  Falls 
Stanley 

Viroqua     

West  Bend 

Park  Falls  W.  Lt.  A  Pr.  Co 

Peshtigo  Lumber  Co  

Phillipe  Lt.  W.  Ht.  A  Pr.  Co 

River  Falls  Power  Co.» 

Falls  Lt.  A  Power  Co 
Northwestern  Lumber  Co 

Viroqua  Elec.  Lt.  Co 

W(wt  Bend  Htg.  A  Ltg.  Co 

Total 

$3.960  00 
750  00 

i.506  00 

$12,806  06 

$6,210  00 

1  Report  for  period  from  April  2  to  June  30,  1914 . 
>  Report  for  seven  months  ending  June  30, 1914. 
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QaB  POWIB  GlNKUTIOIf 

Mkoellaii- 
eoua 
power 
pbntaup- 
plies  and 
expeneee 

Maint 
of  power 
^t 
equip- 
ment, 
bofldingB, 
fix.  etc 

Total 
•team 
power 
genera- 
tion 

Operat- 
ing 
labor 

Power 

Power 

ous 
power 

expenses 

Maint. 

"^ 

equip- 
ment, 
boildingB, 
fix.  etc. 

Total 

gw 

power 

•S3" 

$521  35 

$691  46 

$38  05 

$214  77 

$1,465  63 

S253  25 

12.434  77 
12  49 

$10,274  16 
717  13 

140  45 

505  50 

$1.462  92 

339  86 

2  308  28 

3  76 

67  79 

75  20 

54  04 

271  29 

509  19 

5.360  64 

1,868  03 
4,535  34 
3,852  42 
4.205  91 
8.862  34 

990  99 
2.786  52 

3.044  40 
7.421  35 

237  24 

339  84 

73  98 

964  26 

75  00 



800  do 



89  84 

q. 043  39 

128  99 

89  84 

1  862  22 

177  82 

732  39 



12.345  44 

$4,157  16 

$63  919  23 

$1.626  85 

$2.506  31 

$691  46 

$506  90 

$304  61 

$5,636  13 

Powvt  GBNnunoif 

ConmKToial 
electric 
current 

purchased 

MmedkaeouB 
power  plant 

BupptieB 
and 

expenses 

Maintenance  of 

works,  equip- 
ment, buil^ngs. 
fixtures,  etc. 

Total 
hydraulic 

power 
generation 

Total  cost 
of  power 

$1,465  63 

$5,209  07 

10,274  16 
5,209  07 

717  13 

$27  78 

$392  29 

$1,086  12 

1,066  12 

1,638  17 

3,946  45 

6  00 

1.119  36 

1,119  36 

1,886  29 

1,886  29 

5,360  64 

158  23 

3.326  45 

4,575  78 



6,443  81 
4,535  34 

3,852  42 

4,205  91 

462  80 

418  77 

4.904  24 
4.934  17 

3.212  80 

4,904  24 

77  92 



4,934  17 

170  28 

3,212  80 

8.862  34 

356  00 

1.510  60 

4,130  00 

5,656  00 

5,120  99 
2.786  52 

5,556  00 

4,906  62 

32  78 

374  20 

2,367  69 

9.789  04 

$1,201  79 

$6.022  31 

$26,330  16 

$14,280  53 

$100,175  05 

•  Report  for  year 
«Faeloo]^. 


Dec  31, 1913. 
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Report  of  Railroad  Commission 


CLASS  C.    PRIVATE  PLANTS. 


Nams  op  C<»cPAirT 

TrAUBKUBION  and  TBANSrORMAnON 

Location 

operation  of 
tnmsmiasion 
and  tranafoi^ 
mation  system 

Mainteoance 
of  transmission 

and  transfor- 
mation system 

Total 
transmission 
andtranafor- 
mation  system 

CftmhridKc 

CfMnbndpV!  T't-  A  Pr-  Cn  ,. 

Chilton. 

Darlington 
Dodieville. 

Darlington  El.  Lt.  k  W.  Pr.  Co 

Mineral  Point  Pub.  Service  Co.»    

180  00 

$80  00 

Durmnd. ^ 

Hkhwt  Ldte- 

Frieukhip 
Hayward 

Durand  Lt  A  Pr.  Co 

Mil  k  Fox  River  VaUey  Ry.  Co 

Friendship  Elec.  Lt.  &  Pr.  Co 

Hayward  El.  Lt.  &  Pr.  Co 

Horicon  Lt.  k  Pr.  Co 

49  06 

49  05 

Horioon. 

1202  08 

20  57 

312  65 

Lancaster 

Lancaster  El.  Lt.  Co.« 

Mauston 

139  59 

255  73 

395  32 

Milwaukee 

Mnlit/v  4  HiimmA]  Cn 

Milwaukee 

Railway  Exchange  Bldg.  Co 

Ncilbvillc 

NeiUsvileEl.  Co.. 

Apple  River  Power  Co 

New  Richmond 

100  31 

100  31 

Park  Falls 

Park  Falls  W.  Lt.  &  Pr.  Co  .. . 

Peditigo 

Peshtigo  Lumber  Co 

PhiUips  Lt.  W.  Ht  A  Pr.  Co 

41  70 

41  70 

PhilKpii    ,,  , 

River  Falls 

River' Falls  Power  Co.* 

Falls  Lt  A  Power  Co 

50  00 

49  63 

50  00 

Sheboygan  Falls 

49  53 

Stanley 

Northwestern  Lumber  Co      .  ... 

Viroqua 

Vi^oqua  El.  Lt  Co 

222  50 

222  50 

Wert  Bend 

West  Bend  Htg.  A  Ltg.  Co 

TotaL...„ „ 



1704  17 

$596  89 

$1,301  06 

Nams  or  Compant 

Consumption 

Location 

Trimming 

and 

inspecting 

lamps 

Lamp 

suppii:» 

Incandes- 
cent lamp 
renewab 

Misrel- 
laneooB 
consump- 
tion Bup- 
pUesand 
expenses 

Cambridge...-. 

Oanibridm»  Trf,  A  Pr,  Co 

$7  20 

Chilton. 

Calwnet'^frvicc*  Co       ,  , 

$73  02 

80  80 

1  00 

$325  60 

$76  80 

382  90 

1  50 

Darlingtfn  .... 

Darlington  El.  Lt  A  W.  Pr.  Co 

38  29 

Dodgeville... 

Mineral  Point  Pub.  Service  Co.» 

Purand 

Durand  Lt  A  Pr.  Co 

Elkhart  Lake 

Mil.  A  Fox  River  VaUey  Ry.  Co 

FrifinHiihip  El.  ],%  A  Pr  CUi 

85  00 

Friendship   

HaywardI 

Hayward'El.  Lt  A  Pr.  Co 

148  65 

345  49 
37  65 
2  54 

895 

528  05 

Horioon. 

Horioon  Lt.  A  Pr.  Co   . 

73  00 
22 

48  00 

Lancaster „ 

Maustoa 

Lancaster  El.  Lt  Co.» 

82  27 
12  90 

10  10 

Milwaukee.... 

Mnlit/ir  A  Hiimmol  Co 

Milwaukee.. 

NeiUsviUe 

Railway  Exchange  Bldg.  Co 

NeUlsvaie  El.  Co 

Apple  River  Power  Co 

Park  Falls  W.  Lt  A  Pr.  Co 

Peshtigo  Lumber  Co 

Phillips  Lt  W.  Ht  A  Pr.  Co  .„ 

River  Falls  Power  Co  * 

9900 

97W 

141  10 
64  00 

258  27 

Park  Falls 

60  00 
43  35 
42  94 

131  82 
22  20 

Peshtigo 

Phillips 

5  15 

RivfT  Fftllii 

600 
403  47 

84  66 

56  50 
42  30 

wfisl 

184  00 

Sheboygan  Falls 

Stanley 

Falls  Lt  A  Power  Co 

Northwestern  Lumber  Co 

100  00 
114  35 

115  82 
155  21 

Viroqua. 

Viroqua  El.  Lt  Co 

West  Beiid 

Wert  Bend  Htg.  A  Ltg.  Co 

800 

'" 

TotaL.„... 

.  .  ........ 

$858  28 

$1,559  13 

$1,251  74 

$1,118  09 

1  Report  for  period  from  April  2  to  June  30. 1914. 


*  Includes  general  office  supplies  and 
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detailed  operating  expenses.  1914.— Continued 


SroaAca 

DiBTRTBDTlON 

OperstioB 
of  storage 
baiteritt 

Mftintenanoe 
of  storage 
batteries 

TotiJ 
storage 

Distribution 
system 
Ubor 

Distribution 

system 

supplies  and 

expenses 

Maintenance 

of 

distribution 

system 

Maintenance 
of  meters 

Total 
distribution 

$15  72 

115  72 

$3  70 
82  47 

$17  74 
328  22 

47  60 
6  41 

10  30 

$21  44 

$147  75 
333  22 

$559  93 
48  22 

1  118  37 

429  04 

3  02 
59  25 

221  14 

9  43 

69  55 



::::;::;:::: 

17650" 

264  48 
9  17 

35  46 

657  W" 

67  52 

240  00 
41  70 
50  59 
50  00 

100  00 

304  57 

30  45 

221  14 

M6  95 

- -■ 



301  22 
58  32 

125  30 

17641" 

59  75 
55  49 

*1767' 

111  15 
7  67 

175  29 
71  40 
74  80 
36  50 

411  67 

43  27 

625  45 

10  06 
519  29 

133  04 

680  05 

^ -, 





193  98 
768  31 







10  96 

70  23 
544  12 

299"i8 

156  28 
959  41 

36  47 
78  24 

149  57 

502  81 

86  50 

-     

214  49 

39  00 
348  14 

765  16 
695  98 

992  25 

48  77 

992  25 



130  09 

163  16 

90  90 

432  92 

$15  72 

115  72 

$2,608  21 

$2,549  13 

$2,494  66 

$1,565  63 

$9,217  63 

Total 

COUIIKH- 

cialEx- 

PBNBI8 

GmsnuLAL 

Total 

Customen' 
praniM 
expeoBes 

Mainte- 

naooeof 

lamps 

Total 
consump- 
tion 

General 
office 
salaries 

General 

office 

suppUes 

and 
expenses 

Miscel- 
laneous 
general 
expenses 

Mainte- 
nancegen- 
eral  office 

equip- 
ment 
bldgs.  etc. 

Total 
general 
expenses 

Undis- 

TRIBUT- 
■D 

Expxnsb 

$7  20 
526  25 
675  75 
26  11 
38  00 

85  00 

$13  95 

$275  00 

600  61 

930  00 

110  00 

1,200  00 

-  $14  98 

62  11 

369  01 

42  21 

123  00 

165  30 

$88  74 
380  74 
225  20 

$378  72 
1.294  20 
1,558  64 
152  21 
1,500  62 

165  30 

$50  83 

$250  74 
34  43 

173  76 

$23"22 

88  00 

402  30 
94  34 

39 

$3  65 

177  62 

676  44 

' 

52  85 

3  50 

118  00 

1,075  04 
114  15 
271  99 

231  43 

175  12 

509  02 
596 

311  82 
65  55 

283  62 
62  50 

881  72 

1.213  72 
191  42 
571  95 

336  00 

430  74 

1,036  78 

149  90 

225  00 
»335  51 
122  38 

430  91 
150  00 
120  00 
235  40 

473  59 

600 

137  62 

1,863  82 

121  32 
73  54 

51  lb 

278  25 

591  10 

48  00 

2,170  00 

787  03 

241  84 
147  64 
234  23 

704  59 
473  16 

2.293  59 

975  17 
223  54 
120  00 
296  60 
355  02 

1,541  27 
1.676  86 
4.421  38 

2.294  30 
1,203  03 

1.210  55 

169  89 

1,413  06 

315  60 

151  52 

176  86 
43  68 

173  95 
131  71 

133  44 
291  23 

754  08 
195  81 

34  02 

10  10 

76  77 

81  27 
85  76 
256  92 
54  30 
56  00 

5  96 

2,517  11 

88  67 

60  00 

60  00 

16  84 

48  00 

1,160  00 

1.000  00 

4.116  46 

70  00 

360  00 

968  71 

300  00 

218  69 

207  78 

237  83 

169  00 

51  r3 

784 

"180  39 

18  00 
456  21 

851  66 

20  77 

22  25 
32  10 

341  96 

190  56 

656  42 

1,142  73 

400 

211  90 

$2,037  16 

$498  92 

$7,323  32 

$3.850  42 

$13,552  74 

$2,231  33 

$7,623  79 

$1,013  84 

24,421  70 

$5,515  34 

'  R^Kirt  for  seven  months  ending  June  30, 1914. 


« Report  for  year  ending  Deo.  31,  1913. 
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Report  of  Railroad  Commission 


CLASS  C.    PRIVATB  PLANTS.    DETAILED 

SnOfART  OF 


Location 


Namb  or  Company 


Power 
generaUon 


transforiDft- 
iion  and 
BtOTftge 


Distributioo 


Cunbridge 

Chilton. 

Darlingtoa 

Dodgeville 

Dunuid..... 

Elkhart  Lake 

Friendship 

Hazard 

Horioon 

Lancaster 

Mansion 

Milwaukee 

Milwaukee. 

NeilbviUe. 

New  Richmond.. 

Park  Falls 

Peahtigo 

Phillipe- 

River  Falls 

Sheboygan  Falls 

Stanley - 

Viroqua 

West  Bend 


Cambridge  Lt.  A  Pr.  Co 

CalunMt  Service  Co 

Darlington  El.  Lt  &  W.  Pr.  Co. 

Mineral  Pt.  Pub.  Servic  Co.> 

Durand  Lt.  &,  Pr.  Co 


Mil.&FoxR.VaUoyRy.Co. 

Friendship  El.  Lt.  A  Pr.  Co 

Hayward  El.  Lt.  k  Pr.  Co 

Horioon  Lt  A  Pr.  Co 

Lancaster  El.  Lt  Co.> 


Mansion  EL  Service  Co 

Molitor  A,  Hiunmel  Co 

Railway  Exchange  Bldg  Co... 

Neillsville  Elec.  Co 

Apple  River  Power  Co.... 


Park  FaDs  W.  Lt  A  Pr.  Co 

Peshtigo  Lumber  Co 

Phillips  Lt  W.  Ht  &  Pr.  Co.. 

River  Falls  Power  Co.» 

Falls  Lt  A  Power  Co 


Northwestern  Lumber  Co 

Viroqua  El.  Lt  Co 

West  Bend  Htg.  &  Ltg.  Co 


Total... 


11.406  63 
10.274  16 

5,209  07 
717  18 

1.086  12 

3,046  45 


1.119  36 
1.886  29 
5,360  64 

6.443  81 
4.635  34 
3.852  42 
4,205  91 
4,904  24 

4,934  17 
3.212  80 
8,862  34 

5.120  99 
2,786  52 

5,656  00 
4,906  62 
9,789  04 


1100,175  05 


115  72 
80  00 
4905 


312  65 
395  32 


100  31 


41  70 


60  00 
49  53 


222  50 


$1,316  78 


121  44 

1,118  37 

429  04 

9  43 

69  55 

221  14 


206  95 
625  45 
133  04 

680  05 


193  96 
768  31 
156  28 

959  41 
149  57 
602  81 
86  60 
765  16 

695  08 
992  26 
432  92 


19.217  63 


1  Report  for  period  from  April  2  to  June  30,  1914. 
s  Report  for  seven  months  ending  June  30, 1914. 
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operating  expenses.  1914— Concluded 

OnnUTDVQ  EXPSNSBB 


Coommp- 
taon 

Commcr- 
cUl 

Qenenl 

Undbtri- 
butod 

ToUlof 
forogoiiig 

Depreem- 
tkm 

Tue> 

Total 
operating 
expenws 

$7  20 
526  25 

$13  95 

$378  72 
1.294  20 
1,558  64 
152  21 
1.500  62 

165  30 

$1,902  66 

13.212  98 

8.354  80 

1 ,002  87 

3.419  78 

4.417  89 

$200  00 

$87  36 
232  29 
165  00 
90  00 
480  98 

90  00 

$2.190  02 
13.445  27 

075  75 

402  30 
94  34 

8.519  80 

26  11 
38  00 

85  00 

$3  65 
676  44 

170  97 

1.263  84 
3.900  76 

4,507  89 

336  00 

430  74 

1.036  78 

149  90 

48  00 
207  78 

18  00 
456  21 
(i56  42 

1.075  04 
114  15 
271  90 

231  48 

704  59 
473  16 

2.293  69 

975  17 
223  54 
120  00 
296  60 
355  02 

1.541  27 
1.676  86 
4.421  38 

2.294  30 
1,203  03 

1,210  55 

169  89 

1.413  06 

315  60 
151  52 
754  08 

195  81 

3.757  54 
3.993  96 
9.850  12 

9.071  49 
4,768  88 
4.341  52 
5.779  84 
8.038  92 

7.883  34 
5.146  48 
14.515  76 
7,614  29 
5,703  96 

9,153  23 
6.824  64 
13.075  29 

1,447  66 

125  53 
283  73 

1.053  19 
154  02 

3.883  07 
5.725  34 
9.850  12 

10.124  68 

2.229  13 

7.142  03 

175  12 

4,341  52 

509  02 

2.517  11 
88  67 

176  53 
2,193  82 

173  18 
598  00 
480  00 

5,956  37 

5.96 

311  82 
05  65 

3,000  00 

923  73 
1,815  72 

13.232  24 

8.980  25 
7,560  20 

283  62 

237  83 

14,995  76 

02  50 

7,614  29 

881  72 

326  66 

1.149  71 

1786998 

75  82 

37  50 
533  72 
473  73 

6,106  44 

1.213  72 
10142 
sn  05 

20  77 
34196 
211  90 

10,340  44 
7.358  36 
15.419  00 

57.823  32 

$3.850  42 

$24,421  70 

$5,515  34 

$151,820  24 

$13,133  55 

$7.503  90 

$172,457  69 

•  Report  for  year  ending  Dee.  31. 1913. 
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Report  of  Railroad  Commission 


CLASS  C.    PRIVATE  PLANTS. 
As 


NaMK  or  COMPANT 

pROraSTT    AND 

Plant 

Treas- 
ury 
secun- 

tlM 

Reserve 

Location 

Cost 
besinning 
01  year 

Construc- 
tion and 

current 
year 

and 
aawts 

Cambridge 

Chilton 

Cambridge  Lt.  4  Pr.  Co    

$4.968  22 
26,111  87 
29,722  42 
14.621  00 
52.551  61 

30.664  46 
10.162  28 
25.000  00 
24.145  38 
49.489  41 

47,318  28 
20.502  18 

'24.000  00 
13.238  41 

299.619  13 

11.449  02 
85.697  39 
66,906  36 
165.000  00 
12,339  89 

10.569  74 
33.610  61 
H0.490  00 

1652  47 
3.031  35 
1.033  35 
4.453  61 
7,959  05 

11.881  17 
2.954  09 

15.000  22 
5.563  40 

69.379  54 

6.391  71 
496  01 

$400  00 

DarlinfftoD 

Darlington  El.  Lt.  A  W.  Pr.  Co 

DodgeviUc 

Fhirand 

Durand  Lt.  A  Pr.  Co 

Mil.  A  Fox  R.  Valley  Ry.  Co 

25  00 

Elkh&rt  Lake 

Friendship 

Friwd^hip  El  It  A  Pr  f^^ 

11.200  00 

Hay  ward 

Hayward  El.  Lt.  A  Pr.  Co 

Horicon 

Horicon  Lt.  A  Pr.  Co 

Lancaster  El.  Lt.  Co.* 

MauBton  El.  Service  Co 

Molitor  A  Hummel  Co   

RaUway  Exchange  Bldg.  Co 

Neills^e  ElecTCo 

Apple  River  Power  Co 

Park  Falb  W.  Lt.  A  Pr.  Co 

lAnraHt4>r 

21.000  00 

Maurton 

Milwaukee        

Milwaukee 

NeillsvUle 

144  00 
7.149  45 

1.142  83 
844  29 

w'.iJMoi 

3,104  21 

927  34 
1,121  87 
6,671  48 

New  Richmond    . . 

7,500  00 

Park  Fallfl.. 

„ „... 

Peahtigo... 

Phillii* 

Peflhtigo  Lumber  Co 

PhUlipe  Lt.  W.  Ht.  A  Pr.  Co 

River  FallB 

Sheboygan  Falb 

Stanley. 

Viroqua. 

West  Bend . 

River  Falls  Power  Co.* 

Falb  Lt.  A  Pr.  Co. 

Northwc«t«m  Lumber  Co 

11.84 

Viroqua  El.  Lt.  Co 

Wert  Bend  Htg.  A  Lgt.  Co 

Total 

SI. 048. 177  66 

1201,555  45 

122.200  00 

$7,936  S4 

Ljabil 


Location 


NaMB  or  COUPANT 


Capital  Liabilitiis 


Capital 
stock 


Funded 
debt 


Cambridge 

ChUton 

Darlington 
Dodgeville.. 
Durand 


Elkhart  Lake 

Friendship 

Hayward 

Horicon 

Lancaster 


Mauston 

Milwaukee 

Milwaukee 

NeilbviUe 

New  Richmond... 


Park  Falb 

Peshtigo 

Phillips 

River  Falb        . 
Sheboygan  Falb .. 


Stanley 

Viroqua 

W«»t  Bend  . 


Cambridge  Lt.  A  Pr.  Co 

Calimiet  Sorice  Co 

Darlington  El.  Lt.  A  W.  Pr.  Co. . 
Mino^  Point  Public  Sovice  Co.i 
Durand  Lt.  A  Pr.  Co 


MUw.  A  Fox  R.  Valley  Ry.  Co. . 

Friendship  El.  Lt.  A  Pr.  Co 

Hayward  Eleo.  Lt.  A  Pr.  Co 

Horicon  Lt.  A  Pr.  Co 

Lancaster  El.  Lt.  Co.« 


Mauston  Elec.  Service  Co 

M(^tor  A  Hummel  Co 

Railway  Exchange  Bldg.  Co... 

Neilbville  ElecTCo 

Apple  River  Pr.  Co 


Park  Falb  W.  Lt.  A  Pr.  Co 

Peshtigo  Lumber  Co 

Phillips  Lt.  W.  Ht.  A  Pr.  Co. 

River  Falb  Power  Co.* 

Falb  Lt.  A  Pr.  Co 


Nu-thwestem  Lumber  Co 

Viroqua  El.  Lt.  Co 

West  Bend  Htg.  A  Ltg.  Co.«.. 

Total   


$5.100  00 
5.000  00 

20.000  00 
8.100  00 

35.000  00 

23.500  00 
8.500  00 
25.000  00 
10.000  00 
25.000  00 

19.800  00 
5.000  00 


6,000  00 
50.000  00 

10.000  00 


20.000  00 
75.000  00 
12.000  00 

nO.347  37 
20.000  00 
25.000  00 


$413,347  37 


i$20.000  00 
12,500  do 


15.000  00 


8.000  00 
100.000  00 


7.500  00 
250.000  00 


60.000  00 
150.000  00 


$623.000  00 


I  Report  for  period  from  April  2  to  June  30,  1914. 
>  Report  for  seven  months  ending  June  30.  1914. 
*  Estimated. 
« Report  for  year  ending  Dec.  31.  1913. 
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CuRRiwT  Aflom 

Prepaid 

ao- 
counts 

Open 
ac- 
counts 

Deficit 

Cash 

Notes 

and 

bills  re- 

edvsble 

Accoonts 
receivable 

Materials 

and 
supplies 

Miscel- 
laneous 
current 
assets 

Total 
assets 

$0  54 



$1,048  07 

$511  61 

800  25 

195  64 

3,115  27 

574  43 

1,118  17 

$7,589  91 
30  843  24 

30  72 

$869  05 

653  65 

1.620  37 

2,152  42 

826  13 

1.430  53 

33,225  43 
24,675  10 

141  92 

ZZ'Z'l... 

$190  88 

61.936  22 

173  71 

70  00 

$3,376  15 

48,714  19 

2  71 

14  319  08 

1.087  78 

317  46 

$441  13 

3.137  74 

44.984  83 

986  49 

800  73 
3.047  26 

1.568  01 
240  98 

31  496  00 

227  99 

2,890  24 

2.614  07 
52  12 

279  06 

137,313  50 
59,684  71 

1.792  64 

21,291  29 

24,000  00 

179  56 

1.450  00 
1,126  60 

1.812  46 

8.359  29* 

227  30 
271  63 

•500  00 

15,511  97 
315,396  18 

347  79 

760  67 
765  67 
363  20 
78138 
1.004  52 

15.412  76 

$329  99 

37,307  35 

5  13 

3.411  94 

954  08 
250  31 

80.000  00 

752  26 

227,665  26 

17,062  08 

11.497  08 

674  90 

100  00 

1.935  04 

190  80 

373  49 
355  46 

327  45 

36.298  62 

223  53 

49.775  50 

■ 

$5,397  67 

$429  99 

$27,916  81 

$16,555  00 

$6.073  63 

$720  19 

$4,127  57 

$4,907  99 

$1,345,998  80 

Accrued 
liabiUties 

Open 
accounts 

Surplus 

Dep«. 
aatKm 
reserve 

Special 
reserve 
liabilities 

Notes  and 

bills 
payable 

Accounts 
payable 

Miscel- 
laneous 
current 
liabiUties 

Total 
liabiHties 

$100  00 

$195  25 
2.415  95 
13.029  44 
6,271  10 

2.486  05 
5.596  56 

*2i2  47 

4.958  71 

216  44 

16.590  00 

$1,894  66 

1,677  29 

195  99 

294  89 

21,425  07 

$7,689  91 

$18  75 

$1,750  00 

"2,26600 
5,500  00 

1.496  14 

'i2,'566*66 
6.200  00 
7.500  00 

18.223  63 

30.843  24 

33.226  43 

170  97 

$119  39 

24.676  10 

$11  15 
6.232  00 

61.936  22 
48,714  19 

222  52 

2.193  75 
3.844  77 

15.412  96 
3.005  57 

14,319  08 

$1,289  41 
6,619  89 

6.978  32 
191  38 
756  26 

506  01 
1.100  84 

44.984  33 

3.386  40 

423  63 

31.496  00 
137.313  50 

59.684  71 

6  449  39 

21.291  29 

■5.077  89 

24.000  00 

121  30 

4,312  78 

16.611  97 

7.500  00 

7,895  18 

315.395  18 

4,335  46 

25  20 

878  44 
37.307  35 

173  66 

16.412  76 

37.307  36 

*"*" 

80.000  00 



2,500  00 
497  96 

3.500  00 
6.400  00 

165  26 
2,000  00 

227.665  26 

336  66 

600  00 

1,637  46 

12.362  52 
4.378  62 

17,062  08 

1.149  71 

436'i6 

11,497  08 
36,298  62 

5.39103 

— .—•- 

8.043  88 

661  97 

49,775  50 

$29.109  63 

$442  88 

$73,370  82 

$92.233  02 

$16,553  18 

$16,502  50 

$8.407  40 

$73,032  61 

$1,345,998  80 

•Inelndfli  balance  sheei  of  beating  utility. 
•Mortfyjebt 

•  CSSSSibaet  iheat  of  heating  ntiUty. 


Plant  value  approximately  $32,928.78. 
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ItaUe  figures  denote  deficits. 


CLASS  C.  MUNICIPAL  PLANTS.    INCOME 


LOCATIOM 

NAm  OP  CoMFAirr 

Total 
operating 
revenues 

Total 
operating 
expenses 

Net 

operating 
revenues 

Alfoma 

Mdnioipal  Electric  Light  Plant  . 

$7.160  98 
7.361  88 
6.984  57 
11.663  79 
10,782  39 

12.182  65 
12,489  13 
25,768  35 
17.085  45 
8.271  69 

6,887  67 
14,919  67 
19.676  84 

$6,120  49 
6,905  19 
3.698  96 

12.713  15 
7.910  96 

8.996  60 
9.933  53 
20.059  95 
12.596  02 
6.333  55 

4.617  01 
10.741  12 
14.056  68 

$1,040  49 
456  69 

Bayfield 

Black  River  Falls. . 

CedarbunL^ 

ClintonTiUe. 

(*             It         *•        «« 

3.285  61 
1,049  se 
2.871  43 

•«                              ••                      •!                  •• 

lakKnrn 

••                              ••                      U                  «, 

3.186  05 
2  555  60 

ETan9?ille„ 

•  1                                    4<                          ••                     •« 

Hartfocd 

•  •                              ii                      M                  M 

5)708  40 

Jefferson. 

"                              **                      **                  '*        

4,489  43 
1.93S  14 

2.270  66 
4.178  55 

Kewaunee. 

Kilbourn 

Lake  Mills 

it                              •«                      it                  tt 

Waupun 

It                              tt                      tt                  tl 

5.620  16 

Total 

$161,235  06 

$124,683  21 

$36,551  85 

CLASS  C.    MUNICIPAL  PLANTS.    DETAILED  OPERATING 


Location 

Nam  Of  CoMPANT 

Commerical 

lighting 

earnings 

Municipal 
contract 
lighting 
earnings 

Mlffton 

Municipal  ElfM^tric  Light  Plant  , 

$4,333  12 
6,111  84 
4,145  22 
7,163  22 
7,731  81 

9,125  07 
9,749  68 
19.455  94 
10.512  51 
5.371  40 

3.752  98 
9.448  43 
12.768  16 

$2,820  36 

BayfidA- 

1,250  04 

Black  River  Falls... 

1,500  00 

Cedarburg 

"             *•         "        "    ..„ 

3.000  00 

Clintonvifle . 

1.933  94 

Rllttmrn 

It             tl         tt        It 

3.036  12 

Rvamville 

II             tt         It        It 

1.880  00 

Hartford 

•1             11         11        11 

2.360  00 

Jeffenson. 

Kewaunee 

Kilbourn 

::::::':::;:::::.:::::i::.::.. 

2.137  50 
2,160  00 

■      1,767  15 

Lake  Mills 

it       It     tt    It 

1.226  22 

Waiipun. 

2.760  00 

Total 

$109,664  38 

$27,831  33 
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ACCOUNT.    YEAR  ENDING  JUNE  30.  1914 


Gross 
income 

Dbductioks  rsoM  Gross  Incomb 

Net 
income 

Diapo- 

sition  of 

net  income 

Non- 
operating 
revenuea 

Interest  on 
funded 
debt  and 
real  estate 
mortgages 

Interest  on 

floating 

debt 

Miscel- 
laneous 
deduc- 
tions 

Total 

Surplus 

$380  62 

$1,421  11 
764  15 

3.285  61 
SIO  IS 

2,871  43 

5,907  09 
2.796  56 
8,346  82 
3,138  29 
1,938  14 

2.299  16 
4.993  32 
5.620  16 

$697  18 

$697  18 
65  81 
975  00 

$723  93 
698  34 

2.310  61 
610  IS 

2,871  43 

6,907  09 
2,178  74 
7,046  82 
1.283  81 
1,138  14 

2.299  16 
3,197  49 
5,020  16 

$3247' 

$723  93 

307  46 

$65  81 

665  87 

975  00 

2,310  61 

430  23 



610  IS 

2.871  43 

2,721  04 
240  96 

781  96 

6,125  13 

617  82 
1.300  00 
1,232  60 

800  00 

617  82 
1.300  00 
1.854  48 

800  00 

2,178  74 

2.688  42 
1.S61  H 

7,046  82 

621  88 

1,283  81 

1,138  14 

28  50 

2,299  16 

814  77 

1.795  83 
600  00 

1,795  83 
600  00 

3,197  49 

5.020  16 

$6,219  86 

$42,771  71 

$8,018  43 

$687  69 

$8,706  12 

$34,065  59 

$5.834  59 

$28»231  00 

REVENUES.    YEAR  ENDING  JUNE  30.  1914 


Commeraal 

power 

earnings 

Municipal 

power 

earnings 

Sales  of 

electric 

current  to 

other 

atiiities 

Miscellaneous 
earnings. 

Total 
operating 
revenues 

$7  50 

'$7,160  98 

7,361  88 

$919  35 

1,500  57 

902  39 

859  46 
2,421  06 
4,435  44 

$420  00 

6,984  57 

11,663  79 

- 

43  08 

171  17 
21  46 

10,782  39 

12.182  65 
12,489  13 

$1,500  00 

31  35 

25.768  35 

17.085  45 

740  29 

8,271  69 

1.367  54 
665  74 

4.037  94 

6,887  67 

1,399  92 

2,179  36 
115  74 

14,919  67 

19,676  84 

$17,109  48 

$1.500  00 

$1,863  00 

$3,266  87 

$161.235  06 
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CLASS  C.    MUNICIPAL  PLANTS.    DETAILED  OPERATING 


NaMV  Of  COMPANT 

Stbam  Powwi  GuvnunoH 

Location 

X^ 

Steam 
generated 

Steam 
purohaaed 

MiMeHaDe- 

ouspoirar 

plant 

■appUcsaad 
expeoMi 

Alfromn   , 

Municipal  Electric  Light  Plant 

$390  00 
1.363  60 

777  50 
587  17 

446  22 
877  30 

$2.809  46 
2.056  28 

""7.20709 
4,388  33 

4.422  60 
4.500  43 
12.947  31 
2.028  95 
4.934  14 

2.863  06 
9.981  82 

$76  57 

Bayfield 

267  00 

Black  River  Falls 
C«darbunr 

«                              U                    •«                II 



24  19 

CUntonTifie . 

(1                 •<            tl          •• 

475  82 

^Mhiwn  ... 

•  i                              4i                      «4                  «• 

639  32 

EvawiUa 

Ii                              11                      II                  II 

279  37 

Hartford... 

II                              II                      (1                  II 

JeffereoiL.. 

II                              II                      II                  II 

573  30 

275  66 

Kewaunee 

II                            11                    M                II 

*$2,062  07 

KflbouriL 

Ldce  Mill8...„ 

l«                            14                    44                I* 

508  82 

333  84 

1.076  12 

160  60 
64  77 

Waupun....- 

M                            II                    II                M 

Tptia,._..„ 

$6,933  96 

$57,639  47 

$2,062  07 

$2,263  39 

Nami  Of  Company 

TbANSMWION  and  TBANSVOOfAHOll 

Location 

Operatiooof 
tranamisBioa 

and 

tranaformntion 

iyitem 

tranamisBion 

and 

tranaformation 

iyitem 

Total 

and 
traoBformation 

Algoma 

Bayfield.. 

Blade  Rarer  Falb. 

CedartHOT.- 

aintonTiUoL 

Munidpal  Electric  U^t  Plant.. 

41                            14                    II                14         " 



II                            II                    II                It 

FJkhorn.  

•  I                           41                    11                11 

EvaoBTiUe 

Hartford     

Jefferson^..™ 

•I                            II                    11                t< 





" - 

Kewaunee. 

Kilboum. 

•  1                            II                    II                II 



Lake  Milk 

•1                            II                    II                II 

Waupun 

II                            II                    II                11 

Total 

*  Electric  power  generation. 
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EXPENSES.  TEAR  ENDING  JUNE  30.  1914 


• 

Htdrauuc  Powbr  Qknkration 

Commer- 
cial 
electric 
current 

purchased 

Maintof 

asrsL 

and 
grounds 

Total 

steam 

power 

generation 

xsr 

Hydraulic 

power 
purchased 

ous  power 
plant 

bluTdi^ 

fixtures  and 

grounds 

Maintenance 
of  hydraulic 
power  works 

buildings, 
fixtures,  etc. 

Total 
hydrauUc 

power 
generation 

.   Total 
power 

$3.276  03 
3.706  42 

$3,276  03 

119  45 





• -•• 



3.706  42 

733  81 

8.742  59 
5.901  01 

6.284  83 
5.710  56 
12.947  31 
3.144  99 
4.934  14 

2.777  32 
2.784  94 
11.057  94 

8.742  59 

449  60 

5,901  01 

776  60 

6,284  83 

53  46 

5.710  56 

12,947  31 

267  08 

$618  00 

$1  10 

$1,429  33 

$2,048  43 

$1,810  18 

7,003  60 
4.934  14 

55  74 

2,777  32 

28  27 

2.998  24 

5,783  18 

11.057  94 

$2,379  19 

$71,268  08 

$618  00 

$1  10 

$1,429  33 

$2.048  43 

$4,808  42 

$78,124  93 

Storaob 

DiStWBDnON 

Operatkn 
ofstorage 
batteries 

ofstorage 
batteries 

Total 
storage 

Distribution 

Distribution 

system 

supplies  and 

expenses 

Maintenance 

of 

distribution 

system 

Maintenance 
ofmeten 

Total 
distribution 



$215  57 

4  32 

453  50 

1.000  00 

38  72 

61  28 
247  43 

$28  50 
15  88 

$0  44 
420 

$244  51 

— - 

$3  22 
615  73 

27  62 
1,069  23 

180  73 
119  28 

178  21 

405  98 

1,386  76 

765  30 

1.180  73 



"•"'-■••■■••••""••• 

82  46 

4  01 

228  05 

1,129  88 

30  00 

132  76 

78  76 

127  11 

1.002  02 

168  88 

378  22 
322  26 

1.008  57 
3,518  66 

" 

535  00 

1.499  18 

41  30 

164  40 

2,522  64 

99  38 
1  95 

401  96 
523  71 

73  42 
53  52 
160  60 

616  06 

743  58 
2,673  24 

$5,284  16 

$2,194  68 

$4.006  31 

$1,791  71 

$13,276  86 

t  Current  purchased. 


Digitized  by 


Google 


316 


Report  of  Railroad  Commission 


CLASS  C.    MUNICIPAL  PLANTS. 


Namr  or  Company 

ComuMP 

Location 

Trimming 

and 

inspecting 

Uunpi 

Lamp 

8UP- 
PUCB 

Inoan- 
descent 
lamp  re- 
newals 

M«eeUa- 
neousoon- 
sumption 
BuppUes 
and  ex- 
penses 

Algoma 

Bayfield 

Black  River  Falls 

Municipal  Rlfctriir  Light  Plant                      .• 

$88  69 

8  51 

12  19 

124  27 
23  05 

$5  40 

$9  08 
5875 

",            ,',           "         '/,    

$143  37 

ClintonviHc 



KIkbnm 

100  02 
81  00 

Evamville 

99  31 

55  05 

Hartford 

••            II           II         II 

Jefferson .    . 

II            II           II         If 

105  84 
>125  00 

40  78 

206  30 

Kewaunee 

;;    "   '■  "  

Kilboum 

105  21 
86  10 

60  01 

10  80 

Lake  Mills 

M                               H                          11                      tl 

WaujnuL 

Total 

125  50 

$653  83 

$465  70 

$433  45 

$71  25 

SUMMART  OP 


Location 

Namb  of  Company 

Power 
generation 

Transmis- 
sion, trans- 
formation and 
storage 

Distribu- 
tion 

Algoma 

Municipal  Electric  Li^ht  Plant      

$3,276  03 
3.706  42 

$244  51 

Bayfield 

27  62 

Black  River  Falls.  . 

M                               II                      II                      If 

1,069  23 

Cedarburg 

Clintonville  . 

••       "     •'     "  ;:..:..:.;;::::■:.::; 

8.742  59 
5.901  01 

6.284  83 
5.710  56 
12.947  31 
7.003  60 
4.934  14 

2.777  32 
5.783  18 
11,057  94 

1.180  73 

373  22 

Elkhom 

322  26 

Kvannvillf* 

1.008  57 

Hartford 

3.518  66 

Jefferson. 

1.499  18 

Kewaunee 

Kilboum     ... 

616  00 

Lake  Mills 

743  58 

Waupun 

M                            .1                    II                    II 

2.673  24 

Total.    .    . 

$78,124  93 

$13,276  86 

^  Includes  lamp  supplies. 
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DETAILED  OPERATING  EXPENSES.  1914— Concluded 


TION 

Total 
Com- 
mer- 
cial 

Qkneral 

Custo- 

iDers' 

praniaee 

ex- 
penses 

Mainte- 
nance of 
lamps 

Total 
con- 
sump- 
tion 

General 
office 
salaries 

General 

office 
supplies 
and  ex- 
penses 

Miscel- 
laneous 
general 

ex- 
penses 

Mainte- 
nance of 
general 
office 
equip- 
ment 
build- 
ings and 
grounds 

Total 
general 

ex- 
penses 

Total 
Undis- 

TRIB- 
UTBD 

12  82 

$96  91 
17  69 

$1,125  00 

647  35 

2.582  46 

336  00 

365  96 

$44  35 
112  30 

$1,169  35 

792  81 

2.629  73 

428  16 

430  85 

190  18 
319  87 
869  57 
661  67 

$32  66 

$11  23 

63  00 
310  30 

$37  00 

$14  19 

$118  97 
47  27 

256  98 

143  37 
126  33 

802  73 
707  21 

242  22 

92  16 
46  71 

188  18 

28  72 

389  12 

286  47 

43  16 

18  18 

79  71 

616  44 

330  03 
1.007  34 

2  00 

16  15 

480  45 

26  20 

299  73 

138  50 

276  00 

12  00 

81  00 

303  14 
126  00 

327  09 
199  49 
125  50 

320  00 
100  00 

284  83 
2,385  37 

360  00 

303  09 

153  68 

91  41 
61  88 

18  88 
101  61 

575"82 

200  00 

97  06 
86  16 

7  71 
36  34 

54  31 

104  77 
762  63 
200  00 

694 

1935  21 

$503  92 

$^,063  36 

$4  706  79 

$6  367  59 

$1.370  23 

$583  04 

$238  73 

$8,549  59 

$1,143  69 

Opihatiko  Exfbi«8S8 


CoDsumption 

Commercial 

General 

Undistri- 
buted 

Total  of 
foregoing 

Depreciation 

Taxes 

Total 
operating 
expenses 

$96  91 

$1.169  36 

792  81 

2,629  73 

428  16 

430  86 

190  18 
319  87 
869  67 
661  67 

$32  56 
266  98 

$4,819  36 
4,837  42 
3.698  96 

10.737  07 
6.910  12 

8.229  76 
8.765  65 
17,335  54 
10.180  68 
6.312  82 

4.117  01 
9.864  25 
14,066  68 

.  $1,301  13 

$6,120  49 

17  59 

$37  00 

2.033  43       '$34  34 

6.905  19 
3,698  96 

143  37 

242  22 

1.976  08  1 

1,000  84     

12.713  15 

126  33 

79  71 

299  73 
12  00 

7.910  9A 

802  73 
707  21 

330  03 
1.007  34 

766  84   8.996  60 

1.167  98  ,  9.933  53 

2.724  41                                20  059  95 

393  14 

320  00 
100  00 

284  83 
2,385  37 

303  09 
163  68 

694 

2.415  34 

12.596  02 
6,333  55 

4,617  01 
10,741  12 
14.056  68 

-  125  00 

1,020  73 

600  00 
876  87 

327  09 

104  77 
752  63 
200  00 

199  49 

126  60 

$3,063  30 

$4,706  79 

$8,549  69 

$1,143  69 

$108,865  22 

$15,783  65 

$34  34 

$124,683  21 

*  Remnre  for  bad  accounts. 
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CLASS  C.    MUNICIPAL  PLANTS. 
As- 


LOCATIOK 

Nams  or  Company 

Cost 

beginning 

of  year 

Construction 
and  equip- 
ment current 
year 

Treasury 
securities 

Reserve 

andipedal 

fund 

AlgOlBA... 

Bayfidd. 

Munidpal  Electric  Light  Plant 

125.700  39 
41.938  95 
39.273  54 
36.859  46 

n4.983  20 

16.336  85 
23.359  63 
42.929  54 
63.162  53 
26.415  10 

10,000  00 
42.533  24 
53.838  44 

$322  12 
2.942  22 

3.497  19 
4.674  55 

302  49 

547  93 

2,477  40 

Blade  River 'Fiiiis.. 

••             II         II        It 



Cedarburg- 

11             ••         ti        «• 

Clintonyille^ 

•4                            <•                    ••                 II 
M                              11                      II                  II 

$462  39 

FlVlinrn 



EvaoBTille. 

I*                              II                     II     «            II 

Hartford .  .^ 

41                              II                      II                  II 

JdTereon. 

•«                              11                     11                  II 

Kewaunee. .... 

II                              11                      II                  11 

1.707  42 

6,237  67 
2.274  07 
1.154  56 

lA]^AMilt« 

1,000  00 

Waupun. 

Total 

$436.330  77 

$25,137  62 

$1.462  29 

LlABIL 


Name  or  Compant 

RSSXRW 

Location 

equity 

Funded 
dd)t 

reserve 

Algoma. 

Munidpal  Electric  liight  Plant 

>$19.000  00 
27,000  00 

s.iiooob 

14.745  10 
25.000  00 
38,000  00 
15.000  00 

5.000  00 
•34,000  00 
10.000  00 

$13,896  41 

Bayfield  .  . 

$27,860  91 

16,364  95 

Black  River  Falls ... 

•1             II          II        II 

CedarbuTE.^ „... 

Clintonville..... 

41                              11                      It                 11 

40.561  09 

1,976  08 

II                            14                    II                II 

462  20 

Elkkom. „.... 

41                              II                      II                 41 

18,553  99 

766  84 

EvaMviUe 

41                              11                      II                  II 

1.167  98 

Hartford..:.... 

l>                              14                      1.                  M 

Jefferson „ 

II                              II                      II                  11 

1.643  31 
9.865.00 

5.000  00 

6,279  24 

60.732  11 

15.944  14 

Kewaunee    

II                              II                      II                  II 

4,993  93 

Kilboum    .„ 

1                                44                      14                  II 

LakeMUls... 

Waupun    .    . 

Total 

1.790  17 

$160,385  65 

$190,745  10 

$56,263  79 

^  $3,829.39  omitted  as  not  apportioned  between  departments  of  utility. 
>  Ittdudes  $14,000.00  mortgage  liability. 
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BALANCE  SHEET.    JUNE  30,  1914 


CxjKBxmAaam 

Prepaid 
accounts 

Open 
accounts 

Deficit 

Ckah 

Notes  ftnd 

billB 
recetvable 

Acoounts 
receivable 

Materiab 

and 
euppUea 

Miacel- 
laneous 
current 
aaBets 

Total 
assets 

1214  40 
86  71 

11.248  02 
525 

$1,156  67 

$2.302  96 
2.599  15 

1.556  16 
1.580  60 

1.613  15 
1.323  08 
2,638  42 
3.024  54 
1.401  28 

$793  23 

$57  07 
81  60 
62  30 

408  24 

$6,618  25 

$37,165  09 
48,896  65 

352  77 

894  18 

944  13 

1.111  62 

2.077  45 
3.189  61 
262  1*3 
1.888  27 
1,440  00 

138  47 

40.482  79 

806  00 

1.993  25 

46.208  15 

5,752  69 

28,564  95 

4.759  06 

24.089  00 

6.047  76 

2.146  73 
815  60 

80  00 
205  30 
251  76 
218  82 

36.694  64 

17  377  68 

65.890  47 

IM  16 

68,521  26 

913  63 

$940  24 

33.036  49 

16,053  27 

1.814  68 

3.002  00 
1.748  06 

704  15 

51,328  14 

3.991  05 

60,732  11 

$40.305  91 

$4,215  60 

$14,778  74 

$22,789  40 

$931  70 

$2.069  24 

$940  24 

$8,611  50 

$567,663  01 

LlABIUmB 

CURRBMT  LlABinLnB 

Accrued 
HabiUties 

Open 
accounts 

Surplus 

Speeial 
reserre 
fiabilitia 

Notes  and 

bills 
payable 

Acoounts 
payable 

Misoellane- 

ous  current 

liabilities 

Total 
liabiUties 

$2.850  63 

729  W 

11.750  00 

$1,012  91 
3.663  11 
1.303  00 
2.941  86 

104  53 
1.254  90 

$ft05  14 

- 

137.165  09 

$5  65 

$2,112  03 
12,179  79 

48.896  65 
40.482  79 

"• 

46.208  15 

$781  96 

25.'ib2  6^ 

3.881  68 
19.330  06 
36.897  41 
1.283  81 
1.141  04 

1,769  23 
3.414  09 

28,564  95 
24,069  00 

196  60 

32506' 

36,094  64 

3.993  06 
1.016  00 

623  55 

4.284  04 
1,675  00 

$7i"'97' 

65.890  47 
68.521  26 
33,036  49 

1.666  24 

16.053  27 

2.300  00 

203  40 

51.328  14 

60,732  11 

$7,314  n 

$15,329  75 

$11,946  55 

$7,364  55 

$1,130  14 

$71  97 

$107,111  80 

$557,663  01 

•  Jtlortgace  liability. 
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Itaiie  figureB  denote  deficits 


CLASS  D-PRIVATE  PLANTS.   INCOME 


LOCATIOK 


Abbotsfratl... 

Alma 

Amery 

Amherst 

Atheofl 


Namb  or  Company 


Abbotaford  Elec.  Co 

Alma  Elftc.  Lt.  Co 

Amery  ^ectric  Co 

B.  E.  DwinneH 

Athena  El.  Lt.  k  Pr.  Co. 


Augwta. Augusta  EL  Lt.  A  Tel.  Co 

Bangor Huaea  Broe.  El.  Lt.  A  Pr.  Co. 

Bloomer Bloomer  El.  Lt.  A  Pr.  Co 

Brillion F.  Paustian  Millins  Co 

Brodhead ;  Brodhead  Elec.  Co.« 


Chetek. I  Chetek  Lt.  A  Pr.  Co 

EUaworth Wis.  Minn.  Lt.  A  Pr.  Co. 

Fountain  City Fountain  (%  Lt.  A  Pr.  Co. 

QavB  Mills  Gays  Mills  £1.  Lt  Plant 

Gillett Great  Northern  Pail  Co 


Qienirood '  Glenwood-Downing  El.  Lt.  A  Pr.  Co. 

Grafton Grafton  Lt.  Ht.  A  Pr.  Co 

Hustisford >  Hustisford  El.  Lt.  A  Pr.  Co 

lola ■  lola  EI.  Lt.  A  Pr.  Co 

Iron  River >  Iron  River  W.  Lt.  A  Pr.  Co.» 


Menomonee  Falls '  Menomonee  Falls  Lt.  A  Pr.  Co.. 

Milton^ Milton  W.  Lt.  A  Pr.  Co 

Milton  Junction McGowan  W.  Lt.  A  Pr.  Co 

Mcmdovi '  Mondovi  I.t.  A  Pr.  Co 

Montdlo MonteUo  Granite  Co 


Mt.  Horeb . 

Mosinee 

Necedah„ 

Neshkoro 

Oakfield. 


Omro 

Ontario 

Owen 

Pardeeville . 
PUinfield  ... 


Mt.  Horeb  EL  Lt.  Co 

Mosinee  El.  Lt.  A  Pr.  Co  . 

Necedah  MIg.  A  El.  Co 

Neahkoro  Lt.  A  Pr.  Co 

Oakfield  Lt.  A  Pr.  Co 


I  Omro  El.  Lt.  Co 

I  Ontario  El.  Light  Co 

John  S.  Owen  Lumber  Co.... 

Pirdecville  El.  Lt.  Plant. .  .. 
'  StarksASkeel 


Rio 

Rome 

Beymour 

Spring  Valley.. 
Stratford 

Westfidd 

West  Salem 

Weyauwega.  . 
Winneoonne.. . 
Wittenberg....„ 


'  Rio  EL  Lt  Plant 

I  Bark  River  ELLt,APr.Co. 

Seymour  El.  Lt.  Taint 

Wis.  Minn.  Lt.  A  Pr.  Co 

R.  Connor  Co.  El.  Lt.  Plant . 

'  Westfidd  Mlg.  A  El.  U.  Co... 

Neshonoo  Lt.  A  Pr.  Co 

Weyauwega  El.  Lt.  Co 

.  ,  Winneconne  Ht.  Lt  A  Pr 

WittOTberg  EI.  Co 


Total 


Total 
operating 
revenue? 


11.412  14 
3.641  10 
3,985  60 
2,556  59 
4,819  48 

5,299  81 
5,083  13 
5.483  33 
4,445  52 
10.613  65 

4,073  43 
8.971  88 
6.534  11 
2.403  27 
2,438  27 

6.458  02 
4,870  61 

2.604  56 
3,903  78 
2,094  58 

3.870  52 
2.692  90 
1.640  27 
4.394  12 
4.634  66 

6.059  08 
3.501  12 
4.166  07 
8.457  04 
1.956  14 

4.605  44 
1,411  02 
6.383  92 
3,970  66 
3.419  71 

3.323  60 
800  28 
5.217  94 
5,131  05 
3,780  70 

4,015  01 
4,802  18 
4.407  36 
2.745  60 
7,224  84 


$193,804  08 


Total 
operating 
expenses 


$1,370  38 
3.138  06 
4,277  55 
1.644  89 

5.861  99 

4.731  47 
4,287  68 
4.523  83 
3.424  23 
9.727  13 

3.401  47 
6.261  59 
5.969  56 
1,825  43 
2.146  50 

5.822  64 
4.375  47 
1.580  33 
8.451  67 
2,163  75 

3.217  77 
4.040  94 
2.744  04 
4.569  18 
4.127  60 

6.235  18 
2.547  88 
3.166  07 
6.509  88 
1.986  11 

4.862  32 
822  00 

5.704  55 
3.273  14 
3.552  04 

3.114  32 
496  81 
4.735  65 
2,752  67 
2.746  42 

2.551  25 
3.598  63 
3,456  66 
1.422  19 
5.118  90 


$167,277  22 


Net 
operatinc 


$141  76 
503  04 
$91  9S 

911  :o 

t,04S  St 

568  34 

845  55 

959  50 

1.021  29 


581  96 
2.710  29 
564  55 
577  84 
291  77 

635U 

495  14 

1.024  23 

452  11 

69  17 

152  75 

1,10$  77 

176  oe 

507  06 

176  10 

953  24 

1.000  00 

1,947  16 

»9  97 

§66  88 
589  02 
679  87 
697  5! 
ISM  S8 

209  28 

303  07 

4S2  29 

3,378  38 

1,034  28 

1.463  76 
1.303  55 
950  70 
1.323  41 
2.105  M 


$26,526  86 


>  Munidpal'utiliiy. 
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account,    year  ending  JUNE  30.  1914 


Grow 
income 

Dbductionb  Fkom  Gboss  Incomc 

Net 
income 

Disposi- 
tion of  net 
income 

Non- 
openting 
rerniucs 

Interent 
on  funded 

debt  and 
real  estate 
mortgages 

Interest 

on  floating 

debt 

MiflceUan- 
eous  de- 
ductions 

Total 

Surplus 

<141  76 

503  04 

162  94 

1.485  43 

614  SO 

568  34 
1.063  20 
1,406  15 
1.021  29 
2,293  08 

743  40 
3.122  34 
564  55 
686  84 
455  11 

635  38 
964  32 
1.024  23 
558  90 
69  17 

152  75 

1,346  64 

1,041  7i 

149  42 

507  06 

176  10 

953  24 

1.000  00 

1.947  16 

16  01 

107  87 
589  02 
679  37 
753  08 
ISS  SS 

209  28 

353  97 

482  29 

2.500  43 

1.034  28 

1,463  76 
1.238  55 
950  70 
1.323  41 
2,483  36 

$10  00 

$10  00 

$131  76 

503  04 

32  94 

1.185  45 

l,St9  80 

562  69 

870  22 

1.405  15 

1.021  29 

293  08 

568  40 

3,110  26 

564  55 

506  84 
215  11 

635  38 
764  32 
354  23 
398  23 
900  4t 

tti  »6 

1,393  64 

1,041  7t 

66  tt 

507  06 

i6i  76 

930  77 

1.000  00 

1.502  21 

223  47 

107  87 
379  02 
679  37 

224  53 
ISg  SS 

SO  72 

344  99 

292  29 

2.500  43 

1.034  28 

1.463  76 
1,058  55 
762  70 
1.185  41 
2.4*i3  36 

S24.464  48 

$131  76 

503  04 

$454  80 

<130  00 
296  98 
450  00 

280 

130  00 
296  98 
715  50 

5  65 
192  98 

2.666  60 

175  00 
12  08 

180  66 
240  00 

32  94 

573  73 

1.188  45 

428  21 

265  50 

2  85 
192  98 

1,S»9  80 

$743  58 

180  89 

217  65 

870  22 

445  66 

2.006  66 

1.405  15 

1.021  29 

1.406  56 

293  08 

161  44 

175  00 
12  08 

568  40 

412  05 

664  55 

3,110  26 

186  60 
240  00 

109  00 

506  84 

163  34 

215  11 

450  00 
750  00 

185  38 

460  18 

200  00 

200  00 
670  00 
160  67 
131  25 

375  00 
48  00 

214  64 

86  65 
22  47 

444  05 
207  46 

21666 
528  55 

240  00 

8  98 

190  00 

14  32 

670  00 
120  00 
131  26 

330  00 
48  00 

156  60 

354  23 

106  79 

40  67 

398  23 

200  49 
222  25 

45  00 
64  64 

22  47 

444  95 
207  46 

210  66 
528  55 

240 
62  05 

1,S9S64 
1,041  72 

324  48 

66  22 

666  60 

780  66 

507  06 

86  65 

262  76 

330  77 

1.000  00 

722  21 

13  96 

22s  47 

149  01 

270  00 

S77  87 
379  02 

679  37 

55  57 

126  00 
1.000  00 

224  53 

240  00 

1S2  SS 
SO  72 

50  00 

8  98 
190  00 

224  99 

292  29 

122  05 

2,500  43 

1,031  28 

1,463  76 

35  00 

180  00 
138  06 

180  00 
188  00 
138  00 

$8,202  81 

1,058  55 

188  00 

762  70 

1.185  41 

377  42 

$2,809  13 

L 

1.48G  36 

$6,140  43 

132.667  29 

$5,393  68 

55.278  13 

519,185  :^5 

>  Report  for  6  months  ending  June  30,  I9I4. 
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CLASS  D.    PRIVATE  PLANTS.    DETAILED  OPERATING 


Location 

N4I»  OP  COMPANT 

Commercial 
lighting 
eaminp 

Abbotsford  Elec.  Co.              

$640  14 

Almft       , 

AbnaRlcCi  \A.(^o            

2,482  78 

Ameiy 

Amhflnii 

Amorv  Electric  Co.                        . 

3  351  00 

B.  E.  Dwinnell         

2,025  29 

Athens 

Athens  El.  Lt.  &  Pr.  Co „ 

Augusta  El.  Lt.  A  Td.  Co 

Hussa  Bros.  El.  Lt.  &  Pr.  Co 

Bloomer  El.  Lt.  k  Pr.  Co 

F.  Paustian  Mlg.  Co 

Brodhead  Elec.  Co.»    

4,221  00 

Augusta. 

3,003  50 

Bwigor.-„ 

Bloomer 

BrilUon 

3.057  88 
4,254  OS 
3.071  20 

Brodhead 

6.310  91 

Chftek 

Chetek  Lt.  k  Pr.  Co 

3,197  30 

Ellifwnrth 

Wis.  Minn.  Lt.  A  Pr.  Co 

Fountain  City  Lt.  A  Pr.  Co 

Gays  Mills  El.  Lt.  Plant        

8.971  88 

Foontain  City 

Osys  Mills 

GUlett 

2.670  29 
1.632  52 

Great  Northern  PaU  Co 

Glenwood-Downing  E3.  Lt.  k  Pr.  Co 

1,788  27 

Gksnwood 

3,7«6  71 

Grafton. .. . 

Grafton  Lt.  Ht.  iPr.  Co 

2,671  96 

HurtisforA 

Hustisford  El.  Lt.  &  Pr.  Co 

2,124  56 

loU. 

lola  El.  Lt.  A  Pr.  Co.  . .                   

3.083  65 

Iron  River 

Iron  River  W.  Lt.  A  Pr.  Co» 

1,545  63 

Menomonee  Fslls. 

2,218  52 
2.054  75 

Milton 

Milton  W.  Lt.  A  Pr.  Co 

McGowan  W.  U.  A  Pr.  Co 

Mondovi  Lt.  A  Pr.  Co 

Milton  Junction^ 

1,348  51 

Mondovi 

8,865  37 

Montdlo 

Montello  Granite  Co 

Mt.  Horeh  ES.  Lt.  Co 

3,471  39 

Mt,  Horeb-.- 

2.106  64 

Mo9inm 

Momnee  El.  Lt  A  Pr.  Co 

2,463  35 

N«rHah 

N««lAh  Mlg>  El  Ho                                      

3,422  07 

N«hkoro 

Oakfield 

Neshkoro  Lt.  A  Pr.  Co 

Oakfield  Lt.  A  Pt.  Co 

Omro  El.  Lt.  A  Pr.  Co 

Ontario  0.  Lt.  Co 

4,060  79 
1,523  14 

3.237  51 

Ontario 

785  02 

Owen 

John  S.  Owen  Lumber  Co 

Pardeeville  EI.  Lt.  Plant    

5.018  28 

Pardeeville 

3.210  94 

Plainfidd^ 

Starks  A  Skeel 

2,285  78 

Rio 

Rio  El.  Lt.  Plant .... 

Bark  River  El.  Lt.  A  Pr.  Co 

Seymour  El.  Lt.  Plant - 

Ww.  Minn.  Lt.  A  Pr.  Co 

2,303  60 

Rome 

Seymour 

655  28 
8.980  00 
3,660  99 

R  Connor  Co.  El.  Lt.  Plant 

2.930  70 

Westfield 

Westfield  Mlg.  A  El.  Lt.  Co 

2,022  17 

Went  Salem 

Neshonoc  Lt.  A  Pr.  Co 

Weyauwega  El.  Lt.  Co 

Winneoonne  Ht.  Lt.  A  Pr.  Co 

Wittenberg  El.  Co. 

Total 

3.602  18 

Woyauwoga 

Wlnneconne 

Wittenberg. 

3,405  36 
2.745  60 
5,417  36 

1136,123  49 

>  Municipal  utility. 

'  Included  in  commercial  lighting  earnings. 
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REVENUES.    YEAR  ENDING  JUNE  30.  1914 


Momeipal 
cootraet 

liKhtiDg 

camingB 

Commercial 

power 
eanusgs 

Municipal 

power 
earning 

Sales  of  electric 
ciirrent 
toother 
ufUitioa 

Misoellaneous 
earnings 

from 
operation 

Total 
operating 
revenues 

$772  00 

$1,412  14 
3.641  10 
3.985  60 
2.556  59 
4.819  48 

5.299  81 
5.083  13 
5.483  33 
4  445  52 

738  00 
430  60 

113  10 

1175  00 

$420  32 

531  30 

608  48 

1.216  95 
1.571  55 

18  00 

432  76 

474  23 

2.364  74 

173  27 

(^ 

2.888  01 
165  00 

830  63 

$248  78 

435  70 

563  98 

231  96 

900  00 

1.218  00 

720  00 
47  10 

10,613  65 

4.073  43 
8.971  88 
6,534  11 

655  76 

•  — 2i-„- 

(») 

23  02 

600  00 

15  75 

2.403  27 

660  00 

2,438  27 

^.458  02 
4.870  61 
2.604  56 
3.903  78 
2.094  58 

3.370  52 
2.692  90 

684  00 

780  00 
1.449  56 

1,198  31 

749  09 

480  00 

715  80 

104  33 

500  00 



48  95 

1,152  00 

388  80 

249  35 

266  76 

25  00 

1,640  27 
4.394  12 
4,634  66 

1.028  75 

1.080  00 

„ 

83  27 
3,486  31 

352  50 

113  63 
288  43 

6.059  08 
3,501  12 
4.166  07 

034  70 

114  64 

744  00 

2.760  00 

746  25 

8.457  04 

433  00 

1,956  14 

1.367  93 

4.605  44 

626  00 

1.411  02 

1.018  20 

347  35 

6,383  92 

760  71 
1.133  93 

- -- 

3,970  65 
3.419  71 

3.323  60 

1,020  00 

145  00 

800  28 

1,006  00 

210  94 
23  35 

10  00 

5.217  94 

1.121  71 

325  00 

5,131  05 

450  00 

1.992  84 
1.200  00 
1.002  00 

= := : 

400  00 

., 

3.780  70 

4,015  01 
4,802  18 
4,407  36 

2,745  60 

1.355  41 

126  90 

316  09 

908 

7,224  84 

S37.546  63 

110.517  52 

$1,749  20 

$589  82 

$7,277  52 

$193,804  08 

*  Report  for  six  months  ending  June  30, 1914. 


Digitized  by 


Google 


324 


Report  of  Railroad  Commission 


CLASS  D.    PRIVATE  PLANTS. 

DETAILED 

Location 

Namb  of  Comfant 

Power 
genera- 
tion 

Distribii. 
tion 

Abbotoford 

Abbotsford  Elec.  Co 

<1.003  20 
2.421  38 
2.639  34 
484  00 
2.854  80 

2.803  11 
3.240  00 
2,109  14 
2,232  74 
3;«16  03 

1.945  36 
2.083  91 
3.209  80 
1.116  49 
734  10 

2,781  20 
2.035  98 
650  00 
2,168  15 
1,656  25 

2,217  69 
2,322  02 
1,758  51 
2,222  68 
2.215  15 

1.324  45 
1.324  32 
1.635  28 
2,864  30 
809  65 

2,278  73 
470  00 
2,030  55 
2,173  36 
2,676  30 

2,018  90 
239  08 
3.983  39 
1,133  26 
1.063  40 

1.600  00 

1.140  56 

720  00 

817  50 

1.201  44 

1101  00 

Alm^ 

Alma  El  T/t,  Co, 

102  10 

AiD^ry 

Amery  Electaio  Co 

139  59 

AmhfVMt 

B.  E.  DwinneU 

96  25 

Athens 

Athens  El.  Lt.  &  Pr.  Co 

U.609  78 

205  06 
«87  38 
*83  20 

AuguBta 

Bangor 

Bloomer 

Augusta  El.  Lt.  &  Tel.  Co 

Huna  Bros.  El.  Lt.  &  Pr.  Co 

Bloomer  El.  Lt  &  Pr.  Co.                    

BrilUon. 

F   PjMjiBtiftn  Mlg  C« 

»20  00 

Brodhead . 

Brodhead  Elec.  Co.«  

Chetek  Lt.  A  Pr.  Co.                      

555  91 

Cbetek     

91  26 

Ellsworth 

Wis.  Minn.  Lt.  k  Pr.  C^ 

Fountain  City 

Fountain  City  Lt.  dc  Pr.  Co.                             ... 

19  50 

GaysMilb 

Gillett 

Gays  Mills  El.  Lt.  R 

21  84 

Great  Northern  Pail  Co 

860  46 

Glenwood 

Glenwood-Downins  El  Lt.  k  Pr.  Co. 

272  30 

Grafton 

Hustiaford. 

Grafton  Lt.  Ht.  APr.  Co 

Hustisford  El.  Lt.  A  Pr.  Co 

loU  El.  Lt.  A  Pr.  Co 

Iron  River  W.  Lt.  A  Pr.  Co.» 

600  00 
75  00 

lola , 

Iron  River 

160  32 
•30  00 

Menomonee  Falls 

Menomonee  Falls  Lt.  A  Pr.  Co 

10263  65 

Milton 

Milton  W.  Lt.  A  Pr.  Co 

U468  95 

Milton  Junction. 

McGowan  W.  Lt.  A  Pr.  Co 

»187  93 

Mondori 

Montello 

Mondovi  Lt.  A  Pr.  Co 

Montello  Granite  Co 

Mt  Horeb  El.  Lt  Co.                . .             

34  97 

562  88 

Mt.  Horcb 

1.214  91 

Monnee 

Mosinee  El.  Lt  A  Pr.  Co 

NecedahMUlingA  El.Co . 

Neshkoro  Lt  A  Pr.  Co 

Oakfield  Lt  A  Pr.  Co 

Omro  EI.  Lt  Co 

68  53 

NM«di^h 

90  43 

Nfiifhknrn 

1.444  86 

rWkfii^ld 

U328  04 

Omro 

358  06 

Ontario 

Ontario  Elec.  Lt  Co 

John  S  Owen  Lumber  Co. 

Owen 

1  641  06 

Pardeeville 

Pardeeville  El.  Lt  Plant 

Starks  ASked 

Rio  Elec.  Lt  Plant 

Bark  River  El.  Lt.  A  Pr.  Co.                           

358  62 

P1fMtifi<>1d 

650  12 

Rio„ 

Rome 

40  00 
100  00 

8eymour 

Seymour  El.  Lt  Plant         

389  81 

Spring  VaUey 

Wis.  Minn.  Lt  A  Pr.  Co 

2  75 

sSatford        

R.  Connor  Co.  El.  Lt.  Plant        

Weatfidd 

Westfidd  Milling  A  El.  Lt  Co.„ 

West  Salem 

Neshonoc  Lt  A  Pr.  Co 

"1,079  61 

Weyauwega 

We>'auwega  El,  Lt.  Co. 

273  86 

Winneconne 

Winneconne  Ht.  Lt  A  Pr.  Co , 

U141  40 

Wittenberg 

Wittenberg  Elec.  Co. 

255  88 

Total 

$84,125  50 

115,087  27 

1  Includes  $1,476.34  storage  and  reconstruction  expenses. 
>  Includes  Ik)0.72  transmiA'iion  and  transformation. 
3  Includes  $13.98  contingencieH. 
« Includes  $38.50  transmission  and  transformation. 

*  Storage. 

•  Municipal  utility. 

7  Indudes  foregoing  expenses  undistributed. 
■  Report  fw  six  months  ending  June  30,  1914* 
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operating  expenses,    year  ending  JUNE  30.  1914 


Coosomp- 
tioD 


S131  58 

42  74 

08  50 

110  40 

296  43 

57  59 
23  34 
155  47 
121  16 
3.009  01 

128  53 


201  00 
44  22 
28  44 

1.449  23 
130  02 
150  00 
76  00 
40  00 

526  33 

19  73 

525 

209  33 

103  11 

1.405  10 

140  51 

300  00 

341  55 

34  35 

300  00 
69  00 
281  94 
302  81 
100  00 

98  97 
13  75 

104  34 
68  31 

1.517  62 

668  98 

73  25 
111  26 

27  40 
757  92 


Commercial 


tl3.834  47   $4,034  66 


130  00 
20  20 

391  74 
96  00 
27  36 

1  50 
323  65 


120  00 
16  52 


30  60 
436  95 


224  50 
60  08 
73  00 

165  88 
50  00 


120  00 
38  56 

154  40 
29  53 


41  70 
103  57 
450  00 

24  93 

323  50 


120  00 
58  75 


148  15 
70  00 
283  59 


General 


$82  55 

65  96 

276  50 

300  00 

773  63 

4  00 

1.992  85 


1.156  72 


1.618  70 
26  66 
18  97 

120  00 
78  08 
150  00 
450  00 
137  50 

100  00 
489  22 
89  49 
382  66 
259  20 

58  10 
340  80 
216  43 
900  00 

25  49 

1.058  30 


496  00 
257  04 


600  00 
85  00 
122  80 
804  15 


709  60 
468  79 
144  00 
907  65 


$15,767  74 


Undia- 
tributed 


$4  60 

132  60 
42  00 
27  30 
41  68 


780  33 
1.329  66 


'3.563  13 
25  00 
37  50 


42  00 
397  57 
215  25 
104  32 
100  00 


41  77 

76  00 

209  47 

87  00 

2.142  67 

103  30 

118  05 

142  56 

45 

113  00 


60  00 
32  20 


55  40 


26  60 
165  40 


300  00 
125  45 


227  32 


$10,860  58 


Total  of 
foregoing 


$1,270  38 
2.801  57 
3.347  13 
1.090  45 
5.130  05 

3.840  89 
3,678  37 
4.340  66 
3.274  23 
8.727  13 

3.352  47 
5.647  04 
5.510  95 
1.246  71 
1.641  97 

4.889  23 
3.301  73 
1.313  25 
3.124  67 
2.013  75 

3.107  67 
3.461  69 
2.155  74 
3,213  51 
3.256  87 

6.145  23 
2.019  16 
2.463  76 
6.143  27 
1,212  91 

4.431  59 
539  00 
4,629  55 
3,182  78 
3,426  42 

2.757  87 
494  13 
4,600  34 
2.035  07 
2.746  42 

2.168  98 
3.303  02 
1.847  51 
1.200  30 
3.633  80 


$143,719  22 


Depreda- 
tion 


$218  89 
906  44 
288  00 
559  08 

743  58 
«331  91 


1.000  00 


40  00 
353  41 
537  17 
504  53 

800  00 
987  56 
150  00 
327  00 


550  56 

567  48 

I. 161  00 

769  73 


414  72 
450  00 


282  74 

150  00 

1.000  00 


240  00 
i24O06 


.300  00 
990  18 


$16,463  98 


Taxes 


$117  60 

23  98 

266  44 

172  86 

147  00 
227  30 
183  17 
150  00 


139  00 
574  55 
105  20 
41  55 


133  41 
86  18 
117  08 


150  00 

no  10 
28  69 
20  82 
194  67 
101  00 

89  95 
114  00 
252  31 
366  61 
173  20 

147  99 
133  00 
76  00 

90  36 
125  62 

116  45 

2  18 

135  31 

477  60 


382  27 
295  61 
309  15 
221  89 
494  92 


$7,094  02 


Total 
opoatlng 


$1,270  38 
3.138  06 
4.277  55 
1.644  89 
•5.861  99 

4.731  47 
4,237  58 
4.523  83 
3.424  23 
9,727  13 

3.491  47 
6.261  59 
5.969  56 
1.825  43 
2.146  50 

5.822  64 
4.375  47 
1.580  33 
3.451  67 
2.163  75 

3.217  77 
4.040  94 
2,744  04 
4,569  18 
4.127  60 

6.235  18 
2.547  88 
3.166  07 
6.509  88 
1,986  11 

4.862  32 
822  00 
5,704  56 
3,273  14 
3.552  04 

3.114  32 
496  31 
4,735  65 
2,752  67 
2.746  42 

2,551  25 
3.598  63 
3.456  66 
1.422  19 
5.118  90 


$167,277  22 


•  ladudeB  $10.00  storage. 
••  Indudefl  $48.22  storage, 
u  loehidM  $151.21  storage. 

*  Indudea  reeonstraetion  $83.20. 
uindudea  $292.63  storage. 
*«Iiidud«B  reoonstruction. 
vloclodes  $61.40  storage. 
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CLA^  D.    PRIVATE  PLANTS. 
Aa 


Namb  or  Company 

Propkrtt  and  Plant 

Treasury 
securities 

Location 

Cost 

beginning 

o?year~ 

Construc- 
tion and 
equip- 
ment 
current 
year 

Reserve 
and 

*Smd 
aoets 

AbbotaforA 

Abbotsford  Elec.  Co 

$3,200  00 
8.044  52 

$8,350  00 



„ 

Amwy         

Amery  Electric  Co^ 

Amherst  

B.  E-'  DwinneM  ,           

10.000  00 
27,956  80 

10.741  00 
5.977  41 
17,479  92 
18.094  27 
40,582  00 

7.853  13 
55.513  74 
7.819  72 
2,676  03 
4.845  32 

13.133  73 
14.603  20 
27,510  00 
6.736  90 
10,000  00 

20.690  98 
10.297  44 
9.647  29 
13.251  58 
15.394  61 

11,569  99 
7.195  00 
15.000  00 
23,906  39 
10.924  68 

9,924  82 
7.000  00 
8,061  51 
13,758  43 
11.500  00 

7,827  00 
788  53 
11,692  21 
20.414  94 
10.967  69 

34,328  10 
30.000  00 
20,000  00 
13.065  85 
24.754  62 

$654,729  35 

513  45 
383  63 

568  81 

333  63 

1.328  78 

«$7,000  00 

KthpTlR 

Athens  El.  Lt.  &  Pr.  Co 

Augusta. 

Augusta  EI.  Lt.  &  Td.  Co 

2,260  00 

B»ngor..« 

Bloomer 

Hussa  Bros.  El.  Lt  &  Pr.  Co 

Bloomer  El.  Lt.  k  Pr.  Co, 

Brillion.™ 

F.  Paustian  Mlg.  Co 

Brodhewi....„ 

Brodhead  Elec.  Co.« 

Chetek  Lt.  &  Pr.  Co 

408  15 
1,621  23 

$1,000  00 

Chetek. 

Elliworth.    . 

Wis.  Minn.  Ht.  Lt.  &  Pr.  Co 

F.  City  Lt.  k  Pr.  Co 

Fountain  City 

Gave  Mills    .  .     . 

Gays  Mills  El.  Lt.  Plant 

6.276  90 
200  00 

1.128  50 

2.065  48 

490  00 

216  70 

731  93 

OiUett 

Great  Northern  Pail  Co 

OleDwood 

G-Downing  El.  Lt  &.  Pr.  Co 

Grafton. 

Grafton  Lt  Ht  k  Pr.  Co 

Hustisford  El.  Lt  &  Pr,  Co 

HusUsfOTd 

lola. 

loU  El.  Lt  4  Pr.  Co 

Iron  River  W.  Lt  &  Pr.  Co.« 

Iron  River 

Menomonce  Falls .. 

Menomonee  Falls  Lt  &  Pr.  Co 

Milton  W.  Lt  &  Pr.  Co 

204  71 

1,427  51 

362  11 

6.025  00 

Milton   

Milton  Junction . 

McGowan  W.  Lt  4  Pr.  Co 

Mondovi 

Mondovi  Lt  &  Pr.  Co 

•10  00 

Montdlo 

Montello  Granite  Co 

1.416  47 

9.086  60 
1.183  66 

Mt.  Horeb 

Mt  Horeb  El.  Lt  Co 

Moeinee 

Moeinee  El.  Lt  k  Pr.  Co 

NfrHah 

Necedah  Mlg.  &  El.  Co „ 

Neshkoro  Lt  &  Pr.  Co „ 

Oakfield  Lt  A  Pr.  Co 

450  GO 

Neshkoro 

Oakfield 

19,578  61 
876  51 

200  00 
446  95 

>600  00 
1,700  00 

Omro      „.    ... 

Omro  El.  Lt  Co 

Ontario , 

Ontario  El.  Lt  Co 

Owen. 

John  8  Ow«n  lAinobw  Co 

1,000  00 

Pardeeville. 

Pardeeville  El.  Lt  Plant 

Starks  &  Sked 

204  53 

PUinfiftlH 

Rio 

Rio  EI.  Lt  Plant 

Rome 

Bark  River  El.  Lt  &  Pr.  Co 

Seymour  El.  Lt  Plant 

10.050  31 
3.914  95 

Seymour 

Spring  Valley, 

Wis.  Minn.  Lt  A  Pr.  Co 

Stratford 

R.  Connor  Co.  EI.  Lt.  Plant 

WcBtfield 

WeBtfieldMlg.&El.  LtCo 

Neshonoc  Lt  4  Pr.  Co 

10,000  00 

WestSalom 

Weyauwega 

Weyauwega  El.  Lt  Co 

Winneconne  Ht  Lt  A  Pr.  Co 

Wittenberg  Elec.  Co 

ToUl 

72  66 

WiiMconS 

Wittenberg 

1.504  99 

$74,211  29 

$26,595  00 

$3,386  46 

*  Trial  balance  furnished. 
•Investment. 

*  Municipal  utilitj. 
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BALANCE  SHEET.  JUNE  30.  1914 


CURBBNT  AbSITB 

Prepaid 

ac- 
counts 

Open 

ac- 
counts 

Deficit 

CMh 

Not«e 
aDdbUh 
ree«iTable 

Accounts 
receivable 

Materials 

and 
supplies 

Miscella- 
neous as- 
set. 

Totol 
aaets 

187  16 

S120  00 
246  00 

roiild 



$11,757  16 
9.495  66 

502  84 

250  00 

376  00 
763  81 

762  19 
603  92 
142  05 
110  25 

191  50 
1.425  39 

97  50 
663  97 

217  19 
931  13 
300  00 
116  35 
1,027  75 

684  70 
510  37 
203  10 
169  00 
246  07 

164  40 
839  81 
325  63 
284  37 

$171  17 

18  407  12 

504  46 

- 

$112  68 

$1,401  08 
397  89 

31  786  43 

250  62 

15,197  70 
7,848  85 

2  76 

198  32 

145  00 

$3  87 

19,497  94 
19,341  16 

1.021  29 

43,017  90 

30  47 

10  381  03 

2,786  48 

45  20 

60  281  18 

271  42 



8,294  24 

200  00 

10.053  86 

140  61 

465  23 

179  91 
2.493  22 

5.897  23 
15,998  05 

24  75 

"i.ood  do 

98  50 
243  25 
215  25 

1,268  26 

631  85 

21  876  81 

28,540  88 

255  50 

■•• • " 

423  64 
236  83 

888  29 
490  60 
270  29 
749  95 
1,073  25 

7.917  11 

200  42 

10,437  25 

26,803  98 

112  10 

2.576  56 

2,240  00 

65  22 

1,287  00 

346  99 

14,904  21 

39  79 

12,559  48 

284  49 

200  00 
668  00 

350  00 
148  41 
364  11 
100  00 
510  62 

846  36 

14,561  24 

158  19 

27  54 

20,025  06 

267  64 

21,621  22 

232  86 

415  59 
455  89 

9,175  51 

180  00 

16,450  00 

1,737  79 

1,789  76 
474  13 

298  18 

47,718  55 

328  40 

183  96 

358  63 
259  76 

20  00 

89  26 

15  087  56 

245  70 

11,673  69 

273  31 

772  95 

8,506  02 

1.968  43 
950  00 



2,953  52 

9.508  46 
18,844  91 

886  26 

13.336  26 

573  02 

8.400  02 

32  47 

662  37 
215  49 

362  99 

250  00 

64697 



427  61 
200  00 
236  32 
200  12 
200  00 

11,484  30 



15,607  16 

2.450  94 

24,175  22 

725  64 

3,600  00 

2,489  13 

151  88 

921  13 

98  31 

11,066  00 

1.S70  16 

47.067  00 

52  87 

33,852  87 

254  21 

23.062  32 

56  00 

13,473  85 

40  87 

$198  71 

$804  14 

$271  51 

27.421  61 

$15,8M  94 

12,605  81 

$21,950  92 

$15,689  59 

$15,970  34 

$832,398  06 

«  Report  for  six  months  ending  June  30, 1914. 
•  Reu  estate  inTeatment. 
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CLASS  D.    PRIVATE  PLANTS 
Lu 


NaMB  or  COMPANT 

CaPTTAL  LlABIUTtSS 

Rksibtc 

LUBIUItU 

Location 

Capital 
stock 

Funded 
debt 

reserve 

Special 
resenre 
liabilitica 

Abbotaford. 

Abbotaford  El.  Co 

19.550  00 
4,100  00 

Almft 

AJmt  Kl.  \X  Cn  , 

1207  50 

Amcry 

ATnh«rflt 

Amery  Electric  Co.i 

B.  E.  DwinneU  . 

>$2.900  00 
10,000  00 



Athens 

Alhen8El.Lt,APr.Co 

Augusta  El.  Lt.  &  Td.  Co.... 

HuB8aBroB.EI.Lt.APr.Plant 
Bloomer  El.  Lt.  &  Pr.  Co 

12,500  00 

13.500  00 
4,300  00 
14,800  00 
15.000  00 
1,724  82 

3.568  43 

1,180  62 

301  22 

500  00 

1.021  29 

1.000  00 

Augusta. 

^mprr   , 

Bloomer. 

BrilUoii..... 

F.  Paufltian  Mlg.  Co 

Brodhead  Elec.  Co.» 

Brodh«»(L.„... 

40,000  00 

»2,500  00 
«26.000  00 

Chetek. 

Chetek  Lt.  &  Pr.  Co ^ 

Elbworth. 

Wis.  Minn.  Lt.  A  Pr.  Co 

25,000  00 

40  00 

234  64 

181  93 

1,176  25 

Fountain  City  ... 

F.  aty  Lt.  &  Pr.  Co 

Gays  Mill! 

fHyn  Milla  El.  hi.  Plant  

2,676  03 

GiUett  ..„- 

Great  Northern  Pail  Co 

Glenwood.... 

G-Downing  El.  Lt.  A  Pr.  Co 

15,000  00 
15,000  00 
16,000  00 

Grafton. 

Grafton  Lt  Ht.  A  Pr.  Co. 

2.200  80 
150  00 
381  50 

HiMtisford 

Hustiaford  El.  Lt.  &  Pr.  Co 

«8,000  00 
«2,000  00 
3.750  00 

6.000  00 

lola. 

loU  El.  Lt.  A  Pr.  Co 

Iron  River  . 

Iron  River  W.  Lt.  A  Pr.  Co.» 

6,250  00 

15,000  00 
9,975  00 
12,000  00 
10,400  00 
9.708  10 

12.000  00 
6.000  00 

M.  Falls  Lt.  A  Pr.  Co 

Milton  W.  Lt.  A  Pr.  Co 

Milton 

550  56 
559  48 

Milton  Jet. 

McGowan  W.  Lt.  A  Pr.  Co.. 

Mondovi 

Mondovi  Lt.  A  Pr.  Co. 

*2.500  00 

Montdlo 

Montello  Granite  Co 

1.438  23 

Mt.Horeb 

Mt.  Horeb  El.  Lt.  Co 

«5,000  00 

Mommw 

Moeinee  El?  Lt.  A  Pr.  Co 

961  72 

450  00 

4.227  55 

900  00 

1.673  69 

NfHmiah 

Necedah  Mlg.  A  EI.  Co . 

Neshkoro 

N-.hkom  T^,  *  Pr,  r^ 

36.200  00 
10.000  00 

10.000  00 
5.000  00 

Oalcfield„ 

Oakfidd  Lt.  A  Pr.  Co „ 

Omro  El.  Lt.  Co....„ 

Ontario  El.  Lt  Co 

John  S.  Owen  Lumber  Co 

Omro...   . 

Ontario 

Ow^m 

1,000  00 

PardeeviUe. . .. 

Pardeeville  El.  Lt  Plant 

10.000  00 

PI«hifi«Jd 

Starks  A  Skeel....„ 

Rio 

Rio  El.  Lt  Plant 

Rome.. 

Bark  River  El.  Lt  A  Pr.  Co. ... 

8.100  00 

Seymour 

Seymour  El.  Lt  Plant „ „ 

246  75 

240  00 

2,741  92 

isir^.: 

Ww.  Minn.  Lt  A  Pr.  Co 

15.000  00 

R.  Connor  Co.  El.  Lt  Plant 

Weetfidd. 

W.  Milling  A  EI.  Lt  Co 

40,000  00 

West  Salem. 

NoBhonocLt  A  Pr.  Co 

Wcyauwega 

Wfyi^Mwiipf^  RI    1.1    Cn 

20,000  00 
10.000  00 
20,000  00 

1.300  00 
720  00 

Winneoonne 

Winneoonne  Ht  Lt  A  Pr.  C^ 

Wittenberg 

Wittenberg  Elec.  Co    

Total- 

$4,602  33 

$413,783  95 

S108.650  00 

129.154  08 

$4.602  33 

1  Trial  balance  furnished. 

*  Mortgage  liability. 

*  Municipal  utility. 
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BAIANGB  SHEET,  1914— Conduded 


Accrued 
liabilities 

Open 
accountB 

Proprietary 
interest 

Surplus 

Nota&od 

bais 

pnymble 

Acoounta 
payable 

MisceUan- 

eoua  current 

liabiUtiai 

Total 
liabiUties 

$600  00 

11,500  00 
32  50 

r5  40 
389  41 

$131  76 
4,679  38 

$11,757  16 

17  92 

168  95 

9,495  66 

1,400  00 

$14,107  12 

18,407  12 

5.500  00 

218  00 

31,786  43 

60  00 
1.505  93 

457  08 

15,197  70 

1.600  00 

114  07 
60  00 

27  63 

2,058  38 

2,727  95 

203  08 

335  30 
4,671  71 

7,848  85 

2.079  56 

19,497  94 

591  92 

19,341  16 

43,017  90 

395  35 

3,089  57 

271  42 

13068 

998  05 
90  71 
80  75 
1,284  54 
21  40 

3,67865" 

150  38 
114  90 

$1,365  00 

7,000  00 

10,381  03 

60,281  18 

7,788  18 

8.294  24 

6,500  00 

147  61 

548  29 
215  11 

10,053  86 

4.375  19 

5,897  23 

15,998  05 

4.000  00 

585  30 

1.310  13 

406  17 

6.803  98 

21,876  81 

4,000  00 

3,8374b" 

28,540  88 

7  50 
400  84 

7,917  11 

15  01 

10.437  25 

800  "iJO 

26,803  98 
14,904  21 

12,559  48 

1.250  00 
500  00 

151  00 
53  15 

45  80 

214  64 

8,326  58 

334  93 

14,561  24 
20,025  06 

3,570  16 

716  13 

21,621  22 

400  00 

78  29 

1,735  50 
1,000  00 

9,175  51 

7.285  00 

15,000  00 

16,450  00 
47,712  65 

4.100  00 

87  66 

15,087  56 

3.127  00 



:::::::::::::::::::::: 

8,'5()8"'46 

37962 

11,673  69 
8,506  02 
9,508  46 

8,844  91 

18,844  91 

4.700  00 

793  62 

„, 



12,450  00 
3.700  02 

886  26 

13,336  26 
8,400  02 

1.371  46 

1,219  22 

11,484  30 

2,400  00 

12,960  41 

15,607  16 

6,254  79 

180  00 

2,500  43 

24,175  22 

8.324  08 
101  43 

11,066  00 

6,700  00 

1,265  57 
602  87 
1,712  77 
2.426  30 
2.919  28 

47.067  00 

3,250  00 

30,000  00 

33,852  87 

39  55 
327  55 

23,052  32 

13,473  85 





27,421  61 

f 79.150  80 

$22,908  22 

12.438  16 

SI. 208  50 

$10,433  85 

$119,726  78 

$40,441  39 

$832,398  06 

« Isdodes  $6,000^  mortgaKe  Uabilitiea. 

•  Bcfxirt  for  six  months  ending  June  30, 1914. 


Digitized  by 


Google 


330  Report  of  Railroad  Commission 

/toZie  figure!  denote  dflfioita  CLASS  D.    MUNICIPAL  PLANTS.    INCOME 


Location 

Nam  Of  Company 

Total 
operating 
revenues 

Total 
operating 
expenses 

Net 
operating 
revenues 

Amdift 

15.581  17 
4.343  83 
7.827  36 
3.971  43 
4.588  71 

3.493  85 
6.391  86 
4.742  76 
5.299  02 
4.109  18 

3,272  80 
4,063  61 
6.291  43 
7,303  16 
3.892  78 

5.480  62 
5,515  88 
17.970  63 
4.035  62 
3.617  26 

6.826  66 
6.206  02 
8.205  90 

S5.280  97 
3.781  82 
6.585  18 
3.190  70 
5,200  67 

3.183  24 
6.916  05 
3.581  23 
3.270  81 
4.130  00 

2,511  87 
3.516  86 
5.125  56 
6.390  23 
3.016  29 

3.646  20 
5.291  59 
15.353  73 
3.478  82 
3.159  36 

1.989  21 
7.193  55 
7.480  30 

$300  ao 

BarroiL 

612  51 

Boeoobel  

i<             i<         ti        i< 

1.242  18 

CMhton. 

780  73 

Cr»iidon.„.„ 

611  86 

Cuba  City  .  . 

810  61 

Cumberland 

t(             tt         II        II 

475  81 

Fimnimore 

U                              <i                      II                  II 

1.161  53 

Florence 

<l                  1*             II            1 

2,028  21 

Lodi 

14                              11                      II                  II 

§087 

MMomanifi 

U                              II                      .1                  M 

760  93 

Muscoda  

II                              II                      II                  II 

547  25 

New  Glarus 

"                              "                      "                  "        ..„ 

1.165  87 

NewHolBtein   .   . 

1.912  93 

New  Lisbon 

II                              1.                      11                  11       1 

877  49 

Princeton.. 

II                              1.                      II                  •• 

1.834  42 

Randolph 

II                              «                      II                  II 

224  29 

Reedsburg 

II                              II                      11                  II 

2,616  90 

Hib  T^A 

II                              .1                      11                  II 

556  80 

8auk  City 

11                              II                      It                  II 

457  90 

Spooner .         

•  1                              11                      .1                  II 

4.837  45 

Bprifig<^n^n , 

II                              II                      II                  II 

1,988  6S 

^n  ftiurie 

•1                              M                      1*                  II 

725  60 

Total 

$132,030  49 

$111,222  14 

$20.808  85 

CLASS  D.    MUNICIPAL  PLANTS.    DETAILED  OPERATING 

Location 

Name  or  Company 

Commercial 
lighting 
eanun0i 

Municipal  con- 
tract luting 
earmngB 

Arcadia. 

Barron. 

Boeoobel 

Cashton. 

Municipal  EHectric  Light  Plant 

$3.789  92 
2.994  88 
4.999  86 
1,926  23 
2.262  99 

8.470  10 
3.606  31 
3.533  16 
4.199  02 
2.530  99 

2.612  80 
2.698  89 
3,566  79 
3,787  69 
2,068  85 

4,125  12 
4,315  88 
11,502  59 
2.781  74 
2,807  18 

6,508  46 
3.180  54 
4.331  97 

$1,138  65 

1,230  00 

2.827  60 

994  00 

Crandon. 

Cuba  City 

Cumberluid    

:•"" 

1.45«  17 

II              II          ••        •• 

1.560  00 

Fnnnimnra 

II              II          .•        .• 

1.200  60 

f^orence          ..  -. 

II              11          11        •• 

1,100  00 

Lodi 

.1              II          ii        Ii 

Masomanie 

II                                 l<                        Ii                    M 

660  00 

Musooda 

New  Glarus 

"                                 "                        "                   "         I       ,. ..,    ..^y    .y. 

728  12 
947  96 

NewHolstein  

New  Lisbon 

Princeton.      

3,246  84 
1.779  34 

1.355  50 

Randolph 

Reedsburg. 

Total 

1.200  00 
2.305  75 

Rib  T4ike 

1.253  88 

Sauk  City 

810  08 

Spooner 

Spring  Green 

Sun  Prairie 

1.000  00 
1.200  00 

$87,601  96 

$88,003  19 

The  foDowing  reports  were  incomplete,  tabulations  to  be  found  on  tabulation  sheet  for  inoomplele  report:  Qalo- 
Tille,  Oconto  Falls.  Shell  Lake  and  Thorp.     The  reports  for  following  dties  not  filed:  Ebqy.  Watcrioo  and  W«rterbj. 
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GnMB 
income 

DivucnoNB  nu>M  Gboss  Incoms 

Net 
income 

Disposition  of 
net  income 

Noiw)p- 

enOtng 

rerenueB 

Interest 
on  funded 
debt  and 
real  estate 
mortsagea 

Interest 
on  float- 
ing debt 

Mieoel- 
laneous 
deduc- 
tions 

Total 

Surplus 

1300  20 

1.168  77 

1,242  18 

815  73 

611  86 

310  61 

475  81 

1.161  53 

2.028  21 

160  00 

760  93 

547  25 

1.165  87 

1,912  93 

877  49 

2.309  78 
516  20 

2.616  90 
556  80 
457  90 

4.837  45 
1,967  IS 
1.683  30 

$300  20 
l.a53  00 
1,162  18 
406  86 
I, Hi  86 

230  61 

67  48 

1.161  53 

2.028  21 

$1.138  65 
1.048  61 

%868  46 

1,053  00 

113  57 

$546  26 

197  67 

80  00 

408  87 

1.230  00 

80  00 
408  33 

$8  10 

$105  77 

80  00 

408  87 

1,230  00 

80  00 
408  33 

' 

35  00 

406  86 

IMt  S6 
230  61 

67  48 

2.194  65 

1,055  If 

isood" 

375  00 
650  00 
422  77 
666  70 
350  00 

120  00 
180  00 



150  00 

375  00 
660  00 
422  77 
666  70 
350  00 

120  00 
180  00 

2.028  21 

170  87 

385  93 
10M76 
743  10 
1.246  23 
527  49 

2,189  78 
336  20 

2.616  90 
556  80 
197  90 

4,837  45 
M,267  15 
1.683  30 

385  93 

102  76 

743  10 

1,246  23 

527  49 

475  36 

2,189  78 
336  20 

291  91 

2.616  90 

300  00 

26000 

260  00 

jidooo" 

556  80 

197  90 



4.837  45 

21  40 

t,t67  IS 

057  70 

1,683  30 

$2.498  50 

123.306  85 

$5,519  34 

$268  10 

$5.787  44 

$17,519  41 

$12,222  19 

$5,297  22 

REVENUEa    YEAR  ENDING  JUNE  30,  1914 


Commercial 

power 

earning 

Municipal 
power 
earnings 

Sales  of  electric  cur- 
rent to  other 
utilities 

Miscellaneous 

earnings  from 

operation 

Total 
operating 
revenues 

$652  60 

$5,581  17 

$118  95 

4.343  83 
7.827  36 
3.971  43 

1.051  20 

869  65 

23  76 
25  55 

4.588  71 

3,493  85 
6,391  86 

$1,200  00 

- 

; 

4,742  76 
5,290  02 
4.109  13 

3.272  80 
4,063  61 

1,330  00 

248  14 

636  60 
84  00 

268  63 
44  59 

814  24 

878  44 

6.291  43 
7,303  16 

3,892  78 

5,480  62 

318  20 
724  48 

13.362  44 

5,515  88 

2.595  89 

1.566  40 

17,970  63 
4,035  62 

3.617  26 

• 

6.826  66 

773  08 

300  00 
1,900  85 

:::::::■, 

5,205  02 
8,205  90 

$5,887  01 

r.l75  69 

$132,030  49 

>  Report  for  fifteen  months  ending  June  30. 1914. 
•  Report  for  year  ending  March  28. 1914. 
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CLASS  D.    MUNICIPAL  PLANTS.    DETAILED 


LOCATIOK 

NaMB  or  COMPANT 

Power 
generation 

DiBtri- 

bution 

Consump- 
tion 

Arcadia  

Mumcipal  Electric  Light  Plant 

14.253  04 
2,009  51 
6.225  49 
1.254  33 
4,342  81 

2,131  14 
4,997  60 
3,544  00 
3,270  81 
3,142  43 

1,863  74 
1.804  74 
3.959  05 
4.163  02 
3,015  29 

1,902  88 
4.778  88 
10.473  04 
2,761  37 
2.349  13 

975  00 
5,607  28 
4.800  19 

>$339  93 
349  80 

$254  35 

BarroiL. 

Boscobel 

172  46 
16  91 

Cash  too. 

103  62 
*80  18 

361  99 

133  18 

Oandon     . , 

•  <                                 «                        .4                    •• 

661  58 

Cuba  City 

4. 

476  61 

Cumberland. 

:;      ;:    ;;    :;  ■••■•■•■■"■"■•■■■■■• 

654  45 

Fennimore 

Florence 

Lodi 

100  00 

240  86 

«180  43 

132  79 

10  04 

201  42 

Masomanie 

166  77 

Muflcoda. 

44                              44                      14                  14 

56  00 

NewGlaruB 

44                                 44                        44                   44 

27  11 

NewHolitein 
New  Lisbon 

"                              ••                      "                  ••       » 

"          "       "      "  C..!"..Z'!!!..yy."!' 

PHnceton 

Randolph 

Reedflbiirg. 

80  60 

159  59 

1,351  14 

216  86 

23199 

78  36 

584  60 

Hib  Lake  , 

44                                 44                        44                    44 

510  59 

Sauk  City.  .„ 

44                                    44                          44                      41 

179  22 

Spooner 

Spring  Green 

Sun  Irsurie 

44                                 44                        44                    44 

84  10 

44                                 44                        44                   4. 

268  29 
•742  88 

827  63 

44                                    44                          44                      44 

139  55 

Total 

$83,614  77 

$4,725  00 

$5.456  88 

*  Includee  $108.23  transmission  and  transformation. 
>  Includes  $148.75  contingencies. 

*  Inchides  $20.00  transmission  and  transformation. 

*  Includes  $25.03  transmission  and  transforagfation. 

*  Report  for  fifteen  months  ending  June  30,  1914. 
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OPERATING  EXPENSES.    YEAR  ENDING  JUNE.30,  1914 


Commercial 

.     General 

Undis- 
tributed 

Total  of 
foregoing 

Depreda- 
tion 

Taxes 

ToUl 
operating 
expenses 

$353  40 

378  00 

159  68 

233  37 

60  00 

$80  25 

221  55 

33  10 

239  06 

$5,280  97 
3,131  32 
6.585  18 
2,240  95 
5.200  57 

3,183  24 
5,916  05 
3,581  23 
3,270  81 
3,518  85 

2,511  87 
2.229  57 
4.225  56 
4.815  23 
3.015  29 

2.996  20 
5,291  59 
13.418  86 
3.478  82 
2,528  35 

1 .989  21 
6.943  55 
6.389  34 

$5,280  97 

liso'od 

$600  00 

3.731  32 
6  585  18 

277  39 

5949  75 

3,190  70 

50  00 

5.200  57 

200  00 

13  50 

3.183  24 

264  00 

5,916  05 
3,581  23 

37  23 

75  00 
77  82 

3,270  81 

611  15 

4,130  00 

122  18 

40  50 
92  40 

2,511  87 

96  00 

1.286  79 
900  00 
575  00 

3.516  36 

75  00 

31  61 
34  49 

5,125  56 

•607  68 

5,390  23 

3,015  29 

436  00 

279  44 

""" 47i"67 

75  20 
274  76 
48  00 

660  00 

3,646  20 

5,291  59 

490  50 

1.934  88 

15,353  73 

3.478  82 

930  11 
90  35 
162  89 

631  01 

"^56  do' 

1,090  96 

3,159  36 

1,989  21 

50  00 

100  00 
385  03 

7,193  55 

158  80 

7,480  30 

$2,740  87 

$2.903  41 

$2,801  67 

$101,742  60 

$9,479  54 

$111,222  14 

•  Includes  eonuniflrion  on  bonds. 

f  Report  for  year  ending  March  28. 1914. 

•  lochideB  $50.00  oontingencies. 

•  Inchidfli  $106.76  storage. 
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CLASS  D.    MUNICIPAL  PLAIHB. 
As 


Nami  or  Company 

PItoraRTT  andPiaht 

Treasury 
secarities 

Reserve 

Location 

Caah 

beginning 

01  year 

Construc- 
tion and 
(Hjuipmcnt 
current  year 

and 
special 

ftmd 
assets 

Arcadia 

Barron. 

BoecobeL 

Municipal  Electric  Li^jht  Plant 

$20,548  97 

8.892  20 

18,215  10 

16,616  37 

24,156  77 

112.000  00 
23.106  19 

17.581  00 
11.000  00 

11.649  00 
25.735  93 
19,071  95 
23,313  86 
20.000  00 

13.021  09 
19.331  62 
34.783  93 

7.200  00 
12.620  20 

19.022  42 
8.386  00 

23.188  66 

$1,094  97 

544  79 

1.048  61 

148  76 

610  62 

303  73 

"lMi',66»'6b 

Cashton 

"             "           "       •' 

6,768  71 

Crmndon. 



Cuba  City 

"         "        "     " '  .!..!!!!!!!!!! 

Cumberland   

Fpnnimnr^k 

Florenoo .. « 

Lodl 

M                            l>                        M                F. 

3.600  00 

47500 

1,007  28 

683"99 

120  92 
8.166  03 
2.313  60 

225"39 

ijn'n 

832  21 

"                            "                        ••                "I 

MuBcoda. -... 

NewGlarus 

New  H(^ein 

New  Lisbon. 

M                           M                        ..                .14 

..                            1.                        M 

Randolph. 
Reedaburg. 

Rib  T^ftk" 

•  t                            .»                        ».                II 

2.000  00 

8«uV  rsty 

It                            II                        II                11 

Spooner 



Spring  Green. 

•  1                            II                        II                II 

Sun  Prairie 

.1                            II                        tl                II 

ToUl 

$389,440  26 

$22,787  67 

$14,328  21 

Ua 


Nami  of  Company 

Rmutb 

Location 

City  equity 

Funded 
debt 

Depredfttioo. 
reserve 

Arcadia 

Mun.  Elec.  Lt.Plant 

$22,912  02 

18.263  71 
4,470  67 

$1,950  bi 

1,000  00 

10.944  45 

22,000  00 

1,000  00 
10.833  30 

Barron. 

Boeoobel 

$1,100  00 

Cashton.  ... 

.<                I<            It            M 

3,740  22 

Crandon  

"                II            "            "        

Cuba  City 

11,428  73 
12,271  89 

^inb«rland 

.4                U            U            ..         , 

Florenoe 

18.916  77 
12,900  00 

4.149  00 
14.451  52 
10.145  95 
24,190  68 
739  74 

9.328  58 
15.875  00 
27.269  87 
5.756  97 
6.345  59 

19,022  42 
5,741  56 
22,385  24 

Lodi 

<4                tt            Ii            U 

1,600  00 

7.600  00 
13.000  00 
8,500  00 

U                U            ,t            <• 

Musooda. 

<i                4<            (1            4« 

NewGlarus 

*•     *•    "    *•  ^.1.....7.". !..!!.!!!!!!!" 

"           "         "         "4 

1.800  00 

New  HolsUan .      . 

576  00 

New  Lbbon 

20,000  00 

3,000  00 
7,600  00 
15,000  00 
4,000  00 
6,500  00 

6,ob6oo' 

Princeton...^ 

;;    ;;  ;;  ;; :.: :. .    ::::: 

Randolph 

Reedsburg 

Rib  Lake . 

4.966  43 

Sauk  City ,.... 

;;  ;; ;; ;; 

Spooner 

Spring  Green 

Total 

Run  Prairif' 

4.611  28 

$266,565  91 

$140,327  76 

$16,692  93 

1  Estimate. 


'  Balance  sheet  included  in  water  report. 
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CURMKT  A88ETB 

Prepaid 
Accounts 

Open 
accounts 

Deficit 

Cadi 

NotMand 
biOsre- 
ceivaUe 

Accounts 
receivable 

Material 

and 
supplies 

Miscellar 
neous 

current 
assets 

Total 
assets 

$300  20 

$1,267  88 

$2,236  76 

$25,448  78 

986  06 

$354  08 

1.200  00 

607  26 

239  26 

126  00 

17.346  62 

$368  82 

20,822  53 

$51  14 

$134  96 

23,217  17 



676  08 



26.581  72 

12.428  73 

23,105  19 



1,336  77 

18.916  77 

11.600  00 

' 

7500 





1.166  59 

11.649  00 
27.451  52 

1.732  26 

■ 

21.811  49 

3.540  69 

410  36 

27,264  91 

66  76 

20.739  74 

777  03 

2.661  86 

1.106  50 
691  70 

17.586  39 

41  41 

28.230  76 

8.764  03 

1.299  66 

85  08 

47.236  30 

368  60 

594  85 

10,153  45 

12,845  69 

19,022  42 

376  60 
2.291  93 

350  00 
2.282  82 

3.901  68 

14,724  96 

28,695  62 

. 

$13,006  33 

$11,003  63 

$8,676  73 

$1,267  88 

$136  22 

r29  80 

$7,304  03 

$468,670  66 

LuBiums 

CURRXMT  LUBILmU 

Accrued 
liabUities 

Open 
acc<nints 

Surplus 

Special  re- 
serve lia- 
bilities 

Noteaand 

bills 
payable 

Accounts 
payable 

Miscel- 
laneous 

Total 
liabiliiiex 

$2,536  76 
350  00 

507  25 

280  47 

$25,448  78 

$13,946  61 
1.558  82 
1.400  53 
3.301  25 

17,346  62 

20,822  53 

$2,018  49 



$135.56 

23.217  17 

- 

25,581  72 

12,428  73 

-- - 







23,105  19 



18.916  77 

14,500  00 

11.649  00 





1.263  00 







i,365"54 

1.246  23 

27,451  52 
21,811  49 
27.264  91 

20.739  74 

5,257  81 
3,865  76 

46  48 

17,586  39 

$1.000  00 

366"od' 

28.230  76 



47,236  30 
10.153  45 

■ 



12.845  59 
19.022  42 

2,800  00 

148  74 

$15  80 

$34  66 

1.683  30 

14,724  96 
28.596  62 

S2.018  49 

$4.150  00 

$5,076  22 

$15  80 

$34  56 

$135  56 

$33,662  33 

$468,679  66 

•  Report  for  16  months  ending  June  30, 1914. 


'Report  for  year  ending  March  28,  1914. 
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Report  of  Railroad  Commission 


Italic  figures  denot«  deficits 


CONDENSED  FORM  OF  REPORT.    PRIVATE 


Location 

NaMI  or  COHPANT 

Municipal 
street 
Ughting 
earnings 

Other 
earnings 

Total 
earning? 

from 
operation 

Albany 

Albany  El.  Lt.  &  Mlg.  Co 

1569  70 
270  37 

$3,042  16 

162  50 

437  38 

1,499  25 

3.379  15 

612  00 

565  25 

2,423  55 

1,022  81 

671  21 

1,079  02 
762  55 
480  50 

1.845  49 
501  00 

414  87 

282  00 

538  66 

2,922  14 

1.147  02 

804  21 
752  50 
1,793  84 
706  34 
747  07 

5,346  87 
889  61 
543  07 

1,864  70 
103  58 

3  75 

2,601  61 

1.604  25 

1.114  40 

236  07 

1,649  59 

910  00 

2,090  40 

1,242  27 

384  60 
439  40 
306  00 
326  54 
1,633  14 

266  06 
1,200  26 
1.056  00 
1,921  90 
1,542  90 

1,107  38 
1,793  84 

13,611  86 

Afton  

J.  Hohnes  &  Sons 

Almond  EHec.  Co.^                                       ..    . 

162  50 

Almond 

707  75 

R.  Connor  Co 

1,499  25 

Baldwin 

Baldwin  El.  Lt.  &  Fuel  Co.' 

Belleville  Mills  &  El.  Lt  Co. 

641  00 

626  00 

478  00 
773  55 
60  36 

457  50 
24  20 

279  do 

150  00 

300  00 

394  25 
41  69 

243  95 
247  50 
405  30 

294  87 

620  04 
306  00 
350  00 
877  35 
45  53 

240  80 
864  00 
482  61 
363  60 

500  00 
273  00 
315  65 
1,950  00 
462  84 

330  00 

72  00 

69  00 

54  99 
420  00 
216  00 
588  00 
336  00 

259  20 
405  30 

I . 182  42 

456  40 
562  00 
587  00 

4,020  15 

Belleville 

1,238  00 

Bristol 

Bristol  Elec  Plant                                

6A5  25 

Bimamwood 

Boyd 

Caxenovia   

BimamwoodEl.Lt.ro 

Citizens  Committee 

Casenovia  Lt.  &  Pr.  Co 

Wis.  Foundry  &  Steel  W^orks 

2,901  55 

1,796  36 

740  57 

Cedar  Grove 

1.536  52 

Clayton 

Cleveland 

CoUax. 

Coon  Valley 

Eden 

Elcho 

Elderon 

Elmwood 

Clayton  Elec.  Co . 

Cleveland  Lt.  <t  Pr.  Co 

Colfax  Mills  &  Pr.  Plant 

C^n  Valley  Mlg.  &  Ltg.  Co.^" 

Eden  Elec.  Lt.  Co.*- 

Charles  W.  Fish  Lumber  Co 

Elderon  Lt.  &  Pr.  Co 

Wis.  Minn.  Lt.  &  Pr.  Co 

786  75 

480  50 

2,124  49 

651  00 

414  87 

582  00 

538  66 

3,316  30 

Endeavor 

Fairchild 

Fairwater 

Frederick 

Endeavor  Lt.  A  Pr.  Co 

N.  C.  Fo8t«r  Lumber  Co 

Fairwater  El.  Lt.  A  Auto  Co.» 

Frederick  El.  Lt.  Plant 

1.188  71 

1,048  16 
1.000  00 
2,199  14 

Gilmanton 

Gliddcn 

Green  Lake 

GUdden  Lt.  A  Pr.  Co.C 

Green  Lake  Elec.  Co.*. 

706  34 
1,041  94 

5,966  91 

Gresham 

Hancock 

Gresham  El.  Lt.  A  Pr.  C^ 

Hancock  Lt.  A  Pr.  Co.» 

1.195  61 
893  07 

Honey  Creek 

Kiel 

Kewaskuro 

La  Farge 

HUlsboro  Lt.  A  Pr.  C^ 

Honey  Creek  E.  Lt.  Co« 

Kiel  Furniture  Co 

Kewaakum  El.  Lt.  Co 

La  Farge  Elec.  Co 

La  Valle  Elec.  Co 

Lena  El.  Lt.  A  Pr.  Co.«» 

Lomira  El.  Lt.  A  Pr.  Co 

P.  M.  C.  Pederson  El.  Lt.  Plant 

Uttle  Wolf  River  Lumber  Co...  „ 

Mishicot  El.  Lt.  A  Pr.  Co 

No.  Freedom  El.  Lt.  Co 

Osw)  Elec.  Co.w 

Arnold  Tcrondc  El.  Lt.  Plant 

Oxford  EL  Lt.  A  Pr.  Co.> 

Pine  River  Elec.  Co." 

Nekoosa  Edwards  Paper  Co 

Poy  Sippi  Ltg.  A  Pr.  Co." 

Random  Lake  El.  Lt.  A  Pr.  Co 

Rosholt  El.  Lt.  Plant 

Soldiers  Grove  El.  Lt.  C^ 

2.742  05 
149  11 

244  55 
3.465  61 
2,086  86 

UVallc 

Lfna . 

1,478  00 
236  07 

Lomira 

Luck 

Manawa  .^ 

Mishioot  ..- 

North  Freedom. 

Oaeeo „ 

Ooetburg 

2,149  59 
1.183  00 
2,406  05 
1.950  00 
1.705  11 

714  60 
439  40 

Oxford 

Pine  River 

Port  Edwards 

PoySippL 

Random  Laka 

Roeholt „..„ 

Soldiers  Grove 

378  00 

826  54 

1.702  14 

311  05 
1,620  26 
1,272  00 
2,509  90 

Theresa    

Thcra»  El.  Lt.  A  Pr.  Co ..„ 

ThiensviUe  El.  Lt.  A  Pr.  Co 

A.  0,  Dahlberg  EL  Co 

Twin  Bluffs  MiU  Pr.  A  Lt.  Plant    

Geo.  Warren  Co.,  .„ 

WcBtboro  El.  Lt.  Plant 

Rose  MUling  Co 

WUton  Lt  A  Pr.  Co 

Withee  El.  U.  Plants 

1.878  90 

ThiensviUe 

Trade  Lake 

Twin^luffs^ 

Warren 

WoBtboro 

m\d  Rose 

Wilton  

Withoe 

1,366  58 
2,199  14 
1,182  42 

753  88 
1,343  72 

1.452  00 

1.200  00 

972  00 

753  86 
1.343  72 

1,908  40 
1.762  00 
1,559  00 

Total  

119.456  97 

166,482  24 

S85.938  21 

1  Report  for  six  months  ending  Jime  30.  1914. 
» Report  for  year  ending  June  15.  1914. 
<  Report  for  four  months  en(fing  June  30. 1914 
*  Mpaci  for  three  m<mths  ending  June  30. 1914. 


»  Report  for  eleven  months  ending  June  30.  1914. 

*  Reixjrt  for  year  ending  June  1,  1914. 

V  Report  for  four  and  o&e-h«If  moqtfaa  ending  Jvat  30. 1914. 
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PLANTS,    INCOME  ACCOUNT.    YEAR  ENDING  JUNE  30.  1914 


lAhnr 
expense 

Matoials 
and 
other 
expense 

ToUl 
operating 
expenses 

Net 
eaminss 
0    from 
operattoD 

Interest 

on 
funded 
debt 

Other 

deductions 

from  net 

earnings 

Total 

Surphis 
or  deficit 
for  year 

$1,235  00 

11.234  13 

6  50 

380  12 

648  56 

1,570  46 

450  00 

15605 

960  91 

1.234  02 

71  91 

576  61 
505  65 
308  49 
390  40 
50  00 

373  29 
726  34 
429  73 
1,678  49 
787  94 

1.509  18 
100  00 
507  76 
255  00 
651  18 

4.430  49 

28  11 

364  74 

712  35 

81  14 

80  00 
1.060  00 
501  62 
233  85 
213  00 

1.484  85 
210  00 
831  44 
489  90 
699  63 

167  75 
223  28 
253  00 

597  09 

200  00 

747  90 

410  00 

1,240  12 

992  33 

626  67 
507  75 
600  00 
879  21 
958  97 

208  40 
300  00 

993  87 

$2,459  13 

156  50 

680  12 

1.224  97 

2.730  96 

1.100  00 

406  05 

2,006  91 

1,793  02 

80  16 

1,036  81 
715  23 
428  49 
990  40 
410  00 

1.048  29 
1,091  34 
499  66 
2.698  49 
1,387  94 

2.050  93 
850  00 

1,846  75 
605  00 

838  68 

5.360  42 
508  11 
729  49 

1,312  35 
84  14 

180  00 

2,675  00 

1.298  62 

713  85 

213  00 

2.359  85 
630  00 
1.737  64 
1.149  90 
1,484  63 

367  75 
523  28 
498  00 
365  00 
902  95 

300  00 
1.172  90 

950  00 
1.910  12 
1.084  63 

1,226  67 

1.846  75 

900  00 

879  21 

1.192  95 

1.488  40 
1,200  00 
1.593  87 

167.975  31 

$1,152  73 

600 

27  63 

274  28 

1.289  19 

138  00 
159  20 
894  64 

334 
660  41 

499  71 

71  52 

52  01 

1,134  09 

241  00 

ess  4t 
609  S4 
39  00 
617  90 
199  tS 

1,00S  77 
150  00 
352  39 
101  34 
203  26 

606  49 
687  50 
163  58 
1.429  70 
64  97 

64  55 
790  61 
788  24 
764  15 

23  07 

Miote 

553  00 
668  41 
800  10 
220  48 

346  85 
8S  88 

itooo 

S8  46 
799  19 

11  05 
447  36 
322  00 
599  78 
794  27 

139  91 
352  39 
282  42 
m  SS 
150  77 

420  00 
562  00 

S4  87 

$17,962  90 

$150  00 

$150  00 

$1,002  73 
6  00 

150  00 

300  00 

27  63 

576  41 

274  28 

1,160  50 

147  00 

147  00 

1,142  19 

660  00 

138  00 

250  00 

150  00 

160  00 

9  20 

1,046  00 

894  64 

569  00 

125  00 
194  54 

3  34 

8  25 

125  00 
194  54 

536  41 

460  20 

305  17 

209  68 

71  52 

120  00 

52  01 

600  00 

1,134  09 

360  00 

241  00 

675  00 

ess  4S 

365  00 

609  S4 

69  93 

$132  00 

39  00 

1.020  00 
600  00 

70  77 

70  77 
132  00 

65  08 

90  00 

547  13 
55/  »S 

541  75 

t,OOB  77 

750  00 

150  00 

1.339  00 
350  00 

90  00 

65  08 

287  31 
11  34 

187  50 

203  26 

029  93 

411  04 

411  04 
458  00 

195  45 

480  00 
364  75 

458  00 

229  50 
163  58 

600  00 
3  00 

135  79 

135  79 

1.293  91 
64  97 

100  00 

64  65 

1.615  00 

790  61 

797  00 

597  06 

597  06 

191  18 

480  00 

764  15 
23  07 

876  00 
420  00 
906  20 

280  00 

174  6b 

167  50 

224  00 

224  00 
280  00 

4S4»e 

273  00 
668  41 

660  00 
785  00 

174  00 
167  50 

800  10 
46  48 

200  00 

179  35 

300  00 

8S  88 

245  00 
365  00 
305  8ft 

itooo 

S8  Ifi 
799  19 

100  00 

241  00 

77  20 
2  85 

110  05 
65  08 

11  05 

425  00 

241  00 

77  20 

285 

40  05 
65  08 

$2.69fi  46 

206  36 

540  00 

322  00 

670  00 

522  58 

92  30 

791  42 

600  00 
1.330  00 

70  00 

29  86 
287  31 

400  00 

282  42 

233  98 

1,280  00 
900  00 
600  00 

420  00 
280  00 

$2,071  50 

420  00 
280  00 

$4,767  96 

/?5  55 
160  77 

282  00  * 

54  87 

$31,185  14 

$36,790  17 

$I3.I»4  94 

•  Report  for  eight  months  ending  June  30.  1914. 

•  Report  for  seven  months  ending  June  30,  1914. 
»R«>ort  for  five  months  ending  Jtyie  30,  1914. 


"Report  for  nine  months  endin?  Jun?  3 ),  11H4. 

"Report  for  six  and  one-half  months  endin?  June  30,  1914. 

"Report  for  ten  month?  ending  June  3J,  1914. 
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Report  of  Railroad  Commission 


CONDENSED  FORM  OF  REPORT.    PRIVATE 


NaMB  or  COMPAITT 

Aflssra 

Location 

Cost  of 
idant 
dose 

of  year 

^Treasury 
securities 

Cash  on 
hand 

Items 

reodv- 

able 

Materiab 
and 

on  hand 

Albany 

Albany  El.  Lt.  A  Mlg.  Co 

J.  Holmes  &  Sons  

$9,764  79 

950  00 

6.138  31 

4.848  58 

13.931  29 

2,575  00 
3,000  00 
12,000  00 

$392  36 

Afton. 

1130  00 
625  42 

$19  75 
21  80 

7  25 

Almond „ 

Almond  Elec.  Co' 

116  41 

Autnirndft]? 

R.  Connor  Co    .         

50  00 

Baldwin. 

Baldwin  E.  Lt.  A  Fuel  Co.« 

880  26 

942  62 

296  60 

BeUevUlc 

BeUeville  Mills  &  El.  Lt.  Co 

Bristol  Elec.  PI          

Bristol 

920 
139  77 

100  00 

Bimamwood 

Rinmmwond  Fl.  T,t,   Co 

717  45 

264  37 

Boyd„.  .„ 

Citiiens  Committee..... 

Caienovia  Lt.  k  Pr.  Co 

Cazenovia. 

5,098  72 

3,865  99 
1,811  99 
1,338  32 
15,500  00 
2.030  00 

3,902  07 
2,975  19 
2,500  00 
6.588  23 
4.250  00 

211  13 

196  10 
65  21 
113  73 
200  00 
58  60 

21  00 

38  50 

Cedar  Grove 

Wis.  Foundry  A  Sled  Works 

Clayton  Elec.  Co 

Clayton. 

166  82 

84  93 

n«VAl^nH 

Cleveland  Lt.  &  Pr.  Co 

Colfax  Mills  &  Pr.  PI 

Colfax 

200  00 
690 

13  00 

25  00 

51  65 

486  10 

175  00 

Coon  VaUey 

Eden. 

Coon  Val.  Mlg.  &  Ltg.  Co.» 

Eden  Elec.  Lt.  Co.« 

Charla  W.  Fish  Lumber  Co 

Elderon  Lt.  A  Pr.  Co 

Sl.lOOOO 

36  50 
32  50 

Elcho 

55  00 

Elderon 

20  77 
1,533  88 

35  00 

Elmwood 

Wis.  Minn.  Lt.  &  Pr.  Co 

884  50 

Endeavor 

Endeavor  Lt.  &,  Pr.  Co 

Fairchild„ 

N.  C.  Foster  Lumber  Co.' 

Fairwater  El.  Lt.  &  Auto  Co." 

Frederick  El.  Lt.  PI 

Forrest  &,  Kenyon*        

Fairwater 

7,800  00 
5,700  00 
2,655  11 
3.680  89 

11.101  74 
22,034  77 

3,085  72 
10,567  40 

2,655  21 

1,204  58 
11,417  23 

7.499  98 

4.500  00 
2,833  37 

13,535  29 
5,000  00 
4,588  18 

11.658  74 
4.081  00 

7,800  00 
2,325  07 
1,275  00 
2.300  00 
7,443  99 

3,000  00 
3.185  40 
.1.500  00 
4.072  27 
6,449  48 

4.377  93 
5,700  00 
7.642  23 
475  00 
2.000  00 

7.000  00 
5,000  00 
1,693  87 

200  00 

Frederidc 

80  00 

75  00 

^il?v>anton  . 

11  34 
7  04 

130  17 

75  00 

Glidden.-. 

GUdden Lt.  APr.  Co.^o 

303  60 
1,023  70 

215  00 

OrwnlA^e 

75  00 

Greeham 

Gresham  El.  Lt.  A  Pr.  Co 

90  00 

Hancock. 

Hancock  Lt  A  Pr.  Co." 

100  00 
280  49 
36  06 

110  25 
800  00 

100  00 

HUlaboro 

Hillsboro  Lt.  A  Pr.  Co 

102  11 

Honey  Creek. 

Kid 

Honey  Creek  El.  Lt.  Co.*. .._ 

Kid  Furniture  Co 

23  70 

Kewaskum 

Kewaskum  El.  Lt.  Co 

586  17 

17  65 

18  25 
54  65 

59 

260  76 

315  75 

4  80 

45  25 

34  56 

405  86 

La  Farge 

La  Farge  Elec.  Co 

164  33 

LaValfe 

UValteEIecCo 

51  00 

Lena 

Lena  Elec.  Lt.  A  Pr.  Co." 

67  63 

T/omira 

T/omjrnKI  T.t.  A  ^r  <> 

215  62 

Luck....- 

P.  M.  C.  Pederson  El.  Lt.  PI 

175  00 

Manawa  ... ., 

LitUc  Wolf  River  Lumber  Co 

Mishicot  El.  Lt.  A  Pr.  Co 

511  82 

Mishifot 

N.  Freedom. 

N.  Freedom  El.  Lt.  Co        .... 

38  45 
100  00 

129  85 

Oiiseo 

Oaseo  Elec.  Co.'- 

100  00 
24  93 

200  00 

Oo8tbiirg  .  „. . . 

Arnold  TeRonde  El.  Lt.  PI. 

Oxford 

Oxford  El.  Lt.  A  Pr  Co.> 

Pine  River„ 

Pine  River.  Elec.  Co»< 

86  61 

Port  Edwards 

Nekooea  Edwards  Paper  Co 

Poy  Sippi  Ltg.  A  Pr.  Co.« 

Poy  Sippi 

11  05 

18  78 

322  00 

492  35 

189  65 

629  64 

177  05 

Random  Lake 

Random  Lake  El.  Lt.  A  Pr.  Co 

Rosholt  El.  Lt.  PI 

185  63 

Rosbolt 

Soldiers  Grove..... 

Soldiers  Grove  El.  Lt.  Co 

166  30 

Theresa 

Thiensville». 

Theresa  El.  Lt  A  Pr.  Co 

Thiensville  El.  Lt  A  Pr.  Co 

A.  0.  Dahlberg  Elec.  Co 

Twin  Bluffs  \fill  Pr.  A  Lt  Co 

Geo.  Warren  Co 

Weatboro  Elec.  Lt.  PL 

57  89 
80  00 

25  00 

Trade  Lake. 

Twin  Bluffs 

Warren 

75  00 
310  15 

Westboro 

Wild  Rose 

Roue  Milling  Co  . 

Wilton 

Wilton  Lt.  A  Pr.  Co 

500  00 

Withee 

Withee  El.  Lt  Pl.>« 

Total 

95  73 

87  46 

45  00 

$311,277  93 

$1,100  00 

$7,331  61 

$6,256  71 

$6,752  92 

i  Report  for  six  months  ending  June  30,  1914. 
'  Report  for  year  ending  June  15,  1914. 
>  Depreciation  reserve  fund. 
*  Mortgage  indebtedness. 


•  Report  for  four  months  ending  June  30,  1914. 

•  Report  for  three  months  ending  June  30,  1914. 
'  Balance  sheet  not  avu^able. 

•  RepOTt  for  deven  months  ending  June  30, 1914. 
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PLANTa    BALANCE  SHEET.  JUNE  30.  1914 


LUBILmM 

De6dt 

Total 
Msets 

CapiUl 
stock 

Bonds 

Items 
payable 

ProiMietaiy 
interest 

Surplus 

Total 
liabiliUes 

S10.157  15 

1.107  00 

6.901  94 

4.S98  58 

16.060  77 

2.575  00 
3.109  20 
13.121  59 

5.348  35 

4.062  09 
1.628  45 
1.452  06 
16.075  00 
2.102  00 

5.701  99 
3.055  19 
2,799  42 
9.492  71 
4.581  23 

8.000  66 
5.855  00 
2.741  45 
4.206  53 

12.330  61 
22.124  77 

3,395  97 
11.750  00 

2.714  97 

1.204  58 
12,670  02 
7,997  71 
4.574  05 
3,000  90 

13  883  64 
5.175  00 
5,100  00 

11,668  74 
4.249  30 

8,200  00 
2.350  00 
1.275  00 
2.386  61 
7.443  99 

3,011  05 
3,566  86 
1.822  00 
4,730  92 
6.007  02 

5,100  00 
5,855  00 
7,952  38 
475  00 
2,000  00 

7,000  00 
5,500  00 
1,822  05 

$1,500  00 

300  00 

2.401  94 

■4.248  16 

$8,657  15 
807  00 

$10,157  15 

1 . 107  00 

$4,500  00 

6,901  94 

4,898  58 

4.898  58 

9.60OOO 

sS2,202  61 

16.050  77 

2,575  00 

2,575  00 

3,100  00 

$9  20 
924  86 

63541 

367  98 
278  45 

52  01 
1,075  00 

60  00 

3.109  20 

196  73 

312M 

3.694  11 
200  00 

12,000  00 

13.121  59 

4,500  66 

'5,348  35 

4,062  09 

1.150  00 
1.400  04 

1,628  45 

1,452  05 

«7.000  00 

8.000  00 

16,075  00 

2,000  00 
5,000  00 

42  00 
701  99 

2.102  00 

$633  42 

5.701  99 

3,055  19 

3.055  19 

192  00 

2.500  00 
4,500  00 

299  42 
3.009  95 
2,200  00 

2.799  42 

1.982  76 

9.492  71 

331  23 

2,381  23 

8;666  66 

4.805  00 
1.241  45 

4,581  23 



8.666  66 

800  00 
1.500  00 

250  00 

5.855  00 

2,741  45 

3.000  00 
8.400  00 

870  28 

336  25 

1,789  37 
229  50 
195  97 

4,206  63 

2.141  24 
1.400  00 

12,330  61 

6.000  00 

14.495  27 

22.124  77 

3.200  00 
10.000  00 
2,350  00 

3,395  97 

1.750  00 
300  00 

11.750  00 

64  97 

64  55 

790  61 

1.997  71 

574  05 

23  07 

2,714  97 

1.140  03 

1,204  58 

10.000  00 

.    6.000  00 

4.000  00 

2,500  00 

9,250  00 

1,879  41 

12,670  02 

7,997  71 

4,574  05 

477  83 

4.633  64 
75  00 

3,000  90 

07  58 

13,883  64 

4.000  00 

1,100  00 

5.175  00 

5,i66  w 

7.950  00 

5,100  00 

2,908  64 
2,900  00 

6,700  00 

800  10 

11,658  74 



1.349  30 

1.500  00 

2.350  00 

4.249  30 

8,200  00 

i',27566 

2.300  00 
5.000  00 

3.000  00 

2.350  00 

1,275  00 

86  61 
799  19 

11  05 
307  36 
322  00 
622  58 
790  42 

2.386  61 

1,644  80 

7,443  99 

3.011  05 

293  64 

2.965  86 

3,566  86 

1.500  00 
3.860  00 
5,500  00 

3,000  00 

1.822  00 

348  34 
406  60 

2.100  00 
800  00 

4,730  92 

6.697  02 

67  43 

5.100  00 

4,805  00 

7,952  38 

400  00 

2.000  00 

7.000  00 

250  00 

75  00 

500  66 
1.701  00 

5.855  00 

7.952  38 

475  0) 



2.000  OJ 
7.000  00 

5.000  00 

5.500  03 

121  05 

1,822  05 

11.321  66 

1334,040  83 

1140.435  04 

620.072  89 

$52,287  43 

$103,478  44 

$17,767  03 

$334.04')  83 

*  Report  for  year  ending  June  1.  1914.  "  Report  for  five  months  ending  June  33.  1914. 

•  Eoport  for  four  and  one^ulf  months  ending  June  39. 1914.  ><  R^xirt  for  nine  months  ending  June  30.  1914. 

^  R«port  for  eight  months  ending  June  30. 1914.  »  Report  for  six  and  one^ialf  months  ending  June  30.  191'. 

»  Report  for  serea  months  ending  June  30. 1914.  >»Report  for  ten  months  ending  June  30. 1914. 
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Report  of  Railroad  Commission 

CONDENSED  FORM  OF  REPORT.    MUNICIPAL  PLANTS. 


Italic  figures  denote  deficits 


Location 


NAm  OP  COMPANT 


Arprle 

Bdiftont 

Benton. 

Blair 

Blanchardrille 

Brown  tomL 

Colby 

Grant«burK 

Greenwood. .. 
Basel  Green. .. 

Independence 

Loyu  

Merrillan 

Monticdlo 

NorwBlk 

Reedsville 
South  Wayne 
Whitehall 
Wonewoc 


Municipal  Electric  Light  Plant.. 


TotaL„. 


Municipal 

street 

lighting 

earnings 


1984  00 


240  00 
870  00 

278  34 
2,071  80 

780  00 
1,200  00 


800  00 

801  72 
275  00 

1.000  00 
208  33 

074  00 


586  40 
1.000  00 


$12,129  50 


Other 
earnings 


12,382  70 
1,282  10 
2,468  05 
1,866  43 
4,407  74 

732  17 
1.080  00 
2,466  55 
1.000  10 
2.212  86 

1.658  04 
2,322  71 
1.608  03 
2.085  00 
265  81 


008  51 
2.376  37 
2,271  64 


136,064  77 


Total 
earnings 

from 
operation 


$2,382  79 
2,266  10 
2.468  05 
2.106  43 
6.277  74 

1.010  51 
3.161  80 
3.246  55 
3,100  10 
2,212  86 

2,458  94 
3.124  43 
1.883  03 
3.086  09 
534  14 

1.843  88 

008  51 

2.061  77 

3,271  64 


$48,104  36 


CONDENSED  FORM  OF  REPORT.    MUNICIPAL  PLANTS. 


Nams  op  CoMPAirr 

Aassn 

Location 

Cost  of 

plant  close 

of  year 

Treasury 
securities 

Cash  on 
hand 

Items 
receivable 

Argyle 

Bemnont 

Municipal  Electric  Light  Plant 

$15,000  00 
11.658  44 
5.052  62 
5,684  34 
13,098  76 

3,600  00 
6.000  00 
11,674  57 
25.751  87 
1,892  74 

8.500  00 
9,524  00 
6,761  17 
12,139  62 
8,051  48 

6,950  00 
1.500  00 
5.585  65 
11.571  8.) 

$169,9J6  U6 

$628  16 
177  64 

Benton 

Blair            

"       "     "    "  ::.:::::.. 

BlanchardviUe 

000  20 

296  85 
161  8D 

$364    86 

Browntown 

::::::;:::::;:::;:: : 

Colby 

<•                                 11                        M                    •< 

Grantsburg 

Greenwood 

Hazel  Green 

Independence 

Loyal 

•  <                                 ••                        ••                   •• 

110  35 

"                                 •■                        ••                    ••         .. 

1.194  05 

"                                 "                        "                    ••         

132  80 

MfrrilUn 

1.603  68 

76  15 

Monticdlo 

"                                 ••                        "                   "         1 

TolaJ 

Norwalk. 

Reedsville 

153  88 

South  Wayne   . 

WhitfhaU 

733  67 

Wcn3woc 



$4,664  97 

$1.878  21 

'  Report  for  5 1  months  ending  June  30,  1914. 
Paid  by  municipality. 


Digitized  by 


Google 


Statistics — Financial — Ei,ectric 

INCOME  ACCOUNT.    YEAR  ENDING  JUNE  30.  1914 


341 


T«hor 
upense 

Matmab 
and  other 
expeDSM 

ToUl 
operating 
expenses 

Net 
earnings 

fn»n 
operation 

Interest 

on  funded 

debt 

Other 

deductions 

from  net 

caminffs 

Total 
deductions 

Surplus 
or  deficit 
for  year 

$996  85 

$757  78 
1,278  46 
2.025  08 
1.483  10 
3.334  03 

812  25 
1,466  55 
1.857  38 

466  39 
1.606  94 

1,955  18 
2,462  04 
1,233  72 
2,106  82 
456  69 

770  00 
1,308  71 
1.706  50 
2.439  95 

$1,754  63 
1.878  46 
2,154  75 
1,982  10 
4.203  03 

1.392  25 
2,330  55 
2,972  48 
1,696  39 
1.906  94 

2.590  78 
3.374  64 
2,083  93 
2,819  32 
582  52 

1,550  00 
1.848  71 
2.428  10 
3,098  45 

$628  16 

387  64 

313  30 

124  33 

1,074  71 

t81  74 
821  25 
274  07 
1,403  71 
305  92 

131  84 
tso  tl 

tOO90 

1,165  77 

48  S8 

293  88 
940  to 
533  67 
173  19 

$628  16 

600  00 
129  67 
500  00 

$175  00 
57  75 

$35  00 
150  00 

$210  00 
207  75 

177  64 
105  55 
124  33 

069  00 

308  00 

186  00 
84  00 

308  00 

186  00 
84  00 

766  71 

480  00 

467  74 

864  00 

737  25 

1.115  10 

274  07 

1,230  00 

353  00 
207  75 

350  00 
307.75 

1.053  71 

300  00 

98  17 

635  60 

ISl  84 

912  60 

313  62 

313  62 
374  36 
300  00 

140  00 

663  83 

850  21 

374  36 

576  t6 

712  50 
125  83 

300  00 

865  77 
48  38 

780  00 

140  00 

153  88 

540  00 

940  to 

721  60 
658  50 

175  do 

176  do 

533  67 

1  81 

$13,121  46 

$29,426  57 

$42,548  03 

$5,646  33 

$2,297  12 

$550  36 

$2.856  48 

$2,789  85 

BALANCE  SHEET.    JTUNE  30.  1914 


LuBiUTua 

MaC<riaIs 
and 

2^ 

Deficit 

Total 
assets 

Bonds 

ItenM 
payable 

City 
equity 

Surplus 

Total 
liabUitiflS 

$15,638  16 
11.961  53 
5.052  62 
5.874  34 
14.795  91 

4,277  74 
6.000  00 
12,347  49 
27,242  77 
2.119  79 

8,850  00 
10.113  96 

8.800  00 
15.293  51 

8.257  08 

7.203  88 
1,500  00 
6.319  32 
11.697  61 

$10,440  00 
3,500  00 
1.500  00 

$4.560  00 
8,461  53 
3,552  62 
5.417  76 
4,871  83 

4.277  74 
3,600  00 
4,170  49 
8.242  77 
331  04 

8,529  39 

4,600  do 

8,316  31 
1,757  08 

3.450  00 
1.500  00 
5,435  55 
7.697  61 

$628  16 

$15,628  16 

$125  45 

11,961  53 

5.052  62 

190  00 

456  58 
766  71 

5,874  34 

423  00 

8,300  00 

2,400  do 
8.000  00 
10.000  00 
1.788  75 

$357  37 

14,795  91 

310  00 

$467  74 

4.277  74 

6.000  00 

562  57 

177  00 
9,000  00 

12.347  49 
27.242  77 

65  25 

2.119  79 

350  00 

320  61 
1.182  58 

8.850  00 

457  16 

i.9«2  68 

8,513  18 

418  20 
4.300  00 

10.113  96 
8.800  00 

1.550  31 

5,500  00 
6.500  00 

3,500  00 

4.doo  do 

1,477  20 

15.293  51 

305  60 

101  81 

8.257  08 

100  00 

253  88 

7.203  88 

1.500  00 

25  00 

883  77 

6,319  32 
11.697  61 

$4,364  34 

$2.532  23 

$183,335  71 

$74,441  93 

$14,252  57 

$88,671  72 

$5,969  49 

$183,335  71 

*  Report  for  year  anding  August  1,  1014. 
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lUdic  fiinircs  denote  defioita. 


Report  of  Railroad  Commission 

incomplete  reports.  income 


Location 

Name  or  Company 

Total 
operating 
revenuea 

Total 
oporatiiig 
expeoMS 

Net 
<>pentiiig 
rerenues 

CaMvUle 

Delafield 

Mun.  Elec.  Lt.  Plant 

Nanawioka  Roller  Millii..„ 

Davis  MiU  Co 

Martintown  El.  Lt.  A  Pr.  Co 

Aklcy  Land  Co 

$2.630  77 

600  00 

4,836  13 

180  00 

$840  00 

425  00 

2,094  90 

190  00 

$1,790  77 
175  00 

Galeevaie 

MftrtintowD  .  . 
Milwaukee  . 

2,741  28 
WOO 

Oconto  Falls 

Mun.  El.  Lt.  Plant „. 

3,005  78 
2,792  40 
1,002  00 
2.336  90 
33  00 

4.223  65 
765  50 

4,336  18 
2.234  07 

760  00 
2.044  11 

200  00 

3,233  07 
580  76 

USSO  40 

Prairie  du  Sac. 
Scandinavia. 
SheU  Lake 
Slades  Corners 

Thorp 

Wyocena 

Prairie  du  Sac  El.  Lt.  Plant...„ 

Mun.  Elcc.  Lt.  Plant  

Mun.  Elec.  Lt.  Plant ^ 

Paul  J.  Sauer ^ 

Mun.  Elec.  Lt.  Plant 

Columbia  Co.  Elec.  Co..> 

558  33 
242  00 
292  79 
167  00 

990  58 
175  74 

BALANCE  SHEET 
As 


Location                 Nam*  of  Company 

i 

Cost. 

peginning 

of  year 

ConstrucUon 
and  equip- 
ment ourrwt 
year 

TreMury 
aeouritki 

Retenre 

aodspeobl 

fund 

avets 

Casiville              Mun.  Elec.  Lt.  Plant 

$2.500  00 

15.800  00 

2.000  00 

290.333  61 

600  00 
1.100  00 

$if99  80 

GaleaviBe            Davis  Mill  Co       

Martintown.        Martintown  EL  Lt  t  Pr.  Co 

Milwauk4M>           Akl^  T^nd  C'n 

Oconto  Falls Mun.  EL  Lt.  Plant^ — 

Scandinavia.        Mun.  Elec.  Lt  Plant 

Shdea  Comers     PaulJ.  Skuer 

Lu 


Nami  op  Company 

Capital  LiABiuma 

Rbbbbti  LuBiLmu 

Location 

Capital 
stock 

Funded 

renrve 

Speoud  renrve 
BabOitM 

CassviUe. 

Mun.  Elec.  Lt  Plant 

$3,500  00 

Gale8ville...„  .. 

Martintown. 

Milwaukee.. 

Davis  Mai  Co 

Martintown  El.  Lt.  A  Pr.  Co 

AkleyLandCo 

Mun.  Efcjc.  Lt  Plant» „ 

Mun.  Elec.  Lt  Plant 

PaulJ.Skuer...... 

$8,000  00 

iwlbooob 

$1,091  47 
73,233  90 

$633  43 
1,500  00 

Ooonto  Falls 

Scandinavia..... 

1 

"•■"-• 

^  Included  in  report  of  water  plant 
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ACCOUNT.    YEAR  ENDING  JUNE  30,  1914 


Non- 

Gross 
income 

DroucTiONB  Fbom  Gsosb 
Incoiub 

Total 

Net 
mcome 

Dispo- 
sition of 

net 
income 

<>penting 
revenues 

Interest 

on 

funded 

debt  and 

real  estate 

mortgages 

Interest 

of 

Boating 

debt 

Miscel- 
laneous 
deductions 

Surplus 

$1,790  77 

175  00 

2,741  23 

WOO 

24,350  00 

1,580  40 
558  33 
242  00 
292  79 
167  00 

990  58 
175  74 

$1,790  77 

175  00 

2,261  23 

10  00 

11,200  83 

1,SS0  40 
558  33 

eos  00 

292  79 
167  00 

990  58 
175  74 

$1,790  77 
175  00 

$480  00 

$480  00 

2.261  23 
10  00 

924,350  00 

$13,149  17 

13, 149  17 

11.200  83 

USS0  40 
558  83 

$445  00 

445  00 

tOS  00 

292  79 

197  00 

990  58 

1 

176  74 

1 

JUNE  30.  1914 

BBTB 


CuBBBNT  Aasns 

Prepaid 
accounts 

Open 
accounts 

Deficit 

Caah 

Notes 
and  bins 
receivable 

Accounts 
receivable 

Material 

and 
supplies 

Miscel- 
laneous 

Total 

assets 

$200  00 

$160  00 

$2,860  00 



$190  90 

16,790  70 

2,000  00 

$2,570  56 

••"'"••""•"•■•• 

24,172  00 
25  00 

$579  17 

817,655  34 

100  00 

20  00 
100  00 





745  00 

1,200  00 

Accrued 
liabilities 

Open 
accounts 

Proprietary 
interest  or 
city  equity 

Surplus 

Notes  and 

Accounts 
payable 

Misoel- 
kmeouB 

Total 
liabiUties 

$3,500  00 

$4,000  00 

$1,966  00 

$1.099  80 

16,790  70 

$2,000  00 

2,000  00 

182,921  44 

317,655  34 

$67  00 

678  00 
1,200  00 

745  00 

1,200  00 
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Report  of  Railroad  Commission 


Italic  figures  denote  droits. 


Statistics  of  Public  Utilties — 

CLASS  A.    INCOME  ACCOUNT. 


Location 

NaMX  or  COMPANT 

Total 
operating 
revenues 

Total 
operating 
expenses 

Net 
operating 
revenues 

Non-oner- 
ating  reve- 
nues 

Gross 
income 

Apoleton 

Wis.  Tr.  Lt.  Ht  A  Pr.  Co 

Ashland  Lt.  Pr.  4  St.  Ry.  Co. 

BeloitW.GasAElecCo 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co. .. 
Eau  Claire  Gas  Lt.  Co 

1130,373  93 
19,673  85 
85,509  17 
13,067  85 
80, 131  69 

102,651  14 
94,546  27 
88, 179  30 
123,858  16 
136,448  20 

214,423  98 
66,220  89 
20, 197  25 
2,576,510  98 
147,853  81 

415,707  13 
87,343  41 
88.524  11 
44,024  59 
49,649  05 

$96,440  92 

17,731  97 

52,355  39 

8,876  18 

69,092  83 

74,910  71 
81,035  91 
63.569  01 
78, 549  83 
119,646  07 

152,294  53 
53,654  12 
18,314  49 
1,568,366  12 
122,724  49 

308,152  43 
68.741  68 
63.311  91 
36,331  32 
44,568  78 

$33,933  01 
1,941  88 

33, 153  78 
4,191  67 

30,038  86 

27,740  43 
13.510  36 
24.610  29 
45,308  33 
16,803  13 

62, 129  45 

12,586  77 

1,882  76 

1,008,145  86 

25,129  32 

107,554  70 
18,601  73 
25.212  20 
7,693  27 
5,000  27 

$4.128  31 

328  64 

961  28 

285  59 

5.773  16 

4,990  75 
3,110  65 
1,928  67 
1,230  46 
1,476  52 

2,083  22 

686  78 

880  63 

57,648  20 

5,834  55 

3,685  12 

2,845  02 

403  26 

786  89 

980  98 

$38,061  32 

Aahland 

2,270  52 
34,115  06 

4,477  26 
36,812  02 

Beloit 

Chippewa  Fls... 
Eau  Claire 

Fond  du  Lac  . 
Green  Bay.... 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wis.  Public  Service  Co 

32,731  18 
16.621  01 

Jan«viUe^ 

Kenosha 

La  Crosse 

Madison 

New  Gas  Light  Co 

Wi8.GasAElec.Co 

La  Crosse  Gas  A  Elec.  Co 

Madison  Gas  A  Eleo.  Co 

Manitowoc  Gas  Co 

26.638  96 
46,638  79 
18,279  65 

64,212  67 
13,263  65 

Marinette 

MUwaukec 

OBhkosh...„ 

Racine 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee  Gas  Light  Co 

Oshkoeh  Gas  Light  Co 

Wis.  Gas  A  Elec.  Co 

2,763  29 

1.066  794  06 

30,963  87 

111,139  82 

Shebo/gan. 

Watertown...! 
Wausau  . . 

Sheboygan  Gas  Light  Co 

Superior  W.Lt.  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co 

Wausau  (xas  Co 

21.446  76 
25,615  46 
8,480  16 
6,080  25 

Total 

$4,584,894  76 

$3,079,656  69 

$1,505,238  07 

$99,967  68 

$1,606,195  66 

Italic  figures  denote  credits. 


CLASS  A.    DETAILED  OPERATING  REVENUES. 


Location 


Nahs  or  Company 


Commercial 
earnings 


Industrial 
earnings 


Aoi^eton  

Ashland. 

Beloit 

Chippewa  Fls., 
Eau  Claire 

Fond  du  Lao... 

Green  Bay_ 

Janesville. 

Kenosha 

La  Crosse 

Madison 

Manitowoc 

Marinette 

Milwaukee 

Oahkosh..  ..... 

Racine 

Sheboygan  

Superior 

Watertown  . 
W 


Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  A  St.  Ry.  Co. 

Beloit  W.  Gas  A  Elec.  Co 

Chip.  VaL  Ry.  Lt.  A  Pr.  Co 

Eau  Claire  Gas  Lt.  Co 


Eastern  Wis.  Ry.  A  Lt.  Co 

Wisconsin  Pubhc  Service  Co. . 

New  Gas  Light  Co 

Wis.  Gas  A  Elec.  Co 

La  Crosse  Gas  A  Elec.  Co 


Madison  Gas  A  Elec.  Co 

Manitowoc  Gas  Co 

Men.  A  Mar.  Lt.  A  Tr.  Co... 

Milwaukee  Gas  Light  Co 

Oahkosh  Gas  Light  Co 


Wis.  Gas,  A  Elec.  Co 

Sheboygan  Gaa  Light  Co. 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co. 
Wausau  Gas  Co 


$99,769  82 
19,673  86 
76,961  52 
13,067  86 
68,261  12 

74,877  06 
S68,609  83 
S87,999  30 
108,115  21 

98,645  39 

206,020  06 

43,319  78 

14,720  44 

2,118,239  37 

109,276  81 

230,164  98 
61,824  84 
85,192  41 
33,325  30 
37,607  18 


$5,603  30 

164  67 
15,614  29 

6,830  13 
1.684  87 

173,658  99 

18,232  25 
1,829  69 
2.760  24 
1,612  18 


Total 


$4,684,894  76 


$227,890  61 


*  Includes  $2,944.80  Contractual  fund  requirements  and  $786.84  Amortisation  reserve  requirements, 
s  Gas  used  by  company. 
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1.  Financial — b.   Gas 

YEAR  ENDING  JUNE  30,  1914 


Dkductions  from  Oboss  Inoomi 

Net 
income 

DiflPosmoN  OF  Net  Incomb 

Interest 

on  funded 

debt 

Interest 

on  floating 

debt 

MisoeUan- 

eous  d^luo- 

tions. 

Total 

Other 
Dividends    paymenta 
1  from  net 
1    Income 

Total 

Surplus 

$20,088  00 

$1,031  19 

672  96 
1,340  86 

1,338  83 
1,420  05 

1,380  00 
1,915  64 
573  56 
3,110  80 
1. 128  32 

4,010  48 
760  00 

4,057  56 
6,809  60 

$20,088  00 
6,075  00 

15,948  23 
2,015  00 

13,565  20 

22,626  89 
32.646  70 
11,450  00 
16,336  83 
21.652  81 

21.915  44 

14.040  54 

1.456  27 

320.300  80 

18,728  32 

46,010  48 
13,126  68 
17.912  94 
8,286  72 
18,026  29 

$17,973  32 

s,m  48 

18,166  83 
2,462  26 
22,246  82 

10, 104  29 
16,025  69 
15,088  96 
31,201  96 
5,  .175  16 

42,297  23 

786  99 

1.307  02 

745,403  26 

12,235  55 

65,129  34 

8,320  07 

7.702  52 

103  44 

11,946  04 

$4,716  89, 

2,480  00       $109  75 
2,160  00; 

10,585  00 

1^500  00 .;;!;.".!" 

13,580  001  

30,450  00' 

$4,716  89 

12. 250  00 
2.589  75 
2,160  00 

10,585  00 

121500  00 
13,580  00 
30.450  00 

$13, 256  43 

6,075  00 
15,948  23 
2,015  00 

3,804  48 

5,916  83 

1S7  49 

12,534  01 
22,063  93 

20,086  82 
480  71 

31,2M84 
11,450  00 
14,000  00 

16,025  69 
2,688  96 
17,621  96 

19,418  76 

$814  00 
34  82 

SS,8tS  16 

20.500  62 

1 

42,297  23 

12, 125  00 

1,134  00;'!""!""!!""!' 

1,134  00 
400,000  00 

40, 740  00 
7,500  00 

786  99 

882  71 

173  02 

317,280  00 

400,000  001 

345,403  26 

17.600  00 
42.0QO  00 

40,740  Oo' 

12,235  55 
24,389  34 

12,366  68 
14. 181  30 

'$3,731  64 

7,600  00 

1 , 

820  07 
7,702  52 

4,229  16 

4,000  00. 

4,000  00 

S,806  66 

11,216  69 

11,946  04 

$607,281  93 

$29,456  76 

$4,580  46 

$641,299  14 

$963,896  51 

$542,095  8ft      $109  75 

1 

$542,205  64 

$421,600  87 

YEAH  ENDING  JUNE  30.  1914 


Power 
ctfmngB 

Municipal 
contract 
lighting 
earnings 

Sales  of 

gas  to 

other  public 

utilities 

Net  earn- 
ings from 
residuals 

Miscellaneous 

earnings        '           Total 

from                   operating 
operation                revenues 

$30,614  11 

!           $130,373  93 

!               19,673  85 

)$144  64 

$1,899  36 

900  35 

21,870  57 

27.664  59 

26,672  23 

180  00 

128  66 

37,687  47 

953  82 

19,607  72 

5,476  81 

177,663  23 

38,534  50 

170.017  51 
22.099  81 

7.257  11 
12.041  87 

85,509  17 

13,067  85 

80,131  69 

$109  50              102,651  14 

99  54                94,546  27 

88, 179  30 

)             123,858  16 

215  34|             136,448  20 

486  19 

469  05 

46,54842 

133  78             214,423  98 

1,230  47 

9  00                66,220  89 

25,775  72 

$34,064  03 

20. 197  25 
561  22          2,576,510  98 
42  50              147.853  81 

6,261  97 

1 
8,959  6S              415,707  13 

857  39 

731  68                87,343  41 

571  46 

1,830  00 

'                88,524  11 

I               44,024  59 

49,649  05 

135,327  84 

$35,894  03 

$48,916  83 

$598,370  36 

%7,067  Oi        $4,584,894  76 

'  Indodei  iDduftrial  and  poner  earnings. 
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CLASS  A.    DETAILED  OPERATING 

PBODUOnOM — 


NaMB  OV  CoifPANT 

Opib 

Location 

Superin- 
tendence 

Retort  house 
labor 

Purifying 
Ubor 

Misoellane> 
ouaUbor 

Coal 
earbooiied 

Appleton 

Wis.  Tr.  Lt.  Hi.  A  Pr.  Co. 

$624  61 
693  70 

3,084  65 
995  00 

1,047  59 

I  2,617  92 

280  02 

3,176  71 

2,220  00 

3,531  69 

1,008  31 
542  48 
37  50 

$7,304  02 
3,665  47 
5. 141  29 
6,698  31 

10,467  03 

5,106  63 
2,404  47 
21,489  21 
10,207  49 
31,253  29 

7,275  01 
3.768  77 
3,086  70 

$212  19 
122  90 
246  53 
306  74 
274  96 

146  26 
297  16 

3,484  61 
519  33 

1,073  01 

786  49 
159  60 
231  08 

$146  50 

198  96 

253  55 

84  79 

1, 157  65 

67  76 
32  37 

7,579  81 
36  85 

1,136  03 

500  32 
324  95 
149  50 

$30,023  65 

Eau  Claire 

Eau  Claire  Gaa  Lt.  Co 

19,038  07 

Fond  du  Lac 

Green  Bay 

U  Croeae 

Manitowoc 

Marinette 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wiaconain  PubUc  Service  Co 

La  Crosse  Gaa  k  Elec.  Co 

Manitowoc  Gaa  Co. 

Men.  k  Mar.  Lt.  4  Tr.  Co 

24, 175  57 
26.906  89 
45,967  83 

17,963  51 
5,801  30 

Milwaukee 

Milwaukee  Gaa  Light  Co 

163, 125  93 

Oshkosh 

Racine 

Sheboygan 

Watertown . .. 

Oshkosh  Gaa  Light  Co 

Wisconsin  Gas  k  Elec.  Co 

Hheboygan  Gaa  Light  Co 

Watertown  Gaa  k  Elec.  Co 

43,325  97 
154,347  48 

25.564  97 
14,412  91 

Wauaau 

Wii^imu  Om  C-o 

14,712  70 

Total..™ 

$19,860  18 

$117,867  69 

$7,860  86 

$11,659  04 

$586,265  78 

Nami  or  Company 

Cm 

Location 

Superin- 
tendence 

Generator 
house  labor 

Purifying 
labor 

MisoeQane- 
oua  labor 

Steam  for 
geDerating 
water  gaa 

Apnieton 

Ashland. 

Beloit 

Wis.  Tr.  Lt.  Ht  4  Pr.  Co 

Ashland  Lt.  Pr.  A  St,  Ry.  Co 

Beloit  W.  Gas  k  Elec.  Co    

$318  00 

1,200  00 

484  71 

75  00 

H27  06 

1,246  79 
4  75 

111  91 
2,687  27 

138  09 

$437  85 

943  92 

2,171  90 

755  03 

1.935  88 

402  26 

537  23 

2,898  96 

1,077  64 

$23  33 
34  14 
358  88 

118  91 

86  76 

400 

504  13 

•$985  26 
167  30 

789  36 

57  01 

600 

2.707  26 

920  02 

$943  30 
1,861  74 
2,564  06 

Chippewa  FIs. 
Fond  du  Lac ... 

Janesville 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

Eastern  Wis.  Ry.  k  Lt.  Co 

New  Gas  Lirfit  Co 

125  41 
4,035  31 

Kenosha ..._ 

La  Crosee... 

Wis.  Gaa  k  felec.  Co 

La  Crone  Gas  k  Elec.  Co  . 

564  22 

717  00 

Madison. 

Milwaukee 

Madison  Gas  A  Elec.  Co 

MUwaukee  Gaa  Light  Co 

4.007  28 
430  02 

Sheboygan  .. 

Sheboygan  Gas  Light  Co 

Total 

$6,693  58 

$11,160  57 

$1,030  15 

$5,638  10 

$15,249  02 

>  Superintendence  of  aU  kinds. 

s  BoOer  fuel 

'  Includes  $42.09  enricber 
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EXPENSES.  YEAR  ENDING  JUNE  30.  1914 
Coal  Gab 


AtlON 

Maintenance 

Bench 
fad 

Steam 

Retort 
house 8UD- 
plicsand 
exDenaes 

Coal  gas 
punfymg 
miDphes 
and  ex- 
penses 

MisceUan- 
eous  coal 
Rassup- 
plies  and 
expenses 

Total 
opera- 
tion 

Of 
benches 

Of  coal  gas 
apparatus, 
building, 
fixtures 

and 
grounds 

ToUl 
main- 
tenance 

Total 

coal  gas 

production 

$6,424  66 

$2,902  69 
1.709  92 
1,777  55 
1,321  08 
5,257  96 

S1.021  26 
H14  89 
9,288  76 
3.130  81 
3.643  07 

2.898  63 

*766  65 

2.117  85 

$154  25 
474  49 
309  24 
242  81 
791  86 

316  19 

65  03 

2,699  62 

439  52 
2,487  87 

266  79 
206  93 
408  05 

$211  21 
209  44 
355  47 
432  77 
24  50 

185  83 
111  43 

2,114  84 
480  00 

2,389  43 

705 

$269  91 

384  32 

920  83 

907  57 

1,270  17 

966  53 

389  05 

9,672  67 

1.226  56 

3,704  46 

144  73 
313  70 
490  40 

$49,172  69 
31,546  61 
43,342  91 
45,254  85 

73.594  42 

31,674  22 

11.595  26 
249,723  59 

69,552  15 
237,227  83 

43,681  42 
23,108  22 
24,304  75 

$49, 172  69 
32.923  12 
45,251  57 
48. 131  27 
76,758  49 

34.300  57 
12.354  32 

275,869  34 
73,994  77 

243,581  39 

45,017  74 
23,474  25 
25,334  34 

5.049  34 
7.078  23 
7.358  89 
7»334  87 

3.292  33 
1.799  54 

27.091  43 
7.965  62 

33.661  50 

5.229  12 
2.612  23 

$1,154  33 

879  21 

1,912  98 

2,708  63 

1.603  64 

382  08 

11,563  83 

3.400  42 

457  29 

822  12 

15  42 

481  58 

$222  18 

1,029  45 

963  44 

455  44 

1,022  71 

376  98 

14,581  92 

952  20 

5,896  27 

514  20 
350  61 
548  01 

$1,376  51 
1, 908  66 
2, 876  42 
3, 164  07 

2,626  35 
759  06 
26, 145  75 
4,442  62 
6,353  56 

1,336  32 

366  03 

1,029  59 

2,913  79 

157  18 

$117,811  55 

$36,251  12 

$8.862  65 

$6,679  15 

$20,660  90 

$933,778  92 

$25,471  53 

$26,913  41 

$52,384  94 

$986,163  86 

Watkb  Gab 


ATION 

Maintenance 

Geoerator 
fuel 

Enrkher 

Water  gas 
generator 
house  sup- 
plies and 
expenses 

Water  gas 
purifying 
supplies 
and  ex- 
penses 

St^am 

Miscellan- 
eous water 
gas  suD- 
plies  and 
expenses 

Total 
operation 

Of  water 

gas 
apparatus 

Of  water 
^  build- 
mgs,  fix- 
tures and 
grounds 

Total 
water  pa 
production 

$1,747  94 

$3.359  70 
4.205  63 

11.706  63 
2.318  93 
2.273  62 

12.449  99 
2.012  20 
2,532  10 

30.736  39 
4.481  87 

$9  17 
40  99 

$49  76 

$99  24 

507  71 

30 
615  86 

431  29 

46  63 

5  25 

1,879  95 

23  62 

$6.988  38 
11,230  13 
27.087  92 
5. 298  31 
4.897  45 

30,250  17 
5,016  14 
5,368  23 
72,565  80 
11,308  79 

$6,988  38 
11,415  43 
27,657  61 
5,477  69 
4,897  45 

31,970  78 

5,537  36 

5,633  07 

80, 102  91 

12,775  47 

18  65 

2,943  71 
8,408  78 

$177  97 
454  06 
107  90 

$7  33 
115  63 
71  48 

1,665  90 

31  08 

159  36 

323  81 
37  85 

1,073  93 

$506  98 
188  09 

8,828  63 
1.576  65 
1.450  94 

90  20 
39  72 
3  80 
764  83 
403  11 

1,384  24 
338  80 
264  59 

6,457  63 
997  36 

18  65 

336  37 

182  42 

25 

1,079  48 

469  32 

24.804  75 
3.221  85 

568  45 
61  43 

1.206  54 
549  74 

$55.723  06 

$76,077  06 

$1,382  90 

$1,200  66 

$2,451  35 

$3,409  85 

$180,011  32 

$10,201  20 

$2, 262  28 

$192,474  80 

*  Inchidcfl  $93 .  18  enricher. 

*  Blast  motor. 

*  Indodes  generator  house  and  purifying  labor. 
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CLASS  A.     DETAILED  OPER 


Nams  of  Company 

Pboouctiok— 

Location 

OPRKATION 

Superin- 
tendence 

Purify- 
ing 
labor 

Miscel- 
laneous 
labor 

Crude  gas 
purchased 

Purify. 

plies  and 
expenses 

Steam 

Appleton 

Wis,  Tr.  Lt.  Ht.  A  Pr.  Co 
Ashland  Lt.  Pr.  A  St.  Ry.  Co 
Beloit  W.  Gas  A  El.  Co 

Chin.  Val.  Ry.  Lt.  A  Pr.  Co 

Eau  Claire  Gas  Lt.  Co 

Eastern  Wis,  Rv.  A  Lt.  Co  



Beloit 

Chippewa  Falls 
Eau  Claire 



Fond  du  Lac 

Green  Bay 

1124  32 

$25;49i5  46 

*$2.38i06 

Janeeville 

New  Gas  Light  Co 

Kenosha 

LaCroflBB 

Madison      .... 

Wis-GasARlecCo 

La  Crosse  Gas  A  Elec.  Co 

Madison  Gas  A  Elec.  Co  .  . 

»$1. 102  69 

$2  13 
7, 468  27 



$208  03 

Manitowoc 

Manitowoc  Gas  Co 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee  Gas  Light  Co 

13,166  33 

345  00 

$14,614  02 

Marinette 

6, 106  50 

Milwaukee 

»t247  10 

453.245  27 

14.038  15 

Oihkoah 

Oshkosh  Gas  Light  Co 

Racine 

Wisconsin  Gas  A  Elec.  Co 

Sheboygan  Gas  Light  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watcrtown  Gas  A  Elec.  Co 

WausauGasCo      

Total 

Sheboygan 

Supenor 

lisd?  21 

35^231  92 

194  76 

Watcrtown 

Wauaau 

$7,470  40 

$10,878  63 

$513.972  65 

$8,487  56 

$14,440  93 

iC<^eeting  and  pumoing  purchased  gas  labor. 

'Inoludea  $2,253.55  Dower  for  puminng  and  $19.40  enri^ho*. 
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ATING  EXPENSES,  19l4-€oiitinued 


Gas  Pubchaud 

Total  cost 
of  produc- 
tion 

Lew  gas 

used  by  Co. 

and  in  holder 

MAINTBNANCB 

Total 
purchased 

Net  cost 
of  produc- 

Miae.our- 
ehMedgu 

sopolia 
and 

ezpeiues 

Total 
operation 

Ofour- 
chasedgas 
aDoaratuB 

Of  pur- 
chased gas 
buildings. 

fixture 
andgrou'ds 

Total 
main- 
tenance 

tion 

$66, 161  07 

11,415  43 

•     27,657  61 

6,477  69 

32,923  12 

50, 149  02 
48. 131  27 
31,970  78 
35,013  96 
82.391  56 

80,102  91 
34,300  57 
12,354  32 
801,125  38 
73,994  77 

243,581  39 
45,036  39 
37, 726  87 
23,474  25 
25,334  34 

$316  54 

$55,845  53 
11,415  43 

11  57 

27,657  61 

5,477  69 
32,923  12 

60. 149  02 
48, 131  27 
31,959  21 
35,013  96 
82,391  56 

80, 102  91 

t79  iiz 

S29.392  81 

173  98 

$981 

$8379 

$29,476  60 

5,786  98 

•26,228  90 

170  70 

34,300  57 
12,354  32 

667,161  99 
37,396  87 

4,661  20 

667  38 
330  00 

6,328  58 

330  iio 

512,480  57 
37,726  87 

3,880  37 
117  99 

795,338  40 
73,994  77 

217,352  49 
45,036  39 
37,726  87 

23,303  55 
25,334  34 

--   

W.  077  48 

$873,941  67 

14.735  18 

$1,007  19 

$6,742  37 

$579,684  04 

$1,758,322  70 

$32,513  69 

$1,725,809  01 

•C25.495.46  apportioned  to  Kenoaha;  $733.44  used  by  company. 
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Report  of  Railroad  Commission 


Italic  figures  denote  credits. 

CLA 

S8A.    DETAILED  OPER 
Dianu 

NaIOE  or  COUPANT 

Opkration 

Location 

Supointen- 
enoe 

Labor  re- 
moving   and 
resetting  me- 
ters 

S^eetdepartr 
ment  labor 

Meter  and  fit- 
tings deoart- 
ment  labor 

Customers 
premises 
expenses 

Appleton 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

$384  37 

161  70 

399  28 

80  26 

461  78 

386  82 
636  62 
451  85 
957  94 
697  16 

1,840  09 

335  24 

69  89 

11,428  02 

736  26 

739  62 

756  08 

1,038  32 

130  28 

$63  22 

$549  21 
40  46 
942  36 

$2,256  64 

Aihlind, 

AshUnd  Lt.  Pr.  &  St.  Ry.  Co 

Bcloit  W.  Gas  A  El.  Co 

Chip.Val.Ry.Lt.4Pr.Co 

Eau  C!airc  Gas  Lt.  Co 



$394  46 
75  00 

164  28 

Bcloit 

1,332  60 

Chippewa  Fla.  ... 
Eau  Claire 

46  56 
797  60 

74  66 

906  36 

1,699  08 

301  22 

72  47 

2,396  70 

31  30 

91  46 

16,923  86 

86  07 

1.086  09 

49  32 

435  47 

37  19 

520  32 

240  75 

605  16 

253  11 
189  56 
90  48 
16  64 
889  87 

1,040  78 

314  34 

Pond  du  Iao 

Green  Bay 

Eastern  Wis.  Ry.  t  Lt.  Co 

Wisconsin  Pubhc  Service  Co 

620  10 
2,224  33 

Jane«viUe 

New  Gas  Light  Co 

1,340  33 

Kenosha      .  . 

Wis.  Gas  AElec.  Co. 

1,418  46 

La  Crosse 

Madison. 

U  Crosse  Gas  A  Elec.  Co 

Madison  Gas  A  El.  Co 

Manitowoc  Gas  Co 

Men.  4  Mar.  Lt.  &  Tr.  Co 

MUwaukee  Gas  Light  Co 

Oshkosh  Gas  Light  Co 

Wisconsin  Gas  A  Elec.  Co 
Sheboygan  Gas  Light  Co 

SuDerior-W.Lt.APr.Co 

Watertown  Gas  A  EI.  Co 

Wauaau  Gas  Co 

2,583  04 
3,656  97 

Manitowoc 

194  86 

Marinette 

MUwaukee 

Oshkosh  

$1 

41  63 
6,964  41 

305  60 

21,531  91 

895  56 

Racine 

Watertown 

Wauaau 

592  50 

68 

2,967  53 

2.686  16 

84  06 

430  37 

472  18 

994  07 

70 

61  97 

Total 

061  96 

$21,591  58 

$25,617  76 

$11,679  99 

$45,607  85 

Kami  or  CoifPAirr 

Municipal  Contract  Liobtuiq 

OPIRATTON 

Muntenance 

Location 

Labor  inspec- 
ting,   removing 
and  resetting 
meters 

Suppli 
P< 

esandex- 
jnses 

ToUl 
oi>eration 

of  munidpal 

contract  light- 

mg  system 

Aopleton 

Wis.  Tr.  Lt  Ht.  A  Pr.  Co 

Ashland 

Ashland  Lt.  Pr.  A  St.  Ry.  Co 
Beloit  W.  Gas  A  EL  Co 

Beloit 

ChiopewaFls.. 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

Eau  Claire. 

Eau  Claire  Gas  Lt.  Co 

Fond  du  Lac... 

Eastern  Wis.  Ry.  A  Lt.  Co 

Green  Bay 

Wisconsin  Pubhc  Service  Co 

New  Gas  Light  Co 

Kenosha 

Wis.  Gas  A  El.  Co 

La  Crosse  Gas  A  El.  Co.     . 

La  Crosse 

Madison 

Madison  Gas  A  EI.  Co 

Manitowoc 

Manitowoc  Gas  Co 

Marinette 

Milwaukee 

Oshkosh 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee  Gas  Light  Co 

Oshkosh  Gas  Light  Co 

$548  89 

$991  99 

$1,540  88 

&msi9 

Racine 

Wisconsin  Gas  A  El.  Co 

Sheboygan  Gas  Light  Co 
Superior  W.  Lt.  A  Pr.  Co. 

Watertown  Gas  A  El.  C^ 

Wausau  Gas  Co 

Sheboprgan 

Supenw 

Watertown 

Wausau 

631  42 

1 

277  18 

908  60 

82  29 

Total 

$1, 

180  31 

1.269  17 

$2,449  48 

$2,520  88 

'Includes  $5.S0.39  miscellaneous  distribution  exn*?n9et!. 
'Miscellaneous  general  expensies. 
'Maintenance  of  governors. 
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AtTNG  EXPENSES.  1914.— Continued 
>OTn>it 


Maintbnakcb 

Pomomg 

Street  de- 

Dartmeat 

saDpfies 

aad  exoen- 

■ei 

Meter  and 
fittings  de- 
mrtment 
BupDliefl 
and  expen- 
ses 

Total 
ODeration 

Of  mains 

Of  services 

Of  meters 

Buildings, 

fixtures  and 

grounds 

Total 
mainte- 
nance 

Total 
distribu- 
tion 

$285  20 

$64  12 

>$882  61 

$4,474  27 
366  44 

6,969  82 
442  57 

2,633  36 

1,73128 
5,326  45 
4.091  32 
.  6,908  90 
5,455  53 

12,397  45 
844  98 
528  32 

74,298  92 
3,210  29 

5,923  25 
3,608  94 
4,752  46 
927  68 
1,054  47 

$4,474  27 

$457  35 
226  76 
97  16 
25  81 

969  87 
2.458  69 

309  95 
1,149  43 

702  64 

5, 102  96 

145  46 

65  94 

2,500  84 

1,183  21 

1,299  67 
110  65 
75  00 
94  77 
53  13 

$70  91 

321  42 

2  15 

25  81 

529  65 
297  45 
285  58 
203  68 
364  79 

1,633  53 
65  31 
61  01 

8,032  20 
307  85 

2,178  50 
251  71 
626  00 
29  15 

26  66 

$176  88 

63  98 

554 

724  51 

1,379  09 
470  02 
741  87 
950  25 

1,064  51 

4,066  18 

1,368  71 

257  86 

33,357  25 

280  39 

4,276  89 
586  39 

2,095  00 
38  09 
354  39 

•$569  98 

$705  14 

1,182  14 

104  85 

776  18 

2,920  39 
3,239  66 
1,337  40 
2,317  57 
2, 121  94 

10,802  67 

1,569  48 

386  56 

44,484  97 
1,773  35 

7,760  26 
948  75 

2,795  00 
162  01 
449  26 

1,071  58 

3,699  01 

235  07 
48  85 

239  57 
62  48 

193  95 

1,715  35 

5  42 

15  82 

S,gU  6S 

267  20 

437  84 

118  38 

624  69 

71  19 

•202  21 

274  92 

261  62 
1,156  16 
270  01 
876  65 
615  67 

703  48 

15  14 

4  02 

8,309  19 

•1.225  21 

701  49 

983  36 

239  54 

8. 151  96 
547  42 

3.409  49 

166  58 

41  78 
13  50 

4.651  67 
8,566  11 
5,428  72 

3,276  61 
603  37 

14  21 

9,226  47 

7,677  47 

1,044  08 

23,200  12 

<263  02 

2,414  46 

12,356  16 

»1  75 

594  68 

190 

620 

914  88 

118,783  89 

4,983  64 

13,683  51 
4,657  69 

7,547  46 

«]8  41 

16  08 

1,089  69 
1,503  73 

H1.611  34 

$2,164  96 

$16,721  27 

$145,946  70 

$17,029  29 

$15,302  36 

$52,247  80 

$1,258  08 

$85,837  53 

$231,784  23 

COMIIBBCUL 

Total 
nmnieipal 

cootract 
lighting 

Collection 
salaries  and 

Reading  me- 
ters and  de- 
tiTeringbiOs 

CoUection 

supplies  and 

expenses 

UnooDect- 
ibleaooounts 

Promotion  of 
business  sala- 
ries and  oom- 

Promotion  of 
business  sup- 
plies and  ex- 
penses 

Total 
commercial 

$364  16 
235  20 
154  24 

$498  90 
442  48 
718  82 

$15  58 

$252  66 

$1,307  09 

$1,307  08 
13  40 

120  45 
79  41 

200  37 

839  75 
1.241  81 
1,667  37 
1,648  80 

689  43 

2,733  65 

663  08 

269  13 

10,071  60 

724  97 

5.059  02 

655  69 

500 

$3,745  47 
691  08 

36  96 

406  40 

75  00 

239  47 

374  64 
472  73 
739  02 
1,237  31 
370  00 

300  00 
305  21 
140  77 
3,214  20 
120  00 

1,243  77 
462  38 
360  00 
187  13 
179  20 

1,436  37 

154  41 

831  28 

274  04 

334  21 

4,007  35 

1,621  78 

273  22 

4,379  38 

878  01 

606  91 
660  96 
631  15 
640  89 
640  81 

1,048  68 

659  79 

254  29 

16,672  38 

963  63 

1,970  37 
692  31 
825  79 
194  87 
414  37 

286  64 

1,041  26 
1,325  69 
1,975  75 
1,548  80 
1,379  29 

1,162  37 
1,239  83 

442  48 
42,982  30 

652  25 

5,059  02 
1,300  63 

935  63 
1,376  48 

2,435  77 



240  29 

223  28 

1,404  82 

197  09 

11  27 

1,100  74 

3,376  89 
4,248  68 
10,326  46 

6,703  77 

„. 

3,264  02 

10,724  72 
2,767  91 

900  89 

168  81 

72,704  52 

3  23 

2,176  18 

517  87 

1,993  31 

412  76 

11  25 

11,382  16 

78  01 

563  17 

221  07 

1.016  31 

85  44 

1.276  23 

156,977  16 

2,542  09 

16,060  53 
3.849  95 
4,200  41 
1,403  07 
2,382  81 

$4,970  36 

$90.450  04 

$29,012  41 

$16,528  04 

$10,679  89 

$64,015  51 

$27,879  91 

$238,566  80 

'Miaoeflaneous  nnidry  distribution  suonlies  and  expenses. 

*Gaa  hooae  tools. 

Qaeiadca  $1,206.13  misceUaneous  distribution  supplies  and  expenses. 
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CLAiSSA.    DETAIIiED  OPERATING 


Location 


Appleton 

Ashland 

Beloit 

Chippewa  Fls 
£au  Claire 

Fond  du  Lac . 

Green  Bay 

Janesville 

Kenosha 

La  Crosse 

Madison 
Manitowoc 
Marinette    . 
Milwaukee 
Oshkosb 

Racine 

Sheboygan  . 

Superior  

Watertown 

Wausau 


Nam*  or  Company 


Wis.  Tr.  Lt.  Ht.  &  Pr.  (^o. 
Ashland  Lt.  Pr.  A  St.  Ry.  Co. 
BeloitW.  Oa&AEl.  Co.       .. 
Chip.  Val.  Ry.  Lt.  &  Pr.  Co. 
Eau  Claire  Gas  Lt.  Co 

Ea.Htem  Wis.  Ry.  A  Lt.  Co 

WiscoMin  Piibhc  Service  (?o. 

New  Gas  Light  Co. 

Wi.-.  Gas  &  Kl.  Co. 

La  Crosse  Gas  &  Kl.  (^o. 

Madison  Gns  A  FA.  Co. 

Manitowoc  (5 as  Co. 

Men.  &  Mar.  Lt.  A  Tr.  Co. 

Milwaukee  (Jaa  Light  Co 

Oshkoeh  Gas  Light  Co 

Wisronsin  Gas  A  El.  Co.    . 
Sheboygan  (las  Light  Co.      .. 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gan  A  El.  Co 

Wausau  Gas  Co 

•     Total 


Gkn 


Omt 


Salaries 

of 
general 
officers 

Salaries 
of 

general 
office 
clerks 

General 
office 
rent 

General 
office 

supplies 
and 

expenses 

Uw 
expenses 
general 

$3,889  98 
1,786  68 

$2,986  36 
761  97 

3, 148  43 
321  20 

2,261  00 

2,830  38 
1,653  39 
1,017  84 
1,560  41 
2, 180  69 

2,518  93 
1,719  13 
245  75 
13,347  58 
3,312  35 

5,697  57 
2,188  50 
931  00 
1,138  89 
1,714  91 

$220  02 

$483  37 
90  06 
811  83 
308  86 
805  94 

1,212  49 
787  52 
48  56 
508  15 

1,088  20 

467  71 
1,255  98 

7,144  93 
777  73 

2,208  55 

491  81 

77  37 

174  72 

1.564  67 

$217  84 
133  32 

2,.'>:i8  67 

196  71 

1,405  00 

2,5.55  39 
2,601  50 
1.600  00 

449  38 

206  00 

1.560  00 

194  73 
264  00 

225  43 
84  00 
63  00 

435  60 
569  71 
200  00 

815  66 
3,085  96 

7, 748  92 
3,000  00 
240  07 
39,S6()  00 
7,299  99 

3,4.33  44 

2.208  31 

1,659  00 

732  50 

862  50 

397  35 
357  00 

1,950  00 
1,620  00 

5,876  84 
1,041  95 

1, 157  50 

1,230  00 

390  00 

237  15 

10  00 

927  98 
64  67 

325  00 

626  09 

11  10 

3,602  85 

1,931  45 

1,897  09 

i94"85 

280  68 
75  00 

$87,520  28 

$51,536  28 

$17, 161  92 

$20  308  45 

$11,865  66 

Nami  or  Company 

Wi8.  Tr.  Lt.  Ht.  A  Pr.  Co 

.Ashland  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas  A  Elec.  Co 

Chin.  Val.  Ry.  Lt.  A  Pr.  Co  

Eau  (Haire  Gas  Lt.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wisconsin  Public  Service  Co 

Now  Gas  Light  Co 

Wis.  Gas  A  Eire.  Co 

La  Crosse  Gas  A  Elco.  Co 

Madison  Gas  A  Elec.  Co    . 

Manitowoc  Gas  Co 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee  Gas  Light  Co 

UNDianuBimD— concluded 

Location 

Stationery 

and 

Drintin^ 

$569  59 

520  44 
49  20 
280  33 

236  6-1 
352  87 

191  21 
1,133  15 

76  53 

12,687  10 

253  14 

805  39 
238  11 

2S2  07 
3tK)  31 

$18,041  08 

Stores  de- 
partment 
expenses 

$306  03 

57  76 

1.247  48 

369  95 

17  03 

366  65 

367  38 

452  42 

30,557  63 

94  91 

6.'^3  58 

212  39 

$34,683  21 

Utility 
equipment 
exDcnses 

$2, 133  29 
123  14 

77 

331  59 
545  37 

135  86 
462  81 

377  J20 

•87,719  04 
467  79 

1,227  93 

851  89 

877  13 

30  39 

$95,284  20 

Total  un- 
distributed 

Total  uro- 
duction 

Ashland  

Beloit 

(^hippewa  Fls 
Eau  Claire  

Fond  du  Lac 

Green  Bay 

Janesville 

Kenosha 

La  Crosse 

Madison 

$4,751  69 
447  14 
956  02 
186  37 
467  34 

3,095  45 
2, 100  39 
970  05 
3.168  34 
3,306  69 

$55,845  53 
11.415  43 
27.657  61 
5.477  69 
32.923  13 

50.149  02 
48.131  27 
31.959  21 
35.013  96 
82.391  56 

80. 102  91 

Manitowoc  ...  . 

Marinette 

Milwaukee 

766  39 

690  54 

10151,489  83 

4,237  24 

8.985  51 
1,478  71 
"1,390  58 
1,086  24 
1,121  54 

34.300  57 

12,354  32 

795.338  40 

Oshkosh 

Oshkoeh  Gas  Light  Co 

Wisconsin  C.&s  A  Elec.  Co 
Shrboycaii  (las  I.icht  Co 
SuiMTior  W.  Lt.  A  Pr.  Co 
Watertown  das  A  Flee.  Co 
Wausau  (Jas  ('o 

Total 

73.994  77 

Racine 

Sheboygan 

Superior      . 
Watertown    .. 
Wausau 

217,352  49 
45.036  30 
37.726  87 
23.303  55 
25.334  34 

$190,696  06 

$1,725,809  Ol 

^ExpensH*  extraordiiuiry. 

'Includw  $400.69  Relief  and  Pension  Aiw'n  expenses. 

•Includes  $0,000  injuries,  damane*.  and  insurance  (re3er\'e  charge). 

•Short  and  over  aceount.  credit  l>alance. 

» Includes  $946.55  Relief  and  Peni^ion  -\ss'n  expenses. 

•Relief  and  Pension  Ass'n  Expenses. 
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EXPENSES,  1914-Continucd 


■RAL 

Undistributed 

AVION 

Maintbnancb 

Total 
general 
expenses 

Injuries 

and 
damages 

M'uoei- 
fameout 
iBoeral 
expenses 

Railroad 
expenses 

Total 
operation 

General 
office 
equip- 
ment 

General 

office 

buildings, 

fixtures 

and 
grounds 

Total 
mainte- 
nance 

Insurance 

1768  09 

$8.565  66 
3,010  66 
7,951  43 
1,142  21 
6,537  67 

7.863  30 
9.014  12 
4.641  90 
4,960  92 
8.285  79 

14.995  74 
9,098  92 
862  82 
73,977  74 
17,042  11 

16,065  65 
7,077  28 
4,399  63 
3,145  86 
4  227  08 

$27  25 

$34  96 

$62  21 

$8,627  87 
3.010  66 
7.951  43 
1. 160  52 
6,537  67 

7,984  78 
9,086  52 
4,641  90 
5,005  44 
8,302  70 

14,995  74 
9,098  92 
909  49 
74,913  97 
17,049  72 

16,196  86 
7,225  79 
4,399  63 
3,159  18 
4,227  08 

$871  39 

$871  39 

238  63 

324  00 

777  69 

37  00 

398  58 

25  44 

i$17206 

to 

85  54 

18  31 

18  31 

78  64 

270  73 

37  80 

884  10 
600  00 
444  33 
1,237  31 
.790  79 

149  21 

634  91 
3.062  46 
1,775  50 

8  93 
1  64 

111  65 
70  76 

121  48 
72  40 

395  64 
232  20 
508  69 

S749  57 

1  80 
90 

44  52 

8  14 

44  52 
16  91 

1,237  31 

1.508  37 
1,9S5  18 

8  77 

552  56 

877  72 

2  25 

■"»177486  15 
1  00 

3,789  15 
180  78 
125  54 
374  26 

386  94 

365  90 
4,135  29 
2,706  26 

M,  648  56 
599  42 
939  41 

10  25 

«f7  6i 

22  94 
359  24 
208  00 
239  46 

32  06 

128  08 

2  54 

32  95 
95  86 

14  61 

808  15 

4  97 

98  26 
52  65 

46  67 

936  23 

7  61 

131  21 
148  51 

161  59 
3,045  91 
3.420  40 

2.529  46 
207  93 
387  91 

^2  46 

2  76 

10  56 

13  32 

187  13 
756  23 

S23.401  59 

$1,072  31 

$212.866  49 

$385  73 

$1,233  65 

$1,619  38 

$214,485  87 

$26,855  85 

$15,831  72 

SrilMART  or  OPBRATtNO  EXPINSBS 


Total  cfi»- 
tribatioD 

Total  mu- 
nicipal con- 
tract 
lighting 

Total  com- 
mercial 

Total  Kcn- 

Total  un- 
distributed 

Total  ioro- 
going 

Depre- 
ciation 

Taxes 

Total 
operating 
expenses 

$4,474  27 

1,071  58 

8,151  96 

547  42 

$3,745  47 
691  08 

1,436  37 
154  41 

2,435  77 

3.375  89 
4,248  68 
10,325  46 
6,703  77 
3,264  02 

10,724  72 
2,767  91 
1,276  23 
156,977  16 
2,542  09 

16,060  53 
3.849  95 
4,200  41 
1,403  07 
2,382  81 

$8,627  87 
3,010  66 
7.951  43 
1,160  52 
6,537  67 

7.984  78 
9,086  52 
4,641  90 
5,005  44 
8.302  70 

14,995  74 
9,098  92 
909  49 
74,913  97 
17.049  72 

16, 196  86 
7,225  79 
4.399  63 
3, 159  18 
4, 227  08 

$4,751  69 
447  14 
956  02 
186  37 
467  34 

3.095  45 
2, 100  39 
970  05 
3,168  34 
3,306  69 

$77,444  83 

16,635  89 

46, 153  39 

7,526  41 

45.773  39 

69.256  81 
72, 132  97 
53.325  34 
59,117  98 
104,842  44 

129,023  49 

49,348  25 

16, 145  46 

1,158,992  89 

102,807  46 

272,278  90 
62, 148  53 
53,999  91 
31,032  62 
34.669  50 

$4.356  95 

1.680  00 
1.200  00 

7$14,639  14 

1,096  08 

4,522  00 

149  77 

4.319  44 

5.653  90 
3,811  28 
6,489  39 
6,020  51 
7,302  63 

8,574  68 

3,914  07 

704  91 

229,372  23 

9,117  03 

18,782  44 
3,901  70 
3,312  00 
1,471  57 
2,839  20 

$96,440  92 
17,731  97 
52,355  39 
8.876  18 

3,409  49 

50.092  83 

4,651  67 
8,566  11 
5.428  72 
9,226  47 
7,577  47 

5,091  66 

3,754  28 
13,411  34 
7,500  00 

14,696  36 

"391  80 

1,464  12 

180,000  00 

10,800  00 

17,091  09 
2,691  45 
6.000  00 
3.827  13 
7,150  08 

74.910  71 
81.035  91 
63,569  01 
78,549  83 
119,645  07 

23,200  12 

$3,979  47 
990  89 

152,294  53 

2,414  46 

914  88 

118,783  89 

4,983  64 

13.683  51 
4.557  69 
7,547  46 
1. 089  69 
1,503  73 

766  39 

690  54 

9,000  00 

4,237  24 

8,985  51 
1.478  71 
125  54 
1,086  24 
1.121  54 

53,654  12 

18,314  49 

1,568,365  12 

122,724  49 

308, 152  43 
68,741  68 
63,311  91 
36,331  32 
44,558  78 

$231,784  23 

$4,970  36 

$238,565  80 

$214,485  87 

$^6,941  19 

$2,462,556  46 

$281,106  26 

$335,993  97 

$3,079,656  69 

Tlbdudes  $8,121^  for  maintenance. 

"Contingeocies. 

Indudes  $8,892.94  miscellaneous  accounts. 

UAU  bat  tt.OOO  of  the  undistributed  expenses  has  been  redistributed. 

UAB  bat  $125.54  of  the  undistributed  expenses  has  been  tedistributed. 
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CLASS  A    STEAM  GENERATION  APPORTIONMENT 


NAin  OP  COMPAKT 

Operation 

Location 

Operating 
labor 

Fuel  for 
steam 

Water  for 
steam 

MisoeUan- 
eous  steam 

supplies 
and 

ezDenses 

Total 
ooeratioD 

Apoleton. 

Ashland 

Bcloit 

Chippewa  Fb. 
Eau  Claire 

Wis.  Tr.  Lt.  Ht.  4  Pr.  Co 
Ashland  Lt.  Pr.  A  St.  Ry.  Co. 

Beloit  W.  Gas  A  El.  Co 

Chip.  Val.  Ry.  Lt.  4  Pr.  Co 

Eau  Claire  Gas  Lt.  Co 

Eastern  Wis.  Ry.  4  Lt.  Co 

Wisconsin  Public  ScTAnce  Co 
New  Gas  Light  Co 

$1, 109  75 
390  00 
526  49 

297  14 

300  79 
238  93 

1,631  17 
155  80 

1,562  96 

6,825  97 

i  20 
8,046  75 
1.374  80 

4,325  32 
502  66 

36192 
955  27 

$2,732  05 

1,417  43 

1.391  74 

125  41 

1,412  78 

1,474  80 
905  97 

1,922  08 
340  79 

3,956  65 

54.588  71 
927  24 
305  47 

38,516  17 
1, 290  79 

5,697  22 

1,991  91 

186  35 

163  61 

1, 162  58 

$35  25 
122  57 

$28  92 

90 

172  64 

$3,870  72 

1.843  58 

2,213  44 

125  41 

1,709  92 

Fond  du  Lac 

Green  Bay 

Janesville. 

22  61 

75  75 

300  50 

152  85 

133  18 

637  19 

279  77 
42  87 
19  50 
23  37 
47  02 

1,531  55 

2.077  97 

1.263  52 

3,873  25 

672  81 

KenoBha 

Wis.  Gas  4  Elec.  Co 

La  Croese  Gas  4  Elec.  Co 

Madison  Gas  4  Elec.  Co 

LaCroase 

Madison 

5,699  81 

63,583  42 
927  24 

Manitowoc 

Manitowoc  Ga.«»  Co 

Men.  4  Mar.  Lt.  4  Tr.  Co 

Milwaukee  Gas  Light  Co 

Marinette 

Milwaukee 

2,250  78 

22  96 

1.393  23 

102  56 

1,214  83 
12  50 
8  40 
59  44 

329  63 
50,206  93 

Oshkosh 

Racine 

Oshkosh  Gas  Ught  Co 

Wisconsin  Gas  4  EI.  Co 

Sheboygan  Gas  Light  Co 

Superior  W.  Lt.  4  Pr.  Co 

Watertown  Gas  4  El.  Co 

Wausau  Gas  Co 

Total 

2,768  16 
11,237  37 

Sheboygan 

Superior 

288  05 
10  88 

2,795  12 
194  76 

Watertown 

Wausau 

595  86 
2,117  85 

$28,606  92 

$120,509  75 

$4,029  61 

$4,960  46 

$158,106  74 

CLASS  A.    DISTRIBUTION  OF  THE 


Location 


Appleton 

Ashland 

Beloit 
Chippewa  Falls 
Elau  Claire  ... 

Fond  du  Lac. 
Green  Bay .... 

Janesville 

Kenosha 

La  Crosse 

Madison........ 

Manitowoc... 

Marinette 

Milwaukee... 
Oshkosh 

Racine 

Sheboygan 

S'iperior.  .. 
Watertown.  .. 
Wausau     


Name  or  Company 


Wis.  Tr.  Lt.  Ht.  4  Pr.  Co 

Ashland  Lt.  Pr.  4  St.  Ry.  Co. 

Beloit  W.  Gas  A  El.  Co 

Chip.  Val.  Ry.  Lt.  4  Pr.  Co. 
Eau  Claire  Gas  Light  Co 

Eastern  Wis.  Ry.  4  Lt.  Co. 
Wisconsin  Pubhc  Ser\'ice  Co. 

New  Gas  Liaht  Co 

Wis.  Gas  4  Elec.  Co 

La  Crosse  Gas  4  EI.  Co 

Madison  Gas  4  Elec.  Co 

Manitowoc  Gas  Co 

Men.  4  Mar.  Lt.  4  Tr.  Co 

Milwaukee  Gas  Light  Co 

Oshkosh  Gas  Light  Co 

Wis.  Gas  4  Elec.  Co 

Sheboygan  Gas  Light  Co  

Superior  W.  Lt.  4  Pr.  Co. 
Watertown  Gas  4  Elec.  Co 
Wausau  Gas  Co 

Total 


Production 
coal 
gas 

$8,332  64 

5, 248  71 

8.694  13 
8.326  18 

13.355  11  . 

8. 595  29 

3, 104  84 

34,907  00 

14,523  49 

47,037  64 
9, 664  43 

4.976  92 
3, 956  35 

$170,722  73 

Production 
water 
gas 

Production 

Durehased 

gas 

Steam 
generation 

Distribution 

$779  18 
2,196  51 
2, 704  32 
1,073  96 

$1, 140  75 

404  61 

614  66 

8  42 

297  14 

401  92 
282  07 

1,631  17 
235  30 

1.628  25 

i  20 
9,822  80 
1.619  80 

4,401  06 
519  95 

394  50 
955  27 

$5,877  73 

903  70 

3, 144  42 

499  61 

2,738  90 

427  06 

3,377  15 

6,440  65 

4,088  95 

1,072  00 

659  14 

11,241  66 

$1,312  93 

4.153  86 
4.065  69 
5.692  08 

15.903  77 
1,866  34 

3,193  26 

»669  45 
$28, 105  49 

14,848  57 

806  21 

103,572  88 

3,443  55 

1,852  21 
«286  76 

$18,300  47 

12,902  63 
5.636  52 
3, 144  41 
765  29 
1.292  04 

$24,358  87 

$186,247  33 

>  I.  4  D.  P.  of  B.  and  maintenance  reserves. 

'  Expense  of  merchandise  sales,  connecting  appliances,  etc. 

» Reserve  accounts. 

*  Non-operaUng  revenue  accounts. 

•  MisceUaneouB. 
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MAnrrsNANCB 

Total 
cost  of 
steam 

Apportionbd  to 

Of  boiler 
uidboUer 

auxiliary 
eqinpinent 

Of  coal 
and  ash 

handling 

equipment 

Of  boiler 

pbnt 

biukUngB. 

fixtures  and 

grounds 

Total 
maintenance 

Gas 
utility 

Other 
Utilities 

$52  75 

$1  10 
668 

$53  85 

18  16 

350  61 

$3,924  57 

1,861  74 

2,564  05 

125  41 

1,709  92 

2,284  53 
1,321  08 
4,035  31 
752  31 
5,974  96 

66,638  48 

1,021  26 

372  80 

54,067  31 
3,130  81 

11,798  95 

2,898  63 

194  75 

673  47 

2,117  85 

$3,924  57 

1,861  74 

2,564  05 

125  41 

1,709  92 

2,284  53 
1,321  08 
4,035  31 
752  31 
5,974  96 

5,213  82 
1,021  26 
372  80 
23, 765  59 
3, 130  81 

3,643  07 

2,898  63 

194  75 

673  47 

2,117  85 

11  48 

350  61 

193  37 

13  19 
420 

206  56 
57  56 

162  06 
79  50 

275  15 

3,055  06 
94  02 
43  17 

3,860  38 
362  66 

561  58 
103  51 

77  62 

53  36 

162  06 

30  51 

48  99 
7  21 

129  47 
8.055  06 

$138  47 

$61,424  66 

94  02 

43  58 

59 

3,860  38 

30,301  72 

362  66 

561  58 

8{155  88 

103  51 

7762 

$0,141  02 

$138  47 

$81  96 

$9,361  45 

$167,468  19 

$67,585  93 

$99,882  26 

PAY  ROLL.    YEAR  ENDING  JUNE  30. 1914. 


Municipal 

eoDtract 

lighting. 

Commereial 

General 

Undiih 
tributed 

Stock 
accounts 

Ck)n8truction 
and  equip- 
ment 

Deprecia- 
tion 

Total 

i$3,704  01 

$842  98 

677  68 

849  33 

38  39 

3,109  66 

3,493  60 
2,366  82 
6. 144  14 
2,171  17 
2,184  65 

6,729  89 

1,585  45 

730  51 

118,909  16 

1,178  63 

4,698  72 
2,510  81 
2,819  10 
194  06 
1.343  79 

$6,955  19 
2.548  65 
6, 105  07 
587  56 
6,126  00 

6,396  96 
3.753  39 
2,993  17 
2,420  59 
5,462  66 

10,230  50 
4,814  48 
485  82 
58. 124  55 
11.195  70 

10,172  38 
4,451  24 
2,617  89 
1,871  66 
2,432  96 

$1,476  11 

•3,413  izb 

49  92 

883  08 
353  03 
547  37 
693  72 
307  20 

4,834  53 

43  70 

452  42 

60,559  81 

100  00 

2,666  90 
210  90 

181  82 
569  38 

$1,686  51 

6i24  42 

95  25 
751  91 

2,496  81 
758  06 
553  68 
325  91 

$1,812  86 
588  97 

4,972  37 
870  78 

2,045  42 

6,216  94 
9,816  20 
1,905  33 
4,916  66 
17,155  14 

21,522  53 
1,222  59 

$1,031  95 
»3;929  30 

$33,639  91 
7,320  12 
26.357  09 
3,223  79 
20,317  74 

31,386  65 

«883    01 

•3,027  46 

32,096  40 
22,900  68 
20,261  43 
46,444  23 

2,072  30 
2, 627  50 
568  30 
36, 154  34 
4,026  62 

25,225  68 

2,253  90 

45  45 

1,895  31 

481  10 

$82, 643  05 

H,566  42 

77,101  60 
20.755  35 

6, 149  30 

2,476  64 

110,435  02 
9,371  69 

17, 370  70 
9,521  85 
8, 186  64 
2, 150  50 
3,428  35 

$233,510  54 

•126,661  00 
'2.565-78 

M8,099  08 

-2,328  84 

•236    33 
72,475  61 

$165,804  78 

679, 665  03 
48,025  26 

395  31 

142,574  79 
34,769  fii) 
20.994  51 
14.017  91 
16.934  85 

$6,575  96 

$162,578  54 

$148,745  42 

$77,343  09 

$1,304,936  27 

*  Includes  $18,454.27  apportionment  accounts  and  $108,206.73  misccllaneoua. 
7  Sales  labor. 

*  Piping  and  installalion. 

*  Reeonstructicm. 
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Italic  figures  denote  credits. 


CLASS  A.    BALANCE 


Nami  or  Company 

Propkrtt  and  Plant 

Treasury 
securities 

Stocks, 
bonds,  and 
other  in- 
vestments 

Reserve, 

Location 

Cost  beginning 
of  year 

Cpnstnio- 
tion  and 
equipment 

sinking,  and 

spSl 
faodaaseCs 

Beloit 

Wis.  Tr.  Lt.  Ht.  &  Pr.  Co 

$674,664  33 
143,636  52 
729.662  99 
69.939  70 
511,320  03 

475,100  45 
1.205,763  15 
532.632  61 
292,526  25 
590.096  60 

809.639  81 

482.507  80 

77,945  89 

14,005,620  17 

1,002.788  89 

1,842,478  65 
465,352  33 
548,755  57 
294,622  53 
421,345  85 

$6,459  93 
5,795  44 

13,246  61 
2,327  57 

13,331  17 

13,036  41 
55,611  32 
6,473  74 
17,880  09 
115,249  15 

122,205  82 
3,714  94 
1. 145  28 

216,020  07 
66,098  79 

152,865  96 

27,368  04 

15,280  89 

7.933  74 

14.335  08 

$81,162  00 
4,000  00 

$15,406  00 
3,500  00 

$28,190  00 

Ashland  Lt.  Pr.  A  St.  Ry.  Co. 

Beloit  W.  Gas  &  Elec.  ^ 

Chippewa  Falls. 

Chip.  Val.  Ry.  Lt.  &  Pr.  Co 

Eau  t^laire 

Eau  Claire  Gm  Lt.  Co 

31.311  00 

2i,o66(io 

510  00 

76,972  62 
57,116  00 

626  67 

Fond  du  Uc 

Green  Bay 

JanesviUe 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wisconsin  Pubbc  Service  Co   

New  Gas  Light  Co 

Kenosha 

Wis.  Gas.  A  Elec.  Co 

U  Crosse  Gas  A  Elec.  Co 

Madison  Gas  &  Elec  Co 

34,468  45 

Lb  Crosse 

Madison 

18,313  28 

Manitowoc  .... 

Manitowoc  Gas  Co           .   . 

4,818  83 
3,512  48 

Marinette. 

Men.  &  Mar.  Lt.  A  Tr.  Co 

90,000  00 

Milwaukee ... . 

Milwaukee  Gas  Light  Co  .  . 

Oshkosh 

Oshkosh  Gas  Light  Co 

Wis.  Gas  A  Elec.  Co 

Racine 

108,405  36 

cHipenor 

Watertown. 

Sheboygan  Gas  Light  Co 

SupenorW.  Lt.  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co 

Wauaau  Gas  Co 

Total 

16,66006 
60.000  00 

3,472  36 

16.54«(i6 

Wausau 

$25,176,408  12 

$874.380  04 

$296.973  00 

$165,933  96 

$197,028  68 

iDb.  balance  bench  rraairs  reserve. 
'Interest  and  dividends  receivable. 
•Includes  $93,820.64  adjustment  to  balance  departments. 
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SHEET.  JUNE  30.  1914 


Current  Aaaam 

Prepaid 
accounts 

Open 
accounts 

Deficit 

Cash 

Note*  and 

bilk 
raoeivable 

Accounts 
receivable 

Matmal 

and 
supplies 

Miscellane. 

ous  current 

assets 

Total 

117,820  31 

$14,006  53 
27,663  09 
12,506  24 
13,032  40 
7,962  17 

5,053  08 
12,070  06 
9,897  31 
9,966  18 
>10,093  32 

27,975  56 

$11,816  11 
5,483  43 
11,786  16 
1,227  60 
12,271  03 

8,619  87 
11,150  58 
11,474  19 

9,781  57 
15,538  83 

33,698  85 

9,163  07 

1.881  96 

326.258  21 

16, 122  23 

103,826  22 
17,842  09 
5,350  89 
14,745  34 
14,379  60 

$246  63 

249  18 

482  56 

35  70 

95  00 

1,025  65 
552  57 
154  48 
179  47 
473  19 

122  01 
74  09 

$847,770  84 

2,879  58 

$4,920  41 

$2,258  31 

191,964  55 

0.029  03 

%7S,U7  08 

711.686  92 

982  50 

87, 546  37 

3,418  15 

7. 100  97 

^$2,014  74 
n,  167  23 

1,271  69 

>109,683  03 
14,202  31 

552, 192  98 

8, 188  57 

737,258  88 

1,557  46 

1,358,023  46 

9,707  05 

116  46 

591,465  84 

4,217  92 

840 

n76,043  16 
2,689  94 

546,071  49 

566  16 

46,492  40 

800,038  54 

870  79 

1.662  02 

16,039  52 

166  66 

993, 642  06 

1,180  li 

25,202  42 

526,171  82 

830  95 

2,693  01 

»224,481  33 

11,611  02 

32,301  74 
11,982  49 
•7,033  71 
6,688  61 
10,264  5^ 

86,149  11 

372,316  30 

172,293  32 
220  54 

25  20 

8.334  63 
202  24 

538  42 
1,632  23 
1,702  78 

30070 

21,970  18 
1,026  34 

30,137  38 
3,651  80 
14,236  20 

J22,566  19 

15,460,333  73 

333  10 
12.653  77 

1,101,082  29 
2,278,232  69 

2.380  29 

1,088  43 
41,757  21 

530,209  27 

10,028  11 
926  87 

45  00 

611  63 

633,652  16 
374,917  09 

911  09 

526,860  27 

1457.566  09 

$184,613  84 

$487,262  40 

$642,417  73 

$21,639  05 

$16,401  53 

$349, 133  66 

$91,696  36 

$28,932,249  34 

^Includes  $165,997.36  adjustment  to  balance  departments. 
•Includes  $4^62.80  interest  and  dividends  receivable. 
•Includes  $7iB.00  intenst  and  dividends  receivable. 
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CLASS  A.    BALANCE  SHEET 

LlABIL 


Name  or  (.  ompant 

Capital  Liabiutucs 

Location 

Capital 

stock 

preferred 

Capital 

stock 

commoD 

Funded 
debt 

MortgBse 
liabUiUes 

Annlpton   

Wis.  Tr.  Lt.  Ht.  &  Pr.  Co 

Ashland  Lt.  Pr.  &  St.  Ry.  Co 

Beloit  W.  Gas  &  Elec.  Co 

Chippewa  Valley  Ry.  Lt.  A  Pr.  Co. 
Eau  Claire  Gas  Lt.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wisconsin  Pubhc  Service  Co 

New  Gas  Light  Co 

Wis.  Gas  A  Elec.  Co 

La  Crosse  Gas  &  Elec.  Co 

Madison  Gas  *  Elec.  Co 

Manitowoc  Gas  Co 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee  Qas  Light  Co 

|2'/0.000  00 
39,000  00 
175.000  00 

36,066  66 

136, 800  00 

28, 000  66 
60,000  00 

192, 160  00 

$400.950  00 

Ashland 

$132,000  00 
315,000  00 
40,300  00 
250,000  00 

473,179  50 
696,946  00 
250,000  00 
280,000  00 
519,400  00 

Beloit 

175,000  00 
31,000  00 
184,000  00 

159,750  00 
218,000  00 
250.000  00 
140.000  00 
135.000  00 

Chippewa  Falls. 
I'Au  Claire.    . 

Fond  du  Lac. .. 

Green  Bay 

Jancaville 
Kenosha 

La  CroBse 

Madison 

$341,677  00 

Manitowoc 

Marinette 

200.000  00 

45,360  00 

5,000.000  00 

475,000  00 

420,000  00 
150,000  00 
100,000  00 
100,000  00 
200.000  00 

241,000  00 

17,960  50 

8,031.000  00 

356.000  00 

840,000  00 
250,000  00 
360.000  00 
130.000  00 
222,000  00 

2,700  00 

Milwaukee 

Oshkoah 

Racine 

Oshkosh  Gas  Light  Co 

Wisconsin  Gas  A  Elec.  Co 

84.000  00 
100,000  00 

Sheboygan 

Sheboygan  Gas  Light  Co 

Superior 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co 

Wausau  . 

WausauGftsCo 

Total 

fl. 114, 960  00 

$8,384,060  00 

$13,404,786  00 

$344.377  00 

Lubiutibs — 


Namr  or  Company 

ACCBUBD 

Location 

Taxes 
accrued 

Unmatured  interest 

on  funded  debt 

accrued 

Appleton 

Ashland 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas  A  El.  Co 

Chippewa  Valley  Ry.  Lt.  A  Pr.  Co 

Eau  Claire  Gas  Lt.  Co 

$5.286  02 
540  54 

2.159  94 
422  90 

2.048  76 

2.952  49 
1,680  03 
2.640  24 

$1,227  06 

Beloit 

Chippewa  Falls. 
Eau  Claire 

5.250  00 

3, 132  81 

Fond  du  Lac    . 

Green  Bay 

Janes  ville 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wisconsin  Public  Service  Co 

New  Gas  Light  Co 

6,296  12 

14,282  62 

954  16 

Kenosha 

Wis.  Gas  A  El.  Co 

La  Croffle 

Madiwn 
Manitowoc 
Marinette. 
Milwaukee 
OshkoHh 

Racine 

LaCroswGasAEl.Co 

Madison  Gas  A  Elec.  Co 

Manitowoc  Gas  Co 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee  Gas  Light  Co 

Oshkosh  Gas  Light  Co 

Wis.  Gaa  A  Elec.  Co. 

4,098  74 

6,371  11 

1,800  00 

430  38 

116,285  78 

3,066  67 

4,885  67 
1,232  97 

2,316  25 

1,004  17 

374  12 

52,880  00 

2.933  33 

Sheboygan  

Superior 

Sheboygan  Gas  Light  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co 

Wausau  Gas  Co 

Total  

2,692  80 

Watertown 

Wausau 

806  51 
1,154  21 

333  33 
1.709  99 

$157,862  06 

$85,476  70 

I  Advance  coke  sales. 
-  Accrued  insurance. 
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1914— Condaded 


RnxayB  LiABiunBa 

raerve 

Sinking 
fund 
raserve 

Special 
reserves 

Notea  and 

bUb 
payable 

Aocounta 
payable 

Matured 

interest  on 

funded  debt 

unpaid 

Depoaits 

current 
liabUties 

$11,966  60 

$49,602  46 

128  15 
115  66 

$7,284  64 
5,914  01 
5.804  19 
8.690  70 
3,033  46 

4,418  89 
10.379  48 
2,878  75 
7,635  13 
7,600  00 

11,179  76 

742  60 

564  40 

179,298  41 

3,556  08 

22,906  40 
17,748  67 
4.012  96 
2.763  11 
9.086  54 

$309  12 
600.00 
607  78 

2.000  00 

$12.000  00 

$334  25 

4.200  00 

3,813  00 

18,000  00 

22,366  00 
16, 260  00 

35;980  06 
»13.788  62 

60.000  00 
39.663  14 
9,301  37 

6,394  03 

6,646  49 
2,704  09 
1,163  53 

972  42 
622  21 
259  00 
4,307  00 
944  03 

5,577  28 

14,746  89 

2,092  99 
8,341  67 

5,125  16 

22,059  38 

30,423  46 
65,336  74 

996  06 

$380  40 
2,408  71 

1.907  21 

661  32 

83,588  03 

3.536  32 

1.363  13 

602  92 

2.808  39 

114  16 

8,832  77 

—-- 
679  15 

4,492  73 

94  60 

1,300  00 

100  00 

1,454,680  48 

13,529  70 

14,666  67 

107,940  00 
33,472  50 

66, 178  13 

6,279  00 

611  63 
126  25 

69,908  14 

$16,037  40 

48,494  45 

22,311  26 

96.112  50 
58.952  69 

14,290  10 

$1,849,165  21 

$16,037  40 

$154,623  64 

$527,402  49 

$315,386  08 

$22,910  96 

$114,034  33 

$2,903  26 

Conchided 


Open 
accounts 

Surplus 

Uamtur«d  inter- 
est, on  notes  and 
biQs  payable 
accrued 

Dividends 
accrued 

liabiUties 
accrued 

Total 
liabiUties 

$101,144  86 

$847^770  84 
191,954  56 

28.302  61 
3,203  22 
54,831  70 

66.307  09 

264,937  26 

68,606  97 

23,224  42 

711,686  92 

87,645  37 
662. 192  98 

$66  26 

$1.080  00 

13  73 

$63  12 

737.258  88 

41 

$2,511  36 

742  93' 

16,849  31 

74,633  94 
8, 162  03 

1,358  023  45 
691,466  84 

206  30 
189  64 



840  00 

546,071  49 
800,038  54 

^ 210  59 

>6,500  57 

7.002  36 
140  67 
15  00 

1,700  03 
332  16 

568  90 
>55  04 

225,669  42 

28,048  06 

2,438  66 

436,646  68 

227,882  22 

69,673  28 
16, 106  82 

19,565  75 

993,642  05 

625,171  82 

86,149  11 

S10.885  31 

16,460,333  73 

2.520  00 

1,101,082  29 

137  60 

«648.789  68 

2,278,232  69 
530,209  27 

i8.'67774 

633,652  16 
374.917  09 
526.860  27 

$11,313  79 

$10,940  57 

$10,273  11 

$770,266  89 

$1,625  488  90 

$28,932,249  34 

>  Unmatured  interest  on  eonauroers'  deposits  accrued. 

*  Inchides  $646,560.78  adjustment  to  balance  d^)ar^ents. 
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Italic  figures  denote  droits  or  credits. 


CLASS  B.    INCOME  ACCOUNT. 


Location 

Name  or  Compant 

Total 
operating 
revenues 

Total 
operating 
expenses 

Net 
ODcrating 
revenues 

Non-oper- 
ating 
revenues 

Grosa 
income 

Antigo 

Baraboo 

Beaver  Dam 

Berlin. 

Burlington 

Ft.  Atkinson 

Hudson 

Ironwood  . 

Antigo  Gas  Co.» 

Baraboo  Gas  &  EI.  Co 

Beaver  Dam  Fuel  &  Lt.  Co 

Berlin  Pub.  Service  Co 

Citiiens  Gas  Co 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Co 

Ironwood  Gas  Co. 

$6,940  59 
20,547  44 
20,828  89 
13,383  63 
17,314  08 

12,599  40 
5,695  78 
13,174  11 
11,594  49 
14,423  59 

12,784  43 
37. 745  28 
9,  Sa3  46 
11,976  24 
23,223  38 

19, 673  51 
67, 073  73 
25, 670  37 
40,533  87 

$9,584  69 
15,519  46 
13,823  76 
10,937  81 
11,841  65 

7,991  47 
6,010  42 
17,317  50 
10,811  64 
10,439  44 

13,380  46 
28,389  68 
11,129  46 
11,729  26 
23,351  45 

11,216  11 
51,294  66 
20,391  18 
33, 186  36 

$8,644  10 
5,027  98 
7,005  13 
2,445  82 
5,472  43 

4.607  93 
314  64 

4,143  39 
782  85 

3,984  15 

696  03 

9,355  70 

1,326  99 

246  98 

128  07 

8.457  40 
15, 779  07 
5,279  19 
7.347  61 

$194  27 

627  68 

628  63 
646  40 

11  66 

340  98 

70  64 

267  14 

186  1^ 

$2,44B  83 
5,655  66 
7,633  76 
3,091  22 
5.483  99 

4.948  91 

2U00 

3,886  26 

Menomonie 

Monroe 

Menomonie  Gas  Co 

Monroe  Lt.  dc  Fuel  Co. 

596  65 
3,984  15 

48fi  17 

PlattevUle 

Platteville  Gas  Co. 

107  86 
296  43 
490  12 
160  71 
7  64 

346  82 
613  67 
184  86 
351  61 

Portage  American  Gas  Co 

Oneida  Gas  Co. 

9,651  13 

8SS  87 

Ripon„ 

Stevens  Point 

Ripon  Lt.  A  W.  Co 

86  27 

Stevens  Point  Ltg.  Co.. 

190  43 

Stoughton 

Waukesha 

Stoughton  Lt.  A  Fuel  Co 

Waukesha  Gas  &  EH.  Co.  .    . 

8.804  22 
16,392  64 

Wauwatosa.  . 

Wauwatosa  Gas  Co 

5,463  55 

West  AUis 

West  AUis  Gaa  Co 

Total 

7,699  12 

$384,986  27 

$318,346  35 

$66.639  92 

$4,826  80 

$71,466  72 

Itdie  figures  denote  deficits. 


CLASS  B.    DETAILED  OPERATING 


Location 

Nami:  or  Compant 

Commereial 
earnings 

Industrial 
earnings 

Antigo 

Baraboo 

Antigo  Gaa  Co. » 

Baraboo  Gas  &  El.  Co 

$6,940  69 
16,307  68 
20,828  89 
10, 549  98 
17,314  08 

12.599  40 
5,695  78 
13,076  17 
11,576  64 
14,423  69 

9,650  64 
27,207  59 

9,778  53 
11,707  85 
17,985  57 

18,392  92 
51,520  77 
25,094  45 
33,408  52 

Beaver  Dam 
Berlin. 

Beaver  Dam  Fuel  A  Lt.  Co 

Berlin  PubUc  Service  Co 

$1,693  10 

Burlington 

Citisens  Gas  Co 

Ft.  Atkinson   . 

Ft-  Atkinnon  Om  Co. 

Hudson 

Ironwood....- 

St.  Croix  Gas  Co 

Ironwood  Gas  Co 

Menomonie  Gas  Co. 

Monroe  Lt.  &  Fuel  Co 

PlattevUle  Gas  Co 

Portage  American  Gas  Co 

Oneida  Gas  Co 

Menomonie..  . 

Monroe. 

Plattevaie 

644  99 

Ripon 

Stevens  Point. 

Stoughton 

Waukesha 
Wauwatoea 

Ripon  Lt.  A  W.  Co 

Stevens  Point  Ltg.  Co 

Stoughton  Lt.  A  Fuel  Co 

292  21 
485  69 

Waukesha  Gaa  A  El.  Co 

Wauwatosa  Gas  Co 

239  89 

West  AUis 

Wc«t  AUis  Gaa  Co 

Total 

6,329  80 

$334,059  64 

$9,585  68 

>  Report  for  period  from  July  1,  1913,  to  May  6. 1914. 
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TEAR  ENDING  JUNE  30,  1914 


DiDucnoNa  fbom  Gross  Inoohb 

Net 
income 

Disposition  of  Nbt  Imcoih 

Iiiten>8t 

onfanded 

debt 

Interest 

on  floating 

debt 

MiscelkD- 
eoufl  de- 
ductions 

Total 

Dividends 

Other 
paym'ts 
from  net 
income 

Total 

Surplus 

$345  00 
128  83 

262  50 

1270  00 
167  38 
277  60 
U  46 

t345  00 

4, 148  83 

1, 167  38 

540  00 

694  46 

1,307  34 

288  48 

7,649  65 

5,036  85 

240  00 

251  06 
6,476  73 

696  82 
1, 247  92 
5,665  29 

5,390  00 
10,093  83 
1.684  95 
3,562  38 

$2, 794  8S 

1,606  83 
6,466  38 

2.651  22 
4,789  53 

3,641  57 
44  48 
11,6S5  90 
4,440  20 
3,744  15 

7S9  2S 
3, 174  40 

1.652  69 
1,161  65 
6,785  72 

3,414  22 

6,298  81 
3,778  60 
4, 136  74 

«,  794  SS 
1,506  83 

13,750  00 

$2,'445()b 

1.000  00 

$2,445  00 

4,021  38 

2.651  22 

600  00 

3.620  00 

3.620  00 

1, 169  53 

939  84 

367  50 
288  48 
215  76 
93  51 
240  00 

82  18 

326  73 

686  80 

153  42 

2,665  29 

390  00 
1,288  26 
1,684  95 
3,525  11 

3.641  57 
44  48 

7.433  89 

li,6S5  90 

4,M3  34 

4,440  20 
3,744  15 

759  2S 

105  88 

63  00 

6.150  00 

4. 150  62 

4, 150  62 

976  22 

10  02 
99  50 

1,6^2  69 

995  00 
3,000  00 

•-■•••■■•■■ " 

J, 161  66 
6,785  72 

5,000  00 

' 

3,414  22 

8,805  57 

6,298  81 

2,250  00 
1,250  00 

2,250  00 
1,250  00 

1,528  60 

37  27 

2,886  74 

$42,723  62 

$12,167  36 

$1,010  13 

$55,910  01 

$15,556  71 

$13,715  62 

$13,715  62 

$1,841  09 

REVENUES.    YEAR  ENDING  JUNE  30,  1914 


Power 
eamings 

Municipal  con- 
tract U^ting 
earmngs 

Sales  of  gas  to 

other  pubtic 

utilities 

Net  eamings 

from 

residuals 

eamings  from 
operation 

Total 
operating 
revenues 

$4;23976 

$6,940  59 
20,547  44 

20,828  89 

1, 140  65 

13.383  63 

17, 314  08 

12.599  40 

5.695  78 

$97  94 
4  75 

13.174  11 

:.;.■;:..:.. ;...'....:.; 



13  10 

2.588  80 
8.465  29 

45  00 
5,237  81 

11,594  49 
14,423  59 

12,784  43 

$2,072  40 

37.745  28 

24  93 

9, 803  46 

$21  18 

11,976  24 

' 

23,223  38 

794  90 

19,673  51 

409*87 

15, 143  09 

67,073  73 

336  03 

- 

25,670  37 

795  55 

40,533  87 

$2,357  53 

$2,072  40 

$36,783  40 

$127  62 

$384,986  27 
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CLASS  B.    DETAILED  OPERATING  EXPENSES. 

Production — 


Location 


Baraboo 

Berlin 

FlatteviUe 

Portage 

lUpon 

Stevens  Point. 
Waukeeha 


Naih  or  Company 


Baraboo  Gas  A  Elec.-  Co 

Berlin  Pub.  Service  Co 

Platteville  Gas  Co 

Portage  Anterican  Gas  Co.. 
Ripon  Lt.  &  W.  Co* 

Stevens  Pt.  Ltg.  Co 

Waukesha  Gas  &  Elec.  Co 

Total 


Coal^ 

opwating 

labor 


$2,050  00 
1,217  26 
1.429  00 
3,738  77 
1,204  30 

1,468  20 
7,087  40 


$18, 105  02 


Coal 
carbcmised 


$6,493  12 
3,623  53 
3,747  10 
11,309  05 
«2,707  94 

7.706  08 
20,736  42 


$56,323  24 


Opbr 


Bench  fuel 


$1,186  81 

1,672  25 

1,090  81 

1.954  83 

941  63 

3.207  30 
4,851  87 


$14,914  50 


NAini  or'CouPANT 

Location 

QPBR 

Water  gas 

operating 

Ubor 

Steam  for 
generating 
water  gas 

Generator 
fuel 

Antigo 

Beaver  Dam 

Burlington 

Ft.  Atkinson 
Hudson 

Antigo  Gas  Co.*                 

$999  33 

1,338  02 

847  00 

1,171  64 

$1,203  10 

30  00 

1,266  98 

682  54 

$1,577  67 

Beaver  Dam  Fuel  &  Lt.  Co 

Citixens  Gas  Co                           

5,461  29 
1,958  28 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Co 

1,573  11 

Ironwood.. 

Menomonie 

Monroe. 

Ironwood  Gas  Co 

Menomonie  Gas  Co 

Monroe  Lt.  A  Fuel  Co 

Oneida  Gas  Co                            

603  75 

785  74 
857  36 
920  10 
886  12 

2,075  11 
985  01 
688  86 
926  28 

1.310  02 

2,637  53 
1.202  99 
2.273  08 

1.383  31 

Stoughton 

Wauwatoea 
WMtAIlis 

Stoughton  Lt.  A  Fuel  Co 
Wauwatoea  Gas  Co 

2.346  67 

West  Allis  Gas  Co 

Total 

$8. 409  06 

$9, 167  90 

$20,413  93 

1  Oil  gas  plant. 
«  Oil  retorted. 
>  Retorts. 
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YEAR  ENDING  JUNE  30.  1914 
Coal  Gab 


ATION 

Maimtinanck 

Steam 

Miaoelbuieous 
cod  gas  sup- 
plies aod  ex- 
peoies 

Total 
operation 

Of  coal  gas 
apparatus 

Of  cod  gas 
buildings,  fix- 
tures and 
grounds 

Total 
maintenance 

Total 

coal  gas 

production 

8400  00 
505  15 
870  54 
749  71 

•707  08 

1,245  31 
2,330  84 

190  50 
7  20 
399  70 
526  94 
260  14 

370  16 
903  09 

$10,220  43 
7,115  39 
7,546  24 
18,279  30 
5,821  09 

13,997  05 
35,909  62 

$792  40 
535  76 
131  71 
162  97 
564  42 

878  88 
395  18 

$132  95 

19  94 

37  76 

187  10 

16  43 

26  77 
138  53 

$925  35 
566  69 
169  46 
350  07 
580  85 

905  65 
533  71 

$11,145  78 
7,671  08 
7,715  70 
18,629  37 
6,401  94 

14,902  70 
36,443  33 

16,898  63 

$2,557  73 

$98,889  12 

$3,461  31 

$559  47 

$4,020  78 

$102.909  90 

WavbbGaa 

ATIOW 

M4IMXNANaB 

Total 
water  gas 
production 

Tota 
gas  pur- 

Enricher 

Miseellaneous 
water  gas 

Bupplieaand 
exDenses 

ToUl 

Of  water  gas 
apparatus 

Of  water. 

gas  build- 
ings, fixtures 
and  grounds 

Total 
maintenance 

chased 

$1,904  81 

$209  94 
306  93 
279  00 
94  42 

104  81 
81  29 
620  66 

222  54 

$5,894  85 
7,136  24 
6,663  28 
5,580  73 

8,973  50 
4,956  42 
5,983  36 
4,477  71 
7.263  02 

$292  00 

1,020  97 

131  38 

»266  54 

885  89 
147  87 
671  93 
189  04 
218  96 

$9  21 

98  50 

307  25 

$301  21 

1, 119  47 

438  63 

266  54 

898  69 
167  07 
697  73 
369  41 
236  43 

$6, 196  06 
8,266  71 
7. 101  91 
5847  27 

9,872  19 
6,113  49 
6,681  09 
4,847  12 
7,488  46 

2,312  02 

2,069  02 

3,552  30 
1.901  39 
1.543  40 
1,248  02 

12  80 
920 
26  80 
180  37 
16  47 

$4,027  43 

2,487  67 

17,960  94 

28,687  48 

$17,006  63 

$1,919  59 

$56,919  11 

$3,824  58 

$669  60 

$4,484  18 

$61,403  29 

$50,676  86 

«  Reoort  for  period  from  July  1,  1913,  to  May  6.  1914. 
*  Indndee  muntenanee  of  biuldingii,  fixtures  and  grounds. 


Digitized  by 


Google 


364 


Report  of  Railroad  Commission 


CLASS  B.    DETAILED  OPERATING 


NaMK  or  COMPAPfT 

Total  cost  of 
production 

Dia 

Location 

OPBRA 

Distribution 

system  onera- 

ating  Uibar 

Customers' 
premises  ex- 
penses 

Antigo 

Antigo  Gas  Co» 

$6, 196  06 
11,145  78 
8, 266  71 
7,671  08 
7, 101  91 

6, 847  27 
4,027  43 
9,872  19 
6,113  49 
6.681  09 

7,716  70 
18, 629  37 
4,847  12 
6,401  94 
14,902  70 

7,488  45 
36,443  33 
17,960  94 
28, 587  48 

$62  50 

108  75 

66  34 

52  60 

614  19 

107  50 
153  87 
70  50 
79  37 
249  75 

402  76 

99  33 

126  67 

I, 114  20 

103  69 
1,104  64 

$239  97 

BaraDoo 

Baraboo  Gas  &  El.  Co         

152  16 

Beaver  Dam 

Berlin 

Burlington. 

Ft.  Atkinson 

Hudson 

Beaver  Dam  Fuel  A  Lt.  Co 

Berlin  Pub.  Service  Co 

Citixena  Ga«  Co 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Co 

Ironwood  Gas  Co  

Menomonie  Gas  Co 

489  58 
57  72 

64  21 
17  09 

Ironwood 

Menomonie 

726  79 
281  49 

Monroe 

Monroe  Lt.  &  Fuel  Co 

Platteville  Gas  Co 

Portage  American  Gas  Co 

Oneida  Gas  Co 

Ripon  Lt.  4  W.  Co 

Stevens  Pt.  Lighting  Co 

Stoughton  Lt.  &  Fuel  Co 

Waukesha  Gas  &  Elec.  Co 

Wauwatosa  Gas  Co 

WestAlUsGasCo 

Total 

86  05 

Platteville 

Portage 

Ripon 

416  10 
682  96 
450  17 
65  77 

Stoughton 

Waukesha 

262  56 
450  86 

West  Allis 

J 

$214,889  04 

$4.406  56 

$4,422  18 

Name  of  Company 

Municipal  Contract  LiOHTOfG 

IX)CATION 

OPKRATION 

Total 
mainte- 
nance 

Total 

Operating 
hbor 

Supplies 

and 
expenses 

Total 
operation 

municipal 
contract 
lighting 

Antigo 

Baraboo 

.A^ntigo  Gas  Co' 

Baraboo  Gas  A  E3.  Co.... 

Beaver  Dam. 

Berlin 

Beaver  Dam  Fuel  &  Lt.  Co 

Berlin  Pub.  Service  Co 

Burlington 

Ft.  Atkinson 

Citixens  Gas  Co 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Co  

Ironwood  Gas  Co 

Menomonie  Gas  Co 

Monroe  Lt.  &  Fuel  Co.. 

Hudson 

Ironwood.. 

Menomonie 

Monroe.... 

Platteville 

Platteville  Gas  Co 

$580  39 

$82"78 

$663  17 

$9  40 

Portage 

Rhinclander 

RipoD 

Stevens  Point 

Portage  American  (ias  Co 

Oneida  Gas  Co 

Ripon  Lt.  &  W.  Co 

Stevens  Pt.  Lighting  Co 

Stoughton  Lt.  &  Fuel  Co 

Waukc«ha  Oas  &  El.  Co 

Wauwatosa  Gas  Co 

West  Allis 

Tot4d 

$672  57 

Stoughton 

Waukesha  

Wauwatosa 
West  Allis 



$82  78 

$680  39 

$663  17 

$9  40 

$672  57 

»  Period  from  July  1,  1913.  to  May  6.  1914. 
'  Includes  railroad  commission  expense  $2.48. 
»  Philadelphia  office  expense. 
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lUBBCnON 


TION 

llAINTENANCK 

Distribation 
andeipennt 

Total 
tqiention 

Of  mains 

OfBcrviccs 

Of  meters 

Total 
maintenance 

Total 
difltributon 

$19  00 

$311  47 
323  81 
558  67 
112  38 
550  37 

161  71 
591  11 
840  26 
368  50 
335  80 

416  50 

1, 127  35 

549  50 

233  46 

1, 148  05 

378  99 
1.746  75 

$40  60 

6  15 

32  76 

$62  47 
257  2» 

$103  07 

279  40 

50  99 

79  61 

22  18 

$414  54 

02  90 
2  75 

$16  00 
18  23 
9  25 
3  45 

603  21 
609  66 

2  16 

70  26 
5  95 

191  89 

36  18 

12  78 

572  55 
161  71 

420  15 

49  97 

764 

40 
41  63 

41  02 
33  85 

9  42 

504  81 

60  49 

21  93 

116  68 
25  60 
69  15 

251  36 
33  70 

35  31 
274  30 

273  62 
10  25 
36  52 

4  50 
48  29 
61  15 
65  73 
21  00 

5  97 
314  48 

6  77 
40  12 
60  66 
113  74 

137  16 
164  86 
53  68 
452  68 

16  19 
818  55 
131  40 
172  19 

258  34 
238  75 
183  98 
769  77 
54  70 

120  42 
1, 175  49 

607  30 

1,664  81 

499  90 

507  99 

674  84 
1,366  10 

733  48 
1,003  23 
1,202  75 

22  74 
191  25 

79  14 
586  71 

499  41 
2,922  24 

$931  64 

$9.760  68 

$1,495  04 

$888  44 

$2,091  45 

$4,474  93 

$14,235  61 

COMMSRCUL 


Collection 
expense 


$30  00 
596  05 
40t  00 
107  59 
37  00 

59  95 

32  31 

403  80 

220  46 

3  44 

232  76 
792  44 
125  10 
231  70 
312  40 

213  18 
816  59 
32  79 

98  84 


$4,846  40 


Promotion 
of 


$581  21 
193  87 
89  54 


71  83 

1  90 

336  00 

700  79 


107  02 
223  39 
288  95 
387  88 
51  50 

421  00 
080  18 


$4,500  66 


Total 
commercial 


$30  00 
1,177  26 
597  87 
197  13 
37  00 

131  78 
34  21 
828  80 
993  25 
3  44 

340  38 
1.015  83 
414  05 
619  58 
863  90 

634  18 

1,796  77 

32  79 

98  84 

$9,347  06 


Gbnxhal 


General 

office 
salaries 


$1,007  50 

742  50 

839  38 

1, 197  04 

1.164  50 

600  00 

400  00 

1,218  50 

1.040  30 

1,995  00 

1,976  90 
1,483  39 
1,605  13 
1,473  67 
2,055  76 

1,305  80 
806  19 


$20,011  56 


General 

office 

supplies  and 

expenses 


$447  49 
656  07 
710  07 
294  69 
388  54 

451  12 

84  83 

663  93 

576  73 


118  69 
696  22 
357  45 
135  03 
573  28 

195  16 
433  68 


$7,065  01 


Law 
expenses- 
general 


$258  55 
83  20 


9  37 


130  00 
50  00 


n,  173  50 


5  72 


$1,910  29 


Miscella- 
neous 
general 

expenses 


$148  33 
82  74 
124  81 
«65  89 


175  00 
88  53 

201  66 
93  59 

164  81 

250  26 
435  20 
146  37 
M54  04 
•270  86 

146  50 
•3,248  31 


$5,796  90 


Total 
operation 


$1,861  87 
1.564  51 
1,674  26 
1,566  99 
1,553  04 

1.226  12 
703  36 
2,134  09 
1,710  62 
2,441  84 

2.345  85 
3. 788  31 
2, 108  95 
1,762  74 
2,905  62 

1,647  46 
4,688  13 


$35,683  76 


*  Indudes  railroad  commission  expense  $3.75. 

*  lododes  railroad  oommisaion  expense  $6.64. 

'  loehdea  $2,234.40  Philadelphia  office  expense. 
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CLASS  B.    DETAILED 


NaUB  or  CoifPANY 

Location 

Of  general 
office  equip- 
ment 

Of  general 

fixtures  and 
grounds 

Total 

Antigo 

AntigoGasCoi 

Baraboo..  . 

Bari^xx)  Gas  A  Elec.  Co 

Beaver  Dun 

Beaver  Dam  Fuel  &  Lt.  Co                 

Berlin, 

$1  18 
Q05  00 

11  18 

Burlington 

Citisens  Gas  Co 

305  00 

Ft  Atkinson 

Ft  Atkinson  Gail  Co  ...                              

Hudson.... 

St.  Croix  Gas  Co 

Ironwood 

Ironwood  Gas  Co  ... 

Menomonie  Gas  Co 

115  45 

$15  45 

Monroe.... 

Monroe  Lt.  A  Fuel  Co 

PUtteville 

PUtteville  Gas  Co „ 

Portage  American  Gas  Co 

6  78 

180  00 

180  00 
6  78 

Oneida  Gas  Co.... 

Ripon 

Ripon  Lt  A  W.  Co.. 

908 

29  84 

38  92 

Stevens  Point... 

Stevens  Pt  Ltg.  Co..». 

Stoughton  Lt  A  Fuel  Co. 

WAuknha  Gas  A  El.  Co 

95  79 

95  79 

Wauwatom 

Wautatosa  Gas  Co 

Wert  Allis 

WMiAllHG^Cn 

Total 

S127  10 

$516  02 

1643  12 

SCIOIAKT  OP 


^Period  from  July  1. 1913,  to  May  6, 1914. 

«Rent. 

sOfl  and  coke  sold 


Location 

NaMB  or  CoifPANT 

Total 
production 

Total 
distribution 

Total  muni- 
cipal oootraot 
lighting 

Antigo 

Baraboo 

Beaver  Dam 

Berlin 

Antigo  Gas  Co« 

Baraboo  Gas  &  Elec.  Co 

Beaver  Dam  Fuel  A.  Lt  Co 

Berlin  Pub.  Service  Co 

16,196  06 
11.145  78 
8.255  71 
7,671  08 
7.101  91 

5.847  27 
4.027  43 
9,872  19 
5.113  49 
6,681  09 

7,715  70 
18,629  37 
4,847  12 
6.401  94 
14.902  70 

7,488  45 
36.443  33 
17.960  94 
28,587  48 

$414  54 
603  21 
609  66 
191  80 
572  55 

161  71 
607  30 
1.664  81 
499  90 
507  99 

674  84 
1.366  10 

733  48 
1.003  23 
1.902  75 

499  41 
2.922  24 

Burlington. 

Ft  Atkinson...... 

Hiidaon.-.. 

atiaens  Gas  Co 

Ft  Atkinson  Gas  Co..-„ 

St  Croix  Gas  Co 

Ironwood  Gas  Co... 

Menomonie  Gas  Co 

Monroe  Lt  A  Fuel  Co 

PUtteville  Gas  Co 

PortMre  American  Gas  Co.. 

::::: :: 

ill  I] 

$672  57 

Rhjni^H<T,    .., 

Oneida  Gas  Co 

Ripon  Dt.  A  W.  Co 

RiDon... 

Stevens  Point .. 

Stoughton 

Waukesha 

Wauwatosa. 

Stevens  Pt  Ltg.  Co „ 

Stoughton  Lt  A  Fuel  Co 

Waukeaha  Gas  A  EL  Co 

Wauwatosa  Gas  Co 



WeatAlKs 

West  AJlia  Gas  Co „ 

Total 

1214.889  04 

$14,235  61 

$672  57 

Digitized  by 


Google 


Statistics — Financial — Gas 


367 


OPERATING  EXPENSES,  1914— Concluded. 


TotaJ 
generml 


Undistsibutkd 


Injuries  and 
damages 


Insurance 


Stationery 
and  printing 


Stores  depart- 
ment expenses 


Utility  equio- 


Total  undis- 
tributed 


$1,861  87 
1.564  51 
1,074  26 
1,568  17 
1,858  04 

1,228  12 
703  36 
2,134  09 
1,726  07 
2,441  84 

2,525  85 
3,795  09 
2,108  95 
1,801  66 
2.905  62 

1,647  46 
4,783  92 


$80  00 
1  50 


2  00 
10  00 


621  85 


$348  04 
248  08 
162  26 
117  35 
113  00 

192  52 
65  59 
79  00 
50  35 

281  23 

194  71 
275  21 
22  58 
153  42 
556  65 


$44  43 

102  09 
12  22 
90  52 


$76  88 


$9  00 
203  99 


64  10 
•29  50 
»170  26 


853 


5  90 
<16  25 


86  68 


18  00 

40  04 

9  72 


556  09 

196  60 


2  86 
87  85 
509  85 


366  38 


752  64 


1,704  24 


$348  04 
301  51 
344  36 
411  94 
203  52 

192  52 
134  12 
126  75 
230  61 
281  23 

837  48 
275  21 
861  78 
281  31 
1,076  22 


>2,823  16 


$36,326  88 


$1,081  73 


$2,859  99 


$657  56 


$1,690  54 


$2.539  93 


$8,729  75 


OPBRATIira  EZFKNSBS 


Total 
oommerdal 

Total 
general 

Total 
undistributed 

Total  of 
foregoing 

Depreciation 

Taxes 

Total 
operating 
expenses 

$30  00 
177  26 
597  87 
197  13 

$1,861  87 
1,564  51 
1,674  26 
1,568  17 
1,858  04 

1,226  12 
703  36 
2.134  09 
1,726  07 
2,441  84 

2.525  85 
3,795  09 
2,108  95 
1,801  66 
2,905  62 

1,647  46 
4,783  92 

$348  04 
301  61 
344  35 
411  94 
203  52 

192  62 
134  12 
126  75 
230  61 
281  23 

837  48 
275  21 
861  78 
281  31 
1,076  22 

366  38 

$8,850  51 
14, 792  27 
11,481  85 
10,040  21 
9,773  02 

7,559  40 
5,606  42 
14,626  64 
8,563  32 
9.915  59 

12,094  25 
25,764  17 
8,965  38 
10,107  72 
20,451  19 

10, 269  60 
46,312  64 
17,993  73 
28.686  32 

$1^997  lb 

$734  1^ 
727  19 
344  81 
897  60 
268  63 

432  07 
504  00 
927  43 
723  68 
523  85 

363  53 
1,620  00 
330  00 
432  22 
999  78 

946  61 
2,640  00 

326  35 
2,333  80 

$9,584  69 
16,519  46 
13.823  76 
10,937  81 

37  00 

131  78 

34  21 

828  80 

993  26 

3  44 

1,800  00 

1,763  43 
1,624  74 

11,841  65 

7,991  47 
6.010  42 
17,317  50 
10,811  64 
10,439  44 

340  38 
1,015  83 
414  05 
610  58 
363  90 

634  18 

932  68 
1,115  41 
1,834  07 
1, 189  32 
1,900  48 

13,380  46 
28,389  58 
11,129  46 
11,729  26 
23,351  45 

11,216  11 

1,796  77 
32  70 

2,342  02 
2,072  10 
2,166  24 

51,294  66 
20,391  18 

98  84 

33,186  36 

$9,347  06 

$36,326  88 

$6.272  97 

$281,744  13 

$20,637  69 

$15.964  63 

$318.346  35 

^Are  lamps. 

^AD  but  $366.38  of  the  "Undistributed  expense"  has  been  redistributed  over  the  preceding  accounts. 
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CLASS  B.    STEAM  GENERATION  APPORTION 


NaMK  or  Ck>MPANT 

Ofsra 

Location 

Operating 
labor 

Fuel  for 
steam 

Water  for 
steam 

Antigo „ ... 

Baraboo  . 

Antigo  Gas  Co.» 

Baraboo  Gas  &  El.  Co     

$i;b52  73 

$1,203  10 
6,528  15 

Beaver  Dam .. 

Beaver  Dam  Fuel  &  Lt.  Co 

Berlin  Pub.  Service  Co 

Citizens  Gas  Co 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Co * 

$30  00 

Berlin 

Burlington 

Ft.  Atkinson 

Hudaon 

248  86 
693  75 

130  18 

665  31 

357  37 

314  40 
573  23 

436  38 

i;  341' 32 

516  93 
688  86 

196  57 
556  78 
460  98 

21  56 

Ironwood  Gas  Co  

17  57 

Menomonie 

Monroe 

Menomonie  Gas  Co 

Monroe  Lt.  A  Fuel  Co 

Platteville  Gas  Co 

Portage  American  Gas  Co 

Oneida  Gas  Co 

Ripon  Lt.  &  W.  Co 

Stevens  Pt.  Ltg.  Co      . 

65  15 

PlattcvUIe 

Portage 

RhincTandor 

Ripon . 

Stevens  Point 

545  51 
148  45 
250  00 

65  00 
20  00 
12  00 

2,273  82 

544  61 

26,783  98 

Stoughton 

Waukesha 

Wauwatoea 

Stoughton  Lt.  A  Fuel  Co 

Waukesha  Gas  A  El.  Co 

Wauwatosa  Gas  Co 

WestAUisGasCo 

Total 

658  00 
4,448  27 

18  21 

We«tAlli8 

19. 198  43 

$42,418  11 

$249  49 

CLASS  B.    DISTRIBUTION  OF  PAY 


Location 

Nam*  op  Compant 

Production 
coal 
gas 

Production 
water 
gas 

Production 

purchased 

gaa 

Steam 
generatioD 

Antigo...„ 

Baraooo 

Antigo  Gas  Co» 

Baraboo  Gas  A  El.  Co 

$2,268  60 

$999  33 

2^047  61 

906  75 

1,171  64 

1,053  25 
849  00 
857  36 

Beaver  Dam 

Beaver  Dam  Fuel  A  Lt.  Co 

Berlin  Pub.  Service  (^^o.' 

Berlin 

Burlington. 

Ft.  Atkinson . . . 

Citiaens  Gas  Co 

Ft.  Atkinson  Gas  Co 

1,472  99 
4, 008  62 

*1,262  00 
1,504  10 

7, 2.39  56 
$17,755  87 

$693  75 

$685  22 

130  18 

Hudson 

St.  Croix  Gas  Co 

Ironwood 

Menomonie 

Monroe 

Ironwood  Gas  Co 

Menomonie  Gas  Co 

Monroe  Lt.  A  Fuel  Co 

Platteville  Gas  Co 

665  31 
357  37 

Platteville 

561  96 

Portage 

Portage  American  Gas  Co 

Oneida  Gas  Co 

Ripon  Lt.  A  W.  Co 

Stevens  Pt.  Ltg.  Co 

Stoughton  Lt.  A  Fuel  Co 

Waukesha  Gas  A  El.  Co 

Wauwatosa  Gas  Co * 

150  a4 

Rhinelandcr 

Ripon 

Stevens  Point... 

Stoughton 

Waukesha    

Wauwatosa. .. 

1. 145  10 

424  00 

892  37 
$9,922  41 

$685  22 

658  00 

West  Allis 

WestAUisGasCo 

Total   

$3,640  01 

'  Period  from  July  1.  1913,  to  May  6,  1914. 
«  Labor  not  all  separated. 
•  Mercantile. 
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MENT  ACCOUNT.    YEAR  END^JG  JUNE  30,  1914 


TION 

Maintknance 

Total  cost 
of  steam 

Mi«cd- 

laneous  steam 

supplies  and 

expenses 

Total 
operation 

OfboUers 
and  boiler 

auxiliary 
equipment 

Of  boiler 
plant,  build- 
mgs.  fixtures 
and  grounds 

Total 
ma'ntcnancc 

Gas  utility 

Other  utiUties 

$1,203  10 

7,621  72 

30  00 

564  43 

1,266  98 

682  54 

2,075  li 

985  01 
688  86 

806  08 
725  23 
722  98 

2,345  40 

1,310  02 
31,876  65 

$76  92 

$1,203  10 

7,698  64 

30  00 

595  15 

1, 266  98 

682  64 

2,075  ii 
985  01 
688  86 

870  64 
749  71 
926  28 

$1,203  10 

400  00 

30  00 

595  15 

1,266  98 

682  54 

2,075  11 

•985  01 
688  86 

870  54 
749  71 
926  28 

$40  84 

$76  92 

$7,298  64 

1  17 

26  16 

$4  56 

30  72 

94  42 

50  91 

45  56 

64  46 
24  48 
86  05 

ioi'87 

64  46 
24  48 
203  30 

i0547 

117  25 

3  60 

71  58 
107  41 

2,450  87 

1.310  02 
32. 719  43 

1.245  31 

1.310  02 
2,330  84 

1, 205  56 

625  19 

843  78 

843  78 

30.388  59 

$1,037  08 

$52,903  11 

$1,223  72 

$125  41 

$1,349  13 

$54,252  24 

$15,359  45 

$38,892  79 

ROLL.   YEAR  ENDING  JUNE  30,  1914 


DisbibuUon 

Municipal 
contract 
lighting 

Commer- 
cial 

General 

Undis- 
tributed 

.Stock 
accounts 

Construction 

and 
equipment 

Depre- 
ciation 

Total 

$52  50 
360  25 

$1,  i39  35 
350  94 

59  95 
32  31 
802  75 
699  07 

356  40 
683  00 
355  90 
565  03 
257  40 

587  31 
1,325  98 

$7,215  39 

.  $1,007  50 
742  50 

984  78 

i,  164  50 

600  00 

413  75 

1,218  50 

1. 108  71 

1,995  00 

2,181  00 
1.718  07 
1,605  13 
1,478  24 
2,055  76 

1.181  00 
914  72 

$20,369  16 

$595  38 

4  18' 

473  92 
1,027  76 

296  96 
155  70 
175  50 

199  76 

586  is 

$284  13 
1. 182  78 

62  80 

132  00 
39  99 

644  27 
506  22 

184  74 
167  87 

775  20 

1.805  35 

$2,305  81 
1,502  61 

379  45 

600  00 

138  25 

334  29 

2, 169  64 

551  33 
232  23 
450  00 
408  15 
236  00 

278  32 
2,095  74 

$11,681  82 

/ 

$2,059  33 
7,100  64 

595  75 
519  45 

6,664  47 
4,322  08" 

775  00 
268  85 

3,336  77 
1,542  56 

1,447  20 

'$421  36 
M44  80 
«741  54 

$1,307  70 

6, 127  22 

428  25 
269  75 

665  41 

1,071  90 

703  18 

656  17 

1,118  20 

448  36 
2,043  30 

$682  67 

6,679  79 
3,122  11 

6,730  32 
9,530  11 
4,858  81 
4, 554  33 
5,683  89 

4,820  56 
16,752  34 

$5. 785  35 

$11,423  52 

$582  67 

$3,515  31 

$93,885  33 

« Oil  gas. 

*  Cost  installation. 

•  $516.28  gas  merchandise  sales  and  $225.26  piping  and  commercial  sales. 
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CLASS  B.    BALANCE 
As 


Naih  of  Company 

Treasury 
secunties 

Reserve, 

Location 

Cost  beginning 
of  year 

Construction 
and  equip- 
ment current 
year 

andqiecial 
fund 

Antko 

Bantboo  ...~.... 

Antigo  Qas  Co'  ». 

Baraboo  Gas  A  El.  Co 

$6,049  27 
115,938  43 
99,347  80 
72,684  00 
52,671  04 

50,328  33 

30.395  54 
271.605  68 
193,361  18 

53,446  42 

50. 188  37 
153,406  03 
42,582  28 

50.396  38 
135,406  19 

184,170  46 
294,114  43 
79,969  29 
97,282  50 

$1,377  26 

9,265  83 

2,448  00 

254  92 

1,237  91 

2,386  92 
2,231  46 
1,027  76 
8,650  56 
1.864  25 

1,820  49 
978  59 
2.730  01 
1,168  90 
1,601  51 

763  42 
7.442  26 
16,463  30 
18,656  37 



Beaver  Dam. 

Beaver  Dam  Fuel  4Lt  Co...„ 

Berlin  Public  Service  Co 

atiaens  Gas  Co 

Fort  Atlnni»nn  fU-  fV 

Berlin. 

Burlington 

Ft.  Atkinson^... 

$3.000  00 

Hudson 

St  Croix  Gas  Co 

Iron  wood....  ^ 

Ironwood  Gas  Co 

Menomonie 

Monroe 

Menomonie  Gas  Co. 

Monroe  Lt.  k  Fuel  Co.  ..„ 

Platteville  Gas  Co 

Portage  Amwican  Gas  Co 



Plattcville  .. .. 

Portage 

225.000  00 

Rhinda^er 

Ripon 

Stevens  Point 

Oneida  Gas  Co „... ., 

Ripon  Lt.  k  W.  Co, ...„ 

Stevens  Point  Ltg.  Co 

Stoughton  Lt.  k  Fuel  Co 

$1,502  00 

Btoughton 

Wauleaha  Gas  4  EL  Co 

•138.000  00 

6.254  40 

Wauwatosa 

Wauwatosa  Gas  Co - 

West  Allis  Gas  Co. 

Totals 

West  AUis  .. 

$2,033,333  62 

$77,369  72 

$366.000  00 

$6.846  40 

LlABIL 


Nami  of  Compant 

Capital  LiABiLms8 

Location 

Capital 
stock 

Funded 
debt 

reserve 

Special 
reserves 

Antigo 

Antigo  Gas  Co.^  '  

Baraboo 

BarUKX)  Gas  &  El.  C-o 

$50,000  00 
81,500  00 

$62,500  00 
20,000  00 
59,500  00 
15,000  00 

18,750  00 

$1,480  73 

Beaver  Dam 

Berlin  . .    . 

Beaver  Dam  Fuel  4  Lt.  Co 

Berlin  Public  Service  Co 

$3,945  24 
3,489  89 
8,812  29 

75  00 

Burlington 

Ft.  Atkinson. 

Citisens  Gas  Co 

36, 200  00 

16,800  00 
45,000  00 
150,000  00 
100,000  00 
30,000  00 

51,639  21 
40.000  00 
40,000  00 
35,514  70 
46,890  00 

85,000  00 
52,000  00 
46,000  00 
25,000  00 

Fort  Atkinson  Gas  Co. . 

Hudson      .     . 

St.  Croix  Gas  Co 

63  35 

Ironwood 

Ironwood  Oas  Cot 

149,600  00 
100,000  00 

3,486  31 

2,976  47 

800  00 

1,786  97 
3,284  82 
6.428  81 
6.580  08 
1.900  48 

7, 155  61 
9,175  19 
8.624  05 

Menomonie  Gas  Co 

Mom-oe  Lt.  4  Fuel  Co 

Monroe 

Platteville 

PUttcvUlc  Gas  Co....„ 

Portage  American  Gas  Co 

Oneida  Gas  Co 

3,600  00 
340,000  00 

Portage„ 

541  18 

Ripon 

Ripon  Lt.  4  W.  Co 

Stevens  Point  Ltg.  Co 

Stevens  Point... 

58.612  50 

100.000  00 
359,500  00 

100  80 

Stoughton. 

Waukaha 

Wauwatosa.  ... 

Stoughton  Lt  4  Fuel  Co 

Waukesha  Gas  4  El.  Co 

Wauwatosa  Gas  Co 

West  Allis  Gas  Co 

1,207  si' 

West  Allis      .... 

Total 

$930,543  91 

$1,286,862  50 

$68,396  11 

$3,477  41 

1  Period  from  July  1, 1913,  to  May  6, 1914. 

>  Receiver's  statement. 

3  Includes  $47,000  trustee  bon<k. 
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SHEET.  JUNE  30.  1914 


CURKBNT  AbSITB 

Prepaid 
accounts 

Open 
accounts 

Deficit 

Cash 

Notoaand 
bills  re- 
ceivable 

Accounts 
reeeirable 

Materials 

and 
supplies 

Miscel- 
laneous 

Total 
assets 

$18  17 

$2,786  71 
8,284  69 
2,848  76 
2,519  80 
8,399  08 

1.289  28 
786  30 
3,738  84 
2.486  41 
1,156  96 

779  92 
2.476  77 
2,334  26 
1,929  76 
3,260  41 

3,609  06 

4,485  60 
5. 142  39 

$436  21 

$6,120  98 

$16,783  60 

1.093  24 

$2.000  00 

$3,527  80 
3,620  01 
1,315  60 
2,173  74 

4,128  02 

436  67 

2,827  76 

2.021  33 

$146  78 
11  26 

133,256  67 

6.850  13 

$15  00 

117,140  95 

27  27 

76,801  49 

2,126  69 

12  46 

64,620  82 

287  92 

3,050  00 
180  00 

58,420  47 

2, 120  97 

11  43 
560  53 
387  06 

8,871  47 

564  41 
36.666  16 
13,546  87 

45,418  25 

874  63 

319,351  26 

228  86 

215,860  76 

872  33 

1.511  50 

1,067  47 

3,632  72 

423  49 

84  38 

58,350  45 

62  86 

^ 

3,430  14 
5.646  23 
2,861  40 
2.868  38 
1,900  10 

2,043  84 
10,117  69 

16  45 
878  12 
40  50 

66  12 

534  92 

819  85 

872  73 

12,297  81 
31,418  68 

58,228  42 

1,769  06 

393, 786  51 

30  02 
286  34 

43  98 

17  99 

54  16 

5,707  82 

63,299  77 
58,359  12 

20  21 

173,691  21 

1.624  64 

2, 161  86 
5,928  78 

194,762  34 

3.076  09 

7.911  81 

21.993  03 

•••■•■•••■■■■•■ 

470,461  32 
108,820  00 
143,074  29 

$60,167  54 

$11,053  94 

$48,212  89 

$48,407  61 

$15  00 

$3,485  47 

$24,117  87 

$101,487  64 

$2,770,487  70 

Accrued 
liabilities 

Open 
accounts 

Surplus 

NoCaaad  faiUs 
bills  pi^ble 

payable 

Miscellaneous 

Total 
liabilities 

«$16.683  60 
9,250  00 

$200  00 
445  50 

$16,783  60 

$6,420  29 
262  82 
948  11 

1,726  76 

162  60 

3,719  67 

3,612  83 

$3,151  15 
11,333  69 
2,117  13 
4, 186  51 

14,143  72 

133, 256  67 

$24  20 
246  36 

117,140  95 

10,600  00 

422  02 

76  801  49 

7,000  00 

64,620  82 
68,420  47 

202  30 

45,418  25 

12.636  29 
8,868  24 

999 
378  80 

$124  42" 

319,351  26 
215,860  76 

2,500  00 

25.050  45 

57  69 
12,266  89 

58,350  46 

700  00 

699  74 
1,006  14 
4,066  04 

123  99 
3.367  08 

1.486  66 
1,620  87 
6,061  54 
6,960  63 

62  50 
120  00 
427  33 

1,679  42 

1,444  98 

525  80 

1,026  06 

2,898  76 

58,228  42 

8,777  68 
11.000  00 
2,921  46 

1, 149  11 

229  48 

952  00 

•14,320^ 

331  80 
109  64 

393,786  51 
63, 299  77 
58,359  12 

46,818  01 

2  34 

1,139  07 
1,010  50 
1.685  56 

173,691  2r 

6,500  00 
41,875  38 
33,606  90 
68,686  42 

5, 427  70 
12,939  HI 
29,218  87 

$119,893  61 

194,762  34 
470.461  32 
108, 820  00 
143.074  29 

$288,223  98 

$41,932  66 

$5,645  93 

$9,444  67 

$16,067  92 

$2,770,487  70 

«  RMeirer's  certificates. 

•  Adhurtmcnt  to  balance  departments. 
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Ikdic  figures  denote  deficits. 


CLASS  C.    GASOLINE  AND  CARBIDE  PROCESS,    DETAILED 


Name  or  Company 

OPBBATUfO  RXVBKUW 

Location 

Cmnmeroial 

light  and  fuel 

earnings 

Municipal 
contract 
earnings 

Miaeellane- 
ous  earnings 

Total 
operating 
revenues 

HOTtonville 

PnvaU 
HOTtonville  Lt.  Ht.  A  Pr.  Co 

$1,644  25 

$573  85 

$2,218  10 

Munidpd 
Mun.  Gas  Plant 

Clinton 
Fox  Lake. 

12.326  50 

3,504  54 

899  93 

1,551  50 

2,664  66 

3.002  03 
1,191  79 
4.058  22 
1.619  80 
840  00 

2,286  49 
405  01 

$660  00 

$2,326  50 
4,164  54 

Hftmmond .... 

899  93 

Hilbert 

1,551  50 

Horioon.. 

222  45 

900  00 

920  00 

1,200  00 

1.400  00 

780  00 

300  00 

$2  65 

2,889  76 

Juneau      

It         <«       •> 

3,902  03 

Marion 

•1         II       <• 

55  00 

2,166  70 

Markeaan    . 

"         "       "  I 

Total 

5,258  22 

Nekooaa 

Palmyra 

Sharon 

Wautoma 

19  60 

3,039  40 
1,620  00 

2,586  49 
405  01 

$24,350  47 

$6,382  45 

$77  25 

$30,810  17 

Location 

Namx  op  CoMPAirr 

Net 
operating 
rerenues 

Non- 
operating 
revenaes 

Hortonville 

Pnvate 
HortonviUe  Lt.  Ht.  &  Pr.  Co 

Munuipal 
Munidpal  Gas  Plant     

$538  92 

$9  60 

Clinton 

Fox  Lake 

Hammond. 

$499  IS 
1, 90S  08 
1,896  97 
9,S91  SO 
9,S64  86 

1,944  77 

460 

946  19 

979  7S 

414  40 

74s  90 
497  40 

$125  00 

Hubert. 
Horieon 

Juneau. 

Marion 

zr'z^'7'zz...'Z'i^.''''''z 

Markesan 

Nekooea.    . 

"     "     "  

Palmyra. 

Sharon 

••     "     "  1.. .'....."..' '...' 

Total 

409  44 

Wautoma 

%t0,6S8  8S 

$534  44 

t  RepoH  for  4  roontl»  from  June  30,  1913.  to  November  1.  1913. 
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income  account,    year  ending  JUNE  30, 1914 


Opbratino  Expbnbks 


ProdoctioQ 

DisUibuUon 

Municipal 
contnet 
Kghting 

Commercial 
general  and 
undistributed 

Total  fore- 
Roing 

Depreciation 

Taxes 

Total 
operating 
expenses 

$1,360  84 

$130  94 

$40  48 

$1,532  26 

$133  04 

$13  88 

$1,679  18 

12.438  40 

$286  00 

$31  25 
84  15 

$2,755  65 
5, 367  62 
2,526  90 
3.872  80 
5.254  62 

5, 146  80 
2,171  39 
5.203  41 
3,312  13 
1,205  60 

3. 103  56 
902  41 

$2,755  65 

6, 175  00 

$108  47 

5,367  62 

1.700  73 

727  17 
214  90 
23  46 

279  34 
112  65 
196  05 
139  36 
180  00 

26  63 
1  00 

2,526  90 

2,712  00 

945  90 
161  38 

89  87 
180  00 

3, 872  80 

4.086  60 

983  18 
196  08 



5,254  62 

4.671  38 
1,968  97 

$300  00 

5, 146  80 
2,171  39 

4.707  36 
3.036  53 

120  00 
136  24 

71  61 

5.503  41 
3,312  13 

1.025  60 
2,906  19 

9  13 

226  13 

1,205  60 
3,329  69 

901  41 

902  41 

$36,519  17 

$2.186  46 

$1,494  75 

$1,622  51 

$40,822  89 

$526  13 

$41,349  02 

DiDucnoNB  moM  Gross  Incomk 

Gross 
mccme 

Interest 

Dividends 

Total 
deductions 

Surplus 

$536  32 

$585  00 

$585  00 

t48  68 

SS04  IS 

$125  00 
140  00 

$125  00 
140  00 

125  00 

$4M9  15 

1,$0S  08 

1,S4S  08 

I,6i6  97 

1,696  97 

f.Stl  SO 
t,S64  86 

1,944  ^ 

125  00 

9,446  SO 
9,S64  86 

1,944  77 

4  60 

4  60 

t4B  19 

200  00 

200  00 

445  19 

t7i  75 

t79  7S 

414  40 

414  40 

8SS  76 

160  00 
140  00 

160  00 
140  00 

49S  76 

487  M) 

6S7  40 

$10,004  4t 

$890  00 

$890  00 

$10,894  41 
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CLASS  C.    OASOUNE  AND  ACETYLENE  PROCESS. 


Namb  of  Company 

Aflun 

Location 

Cortof 
plant 

SecttritictaDd 

reaarrefund 

aasete 

Currant 
aaieta 

Pt«pakl 
aecouQta 

HortoDville 

Pnnie 
Hortonville  Lt.  Ht.  4  Pr.  Co 

16,660  00 

$196  37 

Municival 
Municipal  Gas  Flank 

Clinton 

$10, 191  67 
8,366  84 
4.600  00- 
12,214  90 
10. 198  24 

7,850  00 
8,000  00 
7,928  97 
3,600  00 

7,699  64 
7,000  00 

$300  00 

Fox  Lake 

Hammond 

„          „       „     

Hilbcrt 

412  10 
222  60 

Horicon 

Juneau.    . 
Marion. 

"          "       "      I 

••■•" 

Markenn 

Nekoosa. 

$300  00 

1,046  97 

868  90 

660 

669  69 

Palmyra.    . 

"     i 

Total 

Sbaron 

Wautoma 

$87,449  76 

$300  00 

$3,416  ee 

^  Balance  sheet  not  arailable. 


Digitized  by 


Google 


Statistics — Financial — Gas 


375 


BALANCE  SHEET,  JUNE  30.  1914 


LiABiums 

De6eH 

Total 

MMtS 

Capital 

■tock  or 

dtyequilgr 

Funded  and 
mort^ 

Depreda- 
tion and 
other  re- 
aerrei 

Current 
liabUiUee 

Accrued 
liabiliUM 

Surplus 

Total 
liabilities 

$6,745  37 

$6.500  00 

$245  37 

$6,745  37 

$10,491  67 
9.709  42 
4,500  00 
14,948  30 
10,420  74 

$6.600  00 
6.501  67 
4.000  00 

12.948  30 
6.859  34 

$1.600  00 

3,150  00 

500  00 

2.000  00 

$38  43 

$2,453  24 

$10,491  67 

$1,343  08 

$57  75 

9.709  42 

4.500  00 

2,321  30 

14.948  30 

2.361  40 

1.200  00 

10,420  74 

7.850  00 
9,345  97 
8,797  87 
3,506  50 

8,808  10 
7,000  00 

4.600  00 

3,250  00 
8.000  00 

7,850  00 

$300  00 

745  97 
575  00 

224  38 

300  00 

9,345  97 

8.222  87 
3.506  50 

4.857  59 
4.000  00 

8,797  87 

3.500  00 
3.000  00 

226  13 

3.506  50 

648  77 

8.808  10 

7.000  00 

$4,213  15 

$95,378  57 

$61.996  27 

$24.900  00 

$526  13 

$3,945  18 

$57  75 

$3,953  24 

$95,378  57 

*  Report  for  four  montin  from  June  30. 1913.  to  November  1, 1913. 
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Statistics  of  Public  UtOities 


talk  figures  denote  deficits. 


CLASS  A.    INCOME  ACCOUNT. 


Location 


Name  of  Compant 


Opbbatinq  Accounts 


Total 
revenues 


Total 
expenses 


Net 
income 


Non- 
ODcrating 
revenues 


GroMB 
income 


Ashland 

Beioit 

Chip.  Falls 
Green  Bay., 
Janesville.... 

Marinette... 

Merrill 

Oshkosh 

Racine 

Superior 


Appleton 

Eau  Claire.. . 
Fond  du  Lac. 

Kenosha 

La  Crosse 

Madison 

Manitowoc.. 
Milwaukee.... 

Oshkosh 

Sheboygan. 

Watertown.. 

Waukesha 

Wausau 


PrinOe 

Ashland  Water  Co 

Beioit  W.  Gas  A  El.  Co  .. 
ChiD.  Val.  Ry.  Lt.  4  Pr. 

Green  Bay  Water  Co 

Janesville  Water  Co 


City  Wat«rCo 

City  Water  Works  Co 

Oshkosh  Water  Works  Co.  >.. 

Racine  Water  Co 

Superior  W.  Lt.  &  Pr.  Co 


Total. 


Municipal 
Municipal  Water  Works  Plant 


Total.. 


$55,402  30 
43,943  49 
31,403  27 
74,574  03 
46,951  77 

48, 746  82 
24,545  63 
33.003  85 
141,513  99 
129,670  96 


133.504  88 
24,781  05 
19,085  19 
46,471  92 
24,270  67 

23. 850  03 
18,922  14 
22, 792  91 
59,808  04 
61,358  43 


$21.897  42 
19, 162  44 
12.318  08 
28,102  11 
22,681  10 

24,896  79 
5,623  49 
10,210  94 
81,705  96 
68, 212  53 


$694  55 
1,570  37 


71  01 

731  44 

368  92 

936  23 

16,125  37 

2,416  24 


$629,656 


$.334,845  26 


$294,810  86 


$21,913  13 


$22,591  97 
20,732  81 
12,318  08 
28.102  11 
22.752  U 

25.628  23 
6.992  41 
11,146  17 
96.831  32 
70,628  77 

$316,723  98 


$30,918  87 
51,365  32 
60,698  70 
52,270  79 
46,717  35 

82,220  37 
43.112  92 
904,476  72 
61,091  94 
03,344  90 

22,110  65 
26.299  36 
45.215  34 


$17,538  94 
29,383  08 
24, 608  26 
20,584  45 
24,203  54 

64,549  06 
19,063  23 
362,212  75 
28,336  18 
36.887  02 

12,426  09 
22,374  03 
28,373  89 


$13,379  93 
21.972  24 
36.090  44 
31.686  34 
22,613  81 

27,671  31 
24,049  69 
542, 263  97 
32, 755  76 
56.457  88 

9,684  56 
3,925  33 
16,841  45 


$246  92 

$t69  41 

638  28 

1,387  18 

627  70 

44, 107  68 
6,767  56 

10,304  96 

978  11 

4.999  28 


181  90 


$13,626  85 
21,702  83 
36.728  72 
33,073  52 
23.041  51 

71,778  99 
29,817  25 
552,568  93 
33,733  87 
61,457  16 

9,684  56 
4. 107  23 
16.841  45 


$1,519,833  23 


$680,540  62 


$839,292  71 


$68,869  16 


$908,161  87 


1  Discounts  on  refunding  bonds. 

*  Report  for  three  months  acquired  by  city  Octobo*  1. 
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-1.   Financial — c.  Water 


YEAR  ENDING  JUNE  30,  1914 


Deductions  raou  Groos  Ikoomi 

Net 
income 

Disposition  of  Nrp  Income 

Interest  on 
funded  debt 

andr»l 
egtate  mort- 

esees 

Interest  on 

floating 

debt 

MisceDan- 

eou8  deduo- 

Uons 

Total 

Dividends 

Other 
payments 
from  net 

income 

Total 

Surplus 

$13,091  83 

$3,916  70 

$17,608  53 
15.036  90 

6,825  00 
30,975  66 

9,412  80 

21, 174  96 
11,414  73 
21,605  75 
59.839  85 
53,117  85 

$4,983  44 
5,695  91 
5,493  08 
i,  873  64 

13.339  61 

4,453  27 
6,4it  S8 
10,369  68 
36,991  47 
17,510  92 

$7,500  00 
11,550  00 
8,400  00 

11,000  00 

4,000  00 

1,740  00 
44.000  00 
15,600  00 

$371  73 
78  33 

$7,500  00 
11,550  00 
8,771  73 

11,000  00 

4,078  33 

%S,616  66 
6, 864  09 
3,  $78  66 
2,873  54 
2,339  61 

15, 086  90 

6.825  00 

30,000  00 

9.412  50 

975  66 

1.541  63 

1,214  73 

80  75 

3,789  85 



19.300  00 
9,950  00 

i$333  33 
1250  00 

•3, 250  do 
11,204  23 

374  94 

5, 4$»  39 

21,425  00 
52,800  00 
41,913  62 

1,740  00 
44,000  00 
15,600  00 

It, 099  68 
7,008  53 
1,910  92 

$230,354  85 

$11,519  31 

$15,037  56 

$246,911  72 

$69,812  26 

$103, 790  00 

$450  06 

$104, 240  06 

%34, 4t7  80 

$11,137  50 

$11,137  60 
5,000  00 
16,324  50 

15,393  33 

$2,488  35 
16,702  83 
20,404  22 
33,073  62 

7,648  18 

71,778  99 
18,027  25 
538,406  43 
11,091  77 
48,110  50 

9. 681  56 
2, 582  23 
11,161  45 

$2,488  35 

>$5,000  00 

16, 702  83 

16,324  50 

20,404  22 

15, 393  33 

$4,683  65 

28,000  00 

200, 115  68 

$4,683  65 

28,000  00 

7,000  00 

230, 115  58 

33,073  52 
2,964  53 

$7,000  00 

43,778  99 

11,790  00 
14, 162  50 

"z.  '."'.r..." 

«124  96 

11,790  00 
14, 162  50 
22,642  10 
13,346  66 

1,525  00 
5,680  00 

11,027  25 
338.290  85 

22.517  15 

11,091  77 

13,346  66 

3.000  00 

3,000  00 

48,110  50 

6,684  56 

1.525  00 

2,582  23 

5.680  00 

11,161  45 

$111,876  64 

$6. 124  95 

$117,001  59 

$791,160  28 

$7,000  00 

$235,799  23 

$242,799  23 

$548,361  05 

I  Contractual  onking  fund  requirements. 
<AmortisatioQ  reserve  requirements. 
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CLAJ38  A.    DETAILED  OPERATINQ  REVE 


Location 

NaIO  or  COMPANT 

Earnings 

from 

eommercial 

sales 

Kamings 

from 
industrial 

sales 

kM^nA 

PrivU 
A#M»nd  Wat^  <^^      

129.475  87 
20,459  43 
22,006  79 

42.272  65 

80.273  44 

32,295  16 
15.465  63 
21,795  83 
83,616  71 
81,384  02 

19.253  65 

Beioit 

Beloit  W.  Gas  4  El.  Co 

6,704  07 

Chippewa  Falh 

QreenBay 

Chip.  Val.  Ry.  Lt.  4  Pr.  Co 

Green  Bay  Water  Co      .  .                   ... 

JanesviOe      

JaTHwyiHe  Wa^  Ctn 

8,437  55 

Marinette 

City  Water  Co 

City  Water  Works  Co. 

5,618  77 

Merrill 

750  32 

n«hlro«li 

Hrifkoffh  Wnt^  Worlcff  Co 

Rarine 

Racine  Water  Co 

34,800  10 

Superior 

Superior  W.  Lt.  4  Pr.  Co 

16,084  64 

Total 

$379,045  58 

181,649  10 

MuMcifol 
Municipal  Water  Works  Plant. 

Appleton 

630,163  91 
33,645  14 
35,235  43 
83,187  91 
41,640  32 

56,560  59 
19,547  00 
336,364  41 
41,094  98 
»75,887  15 

18,567  62 
11,364  51 
28.348  10 

Eau  Claire 

Fond  du  Lac 

11            ««         II         11 

$1,965  S3 

Keoofiha   . 

(•                            II                     M                    M 

17.957  88 

La  Crowe 

11                            <•                     II                    •< 

4,906  21 

Madiaon 

«l                            11                      II                    «t 

4,668  11 

Manitowoe 

««                            II                     II                    It 

11,074  53 

Milwaukee 

M                            II                      11                    II 

413,947  75 

Oshkosh 

tl                            «<                      11                    II 

1,613  54 

Sheboygan 

Watertown 

«l                            11                      1.                    «l 

1,271  28 

Waukesha 

•1                            11                      II                    II 

5,899  33 

Wa\uau 

4,552  24 

Total 

1761,607  07 

$467,856  19 

>  Includes  earnings  from  indurtrial  sales. 
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NUBS.    TEAR  ENDING  JUNE  80. 1914. 


EarningB 
from 

rantda 

EarniDgB 
from  Hues 
for  street 
sprinkluig 

Eftminm 
fromlalai 
to  municipal 

earnings 

from 
operfttion 

Total 
operating 
revenues 

116,582  60 

$55  28 
842  51 
333  00 
163  57 
368  75 

1.592  50 
2,572  07 

$35  00 
151  96 

$56,402  30 

15,990  72 
8,750  00 

$294  80 

313  48 

1,042  44 

132  03 

390  78 

96  89 

560  92 

1,302  21 

43,943  49 
31.403  27 

28,546  95 
7,400  00 

9,844  68 
7,335  00 
9,054  60 

2,549  42 
340  00 

597  43 
897  79 

74.574  03 
46.951  77 

48,746  82 
24,545  63 
33,003  85 

17.071  39 
82,102  30 

2,151  51 

141,513  99 
129,570  96 

$152,677  14 

$5,427  68 

$6,723  11 

$4,133  55 

$629,656  11 

$754  96 

10  18 

834  40 

900  00 

170  82 

1.087  69 
314  98 
92  00 
385  92 

1.275  82 

83  23 

1,080  04 

135  00 

$30,918  87 

$15,000  00 
13.993  71 

$1,200  00 

5,376  99 

225  00 

$1,500  00 
3,292  84 

51,355  32 
60,698  70 
52,270  79 

46, 717  35 

17.200  00 

2.703  98 

927  48 

115,574  36 

3,903  75 

82,220  37 

9.673  02 
17,446  30 
13,593  75 
14,225  00 

1,576  92 

21,051  90 

60000 

1,956  93 

924  48 
266  50 
500  00 

43,112  92 

904,476  72 

61,091  94 

93.344  90 

7,335  00 
10.240  00 

1,254  04 

353  98 

1,440  00 

22,110  66 
26,299  36 
45,215  84 

$118,705  78 

$33,578  72 

$130,960  43 

$7, 125  04 

$1,519,833  23 
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CLASS  A.    DETAILED  OPERATING  EXPENSES. 

PuMpmo. — 


Location 


NaMB  or  COIIPANT 


Opbbatidn 


Supcrin- 
intendence 


Pump 
labor 


Miseel- 
UneouB  labor 


Steam 
generated 


Aihland. 

Bdoit 

Chip.  Falla 
Green  Bay . 
JaneBvUle 

Marinette.. 

Merrill 

Oshkosh 

Racine 

Superior. .. 


Appleton 
Eau  Claire .. . 
Fond  du  Lac. 

Kenosha 

La  Croese     .. 

Madison  .„. 
Manitowoc. 
Milwaukee. 

OshkoBh  

Sheboygan 

Watertown . . 

Waukeeha 

Wausau  ... 
Milwaukee.. 


Private 
Ashland  Water  Co 
Beloit  W.  Gas  A  El.  Co 
Chip.  Val.  Ry.  Lt.  &  Pr.  Co 
Green  Bay  Water  Co 
Janesvillc  Water  Co  


City  Water  Co 

City  Water  Works  Co 

Oshkoeh  Water  Wks.  Co 
Racine  Water  Co 
Superior  W.  Lt.  4  Pr.  Co 


$363  26 

75  00 

1,999  99 

800  04 


$1,562  60 

1.120  63 

82  27 


$288  64 


,100  00 
.650  00 


1,020  00 

•1,448  00 

418  70 

830  00 

1, 747  32 

3, 646  32 


376  51 
391  00 


65  42 
629  87 


$4,904  28 
3.742  83 
317  08 
8,223  12 
6,982  06 

4,221  93 
6,198  38 
4,964  85 
7.345  40 
7,066  06 


Total 


Municipal 
Mun.  Water  Wka.  Plant. 


$5,988  29 


$11,875  74 


$1,750  44 


$51,966  59 


$985  58 


$76  68 

600  00 

1.341  18 

225  00 
1,080  00 
3,473  23 

584  95 


,320  00 


Total... 


300  00 
$9,000  04 


2,271  14 
2,280  00 
3, 632  87 

3,668  77 

16,922  45 

870  45 

2,364  20 

1,245  00 

2,762  45 
4,685  92 


$24  00 

1,038  87 

115  00 

684  90 

6  77 

>14  933  62 
448  31 
36  36 

96  00 


'2,486  44 


$6,072  21 

716  17 

7,849  67 

7, 182  63 

10.314  20 

11,683  17 
6.106  48 

66.536  18 
6,503  34 
8,912  28 

6,366  12 
1.445  45 
7,347  66 
6,741  20 


$41,686  83 


$19,867  16   $151  676  75 


>  Includes  $7,191.67  time  allowed. 
*  High  service  station. 
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YEAR  ENDING  JUNE  30,  1914 
9rKAM  Power 


Maintknancb 

Labri- 
cants 

Miacel- 
laoeouB 
DumoiDg 
station 

mod 

purifying 

supplies 

and  expenses 

Total 
operation 

Steam 

POWCT 

pumping 
equiiv 
ment 

Source 

of 
supply 

Collection 

at^ucducts, 

mtakes 

and 
supply 
mains 

Purifying 

equji>- 

ment 

buildings, 

fixtures 

and 
grounds 

Total 
maintenance 

Total 

steam 

power 

pumping 

$130  49 

$423  99 

659  28 

11  39 

247  66 

67  01 

1,355  13 

1,328  65 

897  16 

462  81 

1,871  24 

$7,310  00 

6,785  90 

485  74 

10,669  34 
7.919  84 

7,494  27 
7,415  67 
6,758  36 
10.850  92 
15,210  00 

$345  71 
472  92 

$14  96 

$343  18 
327  12 

$688  89 
800  04 

$7,998  89 
6,585  94 

$5  68 

485  74 

198  57 
50  13 

1,052  99 
330  49 

160  66 
190  71 
96  88 
625  93 
225  00 

23  30 
30  19 

185  73 
76  36 
65  70 
62  20 

720  00 

1,096  92 
360  68 

362  95 
281  59 
181  90 
678  73 
995  00 

11,766  26 
8,280  52 

93  70 
78  94 
66  35 
129  97 

7  00 

16  67 
7  52 
19  32 
90  60 
25  00 

7,857  22 
7,697  26 
6,040  26 
11,529  65 

346  51 

26  00 

16.205  00 

$1,004  66 

$7,224  32 

$79.900  04 

$3,401  18 

$37  68 

$174  06 

$1,833  78 

$5,446  70 

$85,346  74 

S122  87 
5  50 

$122  99 

$7,303  65 
745  67 
11,975  01 
11.286  79 
17.314  88 

16.642  16 

7,374  17 

106.387  02 

0.621  61 

11,527  84 

8,400  87 

1,445  45 

10,692  61 

14,771  81 

$92  98 
70  42 
177  84 
630  51 
309  66 

963  68 

98  08 

3.476  76 

704  08 

441  52 

163  74 

682  68 
770  66 

$33  63 

$101  28 
15  50 
135  81 

23  18 

268  18 

30  89 

1,700  61 

195  76 

506  75 

$194  26 

119  55 

313  65 

1,525  38 

409  59 

1,231  86 
145  39 

5,209  04 
980  05 
948  27 

163  74 

1,245  63 
790  25 

$13,276  66 

$7,497  91 
865  22 

193  54 

546  21 

950  91 

1,014  10 

607  78 
138  00 
5,126  02 
008  06 
30  53 

12,288  66 

158  25 
327  54 

553  67 

49  60 

395  62 

$1642 

894  87 
76  75 

31  68 
39  21 

12,812  17 
17,724  47 

17,874  02 

7,519  56 

111.596  06 

216  50 
185  48 

374  75 

41  00 

10,601  66 
12,476  11 

8.564  61 

118  72 

135  21 

1,445  45 

280  66 
109  82 

201  84 
448  43 

309  02 
19  60 

11,838  24 
15,562  06 

$2,973  80 

$10,184  87 

$235.389  54 

$8,582  69 

$176  14 

$1,211  35 

$3,306  58 

$248,666  20 

•  Indudee  $1,588^6  time  aUowed. 
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CLASS  A.    DETAILED  OPERATING 

PUMPWO.— 


Name  or  Company 

Opn 

Location 

SuperuH 
tendenoe 

Hydraulic 
pump 
labor 

Misod- 
laneous 
Ubor 

Hydraulic 

power 
purchased 

Lubri- 
cants 

Beloit 

PrivaU 
B«loit  Water  Gas  &  Elec.  Co. 

Mmidpal 
Municipal  Water  Works  Plant 

ApDleton 

$396  59 
1,919  90 

$2.447  92 
3.823  00 

$18  71 

Eau  Claire 

$600  00 

$12  40 

64  66 

Total 

$600  00 

$2,316  49 

$12  40 

$6.270  92 

$83  37 

. 

PCMPDfO.— 


Name  or  Company 

Op>b 

Location 

Superin- 
tendence 

Pump 
labor 

Miscellaneous 
Ubor 

Eaoctric 

current 

purchased 

Lubri- 
cants 

Beloit 

Pnwte 

Beloit  W.  Gas  4  Elec.  Co 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

Green  Bay  Water  Co 

$120  00 

$420  29 
421  05 

$1  40 

$5,078  12 
7.489  30 
1.752  50 

Chippewa  Falls 

Green  Bay 

$19  70 

Total 

MunidTal 
Municipal  Water  Works  Plant> 

Total 

$120  00 

$841  34 

$1  40 

$14,319  92 

$19  70 

Aopleton 

$600  00 

$247  00 

600  00 

44  84 

2,190  00 

1.680  00 
144  00 

$160  00 

1  75 

27  77 

U4.092  55 

126  W 

>$126  81 

«3.419  24 

357  00 

915  80 

51  18 

9,429  35 
101  60 

$108  36 

Eau  Claire 

Fond  du  Lac 

»13  28 

Madison 

•••  ■•••■■••■■ 

Manitowoc 

Waukeeha 

Wausau 

6  (W 

$600  00 

$4,905  84 

$5,308  07 

$14,400  98 

$127  64 

1  Oil  power  pumoing. 
"  Oil  purchased. 

*  Mamtenance  of  oil  power  pumping  equipment. 

*  Inchidee  $97.84  power  gas  purchased. 

*  Includes  $0.30  lubricants  for  gas  power  pumping. 

*  Includes  $28.35  lubricants  for  gas  power  pumping  station  supplies  and  expenses. 
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EXPENSES.  1014-Coiitiiiaed 
Htobauuo  Pown 


ATIOII 

MAnfTBHANOB 

Miseel- 
laneoos 
pumping 
station 
•uppUes 

and 
expenses 

Total 

Dams, 
canals. 

and 
flumes 

Turbinet 

and 

water 

wheels 

Hydraulic 
power 

pumpang 
and 

auxitiary 
equip- 
ment 

Source 

of 
supply 

Purify- 
ing 
equip- 
ment 
buildings, 
fixtures 

and 
grounds 

build- 
^ings. 
fixtures, 

and 
grounds 

Total 
main- 
tenance 

Total 
hydraulic 

Dower 
pumoing 

$45  00 

$26  03 

$71  03 

$71  03 

121  87 

$2.885  00 
7.177  62 

$2,885  00 

757  66 

$187  16 

$85  61 

$121  90 

$11  26 

$8  70 

$36  01 

$450  73 

7,628  35 

$770  53 

$10,062  71 

$187  16 

$85  61 

$121  00 

$11  26 

$8  70 

$36  01 

$450  73 

$10,513  44 

Elxctuc  PowBm 


ATlOlf 

Maiktinancb 

laneous 
pomning 
station 
supplies 
and  expenses 

Total 
operation 

Electric 

power 

pumpiniK  and 

auxiliary 

equipment 

Source 

of 
supply 

Collecting 

mtakes 
and 

Purifying 

ings, 

fixtures  and 

grounds 

Station 
buiU- 
ings. 

fixtures 
and 

grounds 

Total 
nuun* 
tenanoe 

Total 
electric 

power 
pumping 

$5,078  12 
8,006  80 
2,240  25 

$5,078  12 

$65  81 

$270  81 
400 

$5  89 

$285  70 
490 

8,382  50 

47  00 

2,245  15 

$112  81 

$15,415  17 

$284  71 

$5  80 

$290  60 

$15,705  77 

$460  60 

•317  60 

2  25 

$1,111  86 

M.051  87 

43186 

8,008  35 

61  18 

11,247  30 
407  40 

•$28  60 

•887  00 

17  42 

1.377  66 

$1003 

Wii" 

$41*82' 

$641  33 

$28  69 

»985  63 

17  42 

1,377  55 

$1,140  56 

1^5,937  50 

449  28 

9,475  90 

51  18 

137  05 

1,400  17 
142  68 

937  69 

2,337  86 
283  08 

13,585  16 

20  80 

140  40 

690  48 

$067  20 

$26,200  82 

$3,353  51 

$10  03 

$145  85 

$41  82 

$1,479  02 

$5,030  23 

$31,330  05 

V  lodudes  $126.40  iwwer  gas  pumping  operation. 

•  Inebdes  $0JSO  raainteoanoe  of  gas  power  pumping  equipment. 

•  Gas  power  pumping  expense. 

>»  Indudes  $14.06  gas  power  pumping  maintenance, 
u  Indudes  $141.44  gas  power  pumping  expense. 
"FoeL 
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CLASS  A.    DETAILED  OPERATING 


Location 


ABhland 

Bdoit 

Chippewa  Falls. 
Green  Bay. 
JaneBvUlc 

Marinette... 

MerriU 

OBhkofih  .. 

Racine 

Superior 


Apoleton    .. 
Eau  Claire 
Fond  du  Lac 

Kenosha 

La  Croffle 

Madison 

Manitowoc  . 
Milwaukee 

Oshkosh  

Sheboygan   .. 

Watertown  . 

Waukesha 

Wausau 


Name  or  Company 


PrivaU 

Ashland  Water  Co 
Bcloit  W.  Gas  dc  Elec.  (^o 
Chip.  Val.  Ry.  Lt.  &  Pr.  Co 

Green  Bay  Water  Co 

Janesville  Water  Co 

City  Water  Co 

Citv  Water  Works  Co 

Oshkosh  Water  Works  (^o  .. 

Racine  Water  Co 

Superior  W.  Lt.  &  Pr.  Co 

•Total 


Munieipal 
Municipal  Water  Works  Plant 


Total 


Total 

PirMPINQ 


S7,998  89 
11.735  09 

8, 868  24 
14,011  41 

8,280  52 

7,857 
7,697  26 
6,940  26 
11.529  65 
16,205  00 


S101,123  54 


111,523  55 
14,431  07 
12,737  94 
12,812  17 
17, 724  47 

27,349  92 
7, 570  74 
127, 158  12 
10,601  66 
12,476  11 

8, 564  61 
15.030  61 
12,528  72 


$290. 509  69 


Lab<Mr  re- 
moving and 
resetting 
meters 


260  29 
«30  60 
39  70 


31  68 


»2, 199  84 


$2,572  04 


$214  57 

33  35 
174  45 
201  08 

514  56 


*5,208  14 
97  44 


$6,444  41 


Street  de- 
partment 
labor 


$417  08 

61  10 

62  25 


1,648  57 

123  59 
80  50 
113  75 
172  33 
1,031  14 


$3, 710  40 


$288  04 

1,000  00 

108  97 


1,488  00 

20  10 

568  93 

30,762  25 

576  80 

372  15 


468  90 


$35,654  14 


Meter  and 
fittings  de- 
partment 
labor 


$2  38 
>349  53 


16  27 


211  25 


$579  43 


SO  10 
7  25 


142  78 

38  00 

15,819  07 

92  85 


526  99 


$16, 627  04 


'    ^Superintendence. 

^Includes  $30  superintendence. 
'Includes  $1,200  superintendence. 
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KZFENSE8,  1014— Oontimied 


DvntiBuiioN 


(VSSAnON 

MAnmNANCI 

Cnstomen 

Street  denart- 
pwtmeDt  Mip- 
pliee  and  ex- 
penses 

Meters  sad  fit- 
tings depvt- 

ment  supplies 
sndezpenns 

Total 
operation 

Reservou's, 
tanks  and 
Btandpipes 

and  transmit 
flkm  mains 

$256  56 

$34  63 

$720  58 

767  96 

570  94 

580  82 

2,158  07 

312  25 
111  59 
286  05 
310  01 
6,078  03 

$34  70 
291  23 
666  89 
622  79 
86  81 

179  03 
221  31 

615  33 
1,515  00 

$1,644  70 

96  95 

479  63 

398  95 

79  14 

1  60 

541  12 

$2  35 
12  23 

486 
10  80 

452  21 

1,661  19 

80  76 
11  25 

509  50 

56  46 

19  54 

172  30 

29  39 

1,150  53 

$3  49 
30 

76  11 

833 
400 

100  48 
510  14 

7  81 
975  13 

808 
1,100  00 

11,006  21 

$2,051  49 

$986  73 

$11,896  30 

$482  45 

$4.233  09 

$4.983  64 

$16149 
404  05 

$385  96 
37  82 
261  98 
607  21 
247  56 

401  09 

809  46 

2.241  93 

82  78 

829  68 

$179  12 
2  15 

41  67 
300 

5  85 

1,034  04 

1,58^20 

4  67 

2  49 

1,209  10 

$1,067  69 

1,201  56 

875  60 

1,723  33 

2.238  03 

1,084  38 

1,950  43 

55,884  65 

1,235  49 

847  97 

1,209  10 
526  99 
524  35 

$11  10 
38  40 

$1,205  50 

552  23 

117  32 

1,881  46 

1. 161  42 

144  17 
197  83 

5,492  14 
666  16 

1.095  79 

84  42 

835  33 

1,880  53 

$578  69 
50  70 
865  21 

900  00 
298  89 

645 

460  24 

36  45 

1,426  94 

355  04 

•208  06 
430  95 

10  53 
176  73 

142  83 

510  45 

55' 45 

2. 137  82 

209  25 

$2.665  77 

$4,910  92 

$4,067  29 

$70,369  57 

$1,519  34 

$15,264  80 

$5.353  66 

'Indodes  $3,071.67  patrolfinc  storace  facilities. 
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CLASS  A.    DETAILED  OPERATINQ 


NaMB  or  COKPAKT 

DmBiBimoM— 

Location 

MADnwrAKGi— 

Hydrants 

Meters 

FireeistenM 

basins,  f  oon- 

tainsand 

troagfas 

AiF>>UM 

Privait 

$336  58 
380  72 
108  10 
405  38 
138  03 

26  11 
36  35 

$282  04 
197  90 
41  40 
740  34 

Bcloit- 

Bekrit  W.  Gas  A  Elec  Co 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

ChipDewa  Falls. 

Green  Bay „... 

Janesville.   „.... 

Green  Bay  Water  Co 

Janesville  Wato-  Co 

$8  85 

65  52 

Marinette. 

City  Water  Co 

122  06 
445 

88 

Mcrrin 

aty  Water  Wks.  Co 

Oshkoth  WfttfT  W<?rkB  Co 

Oahk<Mh..„ 

Radne 

Racine  Water  Co 

436  88 
415  00 

666  77 
1.365  00 

5  43 

Superior.   - 

Superior  W.  Lt  A  Pr.Co 

Total „ 

Municipal 
Municipal  Water  Works  Plant 

12,283  15 

$3.318  96 

$80  67 

Appleton. 

1285  85 

1,513  35 

347  64 

125  88 

732  77 

1,271  42 
4  39 

5,901  37 
186  77 
250  16 

780 

60  03 

329  23 

Eau  Claire..^ 

Fond  du  Lac 

Kenoeha 

293  97 
346  35 
292  35 
281  51 

748  84 

$157  93 
13  03 

LaCroaee 

Madison 

520  63 
168  84 

„                            „                      „                    „        

Milwaukee  .. 

323  80 

OBhkosh...... 

Sheboygan 

Watertown   .. 

30  42 
177  23 

27  85 
351  77 

1  30 

Waukesha. 

U                           «                      M                    tl 

4  40 

Wausau. 

r-- 

Total 

36  33 

$11,015  66 

$2,550  29 

$1,316  15 

ilncbdea  $3,930.30  tine  anowed. 
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EXPENSES*  1914— Cootiimed 


Cooefaided 

CoDdaded 

Total 
distribation 

COMMIRCUL 

Total 
DMuntaanoe 

Collection 
Balariesand 

Reading 

meters  and 

delivering 

bilk 

Collection 

supplies  and 

expenses 

Uncollectible 
accounts 
(reserve 
charge) 

Promotion  of 
of  business 
expenses 

Total 
commercial 

S2,298  02 

1.349  48 

817  99 

13,018  60 
2, 117  44 
1,388  93 
4,021  72 
2,536  77 

653  52 

388  50 

286  05 

2,393  70 

10,473  03 

$1,201  11 

90  87 

$209  80 
229  73 

441  65 

68  70 

70  90 

69  29 

532  13 
959  58 

$22  54 

17  94 

32  65 
5  60 

71  60 
1,114  72 

$97  01 
15006 



$15  00 
334  95 

$1,522  92 
678  09 
150  00 

3,440  90 
378  70 

227  60 
904  98 

897  29 
424  25 

ij;  305  45 

2, 187  15 

669  26 
991  62 

341  27 

24  98 
18  50 

i56  13 
197  28 

1,025  82 

276  91 

517  64 

2.083  69 

2.965  21 

4,395  00 

420  00 

4,878  73 

$15,381  96 

$27,278  26 

$8.238  70 

$2,581  78 

$1,264  95 

$667  01 

$646  84 

$13,399  28 

t2,081  14 
2,605  58 
1.689  55 
2,766  38 
2,696  33 

13.148  83 
3.807  14 
2,565  15 
4,489  71 
4,934  36 

3,809  14 
2, 152  65 
69.039  43 
2,295  87 
2,371  15 

1,789  62 
3,916  34 
2.969  58 

$222  78 
22  00 

1,665  82 

$304  40 
1,090  85 

364  04 
1,441  88 

455  63 

1,495  40 

120  00 

29,083  64 

183  40 

300  29 

170  00 
502  56 

$93  65 
304  67 
192  60 
163  75 

$21  39 

$204  76 

$620  83 
1,622  18 

556  64 
1,595  63 

455  63 

2.724  76 
202  22 

223  14 

7  30 

17,586  92 

259  57 

3,384  36 
148  69 

13.154  48 
1,060  38 
1,523  18 

19,263  08 
611  28 

30  00 

55,933  64 

1,684  25 

300  29 

580  52 

170  00 

3.389  35 

140  67 

643  23 

2,445  23 

304  13 

304  13 

136,919  40 

1107,288  97 

$21,784  96 

$35,512  09 

$8,962  17 

$21  39 

$538  89 

$66,819  50 
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CLASS  A.    DETAILED  OPER 


NaMS  or  COMPINT 

Gwff 

ophution 

Location 

Salaries 
general 
officers 

Salaries 

general 

office 

derkB 

General 
office 
rent 

Miscellan- 
eous gen- 
eral   office 
supplies  an 
expenses 

Uw 
ezpeDses 
-general 

AshUnd 

Beloit 

Private 

Ashland  Water  Co 

Beloit  W.  Gas  A  El.  Co 

$4,321  12 

1,382  56 

393  29 

4,300  00 

4,800  00 

1,800  00 
1,579  00 
4,334  97 
2.535  00 
4,053  00 

$1,115  59 

1.975  06 

637  60 

1.991  10 

U.599  96 

365  37 
70  00 

320  00 
1,134  46 
1,381  00 

$565  95 
244  00 
400  00 

600  06 

$238  25 
532  30 
491  36 
285  77 
87  64 

95  80 
63  92 
182  46 
435  93 
69  98 

$102  14 
121  40 

Chip.  Falls 

Green  Bay. 

Janesville. 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

Green  Bay  Water  Co 

168  00 
273  00 

Janeeville  Water  Co 

1,000  00 

Marinette 

City  Water  Co 

318  50 

Merrill 

Oshkosb. 

City  Water  Works  Co 

Oshkosh  Water  Works  Co 

Racine  Water  Co 

Suoerior  W.  Lt.  A  Pr.  Co 

Total 

259  90 
720  00 
390  00 

985  44 

Racine 

Superior. 

1,065  87 
425  20 

$29,498  94 

$10,590  14 

$3, 179  85 

$2,483  41 

$4,450  55 

Munieimil 
Municipal  Water  Works  Plant    .... 

Total 

Applcton. 

$1,100  6b 

225  00 
150  00 

5,942  31 
585  00 

2.550  00 

360  00 
1,800  00 
1,340  00 

$1,704  83 

700  00 

2,372  89 

1,165  16 

625  00 

470  00 
785  00 

5.630  27 
128  75 

1,999  86 

610  00 

$300  00 

$137  60 
131  80 
382  43 

Eau  Claire. 

Fond  du  Lac 

Kenosha   ..  . 

La  Crowe 

Madison 

1,200  00 
180  00 

n,  128  05 
51  26 
210  00 

86n 
92  20 
51  59 
426  42 
245  04 

75  22 
767  29 
175  18 

Manitowoc 

Mflwaukee 

■■■$642'"iMl" 

Sheboygan 

Watertown ... 

Waukesha 

WMimu 

450  00 

$14,052  31 

$16,641  76 

$3,069  31 

$2,571  49 

$543  06 

*  Sttperintendeooe. 
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ATING  EXPENSES  1914.    Continued 


MRAh 

MAINTENANCB 

Total 
general 

UNDUTRmunD 

Mbodhii- 

eoasgenenl 

ezpenseB 

lUilroftd 
ezoenaes 

Total 
opention 

General 
office 

General 

office 

buildings. 

fixtures  and 

grounds 

Total 
mainte- 
nance 

Injuries 

and 
damages 

Insurance 

$98  44 

$2,460  11 

$8,90160 
4,568  77 
2,141  07 
7, 719  75 
8,304  85 

4,751  82 
3,028  18 
6,369  96 
20, 192  36 
8, 796  26 

$20  06 

$20  05 

$8,921  66 
4,568  77 
2,170  37 
7,740  98 
8,304  85 

4,756  37 
3,069  71 
6,369  96 
20,209  39 
8,796  26 

$79  00 
40  00 

$366  79 

313  45 

130  71 

50  82 

$29  30 
4  28 

29  30 
21  23 

81  58 

171  98 
217  25 

697  90 

16  95 

255  00 

537  87 
85  29 

2, 157  44 

14  71 
290  26 

4  55 

41  53 

4  55 
41  53 

500 
38  00 

60  45 

1,025  01 

35  76 

287  19 

6.363  10 
1.491  08 

8.038  00 
986  00 

4  29 

12  74 

17  03 

100  00 
241  63 

129  26 
929  40 

$12,075  76 

$12,486  97 

$74,774  62 

$41  29 

$92  40 

$133  69 

r4,908  31 

$758  63 

$2,337  11 

$466  48 

$2,171  31 

2,527  85 

2,613  79 

1,547  59 

663  43 

2,271  68 
1,207  20 
14,410  46 
1,757  89 
5,041  17 

1, 178  11 
2.623  55 
2.098  98 

$2,171  31 

2,527  86 

2,614  29 

1,547  59 

663  43 

2,271  68 
1,207  20 
14,445  04 
1,757  89 
5,041  17 

1,178  11 
2,623  55 
2,098  98 

$26  67 

290  26 

93  65 

100  10 

$0  50 

$0  50 

125  15 

104  00 

38  43 

289  91 

$451  28 

144  98 

165  60 

1,658  23 

34  59 

34  59 

38  25 

109  16 

14  78 

$8  72 

152  74 

3«  27 

14  00 

■"■97  80 
12  00 

78  39 

133  89 

123  30 

66  26 

62  50 

133  85 

43  00 

$3.226  46 

$8  72 

$40,113  00 

$35  09 

$35  09 

$40, 148  09 

$613  33 

$1,229  14 

>  Indudes  9489^  time  aUowed. 
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CLASS  A.    DETAILED  OPERAT 


NaMX  or  COMPANT 

Location 

Stationery 

and 
printing 

Stores  de- 
partment 
expenses 

Utility 
equipment 
expenses 

Total 
undistribu- 
ted 

AfiH^n^^ 

Private 

Aahland  Water  Co 

Beloit  W.  Gas  A  El.  Co 

Chip.  Val.  Ry.  Lt.  k  Pr.  Co 

Green  Bay  Water  Co „ 

Janeevillc  Water  Co 

Citv  Water  Co.      .         . 

$319  70 

281  05 

78  62 

331  35 

85  48 

173  36 
60  25 

640  iso 

$602  62 

$1,358  11 
452  66 

Beloit 

Chip.  Falls 

52 
829  01 

160  72 

Green  Bay 

1,053  23 
170  77 

Marinette 

10  54 

218  61 
220  05 

447  06 

Merrill 

City  Water  Works  Co 

Oshkoeh  Water  Works  Co 

Racine  Water  Co 

363  06 

Oshkoeh 

Racine.   . .     . 

68 

898  90 
2,487  60 

1,778  34 

Superim' 

Superior  W.  Lt  ft  Pr.  Co 

Total 

Municipal 
Mun.  Water  Works  Phuit 

13,668  72 

$1.989  21 

tl  22 

$5.257  40 

$10,343  57 

Appleton.   ..  . 

147  75 
21  60 
62  06 
35  35 

151  00 

144  00 
30  00 
2,007  89 
26  75 
283  09 

100  45 

$74  42 

£au  Claire 

$52  60 

$626  00 
18  20 

704  84 

Fond  du  Lac .. 

::    ::    ::   ::  ::: :  '  ■ ' 

206  41 

Kenoaha 

130  35 

La  Croese 

274  65 
100  80 

425  65 

Madison.  . 

M                    M 

031  15 

Manitowoc 

;;     ;;     ;;    ;;  ::.::::::::::..: 

105  60 

Milwaukee.^ 

Oehkoeh 

«6,449  33 
137  66 

4,016  87 

204  60 

1.000  65 

13,521  50 
611  75 

Sheboygan 

;;  ;;  ;;  ;;  

1,466  13 

Watertown 

223  75 

Waukesha      . 

U                     U                     U                 (4 

160  30 

Wauaau 

u              tt              t^           u 

62  21 

150  52 

276  73 

Total „ 

12.900  04 

16,701  80 

$7,572  37 

$10,026  58 

1  All  but  $241.63  of  this  expense  has  been  redistributed  over  the  various  accounts. 
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INO  EXPENSBS  IftU.-Conduded 


SuMMART  or  OnuuTDia  ExPBNns 


Total 


Total 

<&tribu- 

tioo 


Total 

coouDor* 

oial 


Total 
genenu 


Total 
undistrib- 
uted 


Total 
foregoing 


Depreda- 
tion 


Taxes 


Total 
operating 
expemes 


r,M8  80 
11.735  09 

8,868  34 
U.OU  41 

8,280  52 

7.857  23 
7.W7  26 
6,  MO  26 
11.529  65 
16,205  00 


13,018  60 
3,117  44 
1,388  93 
4,021  72 
3,636  77 

653  52 

388  50 

386  06 

2,393  70 

10,473  03 


$1,522  93 
678  00 
150  00 
660  25 
991  63 

1,025  82 
517  64 


2,965  21 
4,878  73 


18,921  65 
4.568  77 
2, 170  37 
7,740  98 
8,304  85 

4,756  37 
3,060  71 
6,369  96 
20,209  39 
8,796  26 


11.358  11 

452  66 

160  72 

1,953  23 

170  77 

447  96 
363  06 


1,778  34 
241  63 


$23,820  17 
10,552  05 
12,738  26 
28,396  59 
20,284  53 

14,740  89 
12,036  17 
13,596  27 
38.876  29 
40,594  65 


$840  00 
3,000  00 
6.550  00 


1,978  81 
1.231  81 


5,397  99 
9.000  00 


$10,684  71 
4,389  00 
8.346  93 
11,525  33 
3.986  14 

7,130  33 
5,664  16 
9,196  64 
15,533  76 
11,763  78 


$33,504  88 
24,781  05 
19,085  19 
46,471  93 
34,270  67 

33.850  03 
18.933  14 
33.793  91 
59,808  04 
61,358  43 


$101.133  54 


$27,378  36 


$13,399  38 


r4.908  31 


$6,926  48 


$223.635  87 


$37,988  61 


$83,220  78 


$334,825  26 


$11,523  55 
14,431  07 
12,737  94 
12,812  17 
17,734  47 

37.349  92 
7.570  74 
127. 158  12 
10,601  66 
13.476  11 

8.564  61 
15,030  61 
12,528  73 


$3.148  83 
8,807  14 
2,565  15 
4.480  71 
4.934  36 

3,809  14 
3,152  65 
69,039  43 
3,395  87 
3.371  15 

1,789  63 
3,916  34 
3,960  58 


$630  83 
1,622  18 

556  64 
1,595  63 

455  63 

3,384  36 

148  69 

55.033  64 

1,084  25 

300  20 

170  00 
643  23 
304  13 


$2, 171  31 

2,527  85 

2,614  29 

1,547  59 

663  43 

3,271  68 
1,207  20 
14,445  04 
1,757  89 
5,041  17 

1,178  11 
3,623  55 
3,098  08 


$74  43 
794  84 
205  41 
139  35 
425  65 

931  15 

195  60 

13,521  50 

611  75 

1,466  13 

223  75 
160  30 
276  73 


$17,538  94 
23.183  08 
18,679  43 
20,584  45 
24,203  54 

37,746  25 
11,374  88 
280,097  73 
16,351  42 
21.654  85 

11,936  09 
22.374  03 
18, 178  14 


$5,928  83 


$6,200  00 


7,456  54 
3,000  00 

82,115  02 
5,682  87 

15,232  17 

500  00 


9,346  27 
4,788  35 


6,301  89 


10. 195  75 


.  $17,538  94 
29,383  08 
.  24,608  26 
.  20,584  45 
.    24,203  54 

54,540  06 
10,063  23 

.  362,212  75 
28,336  18 

.    36,887  03 

.  13,436  09 
.  32,374  03 
.    28.373  80 


$390.509  60 


$107,288  97 


$66,819  50 


$40.148  09 


$19,026  58 


$523,792  83 


$130,111  18 


$26.636  51 


$680,540  52 


>  Incbdn  $3,960.00  operation  of  water  watte  survey. 
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CLABS  A.    STEAM  GENERATION  APPORTIONMENT 


Nim  or  CoMPiNT 

OnaunoN 

Location 

'ts?* 

Fuel  for 
■team 

Water  for 
steam 

Afki^fiii 

Prima* 

$1,294  65 

954  38 

90  00 

1,927  15 

1,528  00 

1.085  05 

611  33 

403  66 

1.388  59 

2,054  00 

$3,596  34 
2,449  95 
227  06 
6,053  41 
4.264  77 

2,915  09 
4,463  79 
4,551  69 
5,787  38 
4,785  43 

Beloii.^. 

Beloit  W.  Gas  A  EI.  Co 

Chip.  Falla 

Chip.  Val.  Ry.  Lt.  A  Pr.  Co 

Green  Bay  Water  Co 

JanesviUe  Water  Co 

Green  Bay 

Janesville^ 

Marinette. 

Merrill 

City  Water  Co 

City  Water  Works  Co 

Oehkoah  Water  Works  Co „ 

Racine  Water  Co 

Oriikoeh 

Racinft 

$4  73' 

Superior  Water  Lt.  k  Pr.  Co 

Total 

$11,336  81 

$39,094  93 

$4  73 

Munidval 
Mun.  Wat4Y  Works  Plant 

Appleton.. 

$1,218  83 

$4,830  85 

Eau  Claire 

Fond  du  Lac.  . 

<•        <•         i<       « 

1,512  47 
2,018  21 
2.370  37 

4,094  33 

2,600  00 

12,861  78 

985  09 

1,774  05 

1,245  00 

5,750  04 
4,835  12 
7,412  53 

7,488  84 
3,234  93 
49,293  72 
5,400  09 
6,673  86 

3,795  85 

Kenoeha. 

•<        «         ••       •> 

La  CrosK 

M                   (4                  l«              «• 

Madiaon. 

<•                  •                    <(               •< 

Manitowoc. 

<•                  U                  11               •> 

Milwaukee      . 

Oahkoeh 

•(                    (4                    44                44 

Sheboygan.... 

4«                    44                    44                44 

Watertown  .  . 

44                    44                    44                <4 

Waukesha 

44                    4i                    44                44            j 

Wauaau 

44                    44                    44                44 

1,785  00 
2,708  96 

5,223  48 
3,839  88 

MUwmukee 

Total 

"" 

$35,174  09 

$107.  n9  19 

" 

1  Not  reported. 
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ACCOUNT.    YEAR  ENDING  JUNE  30.  1914 


Maimtininob 

■team  BuopUes 
aodezpeiiMS 

Total 
operation 

Boiler  plant 
equipment 

Coal  and  ash 

BoUer.  plant 
buildings,  fix- 
tures and 
grounds 

Total 
maintenance 

Total  cost  of 
steam 

$4,890  99 
3,404  33 
317  08 
8,122  78 
5,903  12 

4,152  14 
5, 156  51 
4.964  85 
7,270  87 
6,93106 

$8  25 
338  50 

$5  04 

113  20 
338  50 

$4,004  28 

3,742  83 

317  08 

$142  22 

00  34 
31  16 

65  35 
36  75 

$1  00 
48  23 

2  30 

100  34 
70  54 

60  70 
41  87 

8,223  12 

110  35 

152  00 
81  30 

15 

2  05 
5  12 

5,082  66 

4.221  03 
5, 198  38 

9  50 

4,964  85 

90  17 

91  63 

50  73 
135  00 

600 

8  80 

74  53 
135  00 

7,345  40 
7,066  06 

$677  26 

$51,113  73 

$774  08 

$18  36 

$60  42 

$852  86 

$51,966  59 

111  03 

$6,060  71 

$11  50 

$11  50 

$6,072  21 

151  09 

7,413  60 
6,988  83 
9,830  08 

11,583  17 
6.106  48 

62,380  75 
6,892  73 
8,553  45 

5,221  37 

362  42 
193  80 
447  75 

$73  55 

435  97 
193  80 
484  21 

7,849  57 

135  50 

7, 182  63 

47  18 

$36  46 

10,314  29 

11,583  17 

271  55 

6, 106  48 

225  25 

3,155  43 
88  11 
358  83 

144  75 

3, 155  43 
110  61 
358  83 

144  75 

65,536  IS 

7  55 

22  50 

6,503  34 

105  54 

8,912  28 

180  52 

5,366  12 

32  60 

7,041  17 
6,616  44 

83  80 

222  69 

306  49 
124  76 

7,347  66 

67  60 

124  76 

6,741  20 

$1,235  50 

$144,188  78 

$4,887  35 

$120  26 

$318  74 

$5,326  35 

$149,515  13 

sHigJi 
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CLASS  A.    DISTRIBUTION  OF  THE  PAY 


LoGinoN 

Namx  or  Compart 

Pumoing 
steam 
power 

Pumoing 

hydraulic 

power 

power 

Pumoing 
power 

Steam 
generation 

Aahland. 

PritaU 
Aahland  Water  Co 

11,997  81 

1,453  00 

159  35 

2,252  75 

1,884  13 

1,913  04 

888  72 

830  00 

3,066  47 

5,926  19 

$1,399  15 

Bdoit 

Bdoit  W.  Gas  A  El.  Co  

$17  03 

876  80 

Chip.  Falk 

Chip.  VaBeyRy.  Lt.  k  Pr.  Co 

Green  Bay  Water  Co 

S606  14 
483  95 

91  85 

Greoi  Bay. ..  . 

1,927  15 

Janesville 

JaneBville' Water  Co 

1,538  99 

Marinette. 

City  Water  Co 

1.098  39 

MerriD 

City  Water  Works  Co 

621  33 

Oahkosh 

Oshkosh  Water  Wks.  Co 

403  66 

Racine 

Raeine  Water  Co 

1,400  55 

Superior 

Superior  W.  Lt.  A  Pr.  Co 

2,054  00 

Total 

820,320  96 

117  03 

$1,090  09 

$11,311  87 

Munieipd 
Mumdpal  Water  Works  Plant 

U                            M                     ••                    *l 
M                            •<                      («                    M 

Total 

■ 

Eau  Clairei";."" 
Fond  du  Lac 

is;  469  12 
2.995  00 
5.658  95 

4.154  60 
3,680  00 
41,216  88 
2.436  46 
2.599  82 

m 

190  03 

'"  i'l'.'ws"  44'" 

Kenosha 

2,018  21 

LaCroMe 

2,370  87 

MadiMo 

2,377  12 

4,094  33 

Manitowoc 

Mflwaukee 

»$8, 208  07 

14, 536  45 

Oihkosh. 

1,020  00 
1.774  05 

Sheboygan  

Watertown 

Waukesha. 

Wauaau. 

'3,276'84" 

41046 

1,868  80 

• 

$69,487  67 

18,208  07 

$2,877  55 

$29,630  74 

1  Indudee  $69.50  reserre  accounts  and  $41.67 

*  Labor  chargeable  to  reserve  and  pr^Mid  accounts. 

*  No  distribuBott  of  pay  roU  given. 


miscdlaneous  commerdal. 
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ROLL.   YEAR  ENDING  JUNE  30.  1914 


Poww 
produetioii 

Distribu. 
tioo 

Cominer- 
dal 

General 

Undiatri- 
buted 

Stock 
accounts 

Construction 
and 

Deorecia- 
Uon 

Total 

$1,773  96 
1,387  24 
1,088  60 
2,986  78 
1,875  38 

482  37 

810  69 

113  75 

1,880  31 

3,874  94 

$1,410  91 
581  45 

$5,436  71 
3,657  23 
1,162  89 
6,291  10 
6.399  96 

2, 165  37 
1,664  00 
4,654  97 
3,672  20 
5.664  28 

$274  41 

52 

31  70 

$327  26 
146  18 
75  07 

$1,654  68 

10,782  58 

452  36 

9,239  57 

31  69 

579  55 
271  00 

$186  17 
Ull  17 

1,466  10 

$14,360  55 
19,012  68 
3,636  78 

646  70 
973  68 

978  69 
493  54 

25,325  80 

168  58 

12,822  41 

202  90 
70  50 

7,420  31 

440  10 

4,768  88 
6,002  38 

2.876  65 
3,386  33 

886  46 
407  95 

271  64" 

4,416  76 
16,653  52 

18, 199  40 

«7,653  87 

45,892  72 

$15,774  01 

$11,347  95 

$40,768  71 

$1,874  44 

$1,437  83 

$44,081  71 

$9,417  31 

$157,441  91 

$1,838  12 
2,955  91 
4,021  61 

2,989  13 

606  93 

62,325  41 

1.864  84 

1,809  02 

21479  10 

$36404' 

1,441  88 
455  63 

3,138  32 

1,055  00 

52,280  00 

865  59 

300  29 

304  13 

$2,372  89 

1, 165  16 

625  00 

746  37 

13,995  14 
1,075  76 
4,581  06 

1,796  66 

•" 





$10,082  64 

*1.973  96 

$5,118  22 

17,668  34 

13,131  56 

$202  00 

•5,491  19 
65  98 
661  51 

21,069  37 

28,871  70 

977  53 

6,618  68 

38,  ni  24 

•2.793  71 

2,17599 
237  24 

n7,ll0  89 

5.341  93 

249,005  43 

8.306  25 

18.581  67 

929  58 

11,058  85 

$2,793  71 

$80,890  07 

$60,204  88 

$26,551  38 

$6,220  68 

$4,387  19 

$63,585  08 

$17.110  89 

$371,947  91 

/of  water  waste  engineer  has  been  included  in  "Undistributed"  instead  of  "General"  labor. 
'  Labor  charged  to  nMHoperating  expenses. 
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ItaUe  figuTM  denote  credits 


CLASS  A.    BALANCE 
As 


Naiu  or  Company 

Propcrty  and  Plant 

Treasury 
securities 

Stocks, 

bonds  and 

other  inyest- 

investments 

Reserve 
sinking 

Location 

Cost  beginning 
of  year 

Construction 
and  equip- 
ment, current 
year  . 

and 
smeial 
lund 
asseto 

AflhUnd 

Beloit. 

Printe 

Aahland  Water  Co 

Beloit  W.  Gas  A  EL  Co 

Chip.  Val.  Ry.  U.  &  Pr.  Co. 

Green  Bay  Water  Co 

Janesville  Water  Co 

City  Water  Co  .       .   . 

$704.548  43 
567.048  07 
234.263  16 
840.461  66 
440,811  66 

598,761  86 

370,251  92 

799.363  90 

1,487,778  50 

1,645,856  8S 

$4,233  78 

21.039  08 

952  44 

48.067  73 

94  98 

i,ooe  4S 

889  18 

1.461  82 

6,25«70 

53.695  29 

Wisbii  00 

Chip.  Falls. 

Green  Bay 

Janesvifle.™ 

Marinette. 

$6,700  00 



McrrilL. 

City  Water  Works  Co 

Oshkosh 

Oshkoeh  Water  Wks.  Co.- 

Racine  Water  Co 

Superior  W.  Lt.  A  Pr.  Co 

Total.. 

11,285  12 

$267  21 

Racine 
Superior..^ 

46.328  92 

$7,689,146  04 

$133,906  21 

$6,700  00 

$14,586  12 

$46,596  13 

Mwieipal 
Mun.  Water  Wks.  Plant 

Total 

Apploton 

$307,323  93 
349.521  26 
388.667  17 
331,419  43 
846.164  84 

695,964  31 
263.022  17 
7,467.943  49 
531.246  12 
507.739  28 

179,823  12 
192,048  61 
359,321  00 

$6,558  55 
12,569  33 
22.280  83 
19.055  19 
166.404  66 

49.689  93 

7.414  87 

859.329  12 

2.679  05 

22,392  32 

4.678  44 
6,000  00 
5.519  22 

Eau  Claire  .  . 

$15,301  19 

Fond  du  Lac..  . 

121  80 

Kenoeha 

La  CroMe  .„ 

$26,125  00 

Madiaon 

Manitowoc . . 

6.057  60 

Milwaukee 

10  20 

Hffhkoffh 

Sheboygan. 

Watertown 

Waukesha. 

69,928  35 
'i.'m  00 

2.000  00 
1,600  00 

Wauaau 

$12,420,204  73 

$684,571  51 

$100,558  55 

$24,980  59 

1  Includes  $7,361.18  suspense  account  and  $11,728.90  halswing  item. 
*  Interest  and  dividends  receivable.  $253.5L 
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SHEET.    JUNE  30.  1914 


CURRINT  AmVTB 

Prepaid 
accounts 

Open 
accounts 

Deficit 

Cash 

Notes  and 
bUlan^ 
ceirable 

Aocounta 
receivable 

Materials 

and  sup- 

pUes 

Miscel- 
laneous 
current 
assets 

Total 
assets 

SI.  133  44 

i4;639  24 

18.720  50 
17.948  32 
56,973  16 
4.435  69 

$2,619  32 
4,706  23 
3,989  72 

$311  14 

$28,656  25 
119,282  38 

■46;766  96 

$750,222  86 

8,513  09 

$448  41 
119  52 

646,924  82 

3, 193  31 

$2,873  56 

299,491  31 

934  08 

942,538  68 

5. 152  51 

446,059  15 

5,484  29 

7,473  01 

5,776  53 

279  70 

38,035  59 

18,887  09 

3,361  73 
1,569  24 

40  00 
05  40 

100  00 
4,309  33 

25,063  35 
4,000  00 
2,018  75 
52,000  00 
45,054  87 

1,708  53 
56,258  38 

640,876  34 

2,102  87 

439,165  16 

633  11 

804,024  49 

23. 140  62 

5,800  00 
265  75 

6,861  30 
6,671  37 

137  34 
«2,061  21 

1,620,112  05 

1.049  42 

1,842,165  25 

S61.336  74 

110,704  99 

$158,529  59 

$29,768  91 

$2.509  69 

$5,112  66 

$221,841  56 

$60,840  47 

$8,431,580  11 

-    $1,416  70 

$8,637  12 
9,414  76 

11.229  44 
2.080  75 

$7,364  10 

$50  58 
3,100  00 

$1,383  99 

$332,735  06 
389,906  54 

71  00 

4,232  48 

$2,116  25 

426,602  72 

29.088  60 

409,884  22 

5.672  00 

2. 176  64 

4,377  79 
4,695  27 

91,488  16 
4,507  37 

10,993  71 

1.380  89 
6.590  07 
7,384  30 

1,020,418  14 

32.341  83 





782,373  86 

5,661  42 

»922  76 

id; 328  13 
147  91 
71  54 

$4  bo 

550,792  54 
4,700  00 

286,851  33 

776.  MO  23 

299,522  40 
23.043  44 
6.927  45 

9,005,574  73 

27.203  88 

1,148,620  31 

86,325  25 

709,995  65 

10. 750  57 

198, 633  02 

2, 997  21 

213,635  89 

145  00 

372,369  52 

1946,135  95 

$393,197  19 

$145,190  78 

$3,038  00 

$13,843  16 

$564,496  54 

$1,383  99 

$15, 297, 600  99 

*  Interest  and  (firideods  reocirableb 
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CLASS  A.    BALANCE  SHEET. 


NaMB  or  COMPANT 

Capital  LiAiiunM 

LoCATIOlf 

Capital 
preferred 

Capital 

stock 

common 

Funded 
debt 

liiSaiSei 

AiihlaiHl 

PKflote 
Ashland  Water  Co 

1176.000  00 
165,000  00 

212,300  00 
200,000  00 

|125»000  00 
165,000  00 
105,000  00 
500,000  00 
186,500  00 

200,000  00 
125,000  00 
200,000  00 
400,000  00 
250.000  00 

$230,000  90 
297,000  00 
136,500  00 

386.000  00 

199,000  00 

424.000  00 

1,056,000  00 

1,100,000  00 

Beloit 

Beloit  W.  Gas  4  EL  Co 

Chip.  Val.  Ry.  Lt,  &  Pr.  Co.- 

Green  Bay  Water  Co 

City  Water  Co 

City  Water  Works  Co 

Oshkosh  Water  Wks.  Co 

Chip.  Pans. 

Green  B»y 

JaneeviUft 

Marinette. 

••-•---™ 

Merrill 

SSioOO  00 

250,000  do 

OJikoeh. 

Racine 

Racine  Water  Co 

Superior  W.  Lt.  A  Pr.  Co 

Total 

%penor 

11.060,300  00 

12,256.500  00 

$3,828,500  00 

i/ttfltCIJNl/ 

Mun-  Water  Wks.  nant. 

Appteton 

Eau  Claire 

Ii78,dd6  00 

$245,000  00 
75,000  00 
210,000  00 

Fond  du  Lac 

Kenosha. 

$120, 160  00 

LaCroese 

;;      ;;       ;;     ;;     

644.000  00 

97.500  00 
230,000  00 
305,000  00 
640.000  00 
325,000  00 

54,000  00 
135,000  00 
131,000  00 

MadiMn 

Manitowoc 



Milmrakee 

OihkodL..._ 

«t      <«       •«     « 

RhAhnygfvn  , 

Waterkmn 

..           u             ««        u 

Waukesha 

tl                44                    44            4t 

30,000  00 

Wauflau  .... 

<4                44                    44            44 

Total „ 

$178,000  00 

$2,991,500  00 

$150,150  00 

^  Revenues  levied  in  advanoe. 
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JUNE  30,  1914.-Coiitmiied 


RimsTa  LiABiuma 

CUKRBNT  LfABIUnSS 

rOHtt  V6 

SiDkiiig 
Kserve 

Special 
roiorvo 

Notes  and 
bills  payable 

Aooounts 
payable 

Matured 

interest   on 

funded  debt 

unpaid 

Dividends 
unpud 

$51, 156  87 

$70,326  12 

$5,500  00 
5,472  53 
28,244  99 

$88,750  00 

2,100  00 

..  . 

$20  00 
397  23 

$315  15 

12,015  00 

0,679  86 

36,000  00 



3.957  62 

31,251  19 
99,682  19 
20,100  00 
65,158  12 

266  82 

1  25 

563  44 

45,852  42 

3,459  36 

199  60 



8,147  59 

63,850  08 

$47.399  42 

35  00 

1,807  70 

1152,006  62 

$47,399  42 

$452  23 

$322,617  62 

$89.360  81 

$2,122  85 

$88,750  00 

$15,301  19 

$6,873  76 

$5,928  83 

14,373  85 

27,357  91 

$21. 731  33 

6,057  60 

36,487  96 

»$31800 

196,734  69 

5,682  87 

75,562  64 

9,296  71 

10, 195  75 

1,802  41 

$341,894  14 

$15,301  19 

$23,533  74 

$52,658  42 

$318  00 
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CLASS  A.    BALANCE  SHEET 

LUBIUTIM 


Namb  or  Company 

-Concluded 

ACCBUID 

Location 

Deposits 

Mi8oellan»- 
ous  current 
liabilities 

Taxes 
aoomed 

Unmatured 
interest  on 

aoomed 

Ashland 

PHmU 
A(*laiKl  Water  fk)  

$683  65 
1,640  17 

Beloit  . 

Beloit  W.  Qas  A  Elec.  Co 

12.252  50 

$2,036  51 
1,431  06 

$4,050  00 

Chippewa  Falls. 

Chip.  VaL  Ry.  Lt.  &  Pr.  Co 

Green  Bay 

Green  Bay  Water  Co 

Janesville 

JanesviUe  Water  Co 

Marinette 

City  Water  Co 

3.656  25 
2,442  88 

6,438  83 

Merrill 

aty  Water  Works  Co ._    

3,316  66 

Oshkoeh 

Oshkoeh  Water  Works  Co 

Racine 

Racine  Water  Co 

5  75 
6.285  88 

6.768  04 
7.058  72 

8,800  00 

Superior 

Superior  W.  Lt  A  Pr.  Co 

3,661  61 

Total „ 

Mwiidpal 
Municipal  Water  Works  Plant 

16.793  48 

$8,544  13 

$24.204  36 

$33,409  00 

Appleton. 

Rau  Clainf  . 

Fond  du  Lao 

(1                            »                      M                    tl 

$3,525  86 

Kenosha 

II            t>         II        •• 

$2,4«2  50 

LaCroase 

Madison- 

II                          tl                    M                  M 

2.057  00 



Manitowoc. 

Mflwaukee. 

•  I                          M                    tl                   It 

1.330  00 

OffhVn^ 

II                          t«                    II                   II 

6,030  18 

$6,301  80 

$10, 125  00 

Sheboygan  

II                          «l                    tt                  II 

75  00 

4,333  82 

Watertown. 

II                          II                    II                   II 

Waukesha. 

11                          tl                    tl                  II 

Wausau 

It                          II                    It                  11 

Total 

$3.807  50 

$13,432  13 

$6,301  89 

$14,458  32 

'Matnrad  intersst  on  notes  and  biUs  payable  aocrued. 
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JUNE  30. 1914-CoiMluded 
>-Cooehided 


LiABnimB 

Open 
accounts 

Surplus 

City 
equity 

irnmstured  in- 
terest oo  notes 
and  bills  pay- 
able Mcnied 

Diyidencb 
accrued 

MiseeOaneouB 
liabUities 
aocrued 

Total 
liabilities 

$3,807  22 

1,228  96 

15,003  03 

184,558  82 

59,559  15 

$750,222  86 
646,924  82 
299,491  31 
942,538  68 
446,059  15 

640,876  34 

439, 165  16 

804,024  49 

1,620,112  05 

1,842,165  25 





i$6,811  13 

$2,500  00 

9,522  68 

101,361  05 
27,506  14 
107,807  48 

1,873  09 

$18,206  80 

$2,500  00 

$500,831  85 

$8,431,580  11 



$47,151  47 
114,731  60 

59,393  54 
407,391  72 

19, 104  17 

$40,583  59 

$332,735  06 
389,906  54 
426,602  72 
409,884  22 

27,604  49 

342.940  12 
652,817  91 

1,020,418  14 
782,373  86 

$1,740  95 

447965  80 

567,466  35 

iiiMsis 

29,062  40 

286,851  33 

8,418,170  10 

1,376  50 

71,695  12 

9,005,574  78 
1,148,620  31 

10,728  52 
224,032  86 

144,633  02 
48,635  89 
229,371  36 

709,995  65 

198,633  02 

213,635  89 

372,369  52 

$2,568  18 

$614,173  10 

$1,334,236  55 

$9,555,187  83 

$15,297,600  99 
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Italic  figures  denote  deficiU. 


CLASS  B.    INCOME  ACCOUNT 


Location 


Namb  or  Company 


Total 
revenues 


Total 
expenses 


Net 
revenue 


Non-op- 
tfating 
revenues 


Grow 
income 


Antigo 

Beaver  Dam... 

MeUen 

Menomonie ... 
Oconto 

Ripon 

Stevens  Point 
Washburn 


Baraboo 

Berlin 

Burlington 

Columbus 

De  Pere 

Edgerton 

Ft  Atkinson.. 

Kaukauna 

Lake  Geneva 
Lancaster 

Menasha 

Monroe 

Neenab 

New  London 
New  Richmond 

Oconomowoe 

Platteville 

Plymouth 

Portaae 

Pt.  Washington 

Rhindander. 

Rice  Lake 

Richland  Cent'r 

River  FaUs 

Shawano 

So.  Milwaukee. 

Sparta 

Stoughton 

Sturgeon  Bay... 
Tomah 

Waupaca 

WestAllis    

Whitewater 


Pntafe 

Antigo  Water  Co 

Beaver  Dam  Water  Co 

Peoples  Water  &  Lt.  Co 

Menomonie  Water  Works  Co 
Oconto  City  Water  Supply 

Ripon  Luht  &  Water  Co 

Stevens  Pt.  Water  Co 
Washburn  Water  Works  Co... 

Total 


Municipal 
Municipal  Water  Works  Plant 


$20,088  49 
22,318  73 
5,350  72 
16,518  87 
17.925  65 

15.338  70 
23.800  46 
14.014  97 


112,320  68 
15,747  07 
2.802  10 
8.070  47 
12.849  19 

9,027  52 
14,472  44 
8,106  96 


113,767  81 
6,571  66 
2.548  62 
8,448  40 
5,076  46 

6.311  18 
9.328  02 
5.908  01 


17  60 


293  27 
858  69 
t4S  66 


.$13,767  81 
6.571  66 
2.556  22 
8,448  40 
5.076  46 

6,604  45 
10. 186  71 
5,662  36 


$141,356  59 


$83.396  43 


$57,960  16 


$913  91 


$58.874  07 


Total 


$15.326  20 
13.370  05 
5,885  59 
6,511  62 
9,904  65 

6,465  19 
9,869  20 
7,166  63 
14,475  06 
5,702  50 

11,445  90 
18,626  17 
16,679  62 
4,757  91 
4,384  02 

3,552  07 
11,553  76 

7.987  52 
14.887  64 

9,345  56 

16. 108  40 
10,497  87 
7.849  90 
5,654  17 
5,002  09 

17,220  55 
12,216  73 
13,312  88 
3.271  39 
6,290  23 

9, 103  62 
18.453  72 
11,285  08 

$333, 163  49 


$6,539  84 
5,265  97 
4.418  55 
3. 796  46 
4,238  67 

2,871  19 
5.219  08 
8,877  67 
8,558  19 
4.903  57 

4,853  16 
9.525  31 
11.402  78 
3.654  38 
3,366  98 

2.026  16 
8. 439  93 
4,812  87 
9.572  93 
3. 737  80 

7. 556  73 
8,658  46 
4.814  02 
3, 706  37 
2,309  73 

15.404  27 
7. 245  93 
8,597  17 
4,393  79 
4.811  32 

2.960  00 
18. 139  39 
7, 562  91 


$212,241  58 


$8. 786  36 
8,104  08 
1,467  04 
2,715  16 
5.665  98 

3,594  00 
4.650  12 
1,711  04 
5.916  87 
798  93 

6,592  74 
9,100  86 
5.276  84 
1.103  53 
1,017  04 

1,525  91 
3,113  83 
3, 174  65 
5,314  71 
5.607  76 

8,551  67 
1.839  41 
3.035  88 
1.947  80 
2,692  36 

1,816  28 
4,970  80 
4,715  71 
t,lM  40 
478  91 

6, 143  62 

314  33 

3,722  17 


$167  50 


261  44 


3,477  50 

2,756  35 

5  75 

2,419  93 


67  76 

2,966  10 

83  81 


4,560  00 

851  82 
330  49 
102  52 


83  05 


36  00 


84  25 
53  00 


803  09 
164  88 


$8,953  86 
8.104  08 
1,467  04 
2,976  60 
5,665  98 

7,071  60 
7,406  47 
1,706  99 
8,336  80 
798  93 

6,502  74 
9.168  62 
8.242  94 
1. 187  34 
1,017  04 

6.085  91 
3.113  83 
4.026  47 
5.645  20 
5,710  28 

8,551  67 

1.022  46 
3,035  88 
1,947  80 
2,728  36 

1,900  53 

5.023  80 
4.715  71 
/,  Itt  40 

478  91 

6,143  62 
1.117  42 
3.887  05 


$120,921  91 


$19,275  24 


$140,197  15 


Contractual  sinking  fund  requirements. 
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YEAR  ENDING  JUNE  30. 1914 


Deductions  from  Ososs  Incomb 

Net 
income 

Disposition  or  Nbt  Incomb 

Interest 
on  funded 

debt  and 
rtftl  estate 
mortgages 

Interest 
on  float- 
ing debt 

Miscellan- 
eous de- 
ductions 

Total 

Dividends 

Other 
payments 
from  net 

income 

Total 

Surplus 

$4,920  00 

$3.155  03 

619  97 
206  67 
720  66 

457  79 

360  00 

$8,075  03 
2,170  00 

619  97 
7,916  67 

720  66 

3,603  79 
6.000  00 
5,040  00 

$5,692  78 

4,401  66 

1,036  25 

631  73 

4,355  80 

3,000  66 

5, 186  71 

622  36 

$5,692  78 

2, 170  00 

4,401  66 

$2, 100  00 

$2, 100  00 

16S  75 

7,710  00 

631  73 

4,355  80 

2.860  00 
5,000  00 

$286  00 

2.249  00 

5.250  00 

2.249  00 

5.250  00 

751  66 
6S  89 

4,680  00 

622  36 

$27,340  00 

$5,520  12 

$286  00 

$33, 146  12 

$25,727  95 

$9,599  00 

$9,599  00 

$16. 128  96 

$3,560  00 

1,800  00 

550  00 



$3,560  00 

1,800  00 

550  00 

831  25 

2,536  00 

1,075  00 
2,733  00 
3,027  00 
4,050  00 
308  87 

3,375  00 
7.710  00 
2.800  00 
1,360  00 
1,050  00 

3;326  67 
700  00 

2,150  00 

$5,393  86 

6,304  08 

917  04 

2, 146  35 

3, 129  98 

5.996  50 
4, 673  47 
4, 7St  t9 
4,286  80 
490  06 

8,217  74 

1,458  62 

5,442  94 

17t  66 

St  96 

6,085  91 
3,113  83 
699  80 
4,945  20 
6, 710  28 

6,401  67 
1,922  46 
3,035  88 
1,597  80 
2,583  36 

t,  499  47 
3,870  46 
4,715  71 
1,717  90 
478  91 

4,821  62 

l,08g  68 

488  30 

$6,368  36 
703  80 

1,500  00 
130  55 

$6,368  36 
703  80 

1,600  00 
130  55 

$5,393  86 
935  72 
917  04 

831  25 

1,441  66 

2.536  00 

3, 129  98 

1.075  00 
773  04 

$1,959  96 
93  85 

4.496  60 
4,642  92 

2,933  15 

4, 7.  e  t9 

4,050  00 
308  87 

3,375  00 

4,286  80 

490  06 
3,217  74 

3,210  00 

4,500  00 

1,458  62 

2.800  00 

6,442  94 

1.360  00 

17 1  66 

1,050  00 

1,000  00 

1,000  00 

l,OSg  96 

$833  33 

ii,383  34 

6,085  91 
3,113  83 

1.110  00 

699  80 

700  00 

4,946  20 

6,710  28 

2,150  00 

6,401  67 

1,922  46 

1,597  80 

1,597  80 

3,035  88 

350  00 

350  00 
145  00 

4,400  00 
1, 163  34 

69i5  50 

1,322  00 
2,200  00 
3,398  75 

145  00 

2,683  36 

4.400  00 

«2,601  66 
$12,902  17 

2,601  66 

."' ' '. 

$12,002  17 

2,499  47 

1,153  34 

1,268  80 

595  50 

.  4,716  71 
/,7;7  90 

1.322  00 
2,200  00 
3,398  75 

478  91 

4,821  62 

1,08S  58 

488  30 

$47,736  90 

$833  33 

$7,937  15 

$56,607  38 

$83,689  77 

$70,787  60 

Interest  on  <aiy  equity. 
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CLASS  B.    DETAILED  OPERATING  REV 


Location 

Name  or  Company 

Earnings 

from 

commercial 

sales 

Earnings 

from 
industrial 

sales 

Antigo 

FriKte 

Antigo  Water  Co 

Beaver  Dam  Water  Co 

$16.522  02 
13,221  15 

4. 109  92 
10.281  81 

7,775  14 

7,455  36 
17,030  52 
7,964  97 

Beaver  Dam  .       .    .. 

$1,044  00 

Mellen   

Peoples  Water  k  Lt.  Co 

Menomonie  Water  Works  Co 

Menomonie 

Oconto 

Oconto  City  Water  Supply 

$104  91 

Ripon 

Ripon  Light  &  Wat*r  Co 

828  57 

Stevens  Point 

Washburn 

Stevens  Pt  Water  Co 

Washburn  Water  Works  Co 

Total 

Municipal 
Municipal  Water  Works  Plant 

625  00 

S84,360  89 

$2,603  38 

Baraboo 

BerUn. 

Burlington 

Columbus 

DoPere. 

Edgerton 

Ft.  Atlcinson 

Kankauna 

Lake  Geneva 

•8,558  87 
4.689  70 
5,289  08 
3,365  54 
5,312  35 

3.461  80 
6,040  38 
3,866  50 
7,809  77 
4,791  36 

3.462  37 
7,431  82 
8,630  37 
1,737  61 
2,024  02 

3.285  15 
7,072  78 
5.082  40 
12.226  64 
6,510  56 

6,773  36 
3,904  23 
4.699  90 
3.594  17 
2, 167  80 

5,725  99 
3,764  11 
7,247  54 
2,021  39 
3,802  96 

3,998  78 
14,408  39 
5,450  00 

$2,460  68 
590  35 

96  00 

428  97 

0) 

651  80 
732  75 

Lancaster 

M*nfMfha 

911  14 
2,314  53 

Monroe 

3,484  35 

Neenah 

it            «t         t<         «> 

702  31 

New  London 

471  38 

New  Richmond 

1,200  00 

Ooonomowoo. 

Platteville 

(t            (t          ••         «i 

989  03 

Pl}rmouth 

«            <<          II         II 

Portage 

Pt.  Washington 

Rhindander 

Rice  Lake 

Richland  Center 

1,517  64 
2,115  29 

River  Falls 

Shawano 

,i            ,"          [[         \\    

428"74" 

So.  Milwaukee 

.1            II          11         .1 

8,207  91 

Sparte 

Stoughton 
St'irgeon  Bay 
Tomah 

Waupaca 

"       "     "     ••  .::..:: ;;.. 

3,602  07 

919  00 
847  00 

WestAlliS   

II       II     II     11 

1,113  41 

Whitewater .... 

Total 

1, 151  97 

$178,207  69 

$34,936  32 

>  In-^luded  in  commercial  sales. 
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ENIES.    YEAR  ENDING  JUNE  30.  1914 


Eanungs 
from 

municipal 
hydrmnt 
rentals 

Earnings 
from  safes 
for  street 
sprinkling 

Earnings 

from  safes 

to  municipal 

departments 

earnings 

from 
operation 

Total 
operating 
revenues 

19,027  50 

1131  00 
275  00 

$407  97 
50  25 

$26,088  49 

7,727  43 
1,340  80 

22,318  73 
5,350  72 

5,844  26 

230  00 
219  83 

365  73 
498  03 
125  00 

162  80 

16,518  87 

9,800  00 

$25  77 

17,925  65 

6,310  55 

378  49 
149  36 

15,338  70 

6,122  56 

23,800  46 

5,300  00 

14,014  97 

151,373  09 

11,844  59 

$25  77 

$1, 148  87 

$141,356  59 

$4,290  00 

$16  65 

$15,326  20 

5,040  00 

1100  00 
389  51 
233  40 
42  30 

100  00 
130  55 

139  95 

$2,950  00 

13,370  05 
5,885  59 

207  00 

2,600  00 
4,550  00 

216  68 

6,511  62 
9,904  65 

2,000  00 
3,679  17 

334  24 

140  18 

19  10 

480  00 

284  80 

6,465  19 
9.869  20 

2,148  33 
4,392  56 

20  00 
1,115  23 

7,166  63 
14,475  06 
5,702  50 

5,000  00 
7,710  00 

269  00 

800  00 

100  00 

11,445  90 
18,626  17 

5,487  50 
2,200  00 
1,160  00 

225  00 
150  66 

904  35 
195  01 

730  09 
3  25 

16,679  62 
4,757  91 
4,384  02 

100  00 
220  50 
182  62 

166  92 

158  05 

600 

86  00 

3,552  07 
11,553  76 
7,987  52 

2,485  00 
2, 716  50 

628  40 

2.575  00 
2,835  00 

14,887  64 
9,345  56 

6,560  00 

86  40 

1,171  00 

16, 108  40 

4,325  00 

153  35 

10,497  87 

3,000  00 

150  00 
35  00 
125  00 

630  65 
157  57 
103  00 
50  00 
525  27 

234  94 

7,849  90 

2,025  00 
2,209  98 

2.560  00 

65' 57  ■ 

5  00 

9&00 

37  00 

1,819  35 

5.664  17 
5,002  09 

17,220  55 

4,400  00 
3,900  00 
1.200  00 

255  98 
242  99 

12,216  73 
13,312  88 
3,271  39 

8,527  15 

495  75 

1,134  00 

518  U 

43  00 

5.290  23 
9,103  62 

""'*' 4,'i65"o6 

1,797  92 

18,453  72 
11,285  08 

198,741  19 

$4,381  32 

$10,385  8K 

$6,561  09 

$333, 163  49 
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CLASS  B.    DETAILED  OPERATING 
PuimMQ — 


Location 


Name  or  Compant 


OraBATioir 


X^ 


St«un 
generated 


Steam 
purchased 


Antigo 

Beaver  Dam. 
MeUen 
Meoomooie .. 
Oconto 

Ripon 

Stevens  Point, 
Washburn 


Berlin 

Burlington. 

Columbus 

Edgerton 

Ft.  Atkinson 

Kaukauna 

Lake  Geneva  . 
Lancaster 

Monroe 

Neenah 

New  London 

Oconomowoc 

Platteville 
nymoutb 

Portage 

Pt.  Washington 

Rhinelander 

Rice  Lake 

River  Falls 

Shawano 

Bo.  Milwaukee . 

Sparta 

Stoughton 

Sturgeon  Bay .. . 
Tomah 

^Tiitewater 


PHdote 

Antigo  Water  Co 

Beaver  Dam  Water  Co 

Peoples  Water  A  Lt.  Co.  > . 
Menomonie  Water  Works  Co.. 
Oconto  City  Water  Supply 


Ripon  Light  A  Water  Co 

Stevens  Pt.  Water  Co 

Washburn  Water  Works  Co.. 


11,540  00 
695  00 

180  66 
622  01 

380  22 
1.309  00 


t2,200  13 
4,100  80 

159  i» 
4,343  67 

1,516  12 

'  4, 724  37 

3,642  15 


Total.. 


$4,726  23 


$20,786  14 


Municipal 
Municipal  Water  Works  Phint... 


$1,195  00 
900  00 
53  27 
697  00 
394  00 

364  09 
619  45 
450  00 
362  26 
850  00 

136  90 


1,099  38 

323  78 

1,391  99 

249  90 

2,046  96 

545  65 


260  63 

3,260  00 
696  55 

479  12 

480  00 
705  00 

182  83 


$788  74 

3.365  20 

766  88 

1,755  11 

2,241  97 

2, 121  94 
2,941  59 
2,327  33 
4,304  45 
2,724  68 

1,424  29 
61  82 

1,749  01 
36  96 

3,367  09 

2,657  84 
4. 165  10 
3,707  94 
664  94 
1,761  77 

8,133  65 
2,273  55 
1,422  72 
3.163  20 
2,915  26 

1,786  23 


Total 


$17, 743  76 


$62,629  26 


1  Gravity  system,  no  pumps. 
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EIXPENSES.    YEAR  ENDING  JUNE  30.  1914 
8nxM  PowsB 


MAUmBNANCB 

Pumping 

sta^on~ 

suppKen 

aad  expenses 

Total 
operation 

Pumping 

sUtion 

equipment 

Source  of 
supply 

CoUecting 
aqueducts 

intakes 
and  supply 

mains 

Purifica- 
tion 
system 

Pumping 
station 
buildings, 
fixtures 

and 
grounds 

Total 
maintenance 

Total 

steam 

power 

pumping 

fl21  45 

$3.960  58 
5.034  51 

34572 

5.147  12 

2. 167  39 
6.203  75 
3,730  94 

$5  70 

1  60 
136  85 

34  66 
118  09 
29  84 

$5  70 
26  90 

30  31 
286  97 

538  30 
205  14 
272  04 

$3,966  28 
5.061  41 

238  71 

$26  90 

28"8r 
127  10 

12  07 
87  05 
172  49 

6"'82 

$23  02 
342  98 

376  03 

181  44 

271  05 
170  38 

$148  59 

5.434  09 

2,705  69 
6,408  89 

88  79 

69  71 

4,002  98 

ft. 077  64 

$26.590  01 

$454  42 

$366  00 

$218  30 

$326  64 

$1.365  36 

$27,955  37 

S518  13 

$2,601  87 
4,265  20 
820  58 
2,452  11 
2,826  20 

2,584  78 
3,673  06 
2.777  33 
5.168  25 
3,795  39 

1,569  42 
61  82 
2,848  39 
1,462  02 
4,993  29 

2.981  19 
6,623  80 
4,333  83 
664  94 
2,119  71 

11,630  69 
3,112  19 
2.005  74 
3.768  93 
3.646  56 

2,162  04 

$62  50 

$62  50 

$2,564  37 

43"' 

4,265  20 
820  58 

190  23 

48  15 
43  63 

82  88 
501  15 
157  88 
237  64 
151  26 

154  65 

$1334 

9  61 

169  69 

399  18 

99  16 

91  05 

48  16 
56  97 

157  59 
882  63 
557  06 
336  80 
242  31 

154  65 

2,500  26 
2,883  17 

98  75 

$65  10 
211  79 

2,742  37 

112  02 

4,555  69 

3.334  39 

501  54 

5,505  05 

220  71 

4,037  70 

8  23 

1,724  07 
61  82 

74  96 
153  65 
14199 

28  01 

$563  83 
283 

$42  85 

20  56 
252  21 
37  33 

95  52 

153  65 

1,000  88 

83  53 

2,943  91 

1,101  28 

1.615  67 

234  21 
73  45 

15  36 

5,994  17 
3,064  72 

411  74 

6,623  80 

80  24 

185  72 
77  23 

67  52 
7  98 

253  24 
89  21 

4,587  07 

400 

754  15 

07  31 

2, 119  71 

237  04 

1.109  91 
202  73 

6709 

943  57 

850  42 
30  10 
18  00 

2,903  90 
237  21 

18  00 
108  09 

33  01 

2,351  40 

14,534  59 

142  00 
103  90 
125  73 

438 
41  (k) 

3.349  40 
2.023  74 
3,877  02 

26  30 

33  01 
24  20 

3.679  57 
4.513  44 

102  98 

1.484  76 

842  44 

$4,476  31 

$84.840  33 

$4.965  79 

$341  63 

$1,409  10 

$986  42 

$2.123  36 

$9.826  30 

$94.675  63 
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CLASS  B.    DETAILED  OPERATING 
PuMpnw— 


Name  or  Courkirt 

OnuunoN. 

Location 

Operating 

HydrauUe 
power  pur- 
chased 

Pumping 
station 

supplies 
andex' 
penses 

Total  op- 
eration 

Btnboo 

Municipal 
Mumdpal  Water  Works  Plant 

Total 

11,716  00 

i$10,916  40 

$306  79 

$2,022  79 

Wm^  Allin 

10,916  40 

11,716  00 

110,916  40 

$306  79 

$12,939  19 

Pumping — 


Namb  or  Company 

Opiration 

Location 

Ogj^in, 

Electric 

current 

purchased 

Pumping 
station 
supplies 
and  ex- 
penan 

Total 
operation 

Primle 

Municipal. 
Municipal  Water  Works  Plant 

$600  00 

$1,479  20 

$6  85 

$1,986  05 

Columbus 

$175  00 
480  00 

i, 100  00 
169  28 

$866  21 
1,406  59 

•746  00 
936  00 

1,439  25 

3,852  00 
757  53 

2,425  53 

$1,041  21 

DsPere 

$122  19 

26  32 

420  00 

2,008  78 

Kaukauna 

Menasha 

NewRiehmpnd     ..  .. 

26  32 
2,266  00 
1,105  28 

1,439  25 

Platteville 

Pt.  Washington  

Richland  Center 

RiverFalls 

"            *'          "         "    

58  55 

350  00 
725  14 
900  00 

1,716  75 
11  91 
39  70 

1,716  75 

70  46 

3,891  70 

757  53 

Stoughton 

49  44 

122  41 
4660  88 

2,824  97 

Waupaca 

Total 

847  55 

WestAUis 

338  16 

1,899  04 

$3,957  97 

$12,767  27 

$3, 169  60 

$19,894  84 

>  Water  purchased. 
<  IMeeel  engine. 
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EXPENSES.  1914-Continued 
Htdbauuc  Powsr 


Maintknancb. 

Hydraulic 
power 
works 

Pumping 

station 

equipment 

Source 

of 
supply 

CoUecting 

aqueducts, 

intakes  and 

Purifica- 
tion 
system 

Pumoing 

station 

buildings. 

fixtures  and 

grounds 

Total 
maintenance 

Total 
hydraulic 

power 
pumping 

12,988  00 

$82  40 

$58  85 

$3,120  34 

$5,152  13 
10,016  40 

$2,988  00 

$82  40 

$58  85 

$3, 129  34 

$16,068  53 

EuDcnucPowsR 


Maintenance 

Pumping 
staUon 

Source  of 
supply 

Collecting 

aqueducts, 

intakes  and 

supply  mains 

Purifica- 
tion 

Pumping 

station 

buildings, 

fixtures  and 

grounds 

Total 
main- 
tenance 

Total 
electric 

power 
pumping 

$33  45 

$33  45 

$2,010  50 

$10  63 

$32  68 

$43  31 

81  88 

8  58 

143  25 

864  22 

$1,084  52 

81  88 

2.000  66 

8  58 

34  00 

143  25 

2,400  25 

864  22 

1,060  50 

1,430  25 

1,716  75 

60  77 

50  77 
24  80 

77  98 
151  53 

121  23 

$24  80 

3,916  50 

77  08 

757  53 
2,902  95 

102  27 

47 

$48  79 

999  08 

1,899  04 

$1,330  58 

$25  36 

$32  68 

$18  79 

$1,446  41 

$21,341  25 

•Fuel  oil 

<Fuel  and  light  and  supplies. 
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Report  of  Railroad  Commission 


CLASS  B.    DETAILED  OPERATING 


Namb  or  Company 

Total 
Pumping 

OPBBATION 

Location 

DistribuUon 

system 

operating 

labor 

Customer's 
expenses 

Distribution 

system  suo- 

plies  and  ex- 

oenses 

Antigo 

PrtwU 
Antigo  Water  Co 

13,966  28 
5.061  41 

1413  96 
150  45 

$19  72 

Beaver  Dam 

Beaver  Dam  Water  Co. 

147  86 

MeUeo 

Peoples  Water  A  Lt.  Co. » 

Menomonie  Water  Works  Co 

2.395  53 
5,434  09 

2,705  69 
6.408  89 
4.002  98 

322  00 

724 
540  00 

Ooonto 

Oconto  City  W.  Supply 

$17  40 

36  50 

Ripon 

Ripon  Light  4  Water  Co 

Stevens  Pbint 

Stevens  Pt.  Water  C^ 

77  72 

Washburn 

Washburn  Water  Wks.  Co 

Total 

$29,974  87 

$1,433  65 

$17  40 

$281  70 

Muninval 
Municipal  Water  Wwks  Plant 

Total 

Baraboo 

15. 152  13 
2.564  37 
4,265  20 
1,905  10 
2.090  66 

2,500  26 
2.883  17 
2.777  27 
4,555  69 
3.334  39 

2.409  25 
5.505  05 
4.037  70 
1.724  07 
1,969  50 

1,601  07 
4,660  66 
1,615  67 
5.994  17 
3.185  95 

6,623  80 
4.587  07 
3.916  59 
1.511  68 
2.119  71 

14,534  59 
3.349  40 
4,926  69 
3.877  02 
3,679  57 

999  08 
12,815  44 
4,513  44 

$375  13 
70  00 
153  35 
93  33 

$193  31 

BerUn 

1  25 

Burlington 

Columbus 

$3  02 

86  25 

De  Pere. .. 

Edgerton 

Ft.  Atkinson 

40  00 
11  58 
167  38 

20  00 
555 
1  50 

22  29 
93 

y^^ikimp^ 

lAkeGeneva      1  I! 
I/an^»fftfr 

40  94 

MiWfMhl 

154  95 

10  35 

Monroe 

49  06 

Neenah 

431  85 
94  73 

80  07 

New  London 

10  15 

New  Richmond 

6  25 
147  17 
21  94 
62  50 
31  39 

347  16 
1,079  18 

Platteville 

Plymouth 

Portage 

Pt.  Washington 

59  16 

202  93 
107  10 

19  56 

Rhinelander 

138  31 

Rice  Lake 

Richland  Cento- 

36  36 
25  86 

19  75 
28  83 

River  Falls 

10  00 

Shawano 

5  59 

So.  MUwaukee 

152  00 
250 

1,020  00 
264  97 

Sparta 

Stoughton 
Sturgeon  Bay 
Tomah 

Waupaca. 

West  Allis 

5  00 

21  02 
160  08 

36  90 

Whitewater 

10  50 

1182,085  41 

$4,737  26 

$177  10 

$1,224  52 

1  Gravity  system,  no  pumps. 

*  Includes  maintenance  of  services,  hydrants,  fire  cittems,  banns,  fountains  and  troughs. 
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EXPENSES.  1014 — Coatiiiued 


DiflfnuBtmoN 


UADtTBNANCK 

ToUl 
ofwrmtion 

Diitributioii 

and 
tmumianon 

8ervio«t 

Hydrmnta. 
firedBteriiB 
bftfluiB,  etc 

Meters 

DbtribuUon 

building!, 

fixtures 

and  grounds 

Total 
maintenance 

Total 
distribution 

S433  68 

$433  68 

296  30 

$43  75 
38  82 
21  08 
64  50 

11  05 

11  20 

126  05 

$6  00 
2M)00 

$7  50 
23  75 
52  30 
83  52 

85  24 

52  46 

S51  26 
67  67 
73  47 

253  02 

125  71 

11  20 

263  31 

340  66 

67  67 

73  47 

358  50 

$76  00 
20  42 

611  52 

24  64 

150  36 

617  72 

73  00 

628  02 
253  31 

$1.732  84 

$317  35 

$108  00 

$304  86 

$104  42 

$835  53 

$2,668  37 

$568  44 

$30  56 
25  00 

16  08 
401  08 

« liaiii  65 

330  01 
82  34 
130  17 

808 
78  80 

132  22 
42  28 

283  17 

25  07 

$23  25 
22  75 

60  40 

$73  28 

$127  00 
51  75 

41880 

844  32 

151  40 
323  71 
1.405  00 
234  40 
150  12 

38  60 
528  34 
321  02 
201  04 
440  23 

75  07 

020 

203  16 

417  32 

120  47 

17  75 
277  34 
224  24 
185  58 

$605  63 

71  25 

$4  00 

280  81 

123  00 

153  35 
182  50 

$3041 
286  66 

125  06 

200  13 

10  05 

545 

87  83 

55"24' 

22  20 
66  58 

26  43 
176  48 
128  58 

74  10 

14  00 
307  51 
118  03 
28  32 
08  07 

14  30 

153  85 
601  30 

844  32 

82  20 

•  il'  68" 

120  66 
21  00 

233  78 

18  06 
200  82 

165  30 

62671 
57  05 

0  36 
54  20 
60  87 
76  10 
67  00 

841  77 

1,614  01 

234  40 

150  12 

203  00 

40  06 

577  40 

511  02 

832  04 

104  88 

306  82 

440  23 

6  25 

33  58 

1  22 

81  32 

350  10 

020 
560 

350  30 

81  10 

108  03 
259  25 
31  20 

10  75 
154  04 
14  63 

60  78 
3  13 
68  15 

17  75 
85  76 
10  05 

40  32 
178  05 
63  43 

374  26 

160  60 

586  02 

50  95 

15  40 

180  42 

485  47 

503  22 

1,008  93 

164  45 
160  26 
70  65 

00  15 
324  10 

62  25 

400 

472  00 

55  22 

1.026  34 

54  80 

27  13 

88  08 

81  50 
65  08 
52  50 
16  00 
170  25 

26  45 

1.003  73 

2  68 

::=■: 

1.376  27 

65  10 
35  86 
5  50 

44  03 

26  85 

3  13 
65  55 

280  43 

221  44 

5  50 

173  02 

00  01 

310  08 
570  45 
243  73 
20  00 
678  75 

107  27 

2,800  20 

440  66 

310  08 
743  47 

162  58 

406  31 

5  00 

27  00 

25  00 

27  50 

370  13 
40  46 

678  75 

36  00 

1.020  00 

275  47 

115  60 
400  00 
306  54 

234  17 

3,010  20 

716  03 

16.138  88 

$4.803  09 

$1.005  33 

$2,720  28 

$2, 143  08 

$574  37 

$12,245  16 

$18,384  03 

'Firealam. 
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Report  of  Railroad  Commission 


CLASS  B.     DETAILED  OPERATING 


Name  of  Company 

COMMKRCIAL 

Location 

CoUeotion 
expenses 

Promotion 
of  business 
expenses 

Total, 
commercial 

Antigo 

PrifoU 
Antigo  Water  Co 

Beiver  Dam 

McUen 

Menomonie 

Oconto . 

Ripon 

Stevens  Point 

Beaver  Dam  Water  Co 

Peoples  Water  A  Lt.  Co 

Menomonie  Water  Works  Co 

Oconto  City  Water  Supply 

Ripon  Light  4  Water  Co 

Stevens  Pt.  Water  Co 

$90  84 

286  94 
231  70 

64"76 

$25  do 
333  33 

$90  84" 

311  94 
565  03 

WMhburn 

Washburn  Water  Works  Co. 

64  75 

Total 

Afunicipal 
Municipal  Water  Works  Plant 

$674  23 

$358  33 

$1,032  56 

Baraboo 

$44  80 
12  00 

119  32 

$44  80 

Berlin. 

Burlington .. .  

ColumouB 

$53  00 

65  00 
119  32 

DePere 

<l                            M                      l«                    II 

Edgerton 

«•                            11                     11                    11 

80  00 
100  65 
60  89 

80  00 

Ft.  Atkinson 

Kaukaima      

<l                            l«                      »«                    •• 

1  38 

111  03 
60  89 

Lake  Geneva 

I<anca8tw 

4  00 

12  00 

101  50 

86  25 

76 

10  64 

400 

Menaaha 

Monroe 

12  00 

Necnah 

New  London 

New  Richmond 

89  45 
11  06 

190  05 

97  31 

75 

Oconomowoc 

;;      ;;     ;;     ;;  zzzz:.::::::::. 

10  64 

Plattevillc     

Plymouth    .  ..         

19  76 

19  76 

Portage 

Pt.  Washington 

[\ ;■■■       ■    ' 

41  79 

123  07 

16  75" 

57  00 

64  00 

42  85 
36  45 
45  70 

41  79 

Rhinelander 

Rice  Lake 

123  07' 

Richland  Center  

River  FaUs 

800 

800 
15  75 

Shawano 

57  00 

So.  Milwaukee 

64  00 

Sparta 

42  85 

Stoughton 

36  45 

Sturgeon  Bay 

Tomah 

45  70 

Waupaca 

West  Allis 

;•          ;;        ;;        ;;   

800  00 

210  56 

55'33' 

800  00 

Whitewato* 

<•                                  M                          14                        <• 

265  89 

Total 

$2,098  73 

$218  22 

$2,316  05 

1  Includes  oonunercial  expenses. 
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EXPENSES,  1914.— Continued. 


Gknbral 


OPBRATION 

Maintenance 
general 

office  build- 
ings,  fixtures 

and  grounds 

G«Derml 
office 
•abriea 

General 
and  expenses 

Law  expense 
genera! 

Miscellan- 
expenses 

Railroad 

commission 

expenses 

Total 
operation 

Total 
general 

$2,187  50 

$195  86 
657  93 

$2,097  17 
31  35 

$308  50 

1,286  99 

7  85 

344  26 

83  49 

627  80 
316  35 

$4,789  03 

5,276  27 

624  85 

3,580  02 

1,142  12 

2,347  28 
4,876  11 
1,411  12 

$4,789  03 

3,300  00 

5, 276  27 
624  85 

617  00 

2,200  00 

1,035  76 
361  53 

135  03 

424  76 

38  52 

^69  76 
100  00 
72  60 

$69  70 

38  93 

3,580  02 
1,201  82 

2,386  21 
4,876  11 
1,411  12 

327  34 

1,473  67 
4,135  00 

$10  78 

1,300  00 

$15,540  51 

$2,849  39 

$2,670  88 

$2,075  24 

$10  78 

$24,046  80 

$98  63 

$24, 145  43 

$600  00 

$37  30 
112  00 

3  60 
253  61 

$10  08 

$647  38 
412  00 

221  07 
1,303  69 

10  75 

514  57 

1,023  31 

1, 670  77 

336  00 

187  53 
1, 131  42 
828  49 
166  17 
35  00 

400  05 
1,747  46 

559  58 
1,330  06 

181  91 

399  96 
499  91 
600  00 
112  50 
86  52 

438  90 
376  55 
928  72 
423  52 
330  00 

730  14 

73  16 

438  4" 

$647  38 

300  00 

$313  00 

725  00 

149  34 

6607 

$2  06 

221  07 

1,050  08 

1,303  69 

10  76 

20  90 

9  92 

286 

36  00 

10  75 

395  62 

98  05 
139  86 
115  41 

514  57 

873  53 

1,023  31 

1,450  03 

102  47 

1,670  77 

300  00 

336  00 

130  54 

56  99 
87  27 
29  43 

187  53 

1,000  00 
764  26 

44  15 

35  00 

1,166  42 

$34  40 

40 

828  49 

106  00 

61  17 

166  17 

35  00 

35  00 

400  05 

22  00 

422  05 

1,614  75 

27  60 

105  11 
391  58 
43  00 

1,747  46 
572  81 

168  00 

13  23 

1,210  00 
168  35 

77  06 
13  56 

1,330  06 
181  91 

390  96 

399  96 

484  16 

15  75 

499  91 

600  00 

600  00 

112  50 
SO  00 

852 

140  05 
25  90 
28  72 
38  52 

48  00 

.  298  85 
141  65 

112  50 
86  52 

438  90 

209  00 

376  55 

900  00 

928  72 

360  00 

25  00 

423  52 

330  00 

330  00 

716  30 

'13  84 
73  16 
22  28 

$1,424  3/ 

•■-■; _^ 

$383  23 

730  14 

73  16 

416  14 

438  42 

$15,272  61 

$1,309  20 

134  40 

$104  9J  i  »18, 145  51 

$18,528  74 
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Report  of  Railroad  Commission 


CLASS  B.    DETAILED  OPERATING 


Namk  or  Company 

Location 

Insuranoe 

Stationery 

and 
printing 

Stores 
depart- 
ment 
expenses 

UtUity 
equipment 
expenses 

Total 
undis- 
tribatod 

Antigo „ 

Bnver  Dam 

PHwte 

Antigo  Water  Co 

Beaver  Dam  Water  Co 

Peoples  Water  k  Lt.  Co 

Menomonie  Water  Wks.  Co    

174  32 
211  42 

$74  32 

$140  49 

351  91 

MeUen 

MeDomonie 



Oconto 

Oconto  City  W.  Supply 

111  35 

233  33 
154  05 
75  00 

555  51 

87  85 

666  86 

Ripon 

Ripon  Light  A  Water  Co 

$40  03 
500 
24  80 

361  21 

Stevens  Point 

Stevens  ?oint  Water  Co 

Washburn  Water  Wks.  Co 

Total 

159  05 

Washburn 

90  ao 

$859  47 

160  83 

$783  85 

$1,713  15 

Municipal 
Mun.  Water  Works  Plant 

Baraboo 

Berlin 

$1000 
6  60 

27  00 
858 
41  28 
58  11 
10  80 

22  50 

$28  60 
54  67 

7  00 

142  28 

6  40 

33  92 
25  40 

18  71 
12  50 

11  08 

$38  60 

Burlinaton 

Coliunous 

59  67 

De  Pere 

Edge-ton 

Ft.  Atkinson 

$12  40 

107  06 
•28  00 

46  40 
8  58 

Kaukauna 

;•      "        "      " 

290  62 

Lake  Geneva 

Lancaster 

>$542  57 

628  68 
17  20 

Mcnuaha 

Monroe 

ni9  75 
M2  37 

S6  42 
25  40 

Neenah 

21  66 
25  00 

169  75 

141  41 

New  London 

56  08 

New  Richmond. 

•  «                   «•                        •!                    •! 

12  50 

Oconomowoc, 

;;      ;;        ;;      ;•     

11  08 

Platteville 

160  75 

Hymouth 

Portage 

Pt.  Washington. . 

Rhindander 

••    "     "    "  ::::.  ■;;:.:. 

67  21 
3  50 

11  18 
84  85 
43  56 

25  00 

78  39 

88  35 

104  17 



147  73 

29  75 

80  00 

40  91 

81  82 
66  00 
16  55 
48  00 

120  59 

20  75 

Rice  Lake 

80  00 

Richland  Center. 
River  Falls. 

Total 

25  00 

Shawano 

40  01 

80.  Milwaukee 

46  80 

247  32 

20  75 

76  60 

35  25 

56  30 

452 

46  80 

Sparta 

Stoughton 

333  66 

86  75 

Sturgeon  Bay 

Toomh 

700 

22  55 

123  00 

Waupaca 

540  59 

35  25 

WcBtAUis 
Whitewater 

540  59 
176  89 

1783  26 

$986  57 

$778  86 

$869  32 

$3,418  01 

I  Contingencies. 
'  Private  service. 
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EXPENSES.  1914— Concluded 


SUMMART  or  OpCKATIKO  EXPINSM 

Totol 
piuniwig 

Total 
dbtribution 

ToUl. 
oomnwrctfti 

ToUl 
general 

Total 
undi»- 
tributed 

Total 
foregdng 

De- 
nreciation 

Taxes 

Total 
operating 
expenses 

$3,966  28 
5,061  41 

$433  68 

340  55 

67  57 

73  47 

611  62 

150  35 
628  02 
253  31 

$4.789  03 

6,276  27 

624  85 

3,580  02 

1,201  82 

2.386  21 
4,876  11 
1,411  12 

$74  32 
351  91 

$9.263  31 
11,039  14 
783  26 
6.049  02 
8,226  23 

6,168  49 
12,072  97 
5,831  96 

$3,057  37 

1.917  22 

708  91 

2,021  45 

3.622  96 

1,215  63 
2.399  47 

$12,320  68 

$2, 790  71 
1.309  93 

15,747  07 

$90  84 

2,802  10 

2.396  53 

8,070  47 

5.434  00 

2,705  69 
6.406  89 

311  04 
565  03 

666  86 

361  21 
159  05 
90  80 

1,000  00 
1,643  40 
ijj,  275  66 

12,849  19 

9.027  52 
14.472  44 

4,002  98 

64  75 

8.106  96 

$29,074  87 

$2,568  37 

$1,032  56 

$24,145  43 

$1,713  15 

$59,434  38 

$9,019  04 

$14,943  01 

$83.396  43 

$5,152  13 

$605  53 
123  00 
153  35 
60130 
844  32 

233  78 
341  7? 

1,614  01 
334  40 
150  12 

203  00 
577  40 
832  04 
306  82 
440  23 

81  32 
359  30 
374  26 
586  02 
18Q42 

503  22 

1.376  27 

289  43 

321  44 

559 

319  08 
743  47 
406  31 
25  00 
678  75 

234  17 
3,910  20 

716  03 

$44  80 
65  00 

$647  38 
725  00 

$38  60 

$6.539  84 
3.515  97 
4,418  55 
2,906  46 
4,238  67 

2,871  19 
3,859  12 
5,767  00 
7,089  63 
3,850  71 

2,857  19 
7,286  27 
6,031  49 
2.350  45 
2.466  98 

2,026  16 
6.937  17 
2.660  89 
7,999  50 
3,737  80 

7,556  73 
6,666  32 
4,814  02 
1,886  37 
2,309  73 

15,404  27 
4,845  93 
6,384  92 
4,393  79 
4,811  32 

1,998  64 
18, 139  39 
6,,110  67 

$6,539  84 

2,564  37 
4,265  20 

$1.000  00 

$750  00 

5,265  97 
4,418  55 

1,905  10 

119  32 

221  07 
1,303  69 

10  75 

514  57 

1,023  31 

1,670  77 

336  00 

187  53 
1,166  42 
828  49 
166  17 
35  00 

422  05 
1,747  46 

572  81 

1,330  06 

181  91 

399  96 
499  91 
600  00 
112  50 
86  52 

438  90 
376  55 
928  72 

423  52 
330  00 

730  14 

73  16 

438  42 

59  67 

890  00 

3,796  46 

2,090  66 

4,238  67 

2,500  26 

80  00 
HI  03 
60  89 

46  40 

8  58 

290  62 

628  68 

17  20 

56  42 
25  40 
141  41 
56  08 
12  50 

11  06 
169  75 
78  39 
88  35 
147  73 

29  75 
80  00 

2,871  19 

2,883  17 

1,359  96 
3,110  67 
1.468  56 
1,052  86 

1,995  97 
2,239  04 
3,171  29 
1. 174  44 
900  00 

5,219  08 

2,777  27 

8,877  67 

4,555  60 

8,558  19 

3,334  39 

400 

4,903  57 

2.400  25 

4,863  16 

5.505  05 
4,037  70 
1,734  07 
1,969  50 

12  00 

190  95 

97  31 

75 

10  64 

2;266  66 

>129  49 

9,525  31 
11,402  78 
3,654  38 
3,366  98 

1,501  07 

2,026  16 

4.660  66 

1,502  76 
2, 151  98 
1,573  43 

8,439  93 

1.615  67 

19  76 

4,812  87 

5,904  17 

9,572  93 

3,185  95 

41  79 

3,737  80 

6,623  80 

7,556  73 

4,587  07 

123  07 
800 
15  75 
57  00 

64  00 
42  85 
36  45 
45  70 

1.992  14 

8,658  46 

3,916  69 

4,814  02 

1,511  68 

25  00 
40  91 

4680 
333  66 
86  75 
22  55 
123  00 

36  25 
540  59 
176  89 

1.820  00 

3.706  37 

3,110  71 

2.309  73 

14,534  50 

15,404  27 

3.340  40 
4,026  60 

1,200  00 
2.212  25 

1,200  00 

7,245  93 
8,597  17 

3,877  02 

4,393  79 

3,670  57 

4,811  32 

009  08 

961  36 

2,960  00 

13,815  44 

800  00 
265  89 

18, 139  39 

4,513  44 

1,452  24 

7,562  91 

$132,085  41 

$18,384  03 

$2,316  95 

$18,528  74 

$3,418  01 

$174,733  14 

$33,228  95 

$4,279  49 

$212,241  58 

*  Fountain. 

*  Injuries  and  damages. 
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CLASS  B.    STEAM  GENERATION  APPORTIONMENT 


NaHI  or  COMPANT 

Opbba 

LoCATIOIf 

Operating 
labor 

Fuel  for 
steam 

Water  for 
steam 

*Ajitigo.„ 

Private 
Antigo  Water  Co 

$2,282  00 
3,188  58 

140  87 
3,154  68 

6,172  82 
4,453  68 
2,854  12 

BpftVAr  rihftm 

Beaver  Dam  Water  Co 

Peoples  Water  A  Lt.  Co 

$695  00 

McUen 

Oconto 

Oconto  City  W.  Supply 

751  58 
692  01 

Ripen 

Ripon  Light  A  Water  Co 

St4^v6Dfl  Point 

Stevens  Point  Water  Co 

Waahburn 

Washburn  Water  Wks.  Co 

Total 

Municipal 
Mun.  Water  Works  Plant 

667  03 

$2,806  62 

$22,246  75 

Baraboo 

$720  00 
910  05 

$788"74 

2,542  48 
6,184  40 

Berlin 

Burlington 

Cdumibus 

$06  00 

DePere 

Edgoion 

;;    ;;     ;;    ;;  z::..: ;;..::: 

697  00 
1,306  21 

908  29 
5,561  36 

Ft  Atkinson 

Kauk^nna 

lake  Geneva   

14                t4                    II                II 

349  30 
450  00 

2,408  46 
1,795  51 

TiAP'^ftiiter 

;;  ;;  ;;  ;;  

Mf^a^ha 

Monroe 

II    II     II    11 

844  00 
624  00 

587  63 

3,297  19 

1,901  46 

627  01 

Neenah 

II    II     II    II 

New  London 

New  Richmond 

"    "     "    •'  ::::.:.'. :::::: 

61  82 
1,590  76 
8,271  14 
2,699  61 
2,256  03 

2,676  46 
2,507  94 

PlatteviHe 

II    II     II    II 
••    t*     II    «• 

133  95 

1,020  00 

635  50 

249  00 

1,440  00 
1,200  00 

Plymouth. 

Portage 

Pt.  Waahington  

Rhinelander 

Rice  Lake 

Richland  Center 

River  Falls 

Shawano 

301  04 

1,540  00 
622  65 
665  00 

1,619  00 
605  00 

573  92 

i;4od""iif 

5,874  22 
1.442  62 
676  01 
15, 149  67 
2,244  84 

So.  Milwaukee 

;;      ;;       ;;      ;;     

Sparta...- 

84  06 

Stoughton 

Sturgeon  Bay 

Tnmah 

Waupaca 

Total 

Wp«t  AIli(f 

Whitewater 

1,014  48 

$17,093  25 

$73,880  66 

$180  05 
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ACX30UNT.    YEAR  ENDING  JUNE  30,  1914 


noK 

Maintinahcb 

Total 
cost  of 
.steam 

Apportionbd  to 

Miseel- 
laneous 
steunsuD- 
pliesand 
ezpcinn 

Total 
operation 

Boiler 

plant 

equipment 

BoUer 

plant 

biuldings. 

fixtures  and 

grounds 

Total 
mainte- 
nance 

Water 
utility 

Other 
utilities 

16  33 

$2,288  33 
4,087  05 

$10  80 
13  75 

$10  80 
13  75 

$2,299  13 
4,100  80 

$2,299  13 
4,100  80 

203  47 

140  87 
4,033  41 

7,067  50 
4.453  68 
3,543  92 

19  03 
280  26 

241  95 
270  69 
98  23 

19  03 
310  26 

326  40 
270  69 
98  23 

159  90 
4,343  67 

7,413  90 
4,724  37 
3,642  15 

159  90 
4,343  67 

1,516  12 
4,724  37 
3.642  15 

127  16 

$30  00 
84  45 

222  67 
22  77 

$6,897  78 

1582  39 

$25,634  76 

$934  71 

$114  45 

$1,049  16 

$26,683  92 

$20,786  14 

$5,897  78 

$788  74 
3,365  20 
7.506  59 

$788  74 
3,365  20 
7,668  82 

$788  74 

3,365  20 

766  88 

1102  72 

316  14 

$162  23 

$162  23 

$6,901  94 

110  21 

1,715  50 
6,993  83 

39  61 
154  52 

39  61 
154  52 

1,755  11 
7,148  35 

1,755  11 
2,241  97 

126  26 

4,906  38 

141  54 

2,899  30 
2,327  33 

$42  29 

42  29 

2,941  59 
2,327  33 

2,941  59 
2,327  33 

81  82 

78  38 

4,219  57 
2,629  80 
1,270  30 

84  88 

3  84 

149  40 

84  88 
M  88 
153  99 

217  16 
20  78 

4,304  45 
2,724  68 
1.424  29 

4,304  45 
2,724  68 
1,424  29 

104  34 

91  04 
4  59 

103  95 

55  66 

61  82 
1,749  01 
10,010  01 
3.346  31 
2,657  84 

4,165  10 
3,707  94 

11321 
20  78 

61  82 
1.749  01 
10,227  17 
3,367  09 
2,657  84 

4,165  10 
3,707  94 

61  82 
1,749  01 

36  96 
3,367  09 
2,657  84 

4,165  10 
3,707  94 

24  31 

718  87 

11  20 

16, 190  21 

152  81 



48  64 

60  56 

1,761  77 

7,768  02 
2, 198  10 
1.394  47 
16.768  67 
2.885  26 

1,641  94 

1,761  77 

8,133  65 
2,273  55 
1,422  72 
16,768  67 
2,915  26 

1.786  23 

1,761  77 

8,133  65 
2,273  55 
1,422  72 
3,163  20 
2,915  26 

1,786  23 

353  80 

365  63 
74  35 
10  25 

365  63 
75  45 
28  25 

48  78 

1  10 
18  00 

53  46 

13,605  47 

85  42 

11  00 
99  33 

19  00 

44  96 

30  00 
144  29 

M  54- 

S2.678  46 

$93,832  42 

$1,289  03 

$324  93 

$1,613  96 

$95,446  38 

$59,842  38 

$35,604  00 
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CLASS  B.    DISTRIBUTION  OP  THE 


LocAnoN 

NaIOI  or  COMPANT 

Pumping 
steam 
power 

Pumping 

hydraulic 

Dower 

Pumping 
electric 
power 

Pumning 
gas 
power 

Stcwn 
generatioa 

Antigo  

PrMe 
Antigo  Water  Co 

11,540  00 
721  90 

180  00 
903  06 

518  97 

1,309  00 

272  04 



1500  00 

B«aver  Dim. 

MvUfn 

Beaver  Dam  Water  Co 

Peoplet  Water  A  Lt  Co 

Menomonie  Water  Wks.  Co 

Oconto  aty  Water  Supniy 

Ripon  Lt.  k  Water  Co 

Steveoa  Pt  Water  Co 

$708  75 

Ooooto    

881  98 

Ripon    

147  01 

Stereos  Point. . 

Wuhburn 

Waahbum  Water  Wka.  Co.       .  . 

Total 



15.444  97 

S500  00 

$1,737  74 

MmieiwU 
MunidiAl  Water  Works  Plant 

Baraboo 

'  il,  267  50 

BerliiL.     

BuriiMton 

Cdimbiis 

De  P«re». 



•t         •<         •<       « 

M                    M                    «i                •< 
«<                    4*                    4*                II 
•  •                    M                    M                « 
II                    II                    «l                11 

II                    l«                    11                11 
II                     11                    II                 11 

•I                     II                    II                 II 
II                    II                    11                11 

Total 



Edgwton.- 

697  00 
414  58 
419  95 
1,502  03 
450  00 

512  26 

1,039  60 

2^31 

$697  00 

Ft,  AtViiM^wi 

276  59 

Kftukauiuu 

$16  26 

394  96 

TAk^n^nmn^  . 

391  59 

LanoMter 

450  00 

Menasha 

Monroe 

906  iio 

N^^^h 

681  59 

New  London. 

741  62 

169  28 

Platteville 

133  95 

363  97 

2,392  87 

333  43 

1,647  00 
628  91 

133  95 

Plymouth. 

408  00 
109  32 

Porta«e 

656  28 

Ptr  Wftffhington 

249  90 

Rhinelander 

1,440  00 

Rice  Lake 

1,200  00 

Richland  Center 

River  Falb 

Shawano 

479  33 
260  63 

7,703  90 
686  80 
497  12 
588  09 

301  04 

So.  MUwankee. 

Sparta ^ 

Stoughton 

398  14 

5,165  63 
566  80 
793  25 

Sturgeon  Bay.. 

360  00 

Ji:^m»h 

Waupaca^ 

876  67 
900  00 

Wert  AlUa 

635  48 

..« .«....;.......... 

Whitewater.    ... 

620  88 

$22,928  71 

$2,877  67 

$16,768  70 

'Nco-operating  expense. 
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PAY  BOLL.    YEAB  ENDING  JUNE  80.  1014 


Povcr 
inSct'n 

Dktribatkm 

Commerckl 

Genena 

Undistri. 
buted 

Stock 
ftoeountt 

CoDBtruo'ii 

and 
ecmipnieiit 

Deorecia. 
turn 

Total 

1413  96 

201  70 

57  67 

$2. 187  60 

1,200  00 

624  85 

2,200  00 

363  74 

1,478  26 
4,136  00 
1,300  00 

$140  46 
60  66 

$346  10 
38  66 

$4,141  46 

^„.™.. 

2.072  84 

783  26 

$703  05 
531  02 

2.880  00 

661  ao 

06  08 
640  00 
263  31 

276  76 
666  03 

4,074  88 

3, 375  83 

5,084  00 

64  76 

00  80 

1,080  00 

. 

12.123  72 

1006  37 

$13,470  36 

$300  20 

$384  76 

$1,234  07 

$26,202  17 

$28  60 

$121  75 

$66  05 

$412  50 

$1,885  35 

60  00 
126  87 
861  83 
234  40 

24020 

672  47 
266  81 
440  23 

166  36 

237  40 
470  82 
161  86 

347  16 
1.172  67 

05  73 

310  08 
237  80 
178  47 
26  00 

71  07 

1.700  06 

656  11 

80  00 
70  08 
24  64 

411  61 

873  53 

1.450  03 

300  00 

-•■••;;••;••-;;;;;;;; 

$241  03 

1.534  00 

$64  27 

1.363  00 

2.831  60 

570  50 

2.000  60 

6. 140  23 



1.200  00 

• 

12  00 
174  06 
07  31 

10  76 

1.000  00 
764  26 
60  70 
35  00 

1.614  76 
168  00 

1,210  00 
168  35 

300  06 
484  16 

112  lib" 
30  00 

2. 670  46 

748  30 

4.081  17 

1,458  84 

' — 



675  "12 
1,123  77 

653  61 
2^714  13 

2,320  00 

84  85 
104  17 

4,823  82 

115  50 
474  32 

1,127  03 

3,040  62 

123  07 

20  00 

67  00 

64  00 
10  40 
2660 

477' 4i" 



3.608  81 

1.650  20 

648  67 

13,253  51 

200  66 
000  00 
360  00 

716  30 

418  63 

20  20 
1.263  10 

1,740  00 

4,055  58 

700 
36  25 

1.340  00 

33  20 

•"•"■*' 

1,732  40 

800  00 
260  80 

3,400  08 

U4  88 

330  01 

2,826  28 



18.870  66 

$1,806  40 

$12, 107  77 

$1,307  87 

$265  01 

$6,857  20 

$73,878  88 
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CLASS  B.    BALANCE 
As 


Namb  of  Compant 

PsOPIRTTAirD 

Plant 

Treasury 
securities 

Stocks, 
bonds 
and 
other 
invest- 
ments 

Reserve 
fliaking 

Location 

Cost 

beginning 

ofyear 

Conrtruo- 
tionand 
equip- 
ment cur- 
rent year 

and 
assets 

Antigo 

Pritole. 

Antigo  Water  Co. 

Beaver  Dam  Water  Co 

Peoples  Water  &  Udht  Co 

Oconto  City  Water  Supply 

Ripon  Light  A  Water  Co 

$242,249  46 
279.071  64 
47.065  71 
222, 108  17 
125.829  28 

141,679  88 
272.975  49 
228.211  39 

$4,543»85 
5,019  86 
1.643  60 
1.908  81 
4.395  67 

906  10 

1.165  50 

646  25 

Beaver  Dam 
Mellen    

$15,006  tio 

Menomonie 

Oconto 

Ripon 

$4,576  00 

Stevens  Pdnt  .. 

Stevens  Point  Water  Co 

Washburn 

Washburn  Water  Works  Co 

Total 





11.559.190  92 

$20.229  64 

$15,000  00 

$4,576  00 

Municipal. 
Municipal  Water  Works  Plant... 

U                        M                   II                 II       , 
M                            .1                      1.                    .1        i 

Baraboo 

1153,469  72 
67, 162  50 
77,021  01 
56,753  70 
04,125  19 

44,283  78 
68,032  81 
116,345  00 
91,957  12 
63,358  35 

103,391  86 
123,436  66 
43,084  10 
33.135  15 

75. 153  04 
100.594  06 
82,232  58 
78,087  09 

114,963  34 
55,424  89 
45,204  24 
39,380  49 
37, 170  95 

255,465  61 
101.377  40 

$1.899  68 

Berlin 

Burlington 

Columbus 

3.638  97 
2,991  52 
1.931  90 

2.410  74 
5,461  75 
3,287  04 
5,947  12 
1.996  29 

4,768  77 
2, 266  57 
10,313  60 
1,061  45 

1,475  75 
2,538  69 
2,763  34 
1,834  73 

403  91 

3,087  56 

971  09 

678  87 

1,169  08 

9,460  00 
1,589  35 

$8M  60 

DePere 

Edgerton 



Ft.  Atkinson  ... 

Kaukauna 

Lake  Geneva... 

Lancaster 

Menasha 

Monroe 

NN^n^h 

10,514  73 

New  London 

New  Richmond 

Oconomowoc ... 

1,647  64 
2,000  00 

Platteviile 



1.101  52 

Plymouth. 

Portese 

Pt  Washington 

Rice  Lake 

Richland  Cent'r 

River  Falls 

396  30 

Shawano 

, 

So.  Milwaukee. 

6,535  06 

Sparta 

Stoughton 

Tom^k 

Total 

25.459  67 
29,657  21 

71,852  45 
S81,993  42 
76,320  71 

i;"292"56" 

858  27 
94l'66 



- 

Waopaoa 

WestAIlis 
Whitewater 



$2,404,894  03 

$77,088  20 



$23,086  S5 

1  Balance  sheet  incomjrfete. 
'  Balance  sheet  not  available. 
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SHEET.  JUNE  30,  1914 


CURBBNT  AaSBTS 

Prepaid 
accounts 

Open 
accounts 

Deficit 

Cash 

Notcfl 
and 
bUla  re- 
ceivable 

Accounte 
receivable 

Materiala 

and 
supplies 

Miscel- 
laneous 

Total 
assets 

1756  39 

$221  92 

668  08 
1,103  15 
13,942  24 

2.456  99 
701  02 

$247,771  62 

7,444  98 

$174  00 

291,710  38 

13  70 



64,391  09 

163  91 

225,284  04 

857  00 

$4,205  62 
897  90 

201  40 

149,229  81 

285  34 

$43  98 

1,800  00 

66  50 

$500  00 

$33  00 

151,379  19 
277,463  67 

821  66 

2,500  02 

$14,365  44 

246,000  00 

113,852  00 

$1,910  48 

$19,093  40 

$5,478  92 

$500  00 

$33  00 

$14.365  44 

$1,653,229  80 

15,653  71 

$679  00 
289  00 
539  00 
641  21 
856  06 

264  85 

89140 

1,044  24 

1,273  36 

521  82 

2,11000 

464  48 

2,016  72 

$161,702  11 

$12  50 

$5  00 

$12,478  46 

79,947  46 

81,198  98 

1,402  18 



2,384  97 

65,063  58 

635  42 

97,548  57 



586  41 
3,941  67 
4,167  37 

46,959  37 

3,656  82 

78,629  19 
153,708  42 

2,307  13 

$3  35 

8  72 
46  00 

$26,771  27 

341  99 



680  09 

103,686  96 

490  06 

66,992  61 

2,343  82 
295  96 

1,540  32 
109  66 

144  09 
3,995  37 
1,620  71 

835  65 

113,448  10 

21,683  48 

-■■■■■■'■■••■'••- 

158,660  88 

747  37 

58,601  38 

37,053  63 

2,750  04 

1.021  40 
1,021  14 
1,503  69 

960  00 
74"53' 

81,504  32 

8,800  80 

309  91 

102  60 

118,051  58 

88, 607  26 

20  48 

79,942  30 

7,266  36 
1,503  23 

107  05 

898  65 
430  72 

224  30 
213  00 

176  76 
2,819  43 

133  70 
256  80 

427  15 

810  28 

123,532  26 

3,748  60 

64,194  93 

2,300  97 



48,476  30 



6,638  13 

.. 

$34, 166  77 

40,787  01 

$313  26 

185  91 

30  00 
100  86 

39140 
14  40 

1,589  36 

72  98 
«14, 823  38 

38,738  94 

3,298  14 

$4,940  08 
348  03 

727  19 

1,100  10 

271, 667  42 
115,714  61 

32,958  69 
33,046  04 

73, 152  27 

764  37 
1.097  72 

1,724  35 

82, 757  79 
79,967  70 

$59.786  56 

$5,288  11 

$33,571  13 

$21,527  15 

$1,816  82 

$2,676,300  66 

*  Indodes  additions  during  year— Net  cost  of  property,  excluding  property  paid  for  by  special  assessment. 
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CLASS  B.    BALANCE 


NaMB  or  COMPANT 

Capital  Lubjutim 

Location 

Capitol 
stock 

Capital 

stodc 

eommon^ 

Funded 
deU 

Antigo 

PrinU 
Antigo  Water  Co.                    

$100,000  00 
125,000  00 
50,000  00 
100,000  00 
100,000  00 

62,086  66 
175,000  00 
100,000  00 

$40,000  00 

B^vff  Hftm 

Beaver  Dam  Water  Co 

139.250  00 

Mdlpn     . 

Peoples  Water  ft  Lt.  Co 

119,000  00 

Ooonto 

Oconto  City  Water  Supply 

Ripon  Light  ft  Water  Co 

RipcHi. 

57,200  00 

Stevens  Point 

Stevens  Pt  Water  Co 

Washburn  Water  Wks.  Co 

100,000  00 

Wtahbura 

Total 

Mwicipal 
Mumdpal  Water  Works  Plant 

1812,086  66 

$455,450  00 

Baraboo 

$50,162  50 

68,811  62 
81,600  11 

$82,000  00 

Berlin. 

17,000  00 

Burlington. 

Columbuf 

M                            M                     M                    (1 

11,000  00 

„                            „                      ,^                    „        

23.750  00 

De  Pere 

56,500  00 

Edgerton 

41                            .•                      U                    <• 

5,010  46 

22,000  00 

Ft  Atkinson 

It                            «l                      <t                    II 

24,080  08 

Ka^ikAUfift              , 

•1                            II                      II                    II 

36,500  00 

48,500  00 

Lake  Geneva  

•  1                            II                     11                    II 

90,293  91 

T<ancattfr 

"              ••           "          ••  a 

62,877  25 

3,000  00 

M^n««kft 

Monroe 

II              II           II          li 

73,000  00 

Neenah    . 

„              „           „          „    

34, 101  38 

24,066  60 

35,035  01 
89,637  80 

60,000  00 

New  London 

24.500  00 

New  Richmond 

II             II           II          11 
II           *  II           II          II 

0,200  00 

Oconomowoc 

36,000  00 

Platteville 

,.              ..           ..          „    

17,000  00 

37,544  66 

Portage 

II              II           11          II 

35,356  32 

17,500  00 

Pt,  ¥^Mhington     .  ... 

"                    "               •*              "     4 

Rhinflandn* 

43,000  00 

Riw  T^k^ 

II                    II               II               II 

58,298  91 
38,476  30 

Richland  Center 

II                    II               II              II 

10,000  00 

River  Falls 

II                            11                      II                    M 

1,500  00 

Shawano «... 

•  1                            II                      II                    11 

3,100  00 

So.  Mflwaukec 

Sparta 

;;          ;;        ;;       ;;  

188.361  20 
53, 100  00 

85,500  00 
22,000  00 

Stoughton    

Sturgeon  Bay 

Tomah 

12.814  31 

9,910  00 
30,000  00 

Waupaca 

39,000  00 

West  Allia    

39,257  79 
3.000  00 

43,500  00 

Whitewater 

32.000  00 

Total 

$864,077  55       $072,378  65 

*  Under  the  heading  "Capital  stock  common"  is  included  "City  equity"  of  municipal  plants. 
>  Bond  redemption  and  interest  on  bonds. 
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SHEET.    JUNE  30.  1014.— Continued. 


RaSBRvn  Lubiutos 

Cdbumt  LuBiumB 

SS8SS 

Depreciation 

reserve 

fund 

Sinking 
fund 

f^ 

Notes  and 

bills 

payable 

Accounts 
payable 

Matured 

interest  on 

funded 

$1,280  86 
13,603  28 

8,409  71 
900  12 

3,008  10 

9,479  68 
1,522  86 

$82,076  67 

$2,392  99 

10,100  00 
3,000  00 
9,500  00 

7,368  09 

3.248  90 

$100,000  00 

46,000  00 



$100,000  00 

$33,104  61 

$158,044  76 

$5,641  89 



$3,134  20 

$800  00 
66  18 

110,350  57 

«$32,789  70 

171  81 
870  28 

12,754  07 
2,847  91 
1,052  86 

$54,368  15 

2,848  12 
10,514  73 

$25,000  00 

1,860  44 

2,000  00 

887  03 

3,416  85 
15,623  34 

i4,i88'34" 

~ ~... 

$487  66 

2,391  68 

300  00 

8,973  66 

10,929  10 

2,978  78 

114  50 

961  36 

38,000  00 

2,450  66 

148,360  67 

$72,606  84 

$39. 188  34 

$32,789  70          $3,466  44 

$7,160  92 

$54,668  15 

*  Balanoe  sheet  ineomplete. 
«  Balanoe  sheet  not  available. 
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CLASS  B.    BALANCE 
LuBiLinas. 


NaMB  Of  COICPANT 

Location 

Deposits 

Miscellaneous 
current 
liabiUties 

Antuco 

PriwU 
Antigo  Water  Co 

n^^vAT  nfini  , , 

Braver  Dam  Wat^r  C" 

MelleiL 

Peoples  Water  4  Lt.  Co 

Menomoiue      

Menomonie  Water  Wks.  Co 

Ooonto 

Oconto  City  Water  Supply  

Ripen 

Stevaifl  Point 

RiponlightA  Water  Co  

$312  71 

Stevens  f^.  Water  Co. 

Washburn 

Washburn  Water  Wks.  Co 

Total 

$31^  71 

Municipal 
Municipal  Water  Works  Plant 

Banboo 

Berlin 

Burlington 

C(dumou8 

II                            14                      II                    l< 

II                            tl                      II                    M 

DePere 

II                            <l                      tl                    M 

$9,420  25 

Edgerton 

Ft.  Atkinaon 

.1                            II                      11                    1. 

II                            II                      M                    II 

Kaukafina 

II                            It                      M                    II 

1715  92 

Jskfi  OenevA 

II                            II                      <l                    II 

Lancaster 

II                            II                      .1                    II 

M<*nftghA 

«•                            11                      II                    II        1 

Monroe 

II                            II                      l<                    II 

Nf^nab 

II                            l<                      II                    II 

New  London 

II                            II                      II                    II 

New  Richmond 

II                            II                      «l                    It 

Oconomowoc. 

II                            II                      II                    It 

• 

Platteville 

II                            <l                      II                    II 

II                            II                      II                    II 

PorUge 

Pt  Washington    

It                            II                      l<                    II 

tl                            II                      11                    It       1 

Rhinelander 

It 

Ri<^  T«lrA 

tl                            II                      11                    II 

Richland  C^n\ir 

II                            II                      II                    II 

Rivff  Falls 

Shawano 

It                            II                      II                    II 

So.  Milwaukee       .   ... 

II                            II                      II                    II 

Spart* 

Stoughton 

Sturgeon  Bay 
Tnmah 

*•                            "                      "                    "        

Waupaca 

West  AUis 

II                            i.                      il                    II 

Whitewater 

II                            >i                      <l                    II 

$2,638  13 

Total 

$715  92 

$12,058  38 

^  Balance  sheet  incomplete. 
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SHEET.  JUNE  30, 1914-<;oiioluded 
— Coodnded 


AccRUKD  LuBiuncs 

Open 
accounts 

Surplus 

Tuea 
Mcrued 

Unmatured 

interest  on 

funded  debt 

accrued 

Unmatured 

intereeton 

notes  and 

bills  payable 

accrued 

DividendB 
accrued 

Miscellan- 
eousliabil- 
ties  accrued 

Total 
liabilities 





$22,021  10 

13,957  10 

881  38 

800  67 

33,472  81 

13,854  05 
940  81 

$247,771  62 
291.710  38 

64.391  09 

$1,583  25 

225.284  04 

149,229  81 

1.07*00 

151,379  19 



277,463  67 

246,000  00 

$2,661  26 

$85,927  92 

11,653,229  80 

r9,702  11 

11.967  46 

1.387  36 

4.895  12 

31,563  14 

17. 703  66 
11.237  03 

$161,702  11 

1375  00 

$425  00 

15  00 

$12  50 

79,947  46 

81,198  98 

984  06 

65,063  58 

97,548  57 

1,330  25 

46.959  37 

78,629  19 

153,708  42 

- - 

62  60" 

10.545  14 

103,686  96 
66,992  61 

10,739  54 
87, 146  15 

8,988  41 
10.926  03 
30.765  73 
11,462  64 

113,448  10 

1.000  00 

158,660  88 

58,601  38 



580  00 

37,053  63 
81.504  32 





.ZZ..ZZZ.... 

118.051  58 
88,607  26 
79,942  30 

80,532  26 
1,922  46 

39,287  01 
35,638  94 

2.806  22 
24.750  71 

123,532  26 

64,194  93 



48,476  30 
40,787  01 

366  67 

1.589  35 
10i234  38 

38,738  94 

271,667  42 
115,714  61 

61  25 

■:::::::::;::i::"' 

32,958  69 

2,931  54 

33. 129  66 

1.403  92 

33,046  04 

73. 152  27 

82,757  79 

475  00 

79,967  70 

11,741  67 

12,587  81 

11,341  25 

$11,836  23 

$551,432  24 

$2,676,300  66 

sBabnoo  sheet  not  available. 
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/folic  figures  denote  deficHa. 


CLASS  C.    INCOME  ACCOUNT 


1 

Location 

HaMM  or  COMPAICT 

Total 
revenue 

Total 
expenses 

Net 
revenue 

NOD- 

operatinc 
revenues 

Hurley „ 

N.  Fond  du  Lac 

PhiUipB 

PnnU 

$11,473  06 
4,680  36 
3,604  35 

$8,301  77 
3.032  87 
3,008  08 

$3,081  20 
1,666  48 

mes 

Sand  Rock  Water  Co 

PhiUipa  Lt.  Ht.  W.  ft  Pr.  Co 

Total 

Mun.  Water  Wks.  Plant 

110,866  76 

$15,333  62 

$4,523  14 

Akoma 

$3,566  70 
6,265  08 
4,100  57 
1,633  06 
1,710  46 

4,506  06 
7,734  43 
1,550  21 
7,466  72 
6.674  05 

8,170  65 
6,080  86 
4,120  64 
3, 167  66 
3,264  80 

3,660  13 
1,601  30 
4.457  05 
7.348  16 
6.514  78 

4.010  00 

$4,147  77 
4,663  00 
1,472  57 
1,248  06 
3,277  40 

4,433  84 
4,601  48 
1,222  46 
6,077  50 
4,600  40 

8,676  33 
4,067  71 
2.761  67 
2,730  18 
3.631  21 

1.810  42 
1,478  80 
4.061  66 
4.818  20 
4.383  37 

5,718  01 

S69t  07 
602  08 

2.727  00 
386  00 

i,667  94 

163  11 
3,042  05 

327  75 
1,380  13 
1,174  65 

60688 
2,023  15 
1,367  87 

437  48 

see  41 

1,840  71 

22  60 

306  20 

2,520  06 

2, 131  41 

i, 707  9t 

Bayfield 

Black  RiTcr  Falls. 

;;       ;;       ;;     ;;     

Bloomer 

CUntonTiUe 

Dariington      

Dclavan 

Elkhart  Lake ^„ 

Elkhom 

Evansville. 

$137  81" 
111  00 

73  40 

Jefferson 

Klboum 

Ub«  Millff 

43  34 

MayviUe              .   .. 

Medford.            

M                    <•                    ..            •• 

18  26 

Rt^nl^ 

<l                    •«                    U            It 

Viroqua 

"            

Waupun     

Total 

Wauwatoea 

WeatBend 

MO  83 

$06,613  04 

$80,772  12 

$15,840  02 

$1,324  63 

1  The  reports  from  the  municipal  water  works  plants  in  Mineral  Point  and  Prairie  du  Cbien  are  excluded  from 
tabulation,  being  incomplete.    Found  in  incomplete  tabulation. 
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YBAR  ENDING  JUNE  30,  1914. 


DiDUcnoNB  rROM  GiKWB  Income 

Net 
income 

Disposition 
of  net 
income 

Qron 
income 

Interest  on 
funded  debt 

And  real 

estate  mort- 

SAges 

Interest  on 

floating 

debt 

Miscel- 
laneous de- 
ductions 

Total 

Surplus 

$3,081  29 

$1,784  00 

$1,784  00 

$1,297  29 

1,666  48 

il4  6S 

$1,297  29 

1,666  48 

$1,760  00 

9S  6i 

$14  es 

eii  66 



' 

$4,623  14 

$1,784  00 

$1,784  00 

$2,739  14 

$1,750  00 

$989  14 

$69107 
602  08 

$697  17 

$697  17 

2,727  00 

38  60 

U  667  94 

163  11 
3,180  76 

438  75 
1,389  13 

m  18 

606  68 
764  85 

1,411  21 
437  48 

1,766  41 

492  96 
22  60 

396  29 
2,629  96 
1,623  91 

t,174  09 

$1,M88  §4 

$113  66 

488  53 

2,737  00 
385  00 

346  50 



34660" 

2,727  00 

38  50 

1,667  94 

1,667  94 

163  11 

975  21 

81»  10 

3, 180  76 



3, 180  76 

438  76 

438  76 

1,389  13 

1,162  68 

236  66 

1,247  05 
606  68 

1,349  08 

$49  00 

1,308  08 

160  IS 

606  68 

2,028  15 

1,218  00 

60  30 

1,268  30 

764  86 

1,411«31 

1,411  21 

437  48 

437  48 

S66  41 

1,400  00 
1,376  00 

1,400  00 
1,375  00 

1,766  41 

1.867  96 

492  96 

22  60 

22  50 

396  29 

396  29 

2,529  96 

2.529  96 

2.13141 
707  09 

607  60 
1,260  00 

167  00 

607  50 
1.407  00 

1,523  91 
9, 174  09 

$17,165  66 

$8,243  26 

$266  30 

$8,499  55 

$8,666  00 

$4,771  30 

$3,894  70 
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CLASS  C.    DETAILED  OPERATING 


Location 

Namb  or  Company 

Earnings 

from 

conunereial 

sales 

0 

Earningi 

from 
industrial 

iolcs 

Hurley 

North  Fond  du  Lac 

Phillips 

Priwte 

Hurley  WaterCo 

Sand  Rock  Water  Co 

Phillipa  Light.  Water,  Heatd^  Power  Co. 

16,471  47 
3,709  35 
1.454  37 

1783  69 

Total 

Municipal 
Municipal  Water  Wm-ks  Plant 

111,635  19 

$783  69 

Algoma    ,, 

11,987  68 

4,015  94 

3,389  22 

1,288  66 

582  21 

3,506  95 
3,980  &S 
667  96 
4.491  68 
3,099  80 

4, 807  81 
3,592  66 
2.201  61 
1,791  20 
3,020  62 

1,367  07 
1.501  39 
3.818  38 
4. 715  66 
5,438  90 

2,210  61 

Bayfield 

BUck  River  Falls 

Bloomer 

Clintonville 

Darlington 



$36  94"" 

Delavan 

Elkhart  Lake 

672  44 
182  25 

Elkhora 

Evansville 

Hartford 

Jefferson 

KUbourn 

Uke  Mills 

MayviUe 

Medford 

Stanley 

Viroqua 

Waupun 

" 

76'l5' 

1,796  48 
604  46 
656  57 

«r 

34  05 

356  57 ' 

Wauwatoaa 

WwtBend 

Totol 

117  22 

659  48 

$61,426  68 

$5. 191  61 
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REVENUES.    YEAR  ENDING  JUNE  30. 1914. 


EwninsB  from 

municipal 

hydrut 

rentals 

Earnings  from 

aalofifor 

street 

sprinkling 

Earnings  from 

sales  to 

municipal 

departments 

Miscellaneous 

earnings  from 

operation 

Total 
operating 
revenues 

$4,001  00 

$217  90 

2,239  98 

$11,473  06 

980  00 

4,689  35 
3.694  35 

$4.980  00 

$2,457  88 

$53  99 

$19, 856  76 

$1,515  03 

$3,556  70 

1,250  04 

5.265  98 

630  00 

$180  35 

4. 199  57 

308  00 

$33  90 
4  20 

2  50 
15  34 

72  57 

9  77 

56  62 

40  57 

8  00' 

557  46 

1,633  06 

1,043  96 
1,050  00 

36  81 

40  00 
13  99 
100  00 
75  00 

656  79 
100  00 
100  04 

187  56 

139  44 

60  do 

392  50 
401  20 

1.719  46 
4,596  95 

2.800  00 

600  00 

2.900  04 

317  32 

7.734  43 
1,550  21 
7.466  72 

2.500  00 

600  00 
2.683  75 

237  00 

5,674  95 

8. 170  65 
6,980  86 

1,123  50 
1.366  69 

47  82 

4,129  54 
3, 167  66 
3,264  80 

2.088  00 

215  00 
2,240  00 

3.669  13 
1.501  39 
4,457  95 
7.348  16 
6.514  78 

1,140  00 

4.010  09 

$26.054  01 

$2,483  68 

$640  24 

$816  82 

$96,613  04 
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CLASS  C.    DETAILED  OPERATING 


Location 

Namk  op  Company 

Pumping 

Horley              

PrivaU 

Hurley  Wate"  Co 

Sand  Rock  Water  Co „ 

Phiffipa  L.  W.  Ht  &  Pr.  Co 

$3,563  13 
1,278  55 
2,868  12 

$576  87 

N  Pond  du  Lac 

PhilBpB....... 

38  23 

Total 

Municipal 
Mun.  Water  Wks.  Plant. 

$7,709  80 

$615  10 

Algom* 

$1,785  24 

3,035  59 

1.210  01 

725  10 

2,378  97 

2,751  87 
2,493  21 
853  15 
4,384  67 
2.343  26 

1.500  00 
2,708  14 
1,880  96 
1.980  76 
2.888  23 

1, 161  36 
901  07 
2,498  84 
3.689  31 
3,072  63 

1.877  92 

$462  50 

BiyfidcL 

145  99 

BUck  River  Falls 

Bloomer  „ 

<t                «                    11            K 

401  31 

ClintonviUe. 

241  72 

DarlingtozL...    

i<                U                    U            M 

234  80 

liVlaTaiL 

M                <l                    M            II 

780  28 

KlkhATt  T^kA 

„                „                    „            „            

109  88 

Elkhom 

308  03 

Kraf^fyillA 

•1                <l                    >4            •• 

780  68 

Hartford 

;;    ;;     ;;  ;;  :;::::::;;:::::: 

6,257  61 

Jefferson    

708  60 

Kilboom 

228  21 

Lake  MUto 

282  41 

Mayville 

•I    ti     <i  <• 

520  48 

Medford 

Stanley           

••      ••        ;•     •'     

91  24 
449  05 

Viroqua. 

549  39 

Waupun. 

Wauwatoea 

1,028  80 
1,144  08 

Wert  Bend 

U                <4                    <4            ti 

296  84 

Total 

$46,210  29 

$15,021  88 

Reeenre  for  bad  accounts. 
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EXPENSES.  YEAR  ENDING  JUNE  30.  1914. 


Commeroial 

CkioenI 

Undistributed 

Total  of 
foregoing 

Depreciation 

Taxes 

Total 
operating 
expenses 

11, 112  10 
674  02 
771  24 

$75  00 
11  25 
50  45 

$5,327  10 
1,963  82 
3,788  08 

$2,754  32 
596  00 

$310  35 
473  05 
120  00 

$8,391  77 

$51  94 

3,032  87 
3.908  98 

151  04 

12,557  36 

$145  70 

$11,079  90 

$3,350  32 

$903  40 

$15,833  62 

$416  30 
528  54 
262  56 
101  65 
215  42 

223  42 
271  15 
19  63 
123  35 
295  65 

418  82 

59  00 

415  88 

222  60 

77  69 

38  77 

300 

100  00 

$32  56 
78  36 

$2,696  60 
3,813  13 
1,472  57 
1,24S06 
2,876  00 

3,215  09 
3,915  63 
1,062  76 
5.230  59 
3,868  60 

7.757  61 
4,015  81 
2,311  67 
2,730  18 
3,631  21 

1,350  39 
1,478  89 
3,365  68 
4,818  20 
4,383  37 

2,218  01 

$1,451  17 
827  86 

$4,147  77 

t34  65 

i$22  91 

4.663  90 
1,472  57 

ao  00 

1,248  06 

39  89 
500 

401  40 

1,218  75 
775  85 
159  70 
847  00 
631  80 

918  72 
941  90 
450  00 

3,277  40 

4,433  84 

370  99 

4,691  48 

80  10 

1,222  46 

216  86 

197  69 
45  00 

23  95 
143  50 

6,077  59 

404  01 

4,500  40 

8, 676  33 

156  40 

4,957  71 

2,761  67 

51  13 

2,730  18 

3,631  21 

10  10 

400 
40  50 

469  03 

1,819  42 

1.478  89 

273  95 

695  98 

4.061  66 

4,818  20 

166  66 

4.383  37 

43  25 

3,500  00 

5,718  01 

11,780  85 

$3,896  58 

$610  45 

$67,460  05 

$13,289  16 

$22  91 

$80,772  12 
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CLASS  C.  BALANCE  SHEETS. 
As 


Location 


Hurley 

N.  Fond  du  Lac. 
PhiUipe 


Algoma 

Bayfield 

Black  River  Falls 

Bloomer 

Clintonville 

Darlington 

Delavan 

Elkhart  Lake 

Elkhom 

Evansville 

Hartford 

Jefferson , 

Kilbourn 

Lake  Mills 

Mayville 

Medford... 

Stanley 

Viroqua 

Waupim 

Wauwatosa 

West  Bend. 


NaIOC  of  COMPANlf 


Total.. 


Private 

Hurley  Water  Co 

Sand  Rock  Water  Co 

Phillips  Lt.  W.  Ht.  k  Pr.  Co. 

Total 


Mvnieipal 
Mun.  Water  Wka.  Plant. 


$464,678  57 


Propirtt  AND  Plant 


Cost 

bednning 

of  year 


$416,532  09 
31.419  89 
16, 726  59 


$28. 984  01 
53,646  44 
31,391  26 
18,427  25 
21.452  00 

24.000  00 
46. 263  00 
8,634  01 
21,175  12 
42, 120  44 

60,000  00 
64,982  13 
30,000  00 
20,908  38 
45,531  80 

40.252  35 
30.783  24 
27, 662  24 
43,572  72 
34, 196  97 

44,078  94 


$738,062  30 


Con- 
s^uction 
and  equip- 
ment cur- 
rent year 


$9,687  99 


$9,687  99 


$45  30 
356  17 


2,703  56 
1,236  41 

375  00 
354  15 

1.293  24 
1,876  58 
2,133  97 

1,248  37 
2,054  49 
105  42 
14,403  88 
3,661  73 

356  48 

1.294  23 
176  89 

5,473  25 
7,275  17 

2, 799  62 


$49,223  91 


ResCTve 
sinking 

and 
special 

fund 
assets 


$401  40 


$401  40 
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JUNK  30,  1914. 


CuKUNT  Aaawts 

Prepaid 
accounts 

Open 
ac- 
counts 

DeBcit 

Cash 

Notes  and 
bilb  re- 
ceivable 

Aocoonts 
receivable 

Materials 
and  supplies 

Miscel- 
laneous 

Total 
assets 

12,163  19 

2,099  60 

1  28 

$14,547  13 

$89  34 
108  49 

$10,668  33 

85298 

$22  00 

$453,710  07 

33,628  07 

2,089  81 

$329  34 

20,000  00 

$4,264  16 

$16,636  94 

$197  83 

$11,521  31 

$22  00 

$329  34 

$507,338  14 

1' 

$232  57 

861  09 

2,998  91 

456  57 

1,050  00 

4,275  11 

179  89 

631  21 

2.438  27 

1,614  22 
656  66 
913  57 
393  36 

$1,164  04 

$57  07 
54  40 
76  72 

188  75 

$7,505  11 

$37,988  10 

181  71 

54,999  81 

808  56 

35, 275  45 

38  50 

567  9P 
295  71 

145  00 
014  30 
253  00 
389  82 
740  94 

1,657^94 
975  21 

21,926  05 

25,400  03 

26,545  21 

984  80 

60  do 

52,491  36 

246  68 

2.273  90 

10,606  82 

24,072  73 

49,767  52 

3,452  10 

66,314  69 

197  25 

827  42 

23  95 

68,741  90 

945  94 

31,964  93 

518  36 

308  87 
850  00 

463  99 

853  56 
478  19 
401  20 

2.004  00 

36,532  85 

50,043  53 

2,777  31 
1,284  03 

43.850  13 

1,326  77 

'    33,404  24 

1,337  70 

31.314  42 

49,524  16 

2,126  04 
726  06 

5,438  90 
1.701  47 

$674  68 

20  00 

50,112  96 
51,330  09 

$12,790  47 



$27,903  14 

$10,358  03 

$674  68 

$480  89 

$12,312  16 

$852,206  98 
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CLASS  C.    BALANCE  SHEET 
Lu 


Namb  of  Compant 

Capital 
LiABiums 

Rbskrtb  and  Spboal 
Fund  Liabilities 

LoCATIOlf 

Capital 
stock   or 
city  equity 

Funded 
debt 

Depreciation 
reserve  fund 

Speoial 

fund 

liabilities 

Hurley 

PHkU 

Hurley  Water  Co..„ 

Sand  Rock  Water  Co 
PhillipB  Lt.  W.  Ht.  A  Pr.  Co 

Total 

1200.000  00 
25,000  00 
5,000  00 

$200,000  00 
15,000  00 

$12,351  22 
596  00 

N.FondduLM 

Phiniiw 

$230,000  00 

$215,000  00 

$12,947  22 

Municipal 
Mun.  Water  Wka.  Plant 

Algonift 

>$I9,000  00 

$14.169  96 
9,356  85 

Bayfield 

$44,428  81 
31,160  17 
11,987  55 
24,998  63 

21, 197  37 

43,157  86 

8,369  48 

22,073  15 

$3  76 

Black  River  Falls 

It                <(                14                « 

2,000  00 
9,900  00 

Bloomer 

M                U                «                M 

ClintonviUe 

<(                ««                <«                U 

401  40 

1,218  75 

5,362  85 

460  86 

847  00 

631  80 

2,670  35 

6,432  59 

285  00 

DarlingtoiL... 

„                « 

Debvan , 

4(                <•                •!                <« 

Elkhart  Lake 

<i                 <4                 44                  44 

32,254  90 

Elkhom 

44                44                44                44 

EvansviUe 

44                44                41                14 

Hartford 

.4                44                .4                44 

62,607  04 
30,754  46 
29,000  00 
20,694  59 
16,748  13 

13,04«  71 
33.404  24 
28,564  94 
49.524  16 
33,721  02 

19,960  19 

Jefferson 

"                "                "                "            

30, 100  00 

1.000  00 

15,000  00 

33,000  00 

27,500  00 

Kilboum 

UkeMilb 

44                44                It                44 

Mayville 

44                14                44                44 

44                44                44                14 

469  03 

8t«dcy 

„                ,«                „                „            

Viroqua. 

2,549  97 

WaupuD 

44                44                44                44 

Wauwaton 

44                *4                44                44 

12,000  00 
24,000  00 

2,580  00 

West  Bend 

44                44                14                41 

Total.. 

$545,397  50 

$205,754  90 

$47,436  41 

$3  76 

1  Indudes  $14,000  real  estate  mortgages. 
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JUNE  30,  1914.— Concluded. 


CORIOBMT  LUB1L1TB8 

Accrued 
liabilities 

Open 
accounts 

Surplus 

Total 

Notes  and 
bills  payable 

Accounts 
payable 

liabiUties 

$4,618  77 

$6,704  56 

$1,333  33 

$28,702  19 
8,032  07 

$453,710  07 

33,628  07 
20,000  00 

$4,618  77 

$6. 704  56 

$1,333  33 

$36. 734  26 

$507,338  14 

12,850  62 

$274  15 

435  75 

2,115  28 

$1,693  37 

$37,088  10 

$774  64 

54,999  81 

35, 275  45 

38  50 

21,926  05 

25,400  03 

4,129  09 
173  14 

26,545  21 

3,797  51 
576  48 

52,491  36 

1,200  00 

10.606  82 

i,  152  58 
431  40 

24,072  73 

4,891  83 

$11,557  59 

49, 767  52 

1,037  30 

66,314  69 

700  00 

754  85 

1,679  93 

324  47 

68,741  90 

31,964  93 

513  79 

36,532  85 

295  40 
520  52 

50,043  53 

1,477  50 

837  37 

43,850  13 

33.404  24 

199  51 

31,314  42 

49.524  16 

1,344  00 

467  94 
2,095  62 

50,112  96 

2,216  97 

430  00 

2,627  31 

51,330  09 

114,240  72 

$11,682  26 

$12,373  51 

$3,707  35 

$11,610  57 

$852,206  98 

Digitized  by 


Google 


436 


Report  of  Railroad  Commission 


Italic  figures  denote  deficits. 


CLASS  D.    INCOME  ACCOUNT. 


Location 

Namk  op  Compaht 

Total 
operating 
revenues 

Total 
operating 
expenses 

Net 
operating 
revenues 

Non- 
operating 
revenues 

Hillsboro 

Iron  River 

MUtonJct 

PriwU 

Hillsboro  Water  Wks 

Iron  R.  W.  Lt.  &  Pr.  Co.' 

Milton  Jet  Water  Works 

Total 

11,580  95 

2.749  13 

843  02 

$1,311  22 

2.418  75 

977  61 

$269  73 
330  38 
IS4  69 

$2  63 

$5,173  10 

$4. 707  58 

$465  52 

$2  63 

Municival 
Municipal  Water  Works  Plant 

"            "          "         "    1 

•'            ••          "         "    I 

"            "          **         "    *...H 

•'            "          "         "    t 

"            "          "         "    *...... 

Total 

Arcadia 

12.097  15 

1,719  69 

3,515  30 

978  15 

1,110  87 

1.059  98 
1,875  43 
2,077  92 
1,121  80 
2,083  64 

2,913  21 

2.522  73 
1,625  56 
2,088  58 
3,382  08 

2.544  59 

945  32 

984  19 

1,105  40 

1,095  85 

3,647  00 
2,637  94 

3.523  40 
894  72 

2,426  81 

2,206  37 
4,177  73 
2,496  82 
1,022  59 
758  53 

1,910  74 
711  59 
9.690  16 
3,092  41 
1,215  25 

2.774  47 
414  20 

3,245  61 
557  57 
791  70 

1,596  88 

$86. 639  93 

$2,075  31 
1.263  00 
1.811  79 

628  83 
655  45 

1.525  80 
1.624  02 
1.362  65 
1,088  39 
2,814  99 

1,458  77 
1,717  12 
322  20 
1,974  29 
2,488  82 

3,270  47 
1.069  77 

597  53 
1.200  13 

986  33 

2.892  81 
1,745  43 

3.068  62 
771  49 
597  71 

1,405  06 

5.069  19 
1.901  43 

958  95 
202  15 

1.068  98 

243  39 

7.932  27 

3.371  18 

929  95 

2,097  29 

652  94 

2,952  41 

1,106  82 

629  12 

439  49 
$69,972  34 

$21  84 
456  69 
1.703  51 
349  32 
455  42 

4BS  8t 
251  41 
715  27 
33  41 
75/  S6 

1.454  44 

805  61 

1,303  36 

114  29 

893  26 

786  88 

m46 

386  66 
94  7S 
109  52 

754  19 
892  51 
454  78 
123  23 
1,829  10 

801  31 
89i  46 
595  39 
63  64 
556  38 

841  76 
468  20 
1,757  89 
278  77 
285  30 

677  18 
£38  74 
293  20 
649  t6 
162  58 

1.157  39 

$16. 667  59 

Augusta 

Barron 

Boecobel 

Boyd 

Brodbcad. 

$272  04 

Cashton 

Clinton 

Cuba  City 

Cudahy 

Cumberland 

Dodgeville 

Durand. 

Ellsworth 

Fennimore 

Florence 

Fox  Lake 

GalcBviUe 

Glenwood 

Johnsons  Creek 

Ladyimith 

Lodi 

300  00 

979  45 

50  00 
104  i9 

Mauston 

Masomanie 



Mondovi 

NewGlarus.    

N.  Milwaukee. 

Onalaska 

Oregon 
Owen 

1,687  96 

P^lr  VMn 

Randolph 

Reedsburg 

Sharon  

Shullsburg 

Spooner    

Spring  VaUey 
Sun  ^irie 

65  65 

58  M 

Walworth 

Waterford 

West  Salem 

1,475  00 

$4,087  19 

>  Report  for  six  months  ending  June  30,  1914. 
»  Report  for  year  ending  April  1.  1914. 
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YEAR  ENDING  JUNE  30, 1914. 


DiDucnoNS  ntoM  Grobb  Income 

Net 
income 

of  net 
income 

Gro« 
income 

Interest  on 
funded  debt 

and 
Kflltttate 
mortgagee 

Interest  on 

floating 

debt 

Mifloellan. 
eouB  de- 
ductions 

Total 
deductions 

Surplus 

$269  73 

$269  73 
199  13 
ISl  96 

■ 


$269  73 

330  38 

$131  25 

$131  26 

199  13 

ISl  96 

131  96 

$468  15 

$131  26 

$131  26 

$336  90 

$336  90 

$21  84 

$21  84 
456  69 
1,870  78 
349  32 
410  42 

465  88 
193  03 
716  27 
6  69 
7S1  35 

1,454  44 

19  39 

647  36 

114  29 

266  76 

786  88 

$880  00 

^858  16 

456  69 

456  69 

1,975  55 
349  32 

$97  67 

$7  10 

$104  77 
45  00 

58  38 

349  32 

1,870  78 

455  42 

45  00 

58"38 

410  42 

466  88 
251  41 

465  88 

193  03 

715  27 

715  27 

83  41 

40  00 

40  00 

6  69 

7S1  86 

731  35 

1,454  44 

1,454  44 

806  61 

825  00 
476  00 
300  00 
637  50 

825  00 
656  00 
300  00 
637  50 

19  39 

1,303  36 

180  00 

647  36 
114  29 

414  29 

893  26 

255  76 

7U  88 

786  88 

866  00 

866  00 
224  00 
194  00 
371  67 

1,400  00 
160  00 
100  00 

856  00 
224  00 
194  00 
371  67 

1,400  00 
160  00 
100  00 

386  66 

162  66 
838  73 
366  44 

646  81 
732  51 
354  78 
123  23 
1,458  10 

696  31 
753  50 
595  39 
148  36 

163  68 

616  76 

16  80 

1,757  89 

853  18 

285  30 

52  18 
838  74 
254  58 
549  85 
1,087  58 

507  3d 

162  66 

44  7S 

838  73 

6  23 

366  44 

764  19 

732  61 

123  23 
1,458  10 

646  81 

892  51 

464  78 

364  78 

123  23 

1,829  10 
801  31 

371  00 

106  00 
950  00 

371  00 

105  00 
950  00 

210  6b 
720  00 

325  00 
485  00 

40  00 

696  31 

196  50 

753  60 

596  39 

595  39 

63  64 

210  00 
720  00 

326  00 
485  00 

40  do 

146  36 

566  38 

163  68 

841  76 

516  76 

468  20 

1.757  89 

»iS  18 

286  30 

1,757  89 

16  80 

853  18 
285  30 

677  18 

625  00 



625  00 

62  18 

888  71 

264  68 

838  74 

550  00 

650  00 

254  58 

649  86 

649  86 

1,637  58 
1, 157  39 

550  00 
650  00 

1,087  58 

$6,277  54 

507  39 

$20,754  78 

$10,815  22 

$187  10 

$11,002  32 

$9, 752  46 

$3,474  92 

*  Report  for  year  ending  May  1, 1914. 

*  Report  for  six  months  ending  June  1.  1914. 
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CLASS  D.  DETAILED  OPERATING 


Location 

Naiik  op  Compant 

Earnings  from 
oonunercial  sales 

Earnings  from 
industrial  sales 

Hillaboro 

PrivaU 

HiUsboro  Water  Works 

Iron  R.  W.  Lt  A  Pr,  Co.» ^ 

Milton  Jet.  Wato*  Works.                          ..  . 

11,139  80 

1,215  13 

802  02 

1108  00 

Iron  River 

Milton  Jet 

Total 

13,156  95 

1108  00 

Mmidpal 
Municipal  Water  Works  Plant 

Arcadia  -. 

$1,217  15 

961  23 

2,123  30 

183  15 

630  87 

AuguAta. 

Barron 

•1            ••          •>         •< 

Boncobel 

••            •'          "         "    1 

Boyd 

i*                                U                         •<                        M 

Brodhead 

"                  ..              ..             ..     s 

1244  23 

rftfbton 

1,760  43 
1,00100 
1,102  20 
1,506  15 

1,528  21 
1.182  73 
80  56 
1,200  82 
1,882  08 

1, 144  59 
565  98 
849  39 

1,105  40 
518  44 

2,431  00 
1,457  94 
1,799  90 
554  72 
1,188  27 

1.006  37 

4,156  48 

1,184  05 

882  59 

277  03 

795  74 

711  59 

7,353  16 

2,091  58 

1,175  25 

2,753  47 
349  20 

1,889  76 
557  57 
221  70 

Clinton. 

It                            M                      <•                    U 

159  92 

Cuba  City 

tl                            14                     ((                    •( 

Cudahy 

"               ••           ••           "    S 

0|Tnl>M4^nd 

H                            •<                      •<                    U 

5  00 

Dodgeville 

«                            II                      •>                    •• 
II                            II                      •<                    II 

Durand. 

Rllifwnrt^ 

Fennimore 

Florence 

II                            11                      M                    II 

Fox  Uke 

II                            II                      II                    II 

Gftlfffville 

II                            11,                    •<                    II 

Glenwood 

II                            II                      ••                    .1 

Johnsons  Creek 

93  45 

LadyBmith. 

II                            11                      II                    II 

Lodi. 

Mauston 

II                            II                      ••                    II 

Masomanie           

•  1                            «                      II                    II 

340  00 

Mondovi 

II                            «                     11                    II 

New  Glams      

•4                              11                        II                      II 

N.  Milwaukee 

II                              II                        11                      II 

^nalflFVa 

II                              II                       II                      II 

62  77 

Oregon...„ 

Owen. 

ii      "    ."    ii - 

Park  Falls 

II      11    II    II  s 

•1      11    II    11 

Reedsburg. 

II                              II                        M                      II 

Sharon. 

II                              11                        II                      .1 

ShuDeburg 

11                              M                        M                      M 

15  00 

Spooner 

11                            11                      1.                    M 

Spring  VaUey 

Sun  Prairie. 

II                            II                      II                    M 

•1                            II                     ••                    11 

123  09 

Walworth.    

II                            II                      II                    II 

Waterford. „ 

1.                            .1                      II                    II        4 

West  Salem. 

Total           

„ 

S53,381  05 

11,043  46 

^Report  for  ox  months  ending  June  30.  1914. 
'Reimrt  for  year  ending  April  1,  1914. 
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REVENUES.    YEAR  ENDING  JUNE  30,  1914 


Earniittsfrom 
rentals 

Karningg  from 

lales  for  street 

spriii^ng 

Earnings  from 
sales  to  municipal 

earnings  from 
operation 

Total  operating 
revenues 

$200  00 

$25  65 

$107  50 

$1,680  95 

1,500  00 

$34  00 

2,749  13 

41  00 

843  02 

11.700  00 

$25  65 

$34  00 

$148  50 

$5,173  10 

1560  00 

» 
2^00 

$2,097  15 

155  00 
1,392  00 

- 

$578  46 

1.719  69 
3,515  30 

770  00 

25  00 

978  15 

400  00 

$80  00 

1,110  87 

815  75 

1,069  98 

115  00 

1,875  43 

900  00 

17  00 

2,077  92 

19  60 
472  66 

1,121  80 

78  16 

26  67 

2,083  64 

1,380  00 

2,913  21 

1,340  00 

2,522  73 

1,500  00 

45  00 
78  60 

1,625  56 

725  00 

84  16 

2,088  58 

1,500  00 

3,382  08 

1,400  00 

2,544  59 

320  00 

59  34 

945  32 

134  80 

984  19 

1,105  40 

387  50 

84  46 

150  00 
200  00 
43  50 

12  00 
4100 

1,095  85 

675  00 
980  00 

350  00 

3,647  00 
2,637  94 

1,680  00 

3,523  40 

894  72 

1,080  00 

50  00 

108  54 

2,426  81 

1,200  00 

2,206  37 

21  25 

4,177  73 

1,200  00 

140  00 

50  00 

2,496  82 

1,022  59 

480  00 

1  50 
35  00 

758  53 

1,080  00 

1,910  fi 

711  59 

2.040  00 

297  00 

9,690  16 

1.000  00 

83 

3,092  41 

25  00 

1,215  25 

21  00 

2,774  47 

60  00 

500 
42  50 

414  20 

1,080  00 

109  01 

1  25 

3,245  61 
557  57 

570  00 

791  70 

504  00 

139  74 

953  14 

1,596  88 

$27,289  25 

$1,528  30 

$1,677  36 

$1,720  51 

$86.639  93 

•Report  for  year  ending  May  1, 1914. 
*R^>ort  for  six  months  ending  June,  1 .  1914. 
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CLASS  D.    DETAILED  OPERATING 


LOCATIOM 

Naim  or  Company 

Pumping 

Diatrifaution 

HUlsboro 

PriKte 
Hillaboro  Water  Wks. 

11,160  47 

1,666  26 

476  64 

Iron  Rhrer 

Iron  Riv.  W.  Lt.  A  Pr.  Co.i    

175  00 

MUtonJct„ 

Milton  Jet.  Water  Worki. 

6  95 

Total 

13,283  26 

$81  96 

Municipal 
Munieipal  Water  Worki  Plant 

Aro«dtt. 

11,648  18 

808  79 

1,129  66 

668  83 

364  42 

890  00 

1,061  20 

940  65 

769  53 

1,623  97 

1,200  00 

1,717  12 

202  20 

446  63 

2,466  22 

3,270  47 
458  19 
437  63 
780  00 
356  79 

2,276  00 

1,670  43 

2,466  08 

621  26 

427  97 

1.105  26 
4.299  40 
1,380  90 

600  63 
47  26 

694  66 

5.106  58 
2,748  97 

929  96 

1,963  00 
300  00 

1,974  07 
448  49 
117  06 

384  39 

$304  48 

Augufto 

43  71 

Barron.. 

•1                            M                      t>                    ti 

120  82 

Bowobal 

u                   i,              ",             "     "  

Boyd. 

291  03 

BtocUmmL 

44                            <4                      »                    »       2 

492  06 

CmAtta^ 

4t                            ,4                      •(                    44 

214  29 

CBnUML 

44                            M                      t,                   „ 

130  00 

Cuba  aty„ 

44                            44                      ••                    <t 

248  86 

Cudahy 

•  4                            44                     ..                    44        , 

347  37 

Cumberiand 

44                            44                      It                    44 

244  07 

Dodserille 

44                            41                      tl                    <« 

Duraod 

44                            M                      «|                    41 

Rlltworth 

44                            44                      II                    14 

668  26 

Fmnimore 

44                            It                      14                    II 

44                            44                     11                    14 

Fr«I^. 

44                            u                      1,                    44 

686  68 

Qaleayflle ! 

27  70 

Olenwood 

M        .4      !!      ,!  

61  06 

JohiMona  Creek. 

331  04 

Lady-nth 

Lod 

44                            14                      ., 

466  06 

Mansion 

44                            41                      *•                    44 

662  68 

Maiomanie. 

44                            1,                      1.                    41 

33  45 

Mondovi. 

44                            II                      II                    11 

19  74 

NewGlana. 

41                            ..                      1. 

21  66 

N.  MUwsukee  „ 

"                    "        S 

611  79 
201  28 

Oragon. 

0««IL. 

106  42 

lV^Fa% 

240  33 

Randolph 

M                            „                      ,1                    ..        

93  39 
1.684  76 

Sharon....'. 

"      "     "     "  :.::..:::.;■: 

293  32 

ShuUtburg 

Spooner 

iSJIiS!^: ::::. 

"      M     :     :;  ::;:■;::;:;:;: 

167  94 
260  44 

Walworth. .„.. 

Waterford 

462  06 

W«t  Salem 

14  80 

Total    

$60,491  60 

$6,963  36 

iReport  for  ax  montha  emfiiM  Jane  30.  1914. 
'Report  for  year  ewfing  Aprifl.  1914. 


Digitized  by 


Google 


Statistics — Financial — ^Water 


441 


EXPENSES.  YEAR  ENDING  JUNE  30.  1914 


Commercial 

General 

Undistributed 

Total  of 
foregoing 

Depreciation 

Taxes 

Total  operating 
expenses 

160  00 
187  60 
84  98 

$1,210  47 

2,268  76 

661  02 

$50  00 

$50  75 
150  00 
35  71 

$1,311  22 

$350  00 

$100  00 
62  40 

2,418  76 

20  15 

290  88 

977  61 

S270  16 

1332  48 

$162  40 

$4,130  24 

$340  88 

$236  46 

$4,707  68 

$3  20 

$187  76 
20  00 
111  32 
30  00 

$31  70 

$2,075  31 
1,063  00 

1.361  79 

628  83 
,655  46 

1,525  80 
1,374  02 

1.362  65 
1,088  39 
2,814  99 

1,458  77 
1,717  12 
322  20 
1,451  12 
2,488  82 

3,270  47 

1,069  77 

697  53 

942  81 

736  33 

2,892  81 
1,745  43 

3.068  62 
771  49 
697  71 

1,162  62 

5.069  19 
1,651  43 

758  96 
202  16 

1,068  98 

243  39 

7,014  69 

3,096  19 

929  95 

2,088  00 
532  94 

2,558  54 
74<i  49 

629  12 

439  49 

$2,076  31 

190  50 

$200  00 
450  00 

1.261  00 

1,811  79 

30  00 

628  83 

666  46 

143  76 

1,625  80 

76  00 

33  63 
40  00 

250  00 

1, 624  03 

190  60 

61  40 

1,362  66 

80  00 

1,088  39 

900  00 

43  66 

2,814  99 

14  70 

1,468  77 

1,717  12 

120  00 
404  83 

323  20 

31  60 

523  17 

1,974  29 

23  60 

2,488  82 

3, 270  47 

36  00 

1,069  77 

26  80 

100  00 

101  73 
86  50 

90  00 
75  00 

660 

597  53 

257  32 
260  00 

1,200  13 

62  00 

986  33 

60  75 

2,892  81 

1,745  43 

49  96 

3,068  62 

63  00 

60  29 

10  70 
240  00 

13  60 

771  49 

160  00 

697  71 

25  00 

242  44 

1,405  06 

18  00 
69  25 

5,069  19 

700 
60  00 

250  00 
200  00 

1,901  43 
968  96 

4  90 

160  00 

100  00 

150  00 

88  26 

2  32 

202  16 

26  00 

1,068  98 

243  39 

200  00 

36  00 

917  68 
274  99 

7,932  27 

61  68 

3,371  18 

$9  29 

929  95 

106  00 

296  00 

300  00 
40  00 

40  30 

2,097  29 

66  00 

18  30 

120  00 
393  87 
358  33 

652  94 

11  73 

2,952  41 
1, 106  82 

20  00 

629  12 

439  49 

11.639  07 

13,872  62 

$318  80 

$66,276  26 

$4,687  80 

$9  29 

$69,972  34 

*Eeport  for  year  ending  May  1. 1914. 
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CLASS  D. 


BALANCE 
As 


Nam*  ow  Compant 

Pborstt  and  Plant 

Treasury 
securities 

Reserve 

Location 

Cost 

beginning  of 

year 

Construction 
andequip- 

rentyear 

and 
special 

fund 
assets 

Hilbboro 

PrimU 

HiDsboro  Water  Works. 

Iron  R.  W.  Lt.  &  Pr.  *. 

$7,469  00 
10,000  00 
17,451  00 

$35  00 

$100  00 

IroD  River 

Milton  Jet 

Milton  Jet.  Water  Wks.  Co   

55  40 

Total 

134,920  00 

$90  40 

$100  00 

Munieipal 
Municipal  Water  Works  Plant 

AroadU 

$20, 190  97 

11,000  00 

11,660  53 

26,000  00 

7,400  00 

$62  49 

Augusta 

BarroD 

663  80 
839  71 
530  68 

$6,304  31 

Bcflcobel . . 

BoyA 

Brodhead 

Caditon. 

"         "       "      "  *'^^"Z 

"    

"         "       '*      "  •"!"!!! 

•«         «•       ••      «» 
••         <•       ••      It 

"                                  "                          "                        "         t 

Total 

10,077  01 
20.128  28 
9,000  00 
63,194  48 

16,829  88 
39,057  72 
23,500  00 
17,439  00 
15,000  00 

24,745  00 
21,907  39 
15,000  00 
13,822  49 
15,000  00 

29,744  00 
17,000  00 
20,000  00 
12,300  00 
20,451  22 

19,443  72 
47,666  62 
15, 192  44 
11,000  00 
15, 706  97 

12,427  31 
19,778  48 
44,006  10 
18,332  79 
18,553  22 

30, 148  31 
8,000  00 
25,560  14 
17,926  41 
9,569  23 

24,898  00 

917  73 

Clinton 

Cuba  City 

1,109  84 
4,680  79 

1,265  85 

3,130  09 

140  00 

Cudahy 

Cumberland 

Dodgeville. 

Durand 



F^nniTDor<^, 

Florence. 

f^l^tk. 

Galcsville. 

Glcnwood 

3,332  47 
129  50 

Johnsons  Creek 

Ladysmith. 

Lodi 

650  00 
1,268  00 
1.845  00 

Mauston 

Masomanie    

Mondovi 

NewGlaruB. 

149  74 

N.Milwaukee 

^^naltffkA 

52  95 

iilosi  46 

1.253  39 

1,476  34 

2,328  12 

451  22 

Oregon. 

Owen. 

415  00 

Park  Fallff 

Randolph 

Reedsburg 

Hharoq    . 

Shullsburg 

Spooner 

769  10 

Spring  Valley . 

Sun  Ptairie 

850  17 

257  68 

12,824  70 

240  00 

Walworth 

Waterford   

West  Salem. 

$818,666  71 

$46,270  82 

$6,719  31 

i  Report  for  six  months  ending  June  30.  1914. 
s  Report  for  year  ending  April,  1 ,1914. 
*  Balance  sheet  not  available. 
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SHEET,  JUNE  30,  1914. 


CCRMHT  AaSBW 

Prepaid 
accounts 

Open 
accouiUs 

Deficit 

Cash 

Notes 
and  bills 
receivable 

Accounts 
receivable 

Materials 

and 
supplies 

Miscel- 

Total 
assets 

S222  25 

$351  00 
231  49 
256  13 

$8,177  25 
10,430  62 

199  18 

247  73 

$15  00 

$300  62 

18,325  88 

MOO  11 

$838  62 

$15  00 

$300  62 

$36,933  75 

..   . 

S21  84 

$140  50 

50  00 

43  86 

1,190  00 

$2,500  15 

$22,915  95 

11,050  00 

18,681  60 

$110  00 
526  31 

28,139  71 

544  79 

181  78 

9,183  56 

598  12 

^ 

11,592  86 

754  44 

40  80 
103  30 

194  24 

21, 117  76 

10,213  14 





67,875  27 

18,095  73 

42,187  81 

1,574  52 

200  00 
950  00 

$45  00 

25,459  52 

1,488  47 

2,323  17 

22,200  64 

234  70 

15,234  70 

1,335  77 

26,080  77 

979  45 

22,886  84 

600  00 

15,600  00 

89  16 
591  43 

645  81 

17,244  12 

323  78 

637  78 

16,682  49 

5,396  62 

•11,008  38 

46,794  81 

17,650  00 



400  00 
7977 

21,668  00 



14,145  00 
20,530  99 

338  75 

19,932  21 

2,215  19 

49,881  81 

629  38 

1,285  69 

17, 160  46 

343  64 

20  00 

11,778  64 

284  44 

83  49 

152  05 

21,278  41 

13,680  70 

173  67 

2,233  29 

23.661  78 

1,172  34 

269  06 
994  91 

$36  84 

47,812  46 

31  77 

19,810  69 

18,553  22 
30,917  41 

2,812  do 

415  00 

. 

11,227  00 

879  99 

84  84 



27,290  30 

358  33 

144  47 

18,771  73 

1,587  58 

23.981  51 

25. 13S  00 

118,487  37 

$7,026  91 

$5,238  84 

$36  84 

$11,136  87 

$10, 523  83  i    $924. 107  50 

. 

*  Bmort  for  vetf  ending  May  1. 1914. 

*  Inolades  bakoce  sheet  for  electric  department. 

*  Work  in  prosress. 


Digitized  by 


Google 


444 


Report  of  Railroad  Commission 


CLASS  D.    BALANCE  SHEET— 

LUBIL 


Namk  op  Company 

liabihtiea 

Rburyk  Lubilitiks 

Location 

Capital 
stock 

Funded 
debt 

Depreciation 
reaerve 

Other 
reserve 

HiUsboro 

Private 
HiUsboro  Water  Works 

$50  00 

290  88 

Iron  River 

Iron  R.  W.  Lt.  &  Pr.  Co.» 

$6,250  00 
18.000  00 

$3,750  00 

Milton  Jet. . 

JvfilltoD  Jet.  Water  Wka. 

Total 

Municipal 
Municipal  Water  Works  Plant ... 

.4             ..          1.         ..    J  ■ 
..             ..          ,1         ..    ,, 

••              ••           ••          "    4 

..             ..          .1         <.    i 

.. 

••          •'         ••    I 

Total     

$24,250  00 

$3,750  00 

$340  88 

Arcadia 

$1,050  00 
1.950  01 

600  00 
1.355  55 

$22, 800  00 

$1,160  00 

Auguata 

Barron 

Boaoobel 

Boyd. 

Brodhead.. 
Cashton 

598  12 

Clinton 

Cuba  City 

500  00 

1.444  47 
20.000  00 
13,200  00 

7,500  00 
15.000  00 

18,000  00 
3.700  00 
5,080  00 

12.500  00 

43.000  00 
2.100  00 
1,000  00 

10,600  00 

2.000  00 
19.000  00 
14.000  00 

3.500  00 
14.500  00 

6.000  00 
9,600  00 

11,500  00 

Cudahy 

Cumberland  .. 

Dodgeville    . 

Durand 

eisworth 

623  17 

Fennimorc .... 

Florence 

FoxUke 
GalcsviUe 

Glenwood 

Johnsons  Creek 

Ladysmith ... 
Lodi 
MaoRton 
Maiomanie 
Mondovi  . 

NewGlaniB 
N.  Milwaukee 
Onalaaka 

_ 





257  32 
250  00 

484  88 
499  98 

3,098  89 
274  99 

2^500  bb 
428  52 
358  33 

Oregon 

Owen.. 

Park  Falls 
Randolph 
Reedsburg  .. 

Sharon 

Shullsburg 

Spooner 
Spring  Valley.. 
Sun  Prairie . 

$532  do 

18,000  00 
22.000  00 

12,000  00 

Walworth 

Waterford    

West  Salem 

$290,680  03 

$22,800  00 

$10,424  30 

$632  00 

>  Report  for  six  months  ending  June  30.  1914. 
'  Report  for  year  ending  May  1.  1914. 
'Report  for  year  ending  Apnl  1,  1914. 
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JUNE  30,  1914— Concluded 
rraw 


CuRRKNT  Liabilities 

Accrued 
liabilities 

Open 
accounts 

Proprietary 
interest  or 
city  equity 

Surplus 

Total 

Notes  and 
Unpayable 

Accounts 
payable 

Miscel- 
laneous 

liabilities 

$453  52 

$7,504  00 

$169  73 
429  92 

$8,177  25 
10,430  62 
18,325  88 

$0  70 
35  00 

$35  70 

$453  52 

$7,504  00 

$599  65 

$36,933  75 

$1,614  72 

$21,301  23 
10,000  00 
14,515  48 
3,200  00 
8,583  56 

9,639  19 
20,128  48 

9.713  14 
61,470  42 

16,651  26 

$22,915  95 
11,050  00 
18,681  60 
28, 139  71 
9,183  56 

$916  01 

$150  00 

$2,139  71 



164  70 
6,404  85 

$824  58* 

11,592  86 
21,117  76 



10.213  14 
67,875  27 

18,095  73 
42, 187  81 

22, 187  81 

4,000  00 

WOO  00 

7,938  75 
13,763  18 

26,080  77 
4,583  09 
11,900  00 
11,906  80 
3,932  49 

.3,794  81 
15,550  00 
19,952  08 
14, 145  00 

9,930  99 

16,926  07 
30,881  81 
1,983  40 
7,500  00 
6,628  41 

7.680  70 
14.061  78 
44.713  57 
19, 100  76 
18,553  22 

19,417  41 
8,000  00 

26,428  11 
413  40 
394  00 

13, 138  00 

$5/6.689  17 

320  77 
114  29 
234  70 

25,469  52 
22,200  64 

15,234  70 

26,080  77 

303  75 

22,886  84 
15,600  00 

17,244  12 
16,682  49 

46,794  81 
17,650  00 
21,668  00 

715  92 

521  26 

677  08 
758  64 

14, 146  00 

20,530  99 

19,932  21 

49,881  81 

17, 160  46 

20  00 
150  00 

11,778  64 



21,278  41 

18,680  70 

122  19 

23,661  78 

47,812  46 

48  20 

264  55 

19.810  69 
18,553  22 

•30,917  41 

195  00 

11,227  00 

179  09 

254  58 

27,290  30 

1,425  00 

$010  01 

18,771  73 

162  51 
$6,021  65 

23,981  51 

25. 138  00 

$1,003  67 

$2,028  75 

$4.198  20 

$8,813  82 

$924. 107  50 

*  Balance  sheet  not  available. 

'  Includes  balance  sheet  for  electric  department. 
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Italic  figures  denote  deficits. 


CONDENSED  REPORT.    STATEMENT  OF  EARNINGS  AND 


NaMB  or  COMPAMT 

Eaknimos 

LoGinoir 

Earnings 

from 
hydrant 
rentab 

Other 
earnings 

Total 
eaminis 

Union  GroTe «... 

PnnU 
Union  Grove  Water  Works. 

Municipal 
Municipal  Water  Works  Plant' 

1340  00 

1870  00 

$11,210  00 

Almft 

$522  65 
321  63 
135  00 
Oil  99 
332  87 

485  58 
605  38 
247  15 
761  54 
612  95 

403  65 
608  70 
202  91 
310  75 
108  50 

252  75 
314  45 
2, 133  17 
^4  30 
129  98 

268  55 
2,707  88 

494  89 
1.585  12 

488  27 

274  00 
292  25 
558  81 
837  87 
793  39 

398  62 
636  99 
12  40 
198  50 
437  60 

547  41 
542  00 
575  60 
146  45 
360  00 

1,067  00 

$522  65 

AlmaC^ntfiT 

"            "          "         "   1 

•      $225  00 
350  00 

546  63 

Avooa 

14                              14                        •(                     44 

485  00 

Baldwin. 

44                            44                      4t                    14  • 

911  99 

BeQeriUe 

44                            44                      4(                    44 

375  00 
420  00 

707  87 

IMmnnt 

44                              41                        41                      (4 

905  58 

Benton. 

44                            44                      •«                    tl 

605  38 

44                            «                      ■•                    M 

247  15 

Blair 

44                            •<                      ••                    tl 

150  00 
800  00 

600  00 

911  54 

Blanohardville 

1,412  95 

Cambridge 

1.003  65 

Cameron. 

44                                 44                          14                        <4 

606  70 

Chetek 

44                              44                        t«                      «•        1 

202  91 

Clear  Lake 

44                            44                      ..                    ••       - 

131  25 
600  00 

195  00 

442  00 

Colby 

44                            44                      ••                     44 

708  50 

Doerfield 

41                                                     M                    It 

447  7S 

De  Forest 

4t                            it                      «•                    ,$ 

314  45 

EastMUwaukee 

East  Troy..           ..  . 

**                            "                      "                    "        

40  39 
855  00 

2,173  56 
1,489  30 

Greenwood 

44                                  tl                          1.                        II 

129  98 

Haiel  Green 

,.                                 

3,195  00 

500  00 

268  55 

Horicon    

Independence  

Kiel^,. 

„                              ,*.                        ."                      ..           

5,902  88 
994  89 

14                              II                        41                      tl        , 

1,585  12 

LaFarge 

Undcn 

Loyal 

Mcrrillan. 

44                              44                        41                      14 

488  27 



II                              II           #      II                      II         

274  00 
292  25 

44                              41                        41                      II 

200  00 
425  00 
500  00 

758  81 

Middleton 

Monticello 

44                              44                        41                      11        , 

1,262  87 
1,293  39 

Montfort 

398  62 

44                               44                        41                      II 

144  00 

780  99 

Prescott 

44                              44                        41                      II       4 

12  40 

Readstown 

44                              II                        44                      II 

198  50 

Soldiers  Grove 

44                            44                      14                    II 

437  60 

St.  CrcHX  Falls 

14                                  14                          44                        41 

233  60 
500  00 

781  01 

Viobi 

41                                 11                          II                        II                         ^ 

1,042  00 

Whitehall...- 

41                              44                        41                      44 

575  60 

Winter 

14                              44                        14                      11 

146  45 

Withee  „ .. 

44                            44                      14                    II 

860  00 

Woncwoc.    ... 

44                            41                      11                    14       1 

200  00 

1,267  00 

Total 

$10,639  24 

$23,259  50 

$33,898  74 

1  Report  for  year  ending  April  1, 1914. 

'  Report  for  three  months  ending  June  30. 1913. 
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EXPENSES.    TEAR  ENDING  JUNE  30.  1914 


Ubor 


$250  00 


Materials 
and 
other 


1500  00 


Total 


1750  00 


Net 

earnings 

from 

operation 


$460  00 


DiDuonom  rROH  N>r  EioofiNos 


Interest 

on  funded 

debt 


Other 
deductions 


Total 
deductiras 


Surplus 


$460  00 


$300  00 

180  00 
60  00 
46  70 

240  00 

no  13 
275  25 
182  00 
100  00 
395  00 

45  90 


192  00 
150  00 
96  00 

120  00 
250  00 
232  50 
750  45 
30  00 

300  00 
609  04 
300  00 
900  00 
282  35 

385  01 
101  40 
396  40 
240  00 
327  00 

249  70 
180  00 
168  62 
120  00 


290  00 
480  00 
60  00 

Tiboo 

820  00 


$343  19 

312  89 

75  00 

660  00 

234  97 

475  63 
315  68 
360  00 
378  68 
715  97 

250  00 
125  04 
331  14 
152  93 
162  95 

165  27 
199  03 
2,261  30 
916  35 
387  77 

239  83 
1,917  94 
257  60 
504  40 
270  82 

224  85 
273  56 
150  93 
120  00 
579  29 

158  58 
748  56 
134  98 
120  00 
480  00 

491  01 
150  00 
367  08 
89  09 
150  00 

225  00 


$643  19 
492  39 
125  00 
706  70 
474  97 

585  76 
590  93 
542  00 
478  68 
1,110  97 

295  90 
125  04 
523  14 

302  93 
258  95 

285  27 

449  03 

2,493  80 

1.666  80 

4U77 

539  83 
2,586  98 

557  60 
1,404  40 

553  17 

609  86 
374  96 
547  33 
360  00 
906  29 

408  28 
928  56 

303  60 
240  00 
480  00 

781  01 
630  00 
427  08 
89  09 
270  00 

664  00 


$190  54 
54  24 

360  00 
205  59 
232  90 

319  82 
14  45 

m  86 

432  86 
301  98 

707  95 
483  66 
5ft)  tS 
139  07 
449  55 

162  48 
tS4  6S 
S$0»4 
177  60 
t87  79 

17/  i8 
3.315  90 
437  29 
180  72 
64  90 

SS6  86 
8i  7/ 
211  48 
902  87 
387  10 


147  67 
991  90 
41  60 
4940 


412  00 
148  52 
57  36 
90  00 

713  00 


$670  00 
140  00 


$679  00 


389  16 
36  00 


$246  00 
200  00 


140  00 
635  16 
236  00 


125  00 


174  12 
21  00 


125  00 


174  12 
21  00 


400  50 
151  00 


122  50 
350  00 


400  50 
151  00 


122  60 
350  00 


332  50 


332  50 


207  75 

1.940  00 

175  00 


207  76 

1,940  00 

175  00 


525  00 


400  00 
313  62 


375  00 
755  60 

140  00 

160  00 

7  77 

145  56 


200  00 


525  00 

400  00 
313  62 
200  00 
375  00 
755  60 

140  00 

160  00 

7  77 

145  56 


210  00 


210  00 


420  00 
40  31 


420  00 
40  31 


$9.644  45 


$16,476  81 


$26,121  28 


$7.777  48 


$8,736  39 


$646  00 


$9,382  39 


P99  64 
54  24 

220  00 
205  29 

409  96 

83  82 

14  45 

994  86 

432  86 

176  98 

533  63 
462  66 
S80  9S 
981  43 
298  55 

39  98 
484  68 
990  94 
610  00 

987  79 

479  OS 
1,375  90 
262  29 
180  72 
689  90 

736  86 
896  33 
11  48 
527  87 
368  60 

149  66 
307  67 
998  97 
187  06 
4940 


202  00 

148  52 

57  36 

330  00 

672  69 


$1,604  91 


*R«fwrtfor  vear  eodiiw  Dee.  31. 1913. 
«Rqwrt  for  four  montM  period. 
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CONDENSED  REPORT.    BALANCE 


Namk  op  Compant 

AaBwn 

Location 

Cost  of  plant 

cloffe  of 

year 

Treasury 
securities 

Cash  on 
hand 

Items 
receivable 

Materials 

and 
suppliea 

Union  Grove 

PHwtf 
Union  Grove  Water  Works 

MuniHpal 

Municipal  Water  Works  Plant> 

"            "          "         ••  1 

M                            it                     4«                    ..      , 

"                            "                      "                    "     >.«.. 

"                            "                      "                    "       4 

"         "       "       "  '.... 

Total 

$7,500  00 

Alma 

$20,927  91 
12,000  00 
7.500  00 
11.541  00 
17.235  04 

8.862  17 
3.600  00 
950  00 
8,000  00 
11,213  92 

11,154  33 

Alma  Center 

Avoca 

$136  00 

Baldwin 

Bdlevillc 

Bdmont 

$83  82 

$15  00 

Benton 
Birnamwood 

45  50 

20  66 

Blair 

23  67 

Blanchardville 
Cambridge 

176  98 

49  49 

20  00 
30  00 

Cameron 

Chetek 

1200 

Clear  Lake 

8,010  00 
10,000  00 

7,090  95 
12, 154  95 
48, 588  53 
17, 144  30 

5,700  00 

1,506  35 
56.813  63 
10,  .500  00 
28,947  25 
17.525  00 

10,500  00 
9,405  82 
9,045  46 
14,778  38 
17,020  20 

8,097  00 
12,860  76 
24,406  59 

5.000  00 

17, 689  07 
10. 615  65 

7.250  85 
12.985  55 

8.500  00 

16,451  00 
$,521,671  66 

Colby 

Deerficid 

816  65 
86S27 

33  45 
321  62 

48  25 

East  Milwaukee 

East  Troy 
Grerawood  . . 

1,480  29 

51  50 
1,200  00 

Haiel  Green 

28  40 

Horicon 

Kiel 

50  66 

488  27 

3  00 

t.. 

1,121  14 

458  00 

La  Farge 

Linden 

Loyal 
Merrillan 

75  00 
270  12 
57  00 

15  37 

600  00 

Middleton 

Montfort 

26  00 

North  Freedom 

$850  00 

1,364  26 

248  50 

Soldiers  Grove 

St.  Croix  Falls.... 

t 

Viola 

Whitehall 

907  09 
57  36 
360  00 

Winter 

Withee 

Wonewoc 

60  00 

$850  00 

$6,600  81 

$2,646  02 

$2,362  07 

'Report  for  year  ending  April  1.  1914. 

3No  data  available. 

'Report  for  3  months  ending  June  30,  1914. 
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SHEET.    JUNE  30,  1914. 


LuBiLinxs 


Deficit 


1484  58 


441  10 
359  13 


735  86 


12.020  67 


Total 


Capital 
stock 


$7,500  00 


120.927  91 
12.000  00 
7.635  00 
11.541  00 
17.235  04 

8.960 
3.600  00 
1.015  50 
8.023  67 
11.460  39 

11,184  33 


8.022  00 
lO.OCO  00 

7,090  95 
12.687  78 

49.404  18 
18.064  0" 

6.900  00 

2,CT>  St 
58.974  5: 
10.550  00 

29.405  25 
18,013  27 

11,910  86 
9,678  94 
9,102  46 
14,778  38 
18.141  34 

8.137  37 
12.860  7C 
26,869  35 

5.000  00 


17,689  07 
10,615  65 

8,157  94 
13.042  91 

8,860  00 

16.501  00 


$636,051  23 


Bonds 


$6,500  00 
$3,500  00 


16,100  00 
700  00 


2.500  00 
4.675  00 


8.010  00 
4.100  00 

2,100  00 
10.000  00 


16,800  00 


1.788  75 
48,000  00 

3.500  00 
15,000  00 
15,000  00 

8,000  00 
8.513  18 
6  COO  If 
7,000  0? 
13,950  00 

2. COO  00 

3,500  on 

16.000  00 
5,000  00 


8,000  00 
6,000  00 


7,000  00 


$249,236  93 


Items 
payable 


$3  37 


12  00 


2.898  56 
525  00 

240  00 


3,800  00 
522  50 


$8,001  43 


^City 
equity 


$19,881  52 

5,500  CO 

3,915  00 

11.541  00 

1,135  04 

8,260  99 
3,600  00 
950  OC 
7,590  81 
8,780  04 

5.994  36 


5.900  OC 

4.990  95 

2.687  78 
40.404  18 

1,264  07 
6. COO  CO 

220  55 

8,076  01 

6.688  23 
H.406  25 

2,488  2/ 

3,910  86 

2,850  98 
7.250  51 
2,717  46 

6,137  37 
0.360  7P 
10,869  35 


9,689  07 
4.615  65 
7,250  85 
9.242  91 
1.337  50 

15,828  31 


$271,235  63 


Proprietary 
interest 


$7,500  00 


Surplus 


$1,046  : 


220  00 


65  50 
432  86 
176  98 

514  97 


361  77 


1,165  76 

11  48 

627  87 

1,473  88 


907  09 


672  69 


$7,577  24 


Total 
liabilities 


$7,500  00 


$20,927  91 
12.000  00 
7.635  00 
11.541  00 
17,235  04 

8,960  99 
3,600  00 
1,015  50 
8.023  67 
11,460  39 

11,184  33 


8,022  00 
10,000  00 

7,090  95 
12.687  78 

49.404  18 
18,064  07 

6.900  00 

2.009  30 
68,974  57 
10.550  00 

29.405  25 
18,013  27 

11,910  86 
9,678  94 
0.102  46 
14,778  38 
18,141  34 

8,137  37 
12,860  76 
26,869  35 

5,000  00 


17.689  07 
10,615  65 

8,157  94 
13,042  91 

8,860  00 

16.501  00 


$536,051  23 


*  Report  for  year  ending  Dec.  31, 1913. 
»  Reixni  for  4  months'  period. 
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/toKc  figures  denote  deficits.  INCX)MPLETE  REPORTS.    INCX)ME  ACCX)UNT 


Location 

NaMB  or  COMPANT 

Total 
operating 
revenues 

Total 
operating 
expenses 

Net 
operating 
rerenuee 

Non- 
operating 
reroBues 

Bangor    

HiMsa  Bmn.  Co 

$566  61 

748  13 

685  48 

6.655  52 

2,119  55 

1.846  88 
2.663  59 
505  78 
2,381  91 
1.299  99 

5.208  30 

1312  50 

448  13 

504  38 

5.927  80 

1,330  57 

600  00 
2.309  99 

1.993  36 
1.229  34 

4,720  89 

S254  11 
300  00 
181  10 
727  72 

788  98 

1.246  88 
353  60 

388  55 
70  65 

487  41 

Cassville 

Gays  Mills. 

Hudson 

Juneau 

Municipal  Water  Worlcs  Co 

Mineral  Point 

NeiUsviUe 

Oconto  Falls 

Shell  Lake 

Thorp 

Tomahawk 

"      "     "  ":;:: 

131  00 

BALANCE  SHEET. 
As 


Nam  of  Company 

Pbofbrtt  and  Plant 

Treasury 
aecuritiee 

Reserve  and 

Location 

Cost  begin- 

ningof 

year 

Construction 
and  equip- 
ment current 
year 

special 
fund 

assets 

Bangor   

Huflsa  Pros.  Co 

$2,020  00 

7.000  00 
62.844  16 

60.000  00 
21.500  00 

38.588  86 

Cassville 

Gays  Mills 

Municipal  Water  Wcrks  Co 

"            "         "      ••  1 

"            "         "      •«  J 

"            "         ••     **  «. 

Hudson 

Juneau  

Mineral  Point 

NeiHsville 

Oconto  Falb 

Shell  Uke 

Thorp     

Tonahawk 

$649  29 

180  00 
780  69 

LlA 


Location 

Name  of  Company 

Capftal  Lubilitiks 

Mort- 
biUUee 

Rbsbrvk 
LuBiunxs 

Capital 
stock 

Funded 
debt 

Depre- 
ciation 
reserve 

Other 
reserves 

Bangor 

Hus8aBroe.Co 

CasBville 

Municipal  Water  Works  Company 

Gavs  Mills 

$5.000  00 
20.000  00 

Hudson    . 

Juneau  

Mineral  Point 

"           "           "         "       1 

"           "           "         **       '..... 

"                 '          ••                             "                        M                  ,         ■ 

"        "        "      "     «."!!!!!. 

2.000  00 
12.152  70 

NeillsviUe 

Oconto  Falls 

$964  70 

Shell  Uke 

Thorp 

Tomahawk 

::::::;;::::: 

>  Balance  sheet  not  available. 


'  Not  reported. 
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YEAR  ENDING  JUNE  30.  1914. 


Dkductiokb  rHOM  Grobb  Incomk 

Total 
deductions 

Net 
income 

of  net 
income 

Gross 
income 

Interest  on 

funded  debt 

and  real 

gages 

Interest  on 

floating 

debt 

Miscel- 
laneous de- 
ductions 

Surplus 

S254  U 

S254  11 

300  00 

68  90 

ii  98 

788  98 

263  60 

38865 

70  65 

518  41 

$254  11 

300  00 

$250  00 
750  03 

300  00 

181  10 

$250  00 
750  00 

90  00 

68  90 

727  72 

$788  08 

ii  t8 

788  98 
1,246  88 

353  60 

90  00 

263  60 

388  55 

388  55 

70  65 

70  65 

518  41 

518  41 

JUNE  30,  1914. 


CimHBNT  Assets 

Prepaid 
account 

Open 
account 

Deficit 

Cash 

Notes 
bills  re- 
ceivable 

Accounts 

Materials 

and 
supplies 

Miscel- 
laneous 

Total 
assets 

$53  10 

$69  90 

$2,020  00 

$1,513  27 

7,069  90 

63.493  45 

$1.000  00 
$1,497  77 

(io.bbo  6o 

22.680  00 

$616  84 

43,050  53 

Cdrrxnt  LuBiunxs 

Accrued 
liabilities 

Open 
accounts 

Proprietary 
interest  ot 
city  equity 

Surplus 

Total 

Notes  and 

bilb 
payable 

Accounts 
payable 

Miscellan- 
eous 

liabilities 

$110  00 

$187  50 

$2,666  o6 
43,305  95 

10,417  21 
39,369  55 

$7.00000 

63,493  45 



$2,716  28 

2.00066 
22,680  00 

43.050  53 

*  Includes  balance  sheet  for  electric  utility. 


<  No  records. 
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Statistics  of  Public  Utilities. 

/(die  figures  denote  deficits.  INCOME  ACCOUNT.    YEAR 


Naiud  or  Company 

Operating 
revenues 

Operating 

Location 

Steam 

Distri- 
bution 

Com- 
mercial 

General 
and  undis- 
tributed 

Beaver  Dam 

Beaver  Dam  Lt.  4  Pr.  Co 

$4,984  48 
14,257  83 
837  66 
15,820  97 
42,034  69 

60,939  17 
64,676  16 
948  00 
146,555  43 
77,876  08 

3,538  65 
5,558  24 
7,628  75 
2.894  00 

12,000  00 
8,984  88 
1.000  00 
8,160  45 

18.143  23 

46,340  73 
50,605  68 
2,620  75 
74,363  23 
49,682  25 

2,203  33 
6,777  60 
5.048  16 
1,896  81 

$441  80 

60  87 

107  16 

366  85 

2.703  56 

5,281  83 

1,856  72 

466  83 

14,208  03 

4,724  62 

68  44 
210  09 
227  03 

67  52 

$43  42 
21  03 

267  30 
715  05 

»71  71 

2,562  94 
253  18 

51  40 
23  35 

52  51 
25  90 

Berlin 

Burlington 

Kenosha 

La  Crosse 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Mineral  Point 

Wc8tBend 

Berlin  Public  Service  Co 

Burlington  Heating  Co 

Wisconsin  Gas  &  Elec.  Co 

La  Crosse  Gaa  4  Elec.  Co 

Continental  Realty  Co 

Plankinton  Lt.  4  Pr.  Co 

Ry.  Exchange  Bldg.  Co 

T.  M.  E.  R.  4  L.  Co 

Wells  Power  Co  

Mineral  Point  Elec.  Lt.  Co 

Sturgeon  Bay  Lt.  W.  4  Ht.  Co 

Waukesha  Gas  4  El.  Co 

West  Bend  Ht.  4  Lt.  Co 

$1,462  78 

250  00 

748  51 

3.347  09 

1,963  70 
8,482  85 

8.536  eS 
11,059  31 

414  76 

241  16 

255  65 

99  ;5 

Total 

S448.550  11 

$277,827  10 

$30,780  85 

$4,887  79 

$37,761  11 

» Includes  $389.91  contingencies. 
'  Includes  $5.75  contingencies. 


Italic  figures  denote  deficits. 


BALANCE  SKIET. 


Name  or  Company 

Absbts 

Location 

Cost 

Treasury 
securities, 
investment 

reserve 
sinking  and 

special 
fund  assets 

Current 
assets 

Prepaid 
accounts 

Open 
accounts 

De'-cit 

Beaver  Dam . 

Berlin 

Burlington... 

Beaver  Dam  Lt.  4  Pr.  Co 

Berlin  Public  Service  Co  

Burlington  Heating  Co 

$16,090  85 

51.877  66 

4.9.50  27 

72.453  83 

204.823  79 

124.807  68 
270.388  51 

917.263  02 
227.278  77 

18,440  31 
12.649  45 
37.857  27 
9.208  47 

$4,924  06 
4,182  79 

47,244  00 

15,500  00 

$381  89 
768  51 
489  75 
1,429  45 
210  75 

3,425  54 
25.434  12 

114,310  04 
8.295  79 

327  36 
18  20 
125  25 
190  33 

$26  64 
157  74 

462  57 
1,439  12 

349  81 
453  10 

125  75 

52  25 

$2,367  66 

$3,092  24 

Kenosha 

La  Crosse 

Milwaukee 

Wisconsin  Gaa  4  Elec.  Co 

La  Crosse  Gas  4  El.  Co 

Continental  Realty  Co 

Plankinton  Lt.  4  Pr.  Co 

Ry.  Exchange  Bldg.  Co 

T.  M.  E.  R.  4  L.  Co 

Wells  Power  Co 

Mineral  Point  El.  Lt.  Co 
Sturgeon  Bay  Lt.  W.  4  Ht.  Co. 

Waukesha  Gas  4  El.  Co 

West  Bend  Htg.  4  Lt.  Co 

Total 

10,642  48 
479  6ft 

. 

Milwaukee 

Milwaukee 

Milwaukee 
Milwaukee 

Mineral  Point.. 
Sturgeon  Bay... 

Waukesha 

West  Bend 

^10,648  26 
223  65 

41  01 
16  67 



35.953  48 

312  06 

$1,968,089  78 

$71,850  82 

$155,407  16 

$3,065  98 

$324,418  38 

$39,357  78 

>  Adjustment  to  balance  departments  $9,207.37. 
s  Amount  due  home  office. 
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EXPBNOBS 

• 

Net 
operating 
revenue 

Non- 
operating 
revenue 

Gross 
income 

Interest 

Dividends 

Total 

Dcprccift* 
t4on 

Taxes 

Total 

Surplus 

$804  54 

2.344  14 
2.500  00 

7.168  14 
6  296  18 

$106  00 

329  80 

7  20 

881  73 

2.109  41 

U.109  91 
n.l55  49 

«9.165  29 
2.860  33 

72  60 

240  00 
78  95 

$3,395  76 
10.848  86 
1.364  36 
12.768  98 
29.518  34 

62.726  02 
68.396  92 
3.087  58 
107,910  49 
74,471  95 

3.187  17 
7.252  30 
5.823  35 
2,521  17 

$1,588  72 

3,408  97 

626  70 

3,051  99 

12,516  35 

1,786  86 
3,720  76 
2,139  68 
38,644  94 
3.404  13 

351  48 
1,694  06 
1.805  40 

372  83 

$36  44 
750  00 

1,118  09 
763  80 

4  47 

$1 ,588  72 

3,445  41 

223  30 

3.051  99 

12.516  35 

1.786  85 
3,720  76 
2.139  58 
39,763  03 
4.167  93 

351  48 
1,694  06 
1.809  87 

372  83 

$715  26 

2,190  98 
7,188  27 

8,766  35 

31,328  60 
5.934  32 

347  19 

286  20 

1,741  74 

$58,498  91 

$873  46 

1.940  00 
10,150  00 

$1,588  72 

4.130  98 
17.338  27 

8.766  35 

73.648  60 
16,073  71 

663  54 

286  20 

1.741  74 

$3,445  41 

223  20 

1,078  99 

4,821  92 

1,786  86 

12,487  11 

2,139  68 

33,886  67 

10,906  78 

68  13 

312  06 

1,980  26 

68 

372  83 

924  85 
4.992  26 

376  64 

352  64 

'42,320  00 
9.139  39 

316  35 

$21,899  69 

118.116  71 

$393,273  25 

$55,276  86 

$2,672  80 

$57,949  66 

$64,739  20 

$123,238  11 

96o,288  4S 

'Includes  $101.83  contingencies. 


J'  NE  30.  1914. 


LiABiumss 

ToUl 

Capital 
stock 

Funded  debt 

and  mo  tga^e 

liabiUties 

inland 

specml  fund 

liabilities 

Current 
liabilities 

Accrued 
liabilities 

Open 
accounts 

Surplus 

Total 
liabilities 

$18,840  40 

55.738  41 

5.440  02 

89.475  46 

209.854  70 

128,695  69 
297.261  93 

$43,500  00 

2.000  00 

24.000  00 

65.000  00 

<118,059  53 
50.000  00 

574,000  00 
91.400  0C 

3.100  00 

6,000  00 
5.000  00 

$14,305  13 

40,000  00 
114.800  00 

200.000  00 

741,320  00 
102,825  00 

12.500  00 

4,050  00 

40.000  00 

$1,569  19 
4.178  81 

3.151  34 
14,454  85 

10,276  16 
105.435  14 

39,707  94 
41,235  88 

615  39 

155  98 
352  64 

$2,887  13 
;.606  63 
2,950  27 
6.529  73 
4.025  91 

49.987  30 

41,865  80 
6.C70  00 

2,904  69 
6,321  23 
7.157  08 
1.608  78 

$78  95 
452  97 

12.370  48 
2,138  34 

360  00 
2,070  10 

23.958  63 
2,863  00 

85  40 
$44,377  87 

$106  13 
5.616  14 

4,916  23 

2.337  43 
2  19 

$12,978  42 

$489  75 
3,317  7^ 
3.819  16 

110, 23J  61 

8,142  57 

235  19 
2,437  38 

$18,840  40 
55.738  41 
5,440  02 
89.475  46 

209,854  70 

128.695  69 
297.261  93 

1.425.768  6C 
236.251  31 

19.205  48 
12.708  66 
53.550  44 
9.398  80 

1.425.768  60 
236.251  31 

19.2C5  48 
12.708  66 
53.550  44 
9,398  80 

$2,562.189  90 

$082,059  53 

$1,269,800  13 

$221,133  32 

$139,914  55 

$108,073  92 

$2,562,189  90 

>  Includes  $308,971.62  adjustment  to  balance. 
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Statistics  of  Public  Utili 

CLA88  A.    STATION  EQUIPMENT. 
Cbntbal  Station 


Boilers 

Stbam  En- 

OINM,  RlCIP- 
ROCATING 

Location 

Namk  of  Company 

1 

No. 

1 

ToUl 
capacity 
in  h.  p. 

No. 

Tota. 
capacity 
in  h.  p. 

Appleton 
Ashland 
Beloit 

Chippewa  Falls 

Eau  Claire 

Wis.  Tr.  Lt.  4  Pr.  Co         

Ashland  Lt.  Pr.  4  St.  Ry.  Co 
Beloit  W.  Gas  4  EI.  Co 

Wis.-Minn.  Lt.  4  Pr.  Co 

Wis.-Minn.  Lt.  4  Pr.  Co 

1 
1    ' 

1,380 
500 
950 

400 

2 
2 
2 

2.000 
300 
573 

400 

Fond  du  Lac 
Green  Bav' 
Green  Bay* 
Janesville 
Kenosha 

Eastern  Wis.  Ry.  4  Lt.  Co 
Minahan  Bldg.  Co 
Wis.  Public  Service  Co 
Janesville  Electric  Co 
Wis.  Gas  4  Elec.  Co 

4    1 

1,670 

1,380 

690 

1.140 

3 
3 
2 

1.600 

1.650 
850 
970 

U  Crosse 
La  Crosse 
Madison 
Madison 
Madison 

La  Crosse  Gas  4  El.  Co 
Wis.  Ry.  Lt.  4  Pr.  Co            , 
Madison  Gas  4  Elec.  Co 
Peninsular  Power  Co 
Southern  Wis.  Power  Co 

10 

3.250 

3.355 
450 

1.000 
1.000 
370 
3.000 
1.932 

: 

1,925 
1.256 

Manitowoc* 
Manitowoc*  . 
Marinette 

Milwaukee      

Milwaukee 

Electric  Light  Co 

Municipal  Elec.  Plant 
Men.  4  Mar.  Lt.  4  Tr.  Co 

Plankinton  Elec.  Lt.  4  Pr.  Co 

6 

4 
4 
2 
3 
6 

575 

575 

425 

2.500 

1.387 

Milwaukee 

Milwaukee 

Milwaukee 

O.^hkosh 

St.  Croix  Falls 

The  Mil.  EI.  Ry.  4  Lt.  Co 
Mil.  Lt.  Ht.  4  Tr.  Co 
Wells  Power  Co 
Oshkosh  Gas  Lt.  Co 
Wisconsin  Improvement  Co 

42 

24.922 
2.470 
2.430 
1.380 

i     14 
1      ^5 

1 

25,661 
4,020 
2.200 

Shebovgan 
Sjperior 
Superior  . 
Watertown 
Wausau 

Northern  Power  C'o 
Superior  W.  Lt.  4  Pr.  Co 

Watertown  Gas  4  El.  Co  

Wausau  St.  Ry.  Co 

Total 

2 

l.OOG 

l,21fl 

60C 

1      ' 

i     ■■ 

,"75" 

2,300 
946 

.53 

56.48* 

52.113 

>  Purchased  by  Wisconsin  Public  Service  Co.  Jan.  1.  1914. 

'  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  4  Elec.  Co.  from  July  1,  1913,  to  Dec.  31,  1913. 

s  Steam  turbine  625  k.  v.  a. 
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ties. — 2*  Physical.- 

YEAH  ENDING  JUNE  30.  1914. 
EacipifXNT. 


-a.  Electric. 


Smui 
TrmBuatB 

Gab 
Enoinbs 

Watbr 
WmciLS 

Abc  Light 
Gbmbrators, 

DiRBCT 
CU1UW.VT 

DiRKCT  CUR- 

MNT  GbNKR- 

AT0R8  (OtHBR 

THAN  Aec) 

Alternating 

Current 

Generators 

(Other  than 

Arc) 

No. 

Total 
capacity 
in  h.  p. 

No. 

Total 
capacity 
in  h.  p. 

No. 

Total 
capacity 
in  h.  p. 

No. 

Totol 
capacity 
in  k.  w. 

No. 

Total 
capacity 
in  k.  w. 

No. 

Total 
capacity 
in  k.  w. 

2 

3.351 
1,500 

16 
2 
2 
5 

7 

2.560 
1,200 

275 

956.5 
10,130 

2 

1.000 

2 
2 

4 
1 
6 

1.000 
1.000 

2 

1.400 

250 
7.926 

1 

1,350 

2 

750 

1 

1.000 

1 

1 
2 

800 

728 

1.875 

14 

11.250 
2.091 

"4" 

102 

i' 

3 

100 
235 

8'" 

7 
4 

6.600 
1.660 
2.125 

2 
1 

1.200 

4.540 
•625 

2 
2 

170 
560 

4"" 

3 
6 

8,500 

5,100 
11,620 

8 

130 

7 

■  6  ■  ■ 

550 
512 

2 
2 
6 
4 
4 

800 
4.800 
3,850 
3,500 

6,000 

1 

600 
500 

1 
1 

150 
150 

9 
9 
3 

410 
410 
250 

740 

2 
2 

3 

400 
400 

2,600 

8 
2 

69,680 
3.350 

2.000 

■...::..".., 



l'"' 

6 

530 
25,200 

•5 
•1 

271 
15 

6 

6'" 

3,050 
1,560 

6 
3 

...  ^ 

6 

37,000 
2,800 

3 

i.sod 

15,000 

2,000 

2 

i"" 

500 
200 

2 

i"" 

1,000 

1 

1.500 

i 

1,200 

5"^ 

2,800 

3 

1,600 

33    ' 

95.199 

6 

1.030 

78 

82.202.5 

13 

518 

61 

10,257 

101 

105,510 

*  Plant  purehaaed  by  munidpality  as  of  Jan.  1, 1914. 

*  Report  for  period.  Jan.  1. 1914.  to  June  30. 1914. 

*  Too  transformers. 
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CLASS  A.    STATION 
Ckntral  Statioh 


IXKJATION 

Naiu  or  Company 

EXCOTRS 

ROTARIRS 

No. 

Total 
capacity 
m  kw. 

No. 

I 

8 
2 

Total 
capacity 
in  kw. 

Appleton 

Ashland 

Bdoit 

Chippewa  Falls 
Eau  Claire 

Fond  du  I.ac 

Green  Bays 

Green  Bay3 

Janesville 

Kenoaha 

LaCroeae 

LaCroeso 

Madison 

Madison 

Madison 

Manitowoc' 

Manitowoc* 

Marinette 

Wis.  Tr.  Lt.  Ht.  4  Pr.  Co 

Ashland  Lt.  Pr.  4  St.  Ry.  Co 

Beloit  W.  Gas  4  El.  Co 

Wi8.-Minn.  Lt.  4  Pr.  Co 

Wis.-Minn.  Lt.  4  Pr.  Co 

Eastern  Wis.  Ry.  4  Lt.  Co. 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co 

Janesville  Electric  Co 

Wis.  Gas  4  Elec.  Co ,     

La  Crosse  Gas  4  Ea.  Co 

Wis.  Ry.  Lt.  4  Pr.  Co 

Madison  Gas  4  Elec.  Co 

Peninsular  Power  Co 

Southern  Wis.  Power  Co 

Electric  Light  Co 

Municipal  Elec.  Plant 

Men.  4  Mar.  Lt.  4  Tr.  Co.               

Commonwealth  Power  Co.     

Plankinton  Elec.  Lt.  4  Pr.  Co 

The  Mil.  El.  Ry.  4  Lt.  Co 

Mil.  Lt.  Ht.  4Tr.  Co 

Wells  Power  Co   

Oshkoah  Gas  Lt.  Co 

Wisconsin  Improvement  Co. 

Sheboygan  Ry.  4  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  4  Pr.  Co 

Watertown  Gas  4  El.  Co 

Wausau  St.  Ry.  Co 

Total  

2 
2 
3 

6 

3 

6"" 

5 
3 

6 
2 
5 

4 
2 

2 

2 
2 

4 
3 
3 
3 
3 

5 
4 

70 
60 
75 

277.5 

27 

1,650 
37 
83.4 

95 

250 

1.615 

89 
300 

15 

15 

165 

300 

68 

•225 

90 

300 

140 
155 

500 

1,100   ' 

500 

Milwaukee 

Milwaukee 

Milwaukee  

Milwaukee 

Milwaukee 

OshkosL 

St.  Croix  Falls 

Sheboygan 

Superior 

Superior. 

Watertown 

Wauaau      

81 

6,102.9 

6 

2,100 

>  Feeder  regulators  2-200  amp. 

«  Purchased  by  Wisconsin  Public  Service  Co.,  Jan.  1.  1914. 

»  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  4  Elec-  Co.  from  July  1,  1913,  to  Dec  31,  1913. 

'  Constant  current  transformers. 

»  250  cells. 
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EQUIPMfa^T.  1914— Continued 
Equipiibnt— Concluded. 


Motor  Gknkratobs 

Storagb 

Driven  by 

purehABea 

power 

Driven  by 

utility's  own 

power 

Battkrueb 

AT  1  HOCB 

Rating 

BOOSTIB 

Sets 

Stip-up 

TlUNSrORMSRfl 

Stbp-down 

TRANBrORMKRS 

No. 

ToUl 
capacity 
mkw. 

No. 

ToUl 
capacity 
inkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
in  kw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
in  kw. 

2.090 

1 
1 

1 
1 

7 

3 
2 
2 

i 

2 
2 

50 
200 

200 
10 

1,055 

800 
30 
30 

75 

600 

450 
700 

1 
»250 

5 

I 



1 

100 
28 

3 
3 
4 

3" 

8 " 

6 

3 
3 
4 
6 

6 

135 
1,000 
128.5 

7,400 

5,666 
300 

4,800 

450 

3,340 

6,666 

14,000 

2 
9 
3 

1 ' 

3 

5 
4 

8 
2 
3 

8 
2 

>92 

U500 

45 

1,200 

....  ^.., 

12.5 
120 

2,000 

495 

5,566 

*120 

1.250 

6 

•237.5 
80 
150 

350 

2 
4 

16,650 
15,200 

2,66o 

15.200 

3 

75 

1.200 

7 

4,090 

24 

4,100 

256- 

2,132.5 

3 

203 

78 

76,935.5 

54 

26.291.5 

•  Constant  current  regulators. 
7  Plant  purchased  by  municipality  as  of  Jan.  1, 1914. 
^  Report  for  period  Jan.  1,  1914.  to  June  30,  1914. 
»  Three-wire  balancers. 
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CLASS  A,    STATION 

SUBgTATION 


Nami  of  Compant 

ROTAROES 

Location 

Driven  by 

purchased 

power 

Driven  by 

utility's  own 

power 

No. 

Cajjdty 

No. 

Capacity 

Appleton 

Ashland 

Beloit 

Chippewa  Falls 

Eau  Claire 

Fond  du  Lac 

Green  Bay' 
Green  Bay> 
Janesville 

Wis.  Tr.  Lt.  Ht.  4  Pr.  Co 
Ashland  Lt.  Pr.  A  St.  Ry.  Co 
Beloit  W.  Gas  4  El.  Co 

Wi8.-Minn.  Lt.  4  Pr.  Co 

Wi8.-Minn.  Lt.  4  Pr.  Co 

Eastern  Wis.  Ry.  4  Lt.  Co 

MinahanBldg.Co  

Wis.  Public  Service  Co 
Janesville  Electric  Co 
Wis.  Gas  4  El.  Co 

La  Crosse  Gas  4  El.  Co 
Wis.  Ry.  Lt.  4  Pr.  Co 
Madison  Gas  4  Elec.  Co 

Peninsular  Power  Co 

Southern  Wis.  Power  Co 

Electric  Light  Co 

Municipal  Elec.  Plant 

Men.  4  Mar.  Lt.  4  Tr.  Co 

Commonwealth  Power  Co 

Plankinton  Elec.  Lt.  4  Pr.  Co 

The  MU.  El.  Ry.  4  Lt.  Co  : 

Mil.  Lt.  Ht.  4  Tr.  Co 

Wells  Power  Co 

Oshkosh  Gas  Lt.  Co 

Wisconsin  Improvement  Co 

Sheboygan  Ry.  4  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  4  Pr.  Co 

Watertown  Gas  4  El.  Co 
Wausau  St.  Ry.  Co 

Total 

2 

... 

400 

Kenosha 

La  Crosse 

U  Crosse 
Madison 

Madison 

Madison 

Manitowoc* 

Manitowoc* 

Marinette 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Oshkosh 

St.  Croix  Falls 

Sheboygan 

Superior 

Superior 

Watcrtown 

Wausau 

2 

400 

•  Feeder  regulators. 

)  Purchased  by  Wisconsin  Public  Service  Co.,  Jan.  I,  1014. 

>  Includes  operating  revenues  and  expense  of  Green  Bay  Gas  4  Elec.  Co.  from  July  1 

•  One  constant  current  transformer,  25  light. 

'  Plant  purchased  by  municipality  as  of  Jan.  1,  1914. 

•  Report  for  period,  Jan.  1.  1014.  to  June  30.  1914. 
'  Three  150  lamp  arc  light  regulating  transformers. 


1013,  to  Dec.  31.  1013. 
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equipment,  19U.-Condudod. 
Equipiunt. 


Motor  Gbhkratorb 

Storaqb 

Driven  by 
power 

Driven  by 

utility's  own 

power 

BOOSTKB 

Srre 

Battbribs  at 
1  Hour 
Rating 

8rBP-D0WN 
TRANSrORMBBa 

Balancer 
Sbt 

No. 

Capacity 

No. 

Capacity 

No. 

Capacity 

No. 

C.j«i.y 

No. 

c.^ 

No. 

Cg«ity 

3 
3 

300 
826 
270 

1 

6 

6"" 

6 
3 
12 
3 

6 

45 

2 

>92 

1.072 

1  " 

75 

2,6J25 

450 

3.000 
450 

3.180 
600 

4,060 

.  

76 

264 
"140 

1 





3 

15 
20 

1 

*7.5 

2 
2 

3 
5 

7 
6 

2 
34 

30 
10 

500 
755 

9,000 
2.600 

1,500 

1 

2 
6 

19 
3 

»2,550 

•912 
"600 

'«40 

nso 

2 
24 

.. .  .^.... 

3" 

2 

4,000 
4.820 

160 

9,050 
600 

10774 
>««90 

»no 

2 

l" 

»«300 

2 

1,072 

15,790 

10 

554 

24 

4.102 

78 

33,030 

43 

1,723.5 

^  One  storage  battery  2.560  amp.  br. 

*  Arc  light  motor  generators,  d.  c. 

'**  Arc  light  transformers. 

"Exciters. 

"  Step-up  transformers. 

"40  amperes. 

"  Water  wheel  generator. 
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CLASS  A.    DISTRIBUTION  SYSTEM  DATA. 


- 

Name  or  Company 

OvBRHXAD   DlBTRIBUnON 

Location 

Municipal 

Commereial  lAnki 

Arc  wire 

Incandeft- 
cent  wire 

Dx.wire 

A.cprimary 

Appleton   

Ashland 

Beloit 

Chippewa  Falls 

Eau  Claire 

FonddulAC 

Green  Bay' 

Wis.  Tr.  Lt.  Ht.  &  Pr.  Co 

Ashland  Lt  Pr.  A  St.  Ry.  Co 
•  Beloit  W.  Gas  A  El.  Co 
Wl8.-Minn-  Lt.  A  Pr.  Co 
Wi8.-Minii.  U.  A  Pr.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co 

363.21 

20S.93 

184.00 

160.09 

327.00 
223.50 
«265.00 

261.66 

365.69 

234.70 

234.70 

129.00 

7.20 

1.130.46 
953.16 

394.90 
»56.60 

341.00 
124.43 

9.00 
1.05 

5.00 



240.00 

81.25 

261.00 
65.24 
«34.85 



228.78 

460.16 
308.94 
234.90 
306.30 

Green  Bay' 

Janesville 

Kenosha 

La  Crosse ... 

470.00 

JanesviUe  Electric  Co 

Wis.  Gas  A  Elec.  Co 

La  Crosse  Gas  A  El.  Co 

Wis.  Ry.  Lt.  A  Pr.  Co 

Madison  Gas  A  Elftc.  Co 

Peninsular  Power  Co 

Southern  Wis.  Power  Co 

Electric  Light  Co 

Municipal  Elcc.  Plant 

Men.AMar.Lt.ATr.Co 

Commonwealth  Power  Co 

Plankinton  Elec.  Lt.  A  Pr.  Co 

The  Mil.  El.  Ry,  A  Lt.  Co 

Mil.  Lt.  Ht.  A  Tr.  Co 

Wells  Power  Co 

Oshkoeh  Gas  Lt.  Co 

Wisconsin  Improvement  Co 

Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  El.  Co 

Wausau  St.  Ry.  Co 

Total 

200.46 
307.32 

185.32 

La  Crosse 

18.00 

Madison 

447.67 

Madison 

22.80 
22.80 

1.235.80 

Madison 

644.00 
624.80 

42.26 

335.58 

74.88 

1.90 

11 .00 

Manitowoc^ 

Manitowoc^  

Marinette 

Milwaukee 

MUwaukee 

Milwaukee 

Milwaukee 

MUwaukee 

Oshkosh 

St.  Croix  Falls 

Sheboygan 

182.00 
4.70 

2.256.64 
1,589.28 

334.66 
•72.60 

Superior 

Superior 

Watertown 

Wausau    

12.00 

1,074.00 
183.10 
513.10 

5,955.23 

72.65 

2.645.54 

10.384.05 

^  Purchased  by  Wisooosm  Public  Service  Co.  Jan.  1, 1914. 

I  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  E3ec.  Ca  from  July  1 

'  Includes  incandescent  wire 

<  Transmission  wire. 

^  Total  underground  wire. 


1913.  to  Dec.  31.  1913. 
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YEAR  ENDING  JUNE  30.  1914. 


Undbroround  Distribution  in 

M  Fbet 

Meters  & 

TRANSrORIiBRS 

A  Power 

Munidval 

Commercial  Light  A  Power 

Meters 

Total  No. 
in  use 

Tran*' 
formers 

A.  c.  sec- 
ondary 

Edison 
tube 

Arc 
wire 

Incan- 
descent 

D.  c.  wire 

A.  c.  pri- 
mary 

A.  c.  sec- 
ondary 

Ediaon 
tube 

Total  in 
service 

1.093.78 

282.61 

65.40 

394.60 

2,430.00 

•2.40 

<0.66 

39.9C 

323.06 
69  IP 

432.81 

8.00 

1,927 
1,356 
1,343 
739 
1.651 

2,678 
289 
2.473 
1,667 
2.67b 

4,258 
82 

6,723 
22 

170 
175 
130 
129 
143 

252 

188 

827.20 

116 

847.58 

2.86 
2.70 

38.90 

495.82 
34.08 

574.36 

iio.io 

67.16 
.51 

167.77 

193 

918.46 

3.80 
3.80 

240 

37.00 
846.2? 
334.50 

*88.26 

13 
174 
36 

428.00 

"32.10 
351.30 

»oi02.20 

2.264 

1,996 

1.131 

128 

26.134 
7,826 

564 
1.867 

220 

2.793 

26 

4,177 

830 

2.622 

68 
117 

15.60 

7.802.76 
4.208.00 

366.10 

634.00 
173.52 

»"308.89 

683.01 
£4.20 

63 

1.954 
823 

316 

47 

249 

486 
96 

669.1? 

312 

22,174.65 

308.89 

827.87 

493.60 

79.492 

6.470 

'  Plant  purchased  by  municipality  as  of  Jan.  1.  1914. 

'  Report  for  period  Jan.  1, 1914,  to  June  30,  1914. 

'  A.  c.  and  d.  c.  neutral. 

*  Includes  a.  c.  secondary  wire. 

'•Total  wire. 
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CLASS  A.    CONNECTED  LOAD  AND  MAXIMUM 


NaIOE  or  COMPANT 

CoNKECTiD   LOAI>— LlOBTINO  W  Kw. 

Location 

Municipal 
arcs 

C/ommer- 
cial  arcs 

Municipal 
incan- 
dMcents 

Commercial 
incan- 
docents 

Appleton. 

Ashland 

Beloit     . 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashknd  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas  k  El.  Co        

181.00 
21.00 
82.08 
24.36 
89.51 

73.80 

142.04 
85.37 
81.32 

90.00 
103.20 

30.00 
55.12 

1.382.00 
229.20 

189.00 
2.20 

157.60 
53.00 
68.85 

18.00 
43.20 
21.26 

63.81 
1.00 
5.50 

97.38 
8.80 

519.80 
66.18 
67.00 
50.00 

10.60 
2.00 

17  30 
1.82 
2.42 

.28 

19.72 

7.65 
11.50 

10.00 
3.30 

32.40 
.10 

5.70 

138.90 

1.00 

34.98 

2.337.00 

859.30 

1.904.15 

Chippewa  Falls 

Eau  Claire 

Fond  du  Lac 

Green  Bay* 
UreenBay* 

JanesviUe 

Kenosha 

Wis.-MinD.  Lt  &  Pr.  Co 

Wis.-Minn.  Lt  A  Pr.  Co 

Eastern  Wis.  Ry.  A  Lt  Co 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co 

JanesviUe  Electric  Co   

Wis.  Gas  A  Elec.  Co 

644.18 
1.761.50 

1.801.19 

2.353.00 
1.623.20 
2,314.25 

LaCroeee 

La  Crosse  Gas  A  EI.  Co 

5.612.00 

La  Crosse 

Madison 

Madison 

Madison 

Manitowoc* 

Manitowoc* 

Marinette 

Milwaukee 

Milwaukee 

MUwaukee 

Milwaukee 

Milwaukee 

Oshkosh 

St.  Croix  Falls.  

Sheboygan 

Superior 

Superior 

Watcrtown 

Watsau 

Wis.  Ry.  Lt  A  Pr.  Co 
Madison  Gas  A  Elec.  Co 

Peninsukr  Power  Co 

Southern  Wis.  Power  Co 

Electric  Light  Co 

Municipal  Elec.  Plant 

Men.  A  Mar.  Lt  A  Pr.  Co 

Plankinton  Elec  Lt  A  Pr.  Co 

The  Mil  El.  Ry,  A  Lt  Co 

MiLLtHtATr.Co 

Wells  Power  Co 

Oshkcdi  Gas.  Lt  Co 

Wisconsin  Improvement  Co 

Sheboygan  Ry.  A  Lt  Co 

Northern  Power  Co 

Superior  W.  Lt  A  Pr.  Co 

Watcrtown  Gas  A  El.  Co 

Wauaau  St  Ry.  Co 

Total 

2.316.78 

2.080.00 

1,362.26 

2.241.40 

677.20 

29.628.00 

6.679.00 

1,342.00 

3.104.00 

162.60 

3.172.00 

972.00 

1.996.00 

3.120.65 

974.56 

287.07 

76.843.01 

'  £3eetric  department  only. 

*  Purchased  by  Wisconsin  Public  Service  Co.  Jan.  1.  1914. 

*  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elec.  Co.  from  July  1,  1913,  to  Dec,  31.  1913. 
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LOAD  DATA.    YEAR  ENDING  JUNE  30,  1914. 


CONNBCTBD  LOAD— POWIB  IN  H.   P. 

Maximum 

station 

demand 

kw. 

Maximum 
available 
capacity 

Load 
factor 

Total 

lighting 

connected 

load 

Municipal 
motors 

Ck>mmercial 
motors 

Traction 
motors 

Total  power 

connected 

load 

Maximum 
demand 
factor 

2.536.00 
940.80 

2. 009. 31 
670.96 

1.915.13 

1,894.71 

2.496.04 
1,716.22 
2.387.07 

3.00 
397.60 

250.00 

80.00 

78.00 

1,739.00 
1.210.00 
1,179.61 
333.00 
4.634.50 

1.220.86 

2.552.00 

1,492.00 

3.136.00 
3.449.00 

2.850.00 

490.00 

1.780.00 

950.0C 
560.00 

1.739.00 
1,703.00 
1,577.21 
333.00 
4,884.50 

3.080.86 

2.630.00 

2,442.00 

3,135.00 
4.009.00 

2.850.00 

354.60 
2.507.00 
5.483.00 

279.20 

36.003.00 
11.192.00 

875.00 
2.325.70 

260.78 

20.877.00 
1.599.60 
1,438.00 
3.767.00 

•1.180.0 
1.341.8 
1.090.0 

1,710.0 

2,294.0 

930.0 

1.620.0 

1.755.0 
2.950.0 
3.074.0 
2.020.0 
8,000.0 

994.8 

2.700.0 

670.0 

19.444.0 

3,367.0 

975.0 

1.155.0 

16,900.0 

2.080.0 
3,000.0 
1.280.0 
776.0 
1.800.0 

3.600.00 
1.500.00 
1.528.50 

1.975.00 

6.577. OC 
2,165.00 
10,786.00 

2,264.00 
4,800.00 
4,482.00 
4.275.00 
6.000.00 

810.00 

810.00 

2.700.00 

2.500.00 

740.00 

44.462.00 
7,620.00 
1,650.00 
1.600.00 

16,000.00 

2.260.00 
9,000.00 
2.413.00 
1,400.00 
2,600.00 

36.64 
29.10 
27.90 

25.27 

49.20 
40.30 

28.05 
23.00 
30.00 
51.50 
60.00 

28.00 
28.00 
29.70 
42.00 
34.70 

31.00 
59.00 
31.00 
34.20 
53.70 

40.60 
33.00 
30.00 
23.90 
30.00 

33.71 
89.50 

77.80 

78.48 

63.30 
42.10 

5,717.50 
2.423.28 

78.17 
66.00 
66.00 
46:40 
130.00 

62.00 

2,142.40 

1.417.48 

2.338.78 

686.00 

354.60 
1,477.00 
5.483.00 

279.20 

36.003.00 
11.192.00 

875.00 
2.160.10 

171.78 

18.737.00 
1,599.50 
1.423.00 
2.676.00 

1,030.00 

2.140.00 
960.00 

66.00 
39.00 
108.00 
60.60 

31.529.80 

6.874.38 

1,409.00 

3.343.00 

170.50 

3.479.10 
1,028.00 
2.099.83 

166.60 
89.00 

15.00 
131.00 

46.00 
44.00 
60.00 
74.00 
111.30 

62.30 
33.30 
64.00 
65.30 

88.00 

81.225.29 

1,209.20 

106.226.15 

7,910.00 

116.345.35 

83.006.6 

146,187.50 

*  Plant  purchased  by  municipality  as  of  Jan.  1.  1914. 
»  Report  for  period,  Jan.  1.  1914.  to  June  30.  1914. 
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CLASS  A.    CONSUMER  AND  CONSUMPTION 


CoNBUHBR  Data 

Location 

NaMB  op  COIIPAKT 

No. 

lighting 

consumers 

No. 
power 

Total 

No. 

consumers 

Appleton.   .   . 

Wis.  Tr.  Lt.  Hi.  4  Pr.  Co 

1.873 
1.357 
1.379 
936 
1,685 

3,030 

1.729 
1.600 
2.879 

4.469 

89 

5.513 

2.102 

2,220 

2.171 

358 

66 

22,187 

6.448 

464 

1.856 

265 

2,851 

4,498 

711 

2,478 

238 
26 
89 
35 

147 

196 

2  111 

Ashland 

Beloit 

Chippewa  Falls 

Eau  Claire 

Ashland  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas*  El.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co 

Wi8.-Minn.  Lt.  A  Pr.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 
Minahan  Bldg.  Co 

1.383 

1.468 

971 

1,832 

Fonddu  Lac 

Green  fiayi  

• 

3,216 

Green  Baj« 

Janesvilie 

Kenosha 

La  Crosse 

La  Crosse 

Madison 

Madison 

Madison 

Manitowoc* 

Manitowod 

Wis.  Public  Service  Co 

Janesvilie  Electric  Co 

Wis.  Gas  A  Elec.  Co 

La  Crosse  Gas  A  El.  Co 

Wis.  Ry.  Lt.  A  Pr.  Co    

Madison  Gas  A  Elec.  Co 

Peninsular  Power  Co „ 

Southern  Wis,  Power  Co 

Electric  Light  Co 

Municipal  Elec.  Plant 

184 
92 
132 

312 
5 

297 
11 
9 

62 
42 
91 
76 
9 

2.922 
563 

76 
189 

17 

153 
14 

118 
61 

144 

1.913 
1.692 
3,011 

4.781 
94 

5.810 
11 
9 

2.164 
2.262 

Marinette 

Milwaukee 

Milwaukee 

Milwaukee  

Milwaukee 
Milwaukee 

Oshkost 

St.  Croix  Falk 

Sheboygan 

Superior 

Superior 

Watertown 

Wajsau 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Commonwealth  Power  Co 

Plankinton  Elec.  Lt.  A  Pr.  Co 

The  Mil  El.  Ry.  A  Lt.  Co 

Mil.  Lt.  Ht.  A  Tr.  Co 

Wells  Power  Co 

Oshkoah.GasLt.Co 

Wisconsin  Improvement  Co 

Shebo>gan  Ry.  A  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  El.  Co 

Wauaau  8t  Ry.  Co 

2.262 
434 
75 

25.109 
7.011 

539 
2.045 

272 

3,004 

14 

4.616 

772 

2.622 

Total 

75.204 

6.299 

81.503 

»  Purchased  by  Wisconsin  Public  Service  Co.  Jan.  1, 1914. 

>  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elee.  Co.  from  July  1,  1913.  to  Dec  81,  1913. 
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DATA.    YEAR  ENDING  JUNE  80.  1914. 


CcRBiirr  ComuMPTioN  bt  Classm 


Mnmcipd 

street 

Ugbting 

Commeraua 
lighting 

Pow«r 

l^Betion 

Other 
utUitiet 

AD  other 

Total 

ouire&t 

■old 

577.400 

839.883 

1.290.403 

155.000 

iwiViiHi" 

452.471 

3.863.686 

233.059 

800.618 

048.315 

1.132.317 

778.166 

1.264.435 

1.516.863 

22,247 

2.684.560 

605.116 

805.107 

3.392.993 

751.698 

1.324.406 

1.553.112 

18.764 

1.711.066 

6.313.800 

2,128 

32.898 

21.856 

1.423.051 

6.649.308 

85.981 

23.961.448 

8.194.810 

391.955 

928.907 

442.712 

971.106 

7.469.993 

685,702 

652.442 

3.201.818 

1.263.055 
2.361.717 

2.292.412 

453,793 

2.970,270 

'376,313' 
342,248 
166.000 

17.457 
4,012,493 

238.466 

510.430 
418,817 

7.672,669 
2,290,924 

254.640 

284.623 

9,707 

858.840 

1.086.380 

31.610 

855.180 

2.029,100 

4.045.811 

3.393  m 
4.418.391 
7,022.032 

1.269.000 
32.207.718 

7,582,800 

•- 

32,209.846 

100.095 

298.016 

201.630 

810.246 

2.246.278 

1.195.803 

15.005.676 

3.062.838 

1,170.191 

1.033.959 

49.524 

1.088.803 

i".79i*.d92'* 

339.430 
777.191 

481.009 

80.390 

308.776 

179.850 

• 

2.413, 14r 
8.895.586 

4.574.585 
1.064.052 

8,111,457 

681.720 

2.875,508 

809.410 

1.231.784 

46.804.886 
15.197,217 

2.371.556 

570,750 

2.523.616 

28.048 

77.807  519 

52.115 
4.426.920 

78.328.703 

455,750 

2,513.774 

3.823.222 

15,320.135 

633.389 

3,060.038 

171.722 
315.587 

672.800 

1.163.594 
4,967.391 

11.376,177 

38.093.076 

71.802,584 

14.329.471 

125,094.468 

690.937 

261.686.718 

*  Plant  parehMed  by  mtmidpality  as  of  Jan.  1, 1914. 
«£qiortfor|Mriod,Jan.l.  1914,  to  June  80. 1914. 
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CLASS  A.    GENERATION  STATISnCB. 


Namx  op  Cohpant 

AMOUirr  op  Cubbckt 

Location 

Steam 
power 

Gas 
power 

HydrauHc 
power 

isstisr 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

AahUnH  T^.    Pr  A.  fit   Rv   Cn 

222,757 

112.320 

1.936.678 

3.564,202 

3  320  280 

B«!oit...„ 

Beloit  W.  Gas  A  EI.  Co.  . 

731 ,  156 

Chippewa  Falls 

£«i  Claire» 

Wi8.-Minn.  Lt.  &  Pr.  Co 

1.724,639 

Win -Minn  U*  Pr.C" 

Fond  dn  Lac  . . 

F^vTt^rn  Wm  Ry,  A  Lt.  Co 

3.429.485 

111.700 

6.417 

41.277 

3.326,295 

4.313.520 



Green  Bay*„ 

Min^^n  Ride  Co 

Green  Bay* „ 

11,894,752 

JanesviUe 

Janesville  Electric  Co.. 

3.242,903 

Kenosha. 

Wis.  Gas  A  Elec.  Co „ 

14^  CrotPW  Gas  4t  EIr  Co., 

La  Crosse. 

La Ontm  ... 

Wis.  Ry.  Lt.  A  Pr.  Co. 

5.445,400 

Madison.. „... 

Madison  Gas  k  Elec.  Co       

7,737,186 

1.300 

Madison  

Peninsular  Power  Co.     ,     

9,155.000 

Madison. 

Southern  Wis.  Power  Co. 

34,354,696 

raMtriA  Tight-  Cn 

•636,176 
640.000 

MumnpafRlM,  Plant 

Marinette. 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee. „  

Milwaukee    

Commonwealth  Power  Co^.... 

PlfMilrintmi  Flf*c  T/t  A  Pp.  Ca. 

9.931,060 
1.363,040 

121.434.468 

„(7) 

'IZZZZ 

Milwaukee. 

The  Mil.  El.  Ry.  A  Lt.  Co. 

897,751 

MUwaukee. - 

Mil.  Lt.  Ht.  A  Tr.  Co. 

Milwaukee. 

Wells  Power  Co 

2.498.000 
8,328.800 



Oshkoah. 

Ovhkosh  Gas  Lt.  Co 

St  Croix  Falls 

78.615.800 

Rhf^hovgan  ,    ... 

Rlythnjrg^  Hy.  A  T.t.  CAx  ,                

4.967,005 

•3.376,505 

Supenoir 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co. 

Superior 

Watertown.^ 

Watertown  Gas  A  El.  Co 

897,751 

Wausau. 

Wausau  St.  Ry.  Co. 

109.900 

5,447,300 

Total 

166.146.084 

3,377,805 

159,291,630 

1  No  record. 

>  Purchased  by  Wisconnn  Public  Senrice  Co..  Jan.  1, 1914. 

s  Inohides  operating  revenues  and  ezpeiMes  of  Green  Bay  Gas  A  Elec.  Co.  from  July  1. 1913,  to  Dec.  31, 1913. 

*  Plant  punuiaaed  by  municipality  as  of  Jan.  1, 1914. 
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YEAR  ENDING  JUNB  30,  1914 


Gbntoatid 

Stbam  Powui  Gbnbration  Statutiob 

9rAnoN  Statbticb 

PurehMed 
power 

Total  amount 

of  curreat 

generated 

and  por- 

(diased 

Lb.  of 

coal 

consumed 

Lb.  of  coal 
perkw^. 
generated 

Lb.  of 
water 

Lb.  of 

water 

eraporated 

perkw-hr. 

Lb.  of 

water 
evaporated 
per  lb.  coal 

Maximum 
output 

one  d«y 

Minimum 
output 
inanj 

one  d«y 

3,786,959 
3,700.710 
2,667,834 
1,724.639 

1,002,998 

2.880,000 

24,208.580 

4.503 

13.900 

3.500 

268,110 

9.070 





3.429.485 
209.200 
11.901,169 
3,284,180 
4,480,423 

4. 361.  no 

5.560,955 

7,738,486 

9.155.000 

34,354,696 

636,176 
640,000 

2,714.304 
11.096,170 

1,434,000 

153,377.529 

18,258,017 

1,346,790 

38.500 

903.550 

235.772 

26,644.880 

5.320 

18,940 

5,611 

97,500 

6.000 

21.800 

7.080 

6.180 

508.500 
16,933,331 

12.30 
48.51 

0.563 
.644 



1,154,128 

48,250 
115,555 

17.965 
18.360 

5,070 
4,800 

33.922.924 

4.380 

29.605 
38,900 
128,300 

10,662 

12,025 
3,500 

3.896.000 
3.292.890 

6.120 
5.140 

4,300 
13,500 

2,425 

2,714,304 

700 

1,165,110 

34.245,100 
8.748,028 

398.410.698 

3.450 
6.418 

3.280 

245,921,000 
72,241,215 

24.77 
53.00 

7.180 
8.258 

70,960 

31,045.310 

249,346 
46,535 

74,599 

8.592 

378,560 

2.876.560 
3.328.800 
78,615,800 

4,967,005 
16.133,344 
3,862.806 
1.623,848 
5.557.200 

29.760,000 
14,687.612 

11.900 
4.412 

235.225.000 

94.00 

7.930 

12,430 
337.400 

18.542 
107,700 
15,815 
9,344 
41,700 

3.040 

81  840 

19.476.000 

3.920 

8.043 

16.133,344 

11.900 

486.301 
726.097 



5.355 
1.385 

2.800 

51.403,529 

383.219,048 

621.958.339 

570.829.046 

*  Indudes  gas  power. 

•  Report  for  period  Jan.  1. 1914.  to  June  30. 1914. 
'  Induded  in  T.  M.  E.  R.  &  L.  Co.  report. 
■Eleetrie  power. 
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CLASS  B.    PBIVATB  PLANTS.    STATION  EQUIP 
CuratAL  Sunoir 


LOCATIOH 

NaMI  or  COMPAKT 

BOILIBS 

Sn&MENoiim 
Rboifbogatino 

No. 

Total 
to^p. 

No. 

TotiJ 
capacity 
uh.p. 

Antiao -... 

BarSoo 

3 
8 
8 
4 
3 

2 

500 
450 
600 
850 
450 

580 

2 
2 

4 
2 

1 

3 

600 

Baraboo  Gas  A  Bee.  Co ^ 

235 

Beaver  Dwn. 

Beaver  Dam  Lt.  k  Pr.  Co 

902 

Berlin 

Berlin  Pub.  Service  Co „ 

Burlington  El.  Lt.  &  Pr.  Co 

950 

Burlington. 

300 

Delavma - 

De  Pere    

United  Ht  Lt.  k  Pr.  Co. 

DePere  El.  Lt.  &  Pr.  Co 

Edgerton  EL  Lt.  Co 

870 

Edgerton. 

Grand  Rai^ 

El.  k  Water  Co 

1 

250 

Hudson. 

Burkhardt  Mlg.  k  El.  Pr.  Co _. 

Ironwood  k  Bessemer  Ry.  k  Lt.  Co 

Ladysmith  Ltg.  Co 



Hurley     

Ijadymnith. 

I jike  Genera    ....    .- 

Equitable  El.  Lt.  Co 

4 

540 

3 
6 
1 

1 

412 

Mayville 

Northwestern  Lt.  A  Pr.  Co 

2,010 

Medford              

'  Medford  Lt.  k  Mfg.  Co  

2 

1 

160 
65 

160 

Mellen       

Mellen  W.  A  Lt  Co    

45 

Menomonie   

Wk-Minn.  T4  A  Pr  f> , , 

MerriU  Ry.  A  Lt.  Co 

Badger  Ry.  A  U.  Co.« 

Mineral  Pt  Pub.  Service  Co 

4 

" 4 

2 

i' 

2 

400 
1000 
500 

80 

1 
2 
2 

i 

2 

1 

250 

Milwaukee 

Mineral  Point 

750 

Monroe  Elec.  Co    

350 

New  RiefamoDd 

North  Milwaukee 

North  Milw.  Lt.  A  Pr.  Co 

a 

Ooonto  

Oeonlo  Elec.  Co 

230 

Oconto 

Peoples  Land  A  Mfg.  Co.... 

Interstate  Lt.  A  Pr.  Co 

200 

250 

Flatterille 

Portage 

Prairift  dii  Chien 

Port«ff»  El.  Tft  Co                

Prairie  City  E3w.  Co   

2 

..   . 

800 

2 

300 

RhindaiuW 

Rhinrlandpr  TJirhtinff  Co.'t 

Rhinelander 

Rhinelander  Power  Co     

Rip^  T4vVf 

Red  Cedar  Val.  Elec.  Co 

Ripon 

Sparta 

Ripon  Lt.  A  Water  Co 

2 

1 
2 

300 
150 
200 

2 
1 

1 

350 

0. 1.  Newton's  Sons  Co 

125 

Steven'^  Point 

fltevem  Pt.  Ltg.  Co 

250 

AtirvPiM  Pninf. 

Stevens  Pt.  Power  Co   

Tomah 

Tomah  El  A  Tel.  Co         

i" 

3 

Tomahawk. 

Tomahawk  Lt.  Tel.  A  Impr.  Co 

1 
4 

150 
800 

200 

Walworth 

Walworth  Ltg.  Co 

050 

Washburn 

Washburn  EI.  Lt.  A  Pt.  Co 

Waukesha. 

Waukoiha  Gas  A  El.  Co 

3 

2 
2 

780 

140 
275 

1 

1 
8 

300 

Waupaca 

Waupaca  El.  Lt.  A  Ry.  Co 

Whitewater  E3.  Light  Co 

165 

Whitewater 

885 

Total 

57 

9,720 

49 

10,884 

>  Not  operating. 
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MENT.    YEAR  ENDING  JUNE  80.  1014. 
EQUXPMBirr 


Oas  EirotNn 

Watir  Wbmls 

AbcLxohtOsn- 

IRA.T0B8  DiRBCT 
CUBRXMT 

DiRBCT  CuitBitrr 

QlUVSaATOBB 

(other  than  trc) 

ALTimiATDfO   CUB- 

RBirr  Gbnbbatobs 
(other  than  tfe) 

No. 

ToUl 
oapftdty 
inh.  p. 

No. 

Totol 
cspadtjr 
inh.  p. 

No. 

ToUl 
apadty 
in  h.  p. 

No. 

ToUl 
cap^ty 
inkw. 

No. 

Total 
o»p»dty 
inkw. 

No. 

Total 
capacity 
inkw. 









1 

66.0 

2 
2 
4 
2 

8 

600 

287 

656 

680 

— 





2 

106 

2 

""■"2 

200 
200 

126 
800 

2 

286 

■ 

1 
8 

1 
2 

4 

4 
1 

250 



1 

600 

6 

720 

460 

460 

326 

6 

230 
216 

880 

2 

400 

1.100 
90 

•*•" 

2 

1 

17.6 

„ 

6 

600 



6 

650 



1 

2.000 





3 
2 

1.800 
260 











1 

lao 



2.100 

676 

*486" 
660 
660 

i' 

200.0 

1 

60 

1 
8 

2 

8 

2 
2 
2 
2 
2 

80 
236 



225" 

12 
8 

2 

1 
1 

1,200 
320 







226 

:ii::: 

360 

460 
460 

2 

260 

2 

276 



2 

600 

2 

1.600 

1 

100.0 

8 

2 
8 

1,700 
176 

.......... 

6 

1 

210 

1 

160 

..^^.^. 

800 

8 

8.600 

8 

726 

44 

6.866 

4 

882.6 

16 

2.060 

64 

13.427 

•Not 
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CLASS  B.    PRIVATE  PLANTS. 


Nami  of  Compant 

CutmiL  Sta 

Exoimts 

ROTARIM 

MotosQbn 

LOCATIOII 

Driven  by 

purchased 

power 

No. 

Total 
capacity 
mkw. 

No. 

Total 
capacity 
mkw. 

No. 

Total 
capacity 
mkw. 

Antko ^ 

Antiffo  E3ec  Co 

2 
2 

4 
2 

20.00 
11.50 
42.50 
13.75 

Bawloo....... 

Beaver  Dam. 

Baraboo  Gas  A  El.  Co 

1 

Berlin 

PMHingtnn 

Burlington  ¥A,  h%  Jk  Pr^  ^-o  ... . 

500.0 

Delavan^ 

United  Ht  Lt.  A  Pr.  Co    .    . 

3 

12.00 

"T 

150 

De  P«re 

DePere  El.  Lt.  &  Pr.  Co 

Edmrton 

Edgerton  El.  U.  Co „ 

Elec.  A  Water  Co 



HudMn. - 

Burkhart  Mlg.  A  El.  Pr.  Co ^ 

Ironwood  A  Bessemer  Ry.  A  Lt.  Co 

3 

1 
2 
5 

4 
1 

25.00 

14.00 
11.00 
16.00 
80.00 
1.60 

60.00 

Huriey 

Ladysmith. 

I^adysmith  Lt«.  Co T..._ 

EquitaWeEl.  Lt.  Co 

Northwestern  Lt  A  Pr.  Co 

\iakp  Qm^m 

Mayville. 

Medford 

Medford  Lt.  A  Mfg.  Co 

MeUen. 

MeOen  W.  A  U.  Co 

Wi8.-Minn.  Lt.  A  Pr.  Co 

1 

2 

"h" 

Menomonie 

Merrill 

Merrill  Ry.  A  Lt.  Co 

7.5 

Milwaukee _..      . . 

Badger  Ry.  A  Lt.  Co<   .     . 

Mineral  Point 

Mineral  Pt.  Pub.  Service  Co 

3 
2 

72.00 
16.00 

Monroe. 

Monroe  Elec.  Co 

North  Milw.  Lt.  A  Pr.  Co 

New  Richmond . 

North  MUwaukee 

2 

Oconto 

Ooonto  Elec.  Co.„ 

3 

1 

13.50 
10.00 

Oconto 

Peopl«  Land  A  Mfg.  Co „ „ 

IntersUte  Lt.  A  Pr.  Co 

Portage  Elec.  Lt.  Co.... 

Platteville 

Portage 

720.0 

Prune  du  Chien. 

Prairie  City  Elec.  Co 

2 

3 

2 
2 

2 
2 

10.00 

62.50 

20.00 
13.60 

iSM 

18.00 

Rhinelander 

Rhindander  Power  Co 

Red  Cedar  Val.  Elec.  Co 

Ripon  Lt.  A  Wata-  Co 

RhinHandw 

Rj^  T/ftV« 

Ripon... 

Sparta.- 

0.1.  Newton's  Sons  Co  . .  „  . 

Stereu  Point 

Stevens  Pt.  Ltg.  Co 

8t«VMM  Point 

Stevens  Pt.  Power  Co . 

Tnm.h 

Tftmt»>  ra^  ^  T#J  c^ 

Tntnabftwk 

Tomahawk  Lt.  Tel.  A  Impr.  Co 

2 

1 

8.00 
12.00 

Walworth 

Walworth  Lighting  Plant ' 

Waahbum 

Waahbum  ET  Lt.  A  Pr.  Co     

Waukesha  .  . 

WaukftthaOfa^^EI,  Co 

2 

2 
4 

50.00 

4.00 
31.50 

Waupaca. 

Waupaca  El.  Lt.  A  Ry.  Co 

Whitewater. 

Whitewater  El.  Light'Co 

Total „....„ 

63 

656.25 

2 

152 

8 

1,227.5 

1  Motors. 

*  Inchides  two  stepnip  transformers  150  kw.  and  three  constant  current  25  It.  arc  light  transformeiB  of  45  kw.  ca- 
pacity. 
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station  BQXJIPMENT»  1914-Concliid«d. 


TIOK  EqUIPMBNT 

SUBSTAnON  AND  TRANBrORlllR 

Equipmint 

■RATOR8 

SroRikOB 

BATnima 

atIHr. 

Ratimo 

BooenR 

Stif-up 

TaANBrORlOBS 

ROTABXBS 

Driven  by 
utility  poww 

SnBP-DOWN 
TRAlfSrORMKRS 

No. 

Total 

capacity 

inkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 

capacity 

inkw. 

No. 

Total 

capacity 

inkw. 

i| 

75 

50 

1 

1 
3 

125.00 

10.00 
300.00 

25 

1 

150 

3 

300 

675 

34 

572.00 

5 

S195 

4 

8 

200 

450 

72 

236.00 

320 

15 





.; 

1 

50 

2 

24 

6 
•2 

if,  950 
45 

25 

685 

3 

75 







6 
15 

230 
2,625 

20 

....... 

217.00 



1,350.00 

3 



9 
3 

3 
3 

60 

1,350 



60 

3 

150.00 

300 
300 

100 

25 

1 

1 

'100 

3 

■■'i' 

160 

5 

1.75 

3 

200 

' 

50 

2 

24 

26 

3,270 

148 

2,961.75 

7 

45 

85 

6,596 

*  Not  operating. 

*  Constant  eniroit  tranaformen. 
'Notfloren. 

V  Styooiiroooai  eoodemcr,  100  k.  t.  a. 
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Report  of  Railroad  Commission 


CLASS  B.    PRIVATE  PLANT&    DISTRIBUTION  SYSTEM 


Nim  Of  COMPAMT 

OvBUDUo  DnnuBimoH  Lnni 

MuMvQl 

Cmm$nidUglUiM 

Location 

Are 
wire 

Inoand^ 
cent  wire 

D.  e. 

wire 

A.C. 
primary 

Antigo.....   .^ 

fiaraboo_ 

Antiao  Eleo.  CJo „- 

BarabooOaa  A  Eleo.  Co 

90.37 

i22"96 

131.63 
70.05 

Pi»vfr  IHm 

BiftTff  I>am  L^,  4  Pr.  On. 

155.00 

214.36 

Berlin..^ 

Berlin  Pub.  Service  Co 

Burlington     , 

Burlington  EL  Lt.  A  Pr.  Co 

52.50 

16.00 

5.00 

47.00 

96.00 

42.50 

DHavftn 

United  flt  Lt.  k  Pr.  Co..^ 

44.00 
179.52 

127.00 
77.40 

27.97 
79.50 

67.76" 

108.00 

De  Pcre 

De  Pffe  El.  Lt.  A  Pr.  Co 

260.84 

14.00 

fidgerton. 

Edgerton  Elee.  Lt.  Co 

Elec  t  Water  Co... ^ 

18.74 

UrmndlUpuk. 

98.14 

HudBoa    

Burkhardt  Mlg  4  El  Pr  ^-^ 

2.50 

191.32 

Hnrky „ 

Ironwood  &  Bemmer  Ry.  k  Lt.  Co.... 

liadywnith  lAa  <> 

80.65 

I/Adymnith , 

53.00 

Lake  Geneva. 

Mayvillc -. 

Equitable  El.  It.  Co .-.„ 

Northwotem  Lt.  A  Pr.  Co 

is.so 

508.45 
237.55 

Medford 

Medford  Lt.  &  Mfg.  Co 

MdleiL    

Mellen  W.  A  Lt  Co 

19.00 
117.64 

26.20 

27.90 

Wia.-Minn.  Lt.  A  Pr.  Co> 

Merrill  Ry.  A  Lt.  Co.. 

.49 
88.00 

189.65 

Merrill       

468.00 

Milwaukee... 

Badger  Ry.  A  Lt.  Co.« 

Minffal  Point 

Mineral  ft.  Pub.  Service  Co. 

115.30 

310.22 

Monroe 

Monroe  Elec  Co.. 

59.92 

179.88 

New  Richmond 

New  Richmond  Pr.  Co 

55.00 

North  MUwaukee 

Oconto 

North  Milw.  Lt.  A  Pr.  Co 

Ooonto  Elec.  Co 

63.48 

•728.60 

62.72 
SI, 908.29 

Oconto 

Peoples  Land  A  Mfg.  Co 

82.00 

«128.90 
110.00 
42.00 
75.91 

106.70 

Platteville. 

Interstate  Lt  A  Pr.  Co 

•2.217.20 

Portage 

Portage  F3.  Lt.  Co. 

2,50 

148.50 

Prairie  du  Chien. 

Prairie  City  El.  Co 

38.00 

RblMandfr 

222.97 

108.24 

l^iiw  T«W 

Red  Cedar  Val.  El.  Co 

5.28 

25.48 
144.67 

79.70 

Ripon 

Spart*. 

Stevens  Point 

Rioon  Lt.  A  Water  Co. 

182.63 

0.  L  Newton's  Sons  Co... 

Steveia  Pt.  Ltg.  Co, 

lOS.OO 
73.52 

201.00 

Steveiw  Point 

Stevens  Pt.  Power  Co 

112.46 

Tomah 

73.36 

Tomahawk. 

Tomahawk  U.  Tel.  A  Impr.  Co 

Walworth  Lifting  Co 

40.80 

Walworth. 

13.00 

11.50 

148.80 

Washburn 

Washburn  ELLt  A  Pr.  Co 

97.13 
230.1^ 

Waukesha 

Waukesha  Gaa  A  El.  Co 

Waupaca  E3.  Lt.  A  Ry.  Co 

119.70 

Waupaca 

Whitewater 

Whitewater  El.  Light  Co. 

49.44 

6.17 

128.61 

Total.. 

191,133.11 

6,285.10 

16.059.40 

86.331.63 

1  Not  operating. 

*  Secondary  service  wire. 

•Includes a.  c secondary. 
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DATA.  TSAR  BNDINQ  JDNE  80.  1914. 


Of  MFkR 

UifBKUiBoimD  Diranunoir  Lnni  nf  M  Fnr 

Mmu  AKO  TiuNS- 

dtP9m$r 

Mmieipd 

OmmmMIAgkUngdtPofMr 

MtUn 

fcrwun 

A.e. 
Ncondary 

EdiBon 
tube 

Are 
wire 

Inoan- 
doMMat 

D.  0. 
wire 

A.e. 
priiMry 

A.e. 
ieooodary 

Edison 
tube 

Total  No. 
in  uie 

Total  in 

834.00 

20.48 

........ 

241.12 

1^ 
^87 
826 
396 
658 

337 
616 

474 
985 
713 

492 

76 

174.30 

28 

190.00 

229.35 

1.00 





~ 

~ 



85 
109 
26 

56.00 

33 

2.60 

.32 

0.48 

0.60 

72.57 

.56 

23 

286.19 

"•"•"•"- 



38 

228.60 
65.02 

276 
27 

84.00 

72 

178.88 
59.93 



806 
445 
180 

150 
521 
806 

158 
48 

31 

82 

170.70 

97 





.80 

427.54 

459 

710 
5 
239 
815 
395 

749 
644 
387 
772 

68 

282.63 





110 

48.66 







1 

39.29 
"  "i08"08 

>26.6 
240.0 

zzzzz 



36 
42 
40 

WM 



117 
87 

78.50 

21 

98.17 
17.54 







110 

93.50 

41.48 

795 
487 
531 
674 

483 
339 
290 
368 
675 

872 
554 

80 

153.84 

77 

•- 

"**"~* 

42 

135 

2.05 

126.30 
49.70 
80.80 
175.90 
180.16 

60.47 



* 

ZZZZ'.'Z 



71 
47 
36 
34 
130 

64 
50 

41,984.20 

266.6 

20.80 

41.96 

0.60 

241.98 

20.626 

2,567 

« Indudfli  ineandeeoeat  wire. 
•  TelephoDe  wire. 
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CLASS  B.    PRIVATE  PLANTS.    CONNECTED  LOAD  AND 


Location 


NaMI  Of  COMPANT 


ComooBO  Load,  LnuRwa 


Munidptl 


Com'l 
arcs 


Munioiptl 

inoande*- 

oenta 


AnUgo 


AnUfco.... 
Banooo. 
Beaver  Dam... 
Berliiu 


BurliiigtoiL... 
Delavao 


De  Pere... 

EdgertoiL. 

Grand  R^ds — 
Hudeon 


Horiey 

Ladysmith. 

Lake  Geneva. — 

Mayville 

Medford 


Mdlen. 

Menomonie 

Merrill 

Milwaukee 

Mineral  Points 

Monroe... 


New  Richmond. — 
North  Milwaukee... 

Ooonto 

Oconto 


PlatteviUe. 

Portage. 

Prairie  du  Chien.... 

Rhindander 

Rhinelander 


Rice  Lake 

Ripon.... 

Sparta...™ 

Stevens  Point... 
Stevens  Point... 


Tomah..™ 

Tomahawk 

Walworth. 

Washburn 

Waukesha. 


Waupaca. 

Whitewater... 


Antigo  Ebc.  Co 

Baraboo  Qaa  A  EL  Co 

Beaver  Dam  Lt  A  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  EL  Lt.  &  Pr.  Co... 


United  Ht.  Lt.  A  Pr.  Co 

De  Pere  EI.  Lt  A  Pr.  Co.... 

Edgerton  El.  Lt.  Co 

El.  A  Water  Co ^ 

Burkhardt  Mlg.  A  El.  Pr.  Co 


Ry.  A  Lt.  Co.. 


IronwoodA 

Ladysmith  Ltc.  Co 

Equitable  El.  Lt.  Co.„.. 

Northwestern  Lt.  A  Pr.  Co 
Medford  Lt.  A  Mfg.  Co 


MeUen  W.  A  Lt.  Co... 

Wi8.-MimL  Lt.  A  Pr.  Co... 

MerriU  Ry.  A  Lt  Co ™ 

Badger  igr.  A  Lt  Co.» 

Mineral  Pt  Pub.  Service  Co... 


Monroe  Elec  Co 

New  Richmond  Power  Co 

North  Milwaukee  Lt.  A  Pr.  Co... 
Ooonto  Elec.  Co.. 


Peoples  Land  A  Mfg.  Co . 


IntcrsUte  Lt  A  Pr.  Co.. 

Portage  El.  Lt.  Co 

Prairie  City  Electric  Co. 


Rhindander  T.ighting  Co..... 
Rhinelander  PowerCo 


Red  Cedar  Val.  Mec.  Co... 
Ripon  Lt  A  Water  Co... 

0. 1.  Newton's  Sons  Co 

SteveM  Pt.  Ltg.  Co 

Stevens  Pt.  Power  Co 


Tomah  El.  A  TeL  Co 

Tomahawk  Lt  Tel.  A  Impr.  Co 

Walworth  Ltg.  Co 

Washburn  E.  Lt  A  Pr.  Co 

Waukaha  Gas  A  El.  Co 


Waupaca  El.  Lt  A  Ry.  Co .. 
Whitewater  El.  Light  Co 


Total.. 


31.00 


47.00 
15.30 
9.80 

16.00 
7.92 


26.60 
34.00 


12.00 


6.60 
18.70 
15.00 


38.40 


1.35 
27.00 


14.70 

24.60 

7.00 
33.60 
24.00 
36.00 


3.30 
33.08 
27.52 
66.20 


23.90 
10.00 
11.06 


0.39 
2.20 


21.40 


64.28 


17.18 


680.08 


2.80 


1.44 
2.60 


.66 
2.40 


6.60 


6.60 


44.89 


81.78 
3.00 
24.94 
11.60 

10.40 
18.88 

9.10 
10.30 

1.08 

2.00 


U  90 


3.22 
20.00 


12.86 
3.60 


3.32 

13.92 

8.80 

.76 


20.60 


.46 


2.00 


6.00 
2.18 


1.32 


236.19 


1  Company  use. 
*  Not  qjMrating. 
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MAXIMUM  LOAD  DATA.    TEAR  ENDING  JUNE  30.  1914 


inKw. 

Maximum 
ftotion 

Maximam 

available 

oftpfdty, 

kw. 

Commeraal 

iocuidm- 

oenti 

Totallight^ 
iaffoooneofc- 

•dlOMl 

Munidptl 
moton 

Canuneroial 
moton 

Traction 
moton 

Total  Dow«r 

eonnected 

load 

Load 
factor 

833.00 

864.00 
596.02 
834.50 
442.09 
588.40 

293.00 
680.14 
435.30 
1,263.90 
430.44 

253.00 

50.0 
"  17.6 

360.00 
136.00 
247.00 

175 

485.00 
136.00 
266.50 

340.0 
170.0 
337.0 
400.0 
175.0 

105.0 
275.0 
159.0 
297.0 
261.5 

310.0 
132.0 
228.0 
940.0 
82.0 

565.0 
195.0 
555.0 
580.0 
825.0 

840.0 
360.0 
500.0 
600.0 
325.0 

702.0 

564.24 

21.12 

784.50 
401.85 

«2 

16.70 
31.80 

667.00 

518.00 

72.50 
811.00 
278.00 
308.00 
100.00 

258.00 

518.00 

72.50 
891.00 
278.00 
468.00 
149.00 

418.00 

37.00 

286.60 

662.05 

80.0 

25.70 

424.00 

1,227.00 

160.0 
40.0 

21.30 

305.36 

35.40 

239.00 

160 

25.10 

726.19 

743.69 
635.10 
100.00 

547.85 
655.00 

349.'70 

655.60 

208.52 
389.60 
328.80 

633.67 
629.60 
314.75 
595.00 

258.50 
2,850.50 

258.50 
2,970.50 

380.0 

1,500.0 

107.5 

21.00 

595.00 

120.0 

23.14 

85.00 

16.30 

503.43 

156.00 
256.00 

ois.oi) 

300.00 
148.00 
174.40 
106.00 
175.00 

4,587.50 

320.00 

8.00 

116.00 

1,000.00 

277.00 
158.00 
188.00 
346.50 

156.00 
871.00 

928.00 

390.00 
148.00 
189.40 
106.00 
175.00 

4,587.50 

429.00 

8.00 

138.00 

1,000.00 

284.50 
178.00 
188.00 
316.50 

635.00 
335.60 

15.0 

io.o 

100 

400.0 

500.0 

280.0 
275.0 
74.1 
110.0 
140.0 

2,820.9 
325.0 
135.0 
263.0 

450.0 

"2,666.6 

295.0 
600.0 
200.0 
175.0 
430.0 

3,187.0 
720.0 
225.0 
450.0 

21.02 

^25. 00 

24.00 

„ 

189.06 

15.0 

39.00 

387.00 

25.53 

297.00 
612.75 

100 

602.20 
290.00 

41.30 

560.00 

22.0 

427.70 

451.60 
428.76 
436.34 
569.16 

7.5 
20.0 

190.0 
168.0 

320.0 
225.0 

32.00 

305.68 

19.90 

407.71 

511.56 

385.6 

450.0 
300.0 

150.0 
275.0 
500.0 
160.0 
1,700.0 

325.0 
250.0 



270.99 

303.80 
156.00 
287.15 
180.00 
777.33 

514.25 

55.00 
29.25 
280.00 

55.00 

29.25 

935.00 

6.00 

2,614.31 

114.0 
90.0 

475.0 
75.0 

930.0 

117.0 

144.00 

640 

20.70 

270.60 
183.00 

15.0 
6.0 

31.70 

715.27 

2,614.31 

36.66 

25.00 

405.75 

36.00 

16,610.80 

17.581.05 

578.0 

18,554.46 

1.077 

20,209.46 

12.078.50 

21,401.50 
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CLASS  B.    PRIVATE  PLANTS.    CONSUMER  AND 


Nami  or  CoMPAirr 

CoNsuim  Data 

LoCATIOlf 

No.  fighting 
oonsumsTi 

No.  power 
oonsomera 

ToUlNo. 
consumers 

Antiffo 

Antigo  Elec.  Co 

BaraTMM)  Gas  4  El.  Co 

1,174 
785 
805 
442 
622 

340 
620 

41 
21 
38 
41 
36 

5 

51 

1,215 
806 

Banwoo       

Bf«vw  Pum 

Beaver  Dam  Lt  A  Pr.  Co _ 

Berlin  Pub.  Service  Co ^.    

843 

Berlin. 

483 

BnHinston 

Burlington  El.  Lt.  A  Pr.  Co.... 

658 

r>ftl»T1M1 

United  Ht  Lt  4  Pr.  Co    „    

345 

Do  Pere. 

De  Pere  EL  Lt  4  Pr.  Co.       

Edgerton  El.  Lt  Co 

El.  4  Water  Co -. „..„ ..... 

671 

Edgerton. 

Orand  Rapids 

038 
713 

480 
351 
791 
440 
244 

226 
581 
734 

443" 

763 

277 
310 
883 

733 
603 
385 
743 

778 
419 
505 
717 

47 
18 

10 

985 

HudaoiL.„ 

Burkhardt  Mlg.  &  El.  ft.  Co „ 

Tronwood  4r  Bem«mfr  Ry.  A  Lt.  Co 

781 

Hurley 

490 

I«4iyBinith 

Ladysmith  Ltg.  Co .». 

Equitable  El.  It  Co „ 

Northweetcm  Lt.  4  ft.  Co 

Medford  Lt  4  Mfg.  Co „ 

MeOen  W.  4  Lt  Co......     

Wifl.-Minn.  Lt  k  i*r.  Co 

351 

TiAkff  Q«nfiva 

122 
27 

913 

Masrville. .- 

467 

Medford^.- 

244 

Mdlen. 

226 

24 

88 

16 

35 
51 
22 
12 
15 

54 

31 
2 

25 
2 

39 
28 
30 
24 

605 

M«rrilL 

MerriU  Ry.  4  Lt  Co 

Badger  Ry.  A  Lt  Coi    ._ 

Mineral  Pt  Pub.  Service  Co...„ 

822 

Milwaukee 

Minimi  Point 

459 

Monroe.^..   „ 

Monroe  Elec  Co..... 

New  Richmond  Power  Co..„ ., 

North  Milwaukee  Lt  dc  ft.  Co 

798 

New  Richmond 

North  Milwaukee. 

51 
299 

Ooonto...„ 

Oconto  Elec.  Co „ 

322 

Ooonto._ ^ 

PUtteyille.....^ 

Portage...„ 

Peoples  Land  4  Mfg.  Co„. 

Interstate  Lt.  dc  ft.  Co......_ „ _. 

Portage  El.  Lt.  Co.. „ 

398 

787 
634 

Prairie  du  Chien...... 

Prairie  City  Electric  Co 

Rhinelander  Lighting  Co. 

Red  Cedar  Val.  Elec.  Co.    „     

Ripon  Lt.  dc  Water  Co......> 

0.  L  Newton's  Sons  Co..„    

Stevens  Pt.  Ltg.  Co 

Stevens  Pt.  Power  Co.  . 

387' 
768 

Rhinriandcr 

2 

Rice  Lake 

Ripon. 

Sparta... — 

Steven*  Point 

817 
442 
535 
741 

Steveni  Point 

Timtfih 

Tomah  El.  &  Tel.  Co ™ 

Tomahawk  Lt  Tel.  &  Impr.  Co 

Walworth  Ltg.  Plant 

415 
850 
272 
366 
611 

356 
548 

18 
16 
19 
2 
79 

14 
21 

433 

Tomahawk. 

Walworth „ 

366 
291 

Washburn 

Waukeaha. 

Washburn  El.  Lt  &.  ft.  Co..„ 

Waukaha  Gas  &  El.  Co 

368 
690 

Waupaca. 

Whitewater..^ ^ 

Waupaca  El.  Lt  4  Ry.  Co... 

Whitewater  El.  light  Co 

TotaL 

370 
569 

20,263 

1,119 

21,382 

1  Not  operatmg. 


Digitized  by 


Google 


Statistics — Physical — Electric 


477 


CONSXTMFTION  DATA.    YEAR  ENDING  JUNE  30,  1914. 


CimBIlIT  COMBDMfTIDW  BT  CL4MM 


Munidpal 
street 
lighting 

Commeidal 
lighting 

Poww 

Tnwtkm 

Other 
utiUties 

All  other 

Total 

canreDt 

•old 

136.800 

371.043 

150.680 

193,346.8 

227.037 

148.036 

72,585 
176,624 
134,821 
358,212 
166,480 

165,223 

90.686 

19.565 

62.337.2 

618.102 

202.123 

3.760 
175.954 
40.620 
205,870 
292.063 

219.316 

598.429 

100.373 
113,200 

75.451.8 

270.518 
444,335.3 

51.434 

896,578 

70.389 
52,048 

"•• 

420.548 
128,898 

73,527 
32.908 

426.106 
208,849 

94,661 



658.743 

102.560 

660.103 

47.360 

539.670 

971,669 

28,080 

191,167 
442.945 
120.000 

66,993 
1.166.902 

286.240 

73.859 

1,683,706 

45,000 

165,000 

137.980 
81.840 

214.292 
245.530 

89',"i58**" 

189.172 

52,677 
169.106 

■■'r."278.42i"'" 

124.888 
162.000 
83.930 

144,000 

....A.... 

404.849 
640.476 

31.332 
62.460 



1,398,911 
366.620 



698.000 

■•• - 

856.000 

81,997 
24,733 

66.679 
144.641 
162.518 

234,618 
174.156 
43.762 
182,601 

232.606 
169,374 

95,328 

96.635 

7,778.291 
>590.824 

126,236 

4.537.800 

83,314 

364.481 

68,117 



304.820 

8,385.846 

155.200 

920,180 

13.068 
134,990 

56.830 
443,827 

520.200 

6.058.000 

58.400 
49.780 

191,427 
162.518 





333.141 
212,298 

178,700 

248,800 

147.000 

674,500 

577.600 

577,600 

99.366 

144,274 
145.220 
37,634 
•117,880 
166,973 

171.610 
120.760 

10.682 

254,271 

35.200 

180.420 

30,090 

71,129 

1.211.590 

10,898 
9.684 

188.216 

327,069 
117.880 

333,815 

67.900 
37,188 

1.712.378 

250.408 
167,562 

2.789,662 

6,171.222.8 

19.709.096.2 

882.216 

2,710.741.3 

31,712,988.3 
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CLASS  B.    PRIVATB  PLANTS.    GENERATION 


NaMI  or  COICPANT 

Amoumt  or  CxniBKiT 

Location 

Steam 
power 

Qaa 
power 

Hydraulic 
power 

Antiw)....-.      

Baraboo 

Antigo  Eloc.  Co ^ 

Baraboo  Gas  A  El.  Co 

730.720 
314,400 
611.300 
994,189 

Beaver  Dam 

Rftavw  Oain  T't  A  Pr  On               

Berlin 

Bnrlingion         

Burlington  El.  Lt.  A  Pr.  Co 

United  Ht.  Lt.  A  Pr.  Co 

De  Pere  El.  Lt.  A  Pr.  Co 

Edgerton  El.  Lt.  Co 

El.  &  Water  Co                        

176,458 

rMaran 

170,000 

De  Pere 

560,094 

Edgcrton. 

Grand  1^p}d« 

HudBon 

Burkhardt  Mlg.  A  El.  Pr.  Co „ 

803,062 

Hurley 

Ironwood  A  Bessemer  Ry.  4  Lt.  Co 

2,144,800 

Ijadysmith 

Ladysmith  Ltg.  Co 

Tjake  Gen«vit 

Equitable  El.  Lt.  Co    

374,875 

1,734,685 

165.000 

4,600 

50,000 

Mayville 

Medford   

Medford  Lt.  A  Mfg.  Co 

Mdlen   

MeUen  W.  A  Lt  Co 

Wia.-Minn.  Lt.  &  Pr.  Co 

119.721 

Menomonie 

Merrill 

Merrill  Ry.  &  Lt.  Co 

10,000 

726, 754 

Milwaukee 

Badger  Ry.  &  Lt.  Co»  

Mineral  Point 

1,620,091 
503,780 

Monroe. 

Monroe  Elec.  Co 

New  Richmond 

New  Richmond  Power  Co 

North  Milwaukee - 

Oconto 

North  MUwaukee  Lt.  A  Pr.  Co 

Oconto  Elec.  Co               

1771983 

86;'035 



Oconto 

Peoples  Land  A  Mfg.  Co 

Hatteville 

Interstate  Lt.  A  Pr.  Co       .                     ... 

Portage 

Portage  El.  Lt.  Co    

Prairie  du  Chien 

Prairie  City  Electric  Co 

56,830 
520,200 

Rhineiandcr 

6,250,000 

Rice  Lake 

Red  Cedar  Val.  Elec.  Co 

526,370 

Ripon 

Sparta 

Stevois  Point  . 

Ripon  Lt.  A  Water  Co 

293,170 

0. 1.  Newton's  Sons  Co 

Stevem  Pt.  Ltg.  Co                                 

76,400 

Htevcna  Point 

Stevens  Pt.  Power  Co 

641,777 

Tomah 
T''ma><av|( 

Tomah  El.  A  Td.  C^) „ 

Tmn«Viftwk  T^t  Tf^T  A-  Impr.  Co 

""'ibjio 

364,133 

27048;269 

•270,218 
234,814 

215,739 

Walworth. 

Walworth  Ltg.  Co ' 



Washburn. 

WmikMhft 

Washburn  EL  Lt.  &  Pr.  Co 

Waukesha  Gas  A  El.  Co... «... 

Waupaca  El.  Lt.  A  Ry.  Co 

Whitewater  El.  Light  Co 

Tot*1                                         



Waupaca 

Whitewater 

13.426,127 

860,35 

10,069,975 

>  Not  operating. 


Digitized  by 


Google 


Statistics — Physical — Electric 


479 


STATISnCS.    TSAB  ENDING  JUNE  80.  1914 


Qll«BBAnD 

Stbam  Powxb  QunR&TxoN  Statdiigb 

SunoN  Statibtics 

PurchMed 
power 

Total 

amount  of 

ourrent 

generated 

and 
xnirchaaed 

Lb.ofooal 
oonsumed 

Lb.  of 
ooalper 

Lb.  of  water 
evaporated 

Lb.of 

water 
evaporated 
perkw4>r. 

Lb.of 
water 

per  lb. 
ooal 

Maximum 

output 

in  any 

one  day 

Minimum 
output 
in  any 
one  day 

720.720 
314,400 
611,300 
994,189 
565,388 

170,000 
623.364 
286,911 
841,404 
803,062 

2,144.800 



3.300 
1.540 
2.700 

2.362 
2,434 

900 

3.492,070 
6.451.545 
12,216.700 

11.11 
8.90 

240 
900 

388,930 

780 

3.286.000 



68,270 

626 

286.911 
841,404 



3,115 
7,000 

2,283 

1,920 

424.875 

1.905.635 

165.000 

124,221 
497,236 
736,754 

6.030,600 

16.00 

10,710 

170.950 

3,350 

287,845 

660 

126 

497,236 

8,260 

920 

1.620,091 

503.780 
865.000 
253.160 
264.018 
484.436 

8,385.846 

1,175.160 

56,830 

520,200 

6,250,000 

526.370 
293.170 

13,904,233 
3,497,396 

8.58 
6.93 

5,785 
1,960 

460 

855,000 

253.160 





772 
1,171 
1,865 

474 
310 

484.435 

370 

8.385,846 

1,175,160 

.. 

4,760 
730 

1.560 

210 

2.030 
1,360 

560 



3.079,388 

10.50 

19.830.737 

67.6 

6.4 

260 

577,600 

654.000 
641,777 

290,858 
231.509 
364,133 
166,900 
2,048,269 

270.218 
234.814 

290,858 

1,207 

1,795 

750 

9,414 

1,343 
1,158 

350 

7,825.600 

21.50 

435 

166,900 

310 

17.167.760 

303,000 
4,404.880 

8.38 

.99 
18.76 

110.298.000 

63.85 

6.42 

1,920 

466 

369 

14.437.660 

88.019.797 

80.947,017 

130.128.737 

'Inoindea  bydraolie  and  porohaMd. 
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GLASS  B.    MUNICIPAL  PLANTS.    STATION  EQUIPMENT. 

Onmu.  BsmoH 


LoGAnox 

NaKI  or  COMFAHT 

BOIUBS 

SnAMEHa» 

RaOIPROCABlfG 

Num. 
bff 

Total 
qaiMity 
tnh.^ 

1 

Num- 
bff 

Total 
eaiMitjr 
inn.  p. 

HohimW 

Mnnioipa]  Eleotrio  Liftht  Plant «. 

S 
8 

a 

220 
400 

800 

2 
2 

1 

360 

y%.  Atkimmn      - 

M                         MUM 

360 

KaokauiUL 

Manhfield 

260 

MenaahA 

••                         U                  U               M 



New  LondoiL. 

It                         tt                   M               It 

3 

8 
3 

8 

250 

450 
800 

876 

600 
156 

876 

2 

260 

New  RiohnuHuL..... 

tt                         M                  M               H 
It                         It                  It               M 
II                         MUM 

Flymoudi..^       .~...^... 

2 
8 
2 

.......... 

2 
2 

260 
660 

Pt!  WMhington. ^ 

it                         M                  II               M 

800 

ReedBburg,. 

Richland  Ckntor. 

Riyer  Falls^...       

"                   ••               ••      1 .._ 

II                         M                  II               II 

276 

Shawano « 

tt                         M                  M               U 

2 

1 

8 

260 

Sfcoughton ^ 

II                         It                   It               11 

tl                         II                   11               II 

800 

Two  Rivera^ 

Total „ 

28 

8,626 

20 

8,146 

NaMI  or  COMPANT 

CnnAL 

BxcmBB 

MOTOB 

Location 

Drirenby 
purchaied  pow«r 

Num. 
bcr 

Total 
capacity 
mkw. 

Nom- 
bcr 

Total 
capacity 
mkw. 

Columbus 

Miinifina]  Rlimtrin  Tiiirht  Plant       

2 
2 
1 

3 

2 

17.6 
10.0 
80.0 

21.0 

7.0 



Ft.  Atkinson 

KaukaiuuL. 

U                             «                      11                  11 

Marshfidd 

Mf>nMha  

"        "       ••   i _ 

::::z:: 

New  London 

14                             II                     II                  it 

New  Richmond 

Ooonomowoc — 

Plymouth 

„                             „                     „                  „        •- 

4 
3 

16.0 
29.0 

Ft.  Washington 

Richland  Centar 

I*                         11                  U               11       1 

11                  11             tt           II 

— 

R;v«r  13'f^ll'i 

U                        II                 II              u 

Shawano 

It               II           II         11 

II                         M                  II               U 

2 
3 

2 

14.0 
10.0 

16.0 

Stoughton. 

».»..».. 

II                         II                  I*               U       1 

Tntf»> 

24 

178.6 

— 

1  Report  inoompleta. 
*  Arc  lidit  reettfiera. 
•Tabulated  aa  Claas  D  report. 
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YEAH  ENDING  JUNE  30,  1914. 

EQUmfBMT 


Stkam 
TuKBiifn 

Watub 
Whrua 

Arc  Light 

GEmBRATORS 
DiRKCT 
CURRBNT 

DiRBCT 
CURRBNT 

Genzratobs 
(other  than  arc) 

Altbrnatino 

CURRINT 

Gkkbratorb 
(other  than  arc) 

Num- 
ber 

Total 
capacity 
inh.  p. 

Num- 
ber 

Total 
capacity 
mh.  p. 

Num- 
ber 

Total 
capacity 
inkw. 

Num- 
ber 

Total 
capacity 
mkw. 

Num- 
ber 

Total 
capacity 
in  kw. 

2 
2 
2 

225 

"""T 

866 



200 

'"■ 

190 

3 
2 

360 

193 

2 

300 

, 

2 
3 
2 

2 

2 
2 
3 

2 

400 

«2 

35 

is" 

2 

390 

2" 

4 

250"" 

mo"" 

275 

25 

15 '■■ 

250 

iW 

275 

1 

90 

360 

210 

3 

450 

8 

1,146 

4 

140 

2 

276 

29 

3.273 

Station  EqinpiCBNi^-Concluded 

Substation  A,  Tranb- 

PORHBR  EomPHBNT 

obmsrators 

StORAOK  BATTBRIRn 

AT  1  Hour 
Rating 

Step-up 
TRAirapoRUXRs 

Step-down 
Transpormers 

Step-down 

Driven  by 
utility  power 

Transpormers 

Num- 
ber 

Total 
capacity 
mkw. 

Num- 
ber 

Total 
capacity 
mkw. 

Num- 
ber 

Total 
inkw. 

Num- 
ber 

Total 
capacity 
inkw. 

Num- 
ber 

Total 
capacity 
inkw. 

3 

225.0 

. 



2 

12 







6 

1 
1 

360.0 
7.5 
10.0 

6 

360 

1 

29 

1 

47 

3 

M20 

« 



2 

46.0 



- - 

4 

88 

12 

638.6 

8 

470 

*  Arc  light  generator,  alternating  current 

*  Step-up  tramformeti. 
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CLASS  B.    MUNICIPAL  PLANTS.    DISTRIBUTION 


Hua  or  Compaht 

LOOATIOH 

Mimieivd 

CommnddLigkHng 

Arc  wire 

Inoan- 
deacent 

D.O. 
wire 

A.e. 
primary 

Oolumbos 

Municipal  Electric  Light  Plant 

57.0 

44.80 

Ft.  Atkinsoiu. 

176.80 
84.80 

115.35 

KauIoiuDa , 

"         "       "      •'  ».]...  7. "!"!!!!""!! 

89.40 

Marahfid^L..- 



New  London...  „ 

•  I                             <>                      41                  44 

74.70 
9.00 
M.80 
68.05 
51.07 

eo.oe 

66.00' 
76.00 

54.00 

62.80 

New  Richmond 

44                              44                      «                  44 

67.6 



5.40 

««                              44                      44                  44 

168.78 

Plymouth 

4«                             44                      44                  44 

108.02 

Pt.  Washington...^ 

Reedsburs. 

U                             44                      44                  44 

55.67 

«4                             44                      44                  44       f 

RiohlanH  r!nntiv 

59.72 

River  Falls ^ 

••                             •*                      •'                  "        ._ 

68.  (» 

Stoufhton  ..    .. 

««                             44                      ««                 44 

76.30 

Sioreeon  Bay 

«t                             44                      44                  44 

2.4 

120.41 

Two  Rivera 

Total 

775.84 

116.9 

969.66 

CONNECTED  LOAD  AND 


Namx  or  Company 

CoNOTccOTD  Load,  LioHTiNa, 

Location 

Munidpal 
arcs 

Commer- 
dalarcs 

Munidpal 

incandea- 

cents 

Columbus 

Munidnal  Electric  Li^ht  Plant 

33.28 

Ft  Atkinson. 

0.60 

37.75 

44                              44                      44                  44 

27.00 

2.96 

Marshfidd 

•                             "                      44                  44        1             

«4                             44                      44                  44 

New  London 

44                                                       <«                  41        ■"*•" 

6.72 
33.00 
26.00 
14.60 

81.21 

New  Richmond „.. 

5.16 

.4                                                       M                  11 

5.00 

44                             M                      4«                  M 

Pt.  Washington 

Reedsburg 

2.50 

8.70 

41                             44                        «                  14        1 

Richland  Center 

=:::::::::::::::::::::: 

18.75 
28.00 
25.00 
36.10 

10.84 

2.00 

8.60 

f^ivpr  F^m 

4.00 

Shawano 

Stoughton 

44                              4«                     41                  44 

15.70 

44                              44                      44                  44 

7.30 

Two  Rivera 

44                              44                      44                  14        1 

TotaL.„ 

225.41 

5.1 

144.55 

1  Report  incomidete. 
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SYSTEM  DATA.    YEAR  ENDING  JUNE  30.  lOli. 


wMPnr 

UzrosHGBOUND  DisTRiBimoiv  LiNx  IN  M  Fbst 

MbTSRB  a  TRAIfBPORMBRS 

andPower 

Municipal 

Comrntrdd  LiohHng  and  Power 

MeUr$ 

Transformer 

A.C. 
secondary 

Arc  wire 

Incandee- 
oent 

D.C. 
wire 

A.C. 
primary 

A.C. 
secondary 

Total  No. 
in  use 

Total  in 

86.55 

0.33 

3.00 
5.87 

456 
872 
592 

23 

119.01 

115 

2«7.67 

0.66 

41 

43 

66.39 

.27 

474 
441 
572 
631 
354 

60 

106.88 

16 

44.40 

133 

68.42 

.......~..~~- 

99 

60.26 



42 

44.80 

620 
435 
205 
716 

96 

54 

110.00 

52 

165.28 

68 

105.81 

.6 

1,239.51 

0.23 

8.87 

1.53 

6,368 

842 

MAXIMUM  LOAD  DATA 


IN  Kw. 

CoNNioTKD  Load.  Powkb.  in  H.  P. 

Maximum 

station 

demand 

kw. 

Maximum 
available 
capacity 

Commercial 

incandee- 

centa 

Totallight- 

ing  connects 

edload 

Municipal 
motors 

Commercial 
motors 

Traction 
motors 

Total  power 

connected 

load 

Load 

factor 

percentage 

466.96 

490.24 
864.66 
622.25 

20.00 
20.50 

147.50 
519.72 
356.00 

167.50 
640.22 
356.00 

138.00 
270.00 
161.00 

257 
425 
191 

23.3 

826.31 

22.3 

592.30 

89.6 

350.00 

371.21 
240.84 
650.00 
379.00 
460.70 

48.00 

48.00 

228.96 

180.00 
260.00 
171.00 
140.00 

250 
400 
390 
255 

621.00 

80.00 
52.00 

168.00 
76.00 
195.60 

248.00 
128.00 
195.50 

26.0 

353.00 
440.00 

30.0 
22.3 

304.50 

331.75 
634.00 
267.20 
773.50 

318.64 

57.00 
75.00 

135.60 
100.00 
105.00 
150.00 

71.00 

192.50 
175.00 
105.00 
220.00 

86.00 

168.00 
170.00 
175.00 

275 
250 
225 

22.4 

600.00 

30.0 

242.20 

23.3 

721.70 

70.00 
15.00 

301.00 

136.75 

210 

20.0 

6.047.93 

6.417.99 

389.60 

2.072.22 

2.461.72 

1.969.75 

3.128 

258.2 

*  Tabulated  as  Class  D  report. 
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CLASS  B.    MUNICIPAL  PLANTS.    CONSUMER 


NlMl  OF  COMPANT   . 

CoMBUMBB  Data 

Location 

Number 

lighting 

roDSumers 

Number 

power 

oonaumen 

Total 

number 

oonsumerv 

Cdumbufl — 

Ft.  AtkinBon. 

Munidpel  Electric  Li^t  Plant...... » 

430 
841 
569 

22 
30 
90 

452 

871 

KniiW^nna . 

ii             II         II        II 

659 

Marehfidd 

«i         II        1.    I 

Menuha 

;;    ;;  ;;  ;;. ■' 

436 

635 
441 

524 
778 
354 

566 

475 
361 
652 

624 

28 
10 

464 

New  London..- 

645 

New  Richmond 

11       II      II     II 

441 

'28 
21 
22 

26 

;i2 

27 
37 

552 

Plymouth 

II       II      II     II 

799 

Pt  WtBhington. 

Richlandf3rat«r...I." 

;;           ;;        ;;      ;; 

376 
692 

River  Falls 

II                     II               II             II 

475 

Shawano..^     

II                     II               II             II 

373 

Stoughton. 

;;    ;;  ;.  ;;  ■■ 

679 

561 

Two  Rivers 

TotiJ 

7.586 

353 

7,939 

GENERATION 


NaICB  or  COICPANT 

AMOUifT  or  Ctbbknt 

LOGATIOR 

Stcam 
power 

Gas 
power 

Hydraulic 
power 

Columbua 

II                II            n          II 

276,880 
213,750 

248,440 

270il60 

415.332 
306.400 

417.660 



Ft.  Atkinson. 

Kankauna....^ 

MarshfiekL.... 

M^matha 

II                II            II          II 

"    1                 ^ 

II                II            II          i( 

II                II            II          II 

II                           M                    II                l«       """ " 

•1                    II               u            II     '  " **  " 

•570,055 

New  London 

Plymouth 

Pt.  Washington. 

Reedsburg       

•*                             ••                      "                  "       « 

•  1                             II                      II                  II 

Richland  Center 

River  Falls. „ 

455,646 

Shawano 

Stou^ton 

II                             II                     M                  II 

«l                             II                      II                  II        1 

Total...   .„ ^ 

1  1,690 
6,780 

215.900 

385, 806 

Sturgeon  Bay 

Two  Rivers. 

2.562.392 

1.411.507 

1  Report  incomplete. 

s  TabuUted  as  dasi  Dreport 
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AND  CONSUMPTION  DATA,  YEAR  ENDING  JUNE  30.  1914. 


CoHSniFHOK  BT  ClABBBB. 

Munioipal 
ftreet  lifting 

Commercial 
lighting 

Power 

Traction 

Other 
utiUtitt 

All  other 

sold 

65.407 

116.629 
216.801 
154.868 

53,988 
140,159 
111,290 

236,024 

67,073 

424,033 

106,369 



372,527 

120,843 

124,467 

3.140 

248,440 

68,640 

180,840 
185.621 
149.465 

32,801 
29,722 
18,042 

281,781 

114,336 

329,679 

87,645 

265.162 

49,230 

160.350 
106,021 
101,746 
149,982 

123,259 

61,293 

43,000 

15.021 

113.276 

7,435 

270.873 

46.000 

194,021 

57,030 

173,796 

50.720 

313,978 

50,190 

180,884 

883,483 

1,768.538 

629,167 

3,281,188 

STATISTICS 


GSMXKATBD 

StXAM  PoWIB  GBlfBBATION  STATISTICS 

Station  Statistics 

Purchased 
power 

Total 
amount  of 
current  gen~ 
eratedand 
purchased 

Lb.  of 

ooal 

consumed 

Lb.  of 
generated 

Lb.  of 

water 

evaporated 

Lb.  of 

water 

evaporated 

per  kw.-hr. 

Lb.  of 

wat^ 

evaporated 

per  lb. 

ooal 

Maximum 
output  in 
ai^one 

Minimum 
output  in 

276,380 
580,150 
570,056 

2,781,110 
2,015.620 

10.06 
9.43 

1,180 

670 

366,400 

248,440 

1.240 
300 
1.440 
1.758 
1,400 

290 

176 

128,700 

398.860 
415.332 
306,400 

4.381.000 
3.626,807 
2,377.330 

16.14 
8.75 
13.58 

190 

600 

417,660 
456,646 
191,690 
392,586 

215,800 

3.990,200 

9.55 

1.320 

1,730 

704 

240 

900 

290 

210 

2,802.360 
129,000 

3,129,100 

14.62 
19.05 

14.40 

19,616.520 

10.23 

7 

360 

150 

200 

496,100 

4,468,999 

26,232,627 

19.616.520 

*  Includes  steam  power  generation. 
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CLAfiSC.    PRIVATE  PLANTS.    STATION 

CXMTBAL  SXATION 


Location 

NaMB  or  COMPAMT 

BoiLras 

Stiam  Enoixm 

RsCIPROCATUfO 

No. 

Total 
capacity 
inh.  p. 

No. 

Total 
capacity 
mh.p. 

Cambridge 

Cambridw  Lt.  4  Pr.  Co 

Chilton. 

Calym«tS^^<«  Co                            

2 

376 

2 

165 

DarlingtoiL 

DodgeviUe 

Durand 

Darlington  El.  Lt.  k  W.  Co. 

MinerS  Pt.  Pub.  Service  Co.« 

Durand  Lt.  A  Pi".  Co 

3 

195 

2 

150 

Elkhart  Lake 

Mil.  k  Fox.  River  Val.  Ry.  Co 

Friendflhip 

Hayward 

Friendship  El.  Lt.  A  Pr.  Co 



Hayward  El.  Lt.  A  Pr.  Co 

HoriooD 

Horioon  Lt.  A  Pr.  Co    „ 

T^ncaob*' 

TAnc«"tw  F'  14  r!o  J 

2 

1 
2 
2 

1 

200 

150 
370 
230 
125 

2 

1 
2 
2 

1 

180 

Mauston. 

150 

Milwaukee 

Molitor  A  Hummel  Co 

Railway  Exchange  Bldg 

NcillsvUle  El.  Co 

335 

MUwaukee 

Nallaville. 

195 
125 

New  Richmond 

Apple  River  Power  Co 

Park  Falls 

Park  Falls  W.  Lt.  A  Pr.  Co                     

PoBhtigo 

Pfnhtign  T'Umh<v  C^ 

PhilUpB , 

PhiUips  Lt.  W.  Ht.  A  Pr.  Co 

3 
3 
2 

450 
450 
300 

3 
3 
2 

850 

River  Falls 

Sheboygan  Falls 

River  Falls  Power  Co < 

Falls  Lt.  A  Power  Co „ 

375 
175 

(Hf^I^ty, 

Viroqua 

Viroqua  El.  Lt.  Co 

1 
2 

150 
200 

1 
1 

160 

West  Bend 

West  Bend  Htg.  A  Ltg.  Co 

150 

Total 

24 

3,195 

22 

3.000 

1  Includes  one  30  h.  p.  enmne  to  be  replaced, 
s  Report  for  period  from  April  2  to  June  30, 1914. 
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EQUIPMENT.    YEAR  ENDING  JUNE  30.  1914. 
EQumcurr 


Qab  Ehoinm 

Wawb  Whbils 

Arc  Light 
Gknxrators 

DlBICT  CUBRINT 

DiRICT  CUBUNT 

Gbnsrators  Othbb 
Than  Abo 

Altbbnatino 

CUBBBNT  GbNXRA- 

TOBs  Othbb 
Than  Abc 

No, 

Total 
capacity 
in  h.  p. 

No. 

Total 
capacity 
inh.p. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
opacity 
mkw. 

No. 

Total 
Wipadty 
mkw. 

»2 

45 

2 
2 

26 
137.5 



1 
2 

100 

2 

655 

850 

2 

190 

180 

1 

125 

1 

100 

2 
3 

200 

3 

150 

1 

15 

100 

2 
2 
3 

2 

200 
106 
90 

120 

3 

25 

4 

1,900 

4 

975 

2 

570 

2 
3 
4 

420 

2 

130 

245 

4 

950 

800 

1 

50 

2 

90 

1 

150 

2 
2 

200 

2 

200 

250 

5 

885 

18 

4,550 

5 

90 

17 

898.5 

8 

3,870 

*  Report  for  aeven  montha  ending  June  30, 1914. 
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CLASS  C.    PRIVATE  PLANTS. 


HutM  0»  COMTANT 

CsMiRAL  Station 

EZORSBS 

Motor  Qbnibatobs 

Location 

Used  as 
motors,  pur- 
chased power 

Used  as 
generators 
own  power 

No. 

Total 
capacity 
mkw. 

No. 

Total 

capadty 

mkw. 

No. 

Total 

capacity 

mkw. 

rAmbridgo 

^amNidgi^  }A.  *  Pr.  Co 

Chilton 

Calumet  Service  Co 

DarlingtoiL 

Darlington  El.  Lt.  &,  Pr.  Co. 

DodgeviUe 

1 
2 

2 

3.5 
6.0 

4.0 

rhinind 

Durand  Lt.  A  Pr.  Co 

Elkhart  Lake 

MU.  A  Fox  R.  Valley  Ry.  Co 

FrirndBhip  Elec.  Lt.  4  Pr.  Co 

Friendahip 

Hayward' 

Hayward  El.  Lt.  A  Pr.  Co 

Horioon  Lt.  &  Pr.  Co. 

1 

15.0 

Horioon 

Lancaster....^ 

Lancaster  El.  Lt.  Co» 

2 

2 



14.5 
2.0 

Mauston. 

Milwaukee 

Molitor  4  Huramd  Co 

RaUway  Exchange  BIdg 

NeilUvUle  ElecTCo 

MUwaukee 

NeUlsville 



New  Richmond 

Apple  River  Power  Co 

5 

2' 

3 

4 

66.5 

22.0 
5.0 

Park  Fallfl 

Park  Falls  W.  Lt.  &  Pr.  Co 

Pmhtign  LuniW  Co 

Peshtigo 

Phillipii 

Phillips  Lt.  W.  Ht.  &  Pr.  Co 

River  Falls 

Rivf>r  Falls  Powfr  C'-f** 

Sheboygan  Falls 

Falls  Lt.  A  Power  Co 

Stanley 

Northweston  Lumber  Co . .  . 

Viroqua 

Viroqua  El.  Lt.  Co 

2 
2 

20.0 
9.5 

West  Bend. 

Wort  Bend  Htg.  4  Ltg.  Co ^ 

Tnt«l 

28 

168.0 

I  Report  for  period  from  April  2  to  June  30.  1914. 
I  Report  for  seven  months  ending  June  30, 1914. 
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STATION  EQUIPMENT.    1914.-Conclud«d. 


Subs,  and  Tranbporickr 
EQumasNT 

Storage 
Batteries 
AT  1  Hour 

Rating 

BOOSTKR 

Skts 

Step-uf 
Tranbforukrs 

Step-down 
Transpohmers 

R0TARIB8 

Stbp-down 
Transpormirs 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
in  kw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
rapacity 
in  kw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 

capacity 

in  kw. 

<1 

10 

1 

2 

. 



6 

97.5 

2 

400.0 

2\ 
2 

308 

200 





3" 

150.0 

4'  " 

160 

3"" 

iiijob.o 

225.0 









37 

345.5 

26 

123 



1 

10 

1 

' 

54 

2,320.5 

53 

781 

6 

97.5 

>  Report  for  year  ending  Dec.  31, 1913. 
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CLASS  C.    PRIVATE  PLANTS.    CONSUMER,  LOAD  AND 


Location 


NaMI  or  COMPAlfT 


CoNBUims 


Number 

lighting 


Number 
power 


Total 


Cambridge 

ChUton. 

Darlington. 

Dodgerille 

Dunuid 

Elkhart  Lake 

Friendship 

Hasrward. 

Hcfioon. 

Lancaster 

Mauston 

Milwaukee 

Milwaukee 

NeillsriUe 

New  Richmond... 

Park  FaUe 

P«thtigo 

PhiUipe 

River  Falls 

Sheboygan  Falls.. 

Stanley 

Viroqua 

West  Bend 


Cambridge  Lt.  k  Pr.  Co 

Calumet  Service  Co 

Darlington  EL  Lt.  k  W.  Pr.  Co. 
Mineral  Pt.  Pub.  Service  Co.*... 
Durand  Lt  k  Power  Co 

MU.  k  Fox  R.  VaUey  Rv 

Friendship  Elec  Lt.  k  Pr.  Co. .. 

Hayward  El.  Lt  k  Pr.  Co 

Horioon  Lt  k  Pr.  Co 

Lancaster  El.  Lt  Co.  • 

Mauston  Elec  Service 

Molitor  k  Hummel  Co 

Railwur  Exchange  Bldg 

Neills  Ule  Elec  Co 

Apple  River  Power  Co 

Park  Falls  W.  Lt  k  Pr.Co 

Peshtigo  Lumber  Co 

Phaiipe  Lt  W.  Ht  k  Pr.  Co 

River  Falls  Power  Co.  • 

Falls  Lt  k  Power  Co 

Northwestern  Lumber  Co 

Viroqua  El.  Lt  Co 

West  Bend  Htg.  &  Ltg.  Co 

Total 


110 
252 
358 
262 


143 


265 
198 
299 

233 
1 

70 
179 

58 


278 
303 
553 
161 

278 
285 
280 


5,126 


242 


110 
276 
365 
264 
346 

219 


255 
207 
318 

243 
5 

71 
179 

61 

245 
282 
303 
572 
169 

290 
285 


6,368 


> Bought 

>  Report  for  period  from  April  2  to  June  30, 1914. 

•  No  record. 

*  24  hour  service  when  there  is  sufficient  water  to  operate. 
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MAXIMUM  DEMAND  DATA.    YEAR  ENDING  JUNE  30.  1914 


C^OKNBCTBD  LoAD  Of  Kw. 

MAxncuM 

Dbmand 

ON 

Station 
Kw. 

Total 

NUMBBB 

Kw.-H«. 

GlNXRAnD 

Street 
lighting 

Commer- 

dal 
UghUng 

Pbwer 

Total 

Lbnoth  of  Snnos 

23.33 
200.00 
280.40 
219.40 
200.00 

23.33 
312.00 
291.98 
254.80 
338.00 

^16.50 
100.00 
80.50 
45.00 
145.00 

83.60 

46.66 
130.00 
135.00 

185..00 
65.23 
76.00 
62.70 

975.00 

86.00 
235.00 
100.00 

49.50 

100.00 
65.00 
287.50 

16.046.00 
176,400.00 
1156.685.00 

(*) 

Continuous 

22.00 
6.58 
5.60 

90.00 

5.00 

29.80 

138.00 

Continuous 
Ehisk  to  midnight 

»450.000.00 

59.115.00 

100,060.06 
'75.451.30 
U30,000.00 

35,000.00 
95,547.00 
98,483.31 
»75. 000.00 
2,237,694.00 

90.384.00 
703,362.00 
*250,000.00 

i')  

17,810.00 

(«) .'..  . 

148,640.00 

«Cpntinuous 

Sunset  to  midnight  in  winter,  to  2.30  a  jn 

82.53 

151.00 
266.00 

167.20 
25.55 
122.84 
114.48 
51.50 

132.90 
121.00 
210.00 

84. OJ 

155.30 
335.00 
160.00 

(in  summer 

15.95 

98.48 
151.00 
406.50 

259.00 
65.23 
126.73 
131.33 
60.10 

216.40 
216.80 
223,20 

139.00 

322.30 
335.00 
350.00 

Dusk  to  midnight 

21.50 
42.80 

119.00 

49.00 
39.68 
3.89 

8.60 

69.20 
85.00 

Continuous 
Continuous 

Continuous  except  Sunday 

7  ajn.  to  12  m.;  12:30  to  6:30  p.m.-  Sat. 

16.85 

14.30 
10.80 
13.20 

Continuous                           [7  to  12  m. 
April  1  to  Oct.  Ij  12:30  ajn..  Oct.  I  to 
Continuous  (April  1.  5  a.  m.  to  daylight 

Continuous 
Continuous 

iif.oo 

75.00 

38.00 

92.00 

260.06 

Continuous 
Continuous 

7  ajn.  to  5  a.m. 

Dusk  until  dayUght 

Continuous  except  Sun.  4  p.m.  to  9  a.  m. 

261.58 

3,092.43 

967.17 

4,321.18 

•Estimated. 

*  Report  for  seven  months  ending  June  30, 1914. 

'  Except  Sunday. 

•Report  for  year  ending  Dec.  31, 1913. 
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CLASS  C.    MUNICIPAL  PLANTS.    STATION 
Cmktrkl  Station 


Nam*  of  Compant 

BOILBSS 

StkamEnoini8 
Rbciprocatino 

Location 

No. 

Total 
capacity 
in  h.p. 

No. 

Total 

capacity 

mh.p. 

Algoma 

Bayfield 

Black  River  Falls 

Cedarbura 

Clintonville 

Elkhorn 

Evansville 

Hartford 

Jefferson 

Kewaunee 

Municipal  Electric  Light  Plant 

2 

3 

2 

3 
2 
3 
2 
3 

2" 

3 

160 
300 

450 
200 

350 
200 
375 
300 
200 

izoo" 

280 

1 
2 

2 

2 

2 
2 
2 
2 
2 

i" 

3 

1.W 
250 

475" 

290 

325 
200 
275 
290 
200 

Kilboum 

ti                                 <•                        M                    •! 

Lake  Mills 

I«                          ,     <l                        «•                    4< 

150 

Waupun 

M                                II                        «                   <1 

355 

Total 

26 

3.016 

21 

2.960 

Nami:  of  Company 

Central 

Excrniits 

Motor  Gcnxrator 

LocAnoN 

Used  as  motors 

purchased 

power 

Used  as 
own  power 

No. 

Total 
capacity 
inkw. 

No. 

Total 

capacity 

inkw. 

No. 

Total 
capacity 
inkw. 

Algoma 

Bayfield 

Black  River  Falls 

Municipal  Electric  Light  Plant 

1 
2 

1 

3.0 
6.6 
15.0 

It                              II                      M                  It 

Cedarburg    

M                             II                      II                  11 

ClintonviUe 

•  I                             M                     «                  •• 

2 

2 
2 
2 
3 
2 

2 

1 
2 

5.0 

4.0 
6.0 
10.0 
16.0 
10.0 

5.6 
4.0 

Elkhorn 

•  1                             It                     11                  11 

KvamviUe     

•  I                             <l                     II                 II 

Hartford 

«                             II                     11                  II 

Jefferson.               «  .. 

II                             <l                      <l                  11 

Kewaunee 

••                             II                     II                 II 

Kilboum.. 

T^P  MilU. 

^^ 

Waupun. 

1 



Total „. „ 

22 

85.0 

1 
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EQUIPMENT.    YEAR  ENDING  JUNE  30,  1914 
Equipmskt 


STB.ill  TURBINISS 

Water  Whbelb 

Abc  Light  Gexkra- 
T0R8,  Direct  Cir- 

REKF 

Direct  Current 

Gbnbratohs  (other 

than  arc) 

Altbbnatino  Current 

Generators  (other 

than  arc) 

No. 

Total 
capacity 
inh.p. 

No. 

Total 
capacity 
inh.p. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 

capacity 

in  kw. 

1 
2 
1 
3 

2 

2 
2 
2 
3 
2 

2 

1 
3 

76 

100 

1 

400 



3 

426' 

400 

1 

1.50 

23 

190 

175 
175 

190 



2 

80 

275 

125 

86 

104 

332 

1 

150 

3 

480 

3 

425 

26 

2.239 

Substation  and  Transpormer 
Equipment 

Storage  Batter- 
ies AT  1  Hour 
Rating 

BoosTsa 
Sets 

Step-up 
Transformers 

Step-down 

TRANSrORMERS 

ROTARDCS 

Step-down 
Transformers 

No. 

Total 
capacity 
ID  kw. 

No. 

Total 
capacity 
inkw 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
mkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 

capacity 

inkw. 

1 

21 

1 

15 

1 

1 

44 

9 

6 

2.6 

. 



161.0 

•   2 

36 

60 

163.5 
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CLASS  C.    MUNICIPAL  PLANTS.    CONSUMER.  LOAD  AND 


Nami  op  Coupant    ' 

COKBClttRa 

Location 

Number 
lishtiiig 

Number 
power 

Total 

Algoma.         

Bayfield- 

••             ••         ««        •« 

214 
278 
225 
271 
233 

349 
398 
674 
423 
256 

210 
329 
540 

1 

10 
8 
10 

215 

278 

Black  RiTerFaQt....... 

Cedarhurg 

235 

279 

CUntonvifle. 

41                             tt                     It                  •• 

243 

Klkh^YP 

M                             4<                      U                 .. 

349 

RvanrvillfiL 

M                             <t                      U                  i. 

6 
44 

17 

8 
10 
18 

404 

IT«rt/nH 

ToUl  . 

718 

Jeffenon.    .^- 

440 

Kewaunee...^ 

KObourn  .    .» 

256 

218 

TAk^  MiUff 

389 

Waupun 

558 

4.400 

132 

4.632 

*  Not  rq)orted. 
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maximum  demand  data,    tear  ending  JUNE  30.  1914. 


CoNNWTiBD  Load  in  Kw. 

Maximum 

demand 

on  station 

kw. 

Total  num- 
ber kw-hr. 
generated 

and 
purchased 

Street 
lighting 

Commer- 

dal 
lighting 

Power 

ToUl 

Length  of  serrice 

13.96 

297.00 
250.00 

(I)..    . 

3.75 

314.70 
250.00 

(1).. 

59.0 
77.0 

m.o 

190.0 

110.0 
105.5 
250.0 
100.0 
75.9 

96.0 
76.0 
225.0 

97,580 
149,157 

1987231 

C) 

228,038 
168.809 
162,057 
153.028 
187,812 

317.532 
101.760 
349.410 

H-hr.  before  sunset  to  H-hr.  af tec  sunrise. 
Until  June  15.  1914.  dusk  until  dawn. 

(J) 

Continuous  except  Sundays. 
12:50  p.  m.  to  12K)5  p.  m. 
Continjou)  except  Sunday. 

Dusk  to  daylight,  all  day  Tues.  and  Sat- 

20.00 
10.00 

11.85 

160.00 
225.00 

351.60 
300.22 
500.00 
312.70 
177.60 

136.50 
128.00 
461.70 

119.00 
60.00 

299.00 
295.00 

363.45 
340.72 
773.55 
460.50 
192.10 

219.00 
168.00 
607.80 

12.50 
26.55 
9.00 
14.50 

28.00 
247.00 
138.80 

Continuous.                            (urday  p.  m. 

Continuous. 

Continuous. 

All  night. 

12.50 

70.00 
40.00 
128.70 

Continuous. 

Dec.  12.  1913.  to  June  30,  1914,  continu- 

17.40 

Continuous.  bus  July  1  to  Dec.  12. 1913.) 

148.26 

3,300.32 

835.25 

4.283.82 

2,113.404 

'No  record. 
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CLASS  D.    PRIVATE  PLANTS.    STATION 


Name  of  Company 

CsNisAL  Station 

Location 

BOILRIU) 

Stkau 
Enqinwi 

Watbr 
Whebi^ 

No. 

Total 
capacity 
in  h.p. 

75 

63 

100 
360 

No. 

1 

2 
2 

I 

1 

2 
1 

2 
2 

1 

1 

2 
I 

i 
1 

1 

i 

1 
1 

Total 
caparity 
in  h.p. 

65 

70 

175. 
135 

125 

100 

225 
85 

160 
300 

80 

100 

175 

120 

65 

130 
60 

65 

125 

66 
87 

No. 

■'32 
5 

2 

1 

T 

Total 
capacity 
in  h.p. 

Abbotuford 

Alma 

Amery 

AmherKt 

Athena 

Abbotsford  Elec.  Co 

Alma  Elec.  Lt.  Co 

Amery  El.  Co 

B.  E.  Dwinnell 

Athena  El.  Lt.  &  Pr.  Co 

Augusta  El.  Lt.  &  Tel.  C^ 

Husea  Bros.  El.  Lt.  A  Pr.  Co 

2 

1 
3 

275 

85 

Augusta. 

Bangor 

Bloomer 

Brillion 

Bloomer  El.  Lt.  &  Pr.  Co 

F.  Paustian  Milling  Co. .          

-185 

Brodhead 

Brodhead  Elec  Co.* . 

1 

125 

100 

160 
190 

110 

175 

75 
100 

100 

75 

275 

Chcti»Jc 

Chetek  Lt.  4  Pr.  Co 

115 

Ellsworth 

Ellsworth  Ht.  Lt.  &  Pr.  Co 

Fountaia  City  Lt.  &  Pr.  Co 

Gays  Mills  El.  Lt.  Plant 

Great  Northern  Pail  Co 

Glenwood-Downing  El.  Lt.  &  Pr.  Co 

Grafton  Lt.  Ht.  &  Pr.  Co 

Hustisford  El.  Lt.  &  Pr.  Co 

lola  El.  Lt.  &  Pr.  Co     

2 

1 

...  ^. 

3 

I 

'  1 



1 

150 

Fountain  City 

Gays  Mills 

85 

Gillett 

Glen  wood 

Grafton 

1 

1 

115 

Huafisford 

200 

lola 

Iron  River 

Iron  River  W.  Lt.  &  Pr.  Co.  • 

i 

"i" 

3 
M 

Menomonee  Falls 

Milton 

Menomonee  Falls  Lt.  &  Pr.  Co 

Milton  W.  Lt.  &  Pr.  Co 

MoGowan  W.  Lt.  &  Pr.  Co 

Mondovi  Lt.  &  Pr.  Co 

Montello  Granit*  Co 

Mt.  Horeb  EI.  Lt.  Co 

Mosinee  El.  Lt.  A  Pr.  Co 

Necedah  Mlg.  A  El.  Co 

Neshkoro  Lt.  A  Pr,  Co 

Oakfield  Lt.  A  Pr.  Co 

Omro  EI.  Lt.  Co 

Ontario  El.  Lt.  Co.                    

Milton  Jet. 

Mondovi 

100 

Montdlo 

90 

Mt.  Horcb 

Mosinee 

Necedah 

100 

Neshkoro 

300 

Oakfield 

25 

Omro 

Ontario 

1 

56 

Owen 

John  S.  Owen  Lumber  Co 

Pardefville 

Pardeeville  El.  Lt.  Plant 

StarksASkeel 

Rio  Elec.  Lt.  Plant 

Bark  River  El.  Lt.  A  Pr.  Co 

Sevmour  Vallev  Lt  A  Pr  Co 

1 
2 

""i" 
1 

2 

60 

65 

150 
80 
8 

Plainfield 

Rio 

Rome 

Seymour 

Spring  Valley   .    . 

WLs.-Minn.  Lt  A  Pr.  Co 

Stratford 

R  Connor  Co  El  Lt.  Plant 

Westfidd 

Westfield  Mlg.  A  El.  Lt.  Co 

1 
2 
2 

1 
2 

118 

West  Salem 

Neshonoc  Lt.  A  Pr.  Co. 

202 

Weyauwega. 

Weyauwega  El.  Lt.  Co 

150 

Winnecoime 

Winneconne  Ht.  Lt.  A  Pr.  Co 

Wittenberg  El.  Co.  .     /          

....... 

120 

1 
1 

40 
100 

35 

Wittenberg 

216 

Total 

31 

2,198 

29 

2.653 

32 

2.877 

1  Three-wire  balancor  set.  Northern. 

*  Storage  battery. 
(Gas  engines. 

*  Mimidpal  utility. 
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Eqvmaan 

SUBflTATION  &  TrANBVORMKR 
EQUtPMRNT 

Arc  Light 

GSKKRATOBfl 

Al/TERNATINO 

CURRKNT, 

Arc  Light 
gsnbratobs 
DirbctCtjr- 

RBNT 

DlRKCT  CCR- 
RINT  GkNKRA- 

T0R8  (other 
than  arc) 

ALTBRNATINa 
CURRKNT  GbN- 

KRAT0R8  (other 
than  arc) 

OrmsR  En- 
gines AND 
Genkratorb 

ROTARIX8 

Stop-down 

TRANnrORMRRS 

No. 

Total 
capacity 
in  kw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
in  kw. 

No. 

Total 
capacity 
in  kw. 

No. 

Total 
capacit>- 
in  kw. 

No. 

Total 
capacity 
.  inkw. 

1 

29.80 
3.00 

1 

50.00 

....... 

1 

200.00 

60.00 

1 
2 

2 
2 

....... 

5 

2.00 
95.00 

140.00 
115.00 

126.06 

140.00 

n 

6.60 



»• 

1 

50 

2 
2 

180.00. 
200.00 



1 

1 
2 

1 

76.66 

75.00 
160.00 
75.00 

1 
1 

2.50 
75.00 

1 
»i 

100.00 
3.00 

11 

2 

105.00 



2 

308.00 

•1 
2 

50.00 
33.60 

2 

....... 

30.00 
35.00 

2 

22.25 

1 
2 

120.00 
125.00 

*i 

4.00 

3 

50 

::::i::i::: 

1 

20.00 
57.00 

2 

225.00 

1 
1 

"T 

1 

1 
1 

60.00 
80.00 

"T 

80.66 

1 

^2 
2 

3.60 

3.00 

111.90 



60.00 

60.00 
75.00 
60.00 



::: 

"T 

17.66 

n 

6.00 

2 

90.00 



1 

40 

1 

1 
1 

50.00 
60.00 
76.00 

♦1 

2.00 

..,_... 



....... 

25.66 

2 

135.00 

*2 

8.00 



3 

90 

29 

1,121.50 

32 

2,520.25 

20 

441.90 

12 

50 

•Ezdter. 

•  Report  for  6  months  ending  June  30, 1914. 

T  Bafanoer  let. 
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CLASS  D.    PRIVATE  PIANT8.    CONSUMER,  LOAD  AND 


Namb  or  Company 

CONBDURS 

Location 

Number 
lighting 

Number 
power 

Total 

Abbotaford 

Abbotuford  Elec.  Co 

Alma  El.  Lt.  Co 

Amery  El.  Co 

B  R.  Dwinndl 

55 
141 
106 

73 
137 

153 
174 
1S8 
125 
490 

145 
186 
119 
90 
105 

185 
94 
67 
109 
155 

89 
143 

74 
152 
198 

168 
119 
135 
264 

141 
65 
114 
151 
123 

96 
53 
137 
160 
45 

99 
177 
118 
104 
144 

55 

Ahna       ,,  

Amery - 

Amhoret 

1 
2 

142 
108 
73 

Athena 

Athens  El.  Lt.  4  Pr.  Co 

Augusta  El.  Lt.  A  Tel.  Co 

Huaaa  Bros.  El.  Lt.  &  Pr.  Co 

137 

Auguata. 

153 

Bangor     

4 

7 
10 
12 

8 
16 
12 

2 

178 

Bloomer....- 

Brillion 

BloonwrEI.Lt.&Pr.Co 

F.  Pauatian  Milling  Co 

Brodhead  El.  Co.* 

Chetek  Lt.  A  Pr.  Co 

EUaworth  Ht  Lt.  &  Pr.  Co „ 

Fountain  City  Lt.  &  Pr.  Co 

Gays  Mills  El  Lt.  Plant          

Great  Northern  Pail  Co 

195 
135 

Brodbead 

Chetck 

502 
153 

Elbworth 

202 

Fountain  City 

131 

Gmtb  Mill8..„ 

GUlett 

92 
105 

Glen  wood 

Glenwood  Downing  El.  Lt.  A  Pr.  Co 

185 

Grafton ^ 

Hustisford. 

Grafton  Lt.  Ht.  APr.  Co 

Hustisford  El.  Lt.  A  Pr.  Co 

lola  El.  Lt.  A  Pr.  Co 

Iron  River  W.  Lt.  A  Pr.  Co  * 

13 

107 
67 

IoUl 

(») . 

1 

"s" 

109 

Iron  River.„ 

156 

89 

MUton 

Milton  Jet 

MUton  W.  Lt.  A  Pr.  Co 

McGowan  W.  Lt.  A  Pr.  Co 

146 
74 

Mondovi 

Mondovi  Lt.  A  Pr.  Co 

Monidh)  GraniU^  Co..  .  , 

152 

Montdlo 

188 

Mt.  Horeb 

Mt.  Horeb  El.  Lt.  Co 

I 

173 

Moainee 

Moainee  EI.  Lt.  A  Pr.  Co 

125 

NecHah 

Necedah  Mlg.  A  El.  Co 

N«hkoro  Lt.  A  Pr.  Co 

Oakfield  Lt.  A  Pr.  Co 

OmroEl.  Lt.  Co 

Ontario  El.  Lt.  C/O 

135 

Neifhknro,. 

5 

(I).. 

269 

Oakadd. 

77 

Omro. 

141 

Ontario...  .  „„ 

1 
7 
4 

66 

Owen 

Pardeeville „.„ 

Plainfield 

John  S.  Owen  Lumber  Co 

Pardeeville  El.  Lt.  Plant 

StarksASked 

Rio  Elec.  Lt.  Plant 

Bark  River  El.  Lt.  A  Pr.  Co   

Seymour  El.  Lt.  Plant 

WiB.-Minn.  Lt.  A  Pr.  Co 

121 
155 
123 

Rio 

Rome 

96 
53 

Seymour  

Spring  Valley 

5 
4 

3" 

15 

142 
164 

Stratford 

WeBtfield 

Wat  Salem. 

Weyauwe?a „ 

WifiTiwonne 

R.  Connor  Co..  El.  Lt.  Plant 

W.  Milling  A  El.  Lt.  Co 

NeshonocLt.  A  Pr.  Co 

Weyauwega  El.  Lt.  Co 

Winneoonne  Ht.  Lt.  A  Pr.  Co 

Wittenberg  Elec.  Co 

Total 

45 

99 
177 
118 
107 

Wittenberg    .    . 

159 

6.043 

146 

6.189 

1  Inchided  with  lighting  consumers. 

»  No  record. 

'  Municipal  utility. 
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maximum  demand  data,  year  ending  JUNE  30,  1914. 


CoifNXCTBD  Load  m  Kw. 

Maximum 
demand 

on 
station 

Total 
number  kw- 
hr.  generated 
or  purchased 

Street 
lighting 

Commer- 

dal 
lighting 

Power 

Total 

Length  of  service 

10.00 

45.00 
55.70 
48.00 
39.60 
109.90 

70.00 
70.00 
60.00 
87.00 

o 

75.00 

165.70 

73.00 

19.00 

55.00 
62.72 
68.80 
54.60 
120.80 

80.00 
83.70 
111.70 
119.00 
77.14 

91.70 
251.41 
237.50 

33.70 

18.70 
36.00 
60.00 
33.00 
44.00 

52.00 
30.00 
45.00 
55.00 
80.00 

56.00 
113.00 
70.00 
30.00 

Continuous. 

5.20 
2.50 
15.00 

1.82 
18.30 

29.381.70 
41.000.00 
27,000.00 
103.920.00 

(»)  

Dusk  to  midnight. 

Continuous. 

Thmk  to  midnight  and  in  winter  5  a.  m. 

7.90 
10.00 

3.00 

9.70 

44.80 
26.00 
67.14 

9.70 
71.21 
160.00 
11.20 

Continuous.                        [to  d»ylight. 
Dusk  to  midnight. 

4.00 
6.90 
6.00 
10.00 

7.00 
14.50 
4.50 
3.50 

55,500.00 
120.525.00 

67,500.00 
150.000.00 

78.430.00 
150,000.00 
160.490.00 
48.954.00 
24.383.00 

5:30  a.  m.  to  noon.  1  p.  m.  to  midnight 

Continuous. 

Continuous. 

Continuous  except  Sunday.  d»ylight  to 

Continuous  except  about  two  houra  in 

Continuous. 

1  hr..  12  m  to  1  p.  m..  reserved. 

Dark  to  daylight 

Twili^t  to  midnight  and  5:30  to  daylight 

Continuous. 

Continuous. 

5.50 

66.00 
100.00 
65.00 
72.00 
130.00 

55.00 
53.00 

looTob 

132.00 

87.10 
56.00 
60.00 
100.00 

(») 

99.00 
10.90 
100.00 
108.00 
115.00 

60.00 
24.00 
190.00 
75.0C 
40.00 

87.0C 
84.00 
75.00 
35.00 
125.00 

71.50 
226.00 
67.65 
77.60 
148.70 

55.00 
78.40 
1.00 
105.20 
144.50 

118.96 
109.50 
70. OC 
158.00 
2.20 

104.00 
27.70 
107.50 
137.00 
125.00 

69.00 
39.50 
222.25 
94.93 
43.75 

101.00 
92.06 
90.00 
49.60 

149.80 

31.50 
60.00 
55.00 
53.00 
120.00 

6.00 
2.65 

120.00 

86,884.00 
18.615.00 
65.385.00 

3.80 
11.00 

1.80 
7.70 

23.00 

Dark  till  midnight  and  5  a.  m.  till  day- 
Sunset  to  sunrise.                          [tight. 

(t)    

2.40 
1.00 
5.20 
12.50 

24.00 
9.00 

(«) 

32.00 

50.00 
34.00 
50.00 
130.00 
16.50 

27.60 
27.60 
50.00 
47.00 
42.00 

35.00 
20.00 
36.00 
28.00 
35.00 

33.00 
40.00 
67.00 
12.65 
75.00 

32.984.00 
20.813.00 

(«) 

59.471  OC 

35,000.00 

Continuous. 

Continuous. 

Sundown  to  11:15.  Sat  nighte  12:03. 

Sunset  till  12  m 

5.00 
4.30 

26.86 
49.20 

7  a.  m.  to  11  p.  m..  except  Sundays. 
Continuous. 

10.00 

51.881.00 

»220.000.00 

•9.649.00 

38,131.00 
22.660.00 
141.720.00 
43,228.00 
40,000.00 

•22.000.00 

(«) 

45.422.00 
64,758.00 
82.013.00 

20.329.00 

(») 

28.97d.06 

119.460.00 

Sundown  to  sunrise  excSunday  midnight. 
5  a.  m.  \mtil  midnight  except  Sundays. 
C4)ntinuou8. 

Dusk  to  12:30  p.  m. 

Dark  to  12  o'clock  and  from  5  a.  m.  to 
Sunset  to  sunrise.                     [daylight, 
jl^hour  before  sunset  to  noon,   intemip- 
Sundown  to  midn't.  [tions  after  daylight. 

From  dusk  to  11  p.  m.  Sat.  12  m. 

Continuous. 

7  a.  m.  to  midnight. 

Continuous. 

Dusk  to  daylight. 

Sunset  to  sunrise. 

Sunset  to  sunrise  and  on  dark  days  longer. 
Dark  until  midnight  and  5  a.  m.  until 
Continuous.                             [daylight. 
Dusk  to  dawn. 

28.00 
2.20 

5.00 
1.80 
7.50 
4.00 
10.00 

9.00 
2.20 
8.00 
8.70 
3.75 

14.00 
8.06 

30.00 

15. 00 
25.00 

13.30 

24.25 
11.20 

15.00 
2.70 
12.00 

11.90 
12.80 

318.26 

3,221.90 

794.88 

4,335.04 

2.326.406.70 

*  Report  for  6  months  ending  June  30,  1914. 

•Estimated. 

•Sold. 
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CLASS  D.    MUNICIPAL  PLANTS.    STATION  EQUIP 


Namb  of  Compant 

CsMTKAL  Station 

Location 

BoiLns 

Stbam  Eifauas 

Water  Wheels 

Num- 
ber 

Total 

capacity 

inh.p. 

Num- 
ber 

Total 
capacity 
mh.p. 

Num- 
ber 

Total 
opacity 
mh.p. 

Arcadia 

Municipft]  Elwtric  lighting  Plant. 

2 

2 

1 
2 

1 
2 
2 
2 
2 

2 

""i"" 

180 

3J0 
125 
120 

100 
300 
200 
160 
130 

195 

225 

2 

216 

200 
100 
120 

90 
280 

95 
180 
100 

60 

175'" 

Barron 

1 

140 

Boflcobel  

Caahton 

4<                          M                   it                   „ 

Crandon 

•1             ••          «          «< 

Cuba  City 

«.                           u                    ••                    t< 

Cumberluid 

4.                               tl                        •«                        «t 



Ffnnimore 

41                                   tl                          <•                          <t 

Florence   .^ 

\\             ,i          il          ", 

Lodi 

Masomanie 

•• 

Musooda 

2 

257 

New  GlaniB 

New  Holstein... 

4«                                44                        .1                        44        ,   y  ■ 

New  Lisbon. 

Princeton^ 

44                                   44                          44                          44 

I 

2 
2 
2 

1 

2 

1 

100 

•      100 

300 

100 

60 

200 
125 

21 

85 

335 
80 
50 

86 
150 

Randolph. 

"                                   "                          "                          " 

Reedsburg. 

2 

Rib  Lake 

Sauk  City 

Spooner 

Spring  Green 

Sun  Prairie „ 

Total 

130 

31 

3,020 

2,392 

5 

527 

>  Includes  1 

exciter. 

» Motor. 
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MENT.    YEAR  ENDING  JUNE  30,  1914. 


Equipmsnt 

Substation  and 

TRANSrORMBR  EqUIPMBNT 

Arc  Light 
Qemvrators 

ALTERNATma 
CURRBNT 

Arc  Light 
Gknsratora 

DlRBCT 
CURRaNT 

DiRicT  Cur- 
rent GSNERA- 
T0R8  (other 
than  are) 

Alternating 

Current  Gbn- 

KRATORB  (other 

than  arc) 

Other  Engines 
AND  Genbr- 

ATORJ! 

ROTARIBS 

9rBP-D0WN 

Transform- 
ers 

Num- 
ber 

Total 

capadty 

inkw. 

Num- 
ber 

Total 
capacity 
mkw. 

Num- 
ber 

Total 
capacity 
inkw. 

Num- 
ber 

Total 
capacity 
in  kw. 

Num- 
ber 

Total 
capacity 
mkw. 

Num- 
ber 

Total 

capa- 

aty 

in  kw. 

Num- 
ber 

Total 
capa; 

2 

1 
2 

I 

166.60 
90.00 

120.00 
75.00 

«2 

n' 

«15 

n 

i'i 

26.00 

6.00' 

126.00 

7.50 





i 

76 

i" 

120.00 

1 

50 



1 

62 

1 
1 

"""i" 

1 

1 

75.00 
100.00 

■76.00' 
60.00 

60.00 



2"" 

■■"  126  ■ 





n 

3"" 

1 

3.50 

50.70" 
56.96 









1 

2 





2 

146 

2 

1 

260.00 
60.00 

1 

1 

36 

2 

I 

111.00 
75.00 

13 

38.00 

1 

2 

i 

100 

2 

125 

3 

125 

6 

344 

20 

1,427.50 

28 

312.65 

1 

2 

*  RepOTt  for  16  months  ending  June  30. 1914. 
*R^t  for  year  ending  March  28, 1914. 
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Report  of  Railroad  Commission 


CLASS  D.    MUNICIPAL  PLANTS.    CONSUMER,  LOAD  AND 


Namc  op  Company 

CONBUMSRS 

Location 

Numbtf 
lighting 

Number 
power 

Total 

Arcadia 

Munioipal  Electric  Light  Plant 

258 
284 
272 
90 
90 

184 
177 
213 
222 
113 

133 
139 
180 
150 
96 

209 
216 
573 
141 
163 

262 
144 
186 

7 

265 

Barron 

284 

Boeoobei 

a                        „                  ..                >t 

15"" 

2 
9 

272 

Cashton 

«•                            M                     •<                  •• 

90 

Onmdon,  

••                        ••                  <«               •> 

105 

Cuba  City 

Cumbfrland 

••                  •• 

186 
186 

Fennimore 

ZZ'ZIZZ^  Z'Z'Z 

213 

Florence. 

222 

Lodi             

113 

Maxomanie    

133 

Muacoda 

«                II            It          II 

139 

NewGlanu 

II                                11                        II                     M 

11 

191 

New  Holstein    

.1                     .1                1.              li      2 

150 

New  Lisbon 

••                       "                 "               "      3 

96 

Princeton. 

2J9 

Randolph      

"                "            **           "    „ 

5 
21 

221 

Reedaburg 

Rib  Tiftkf 

5(M 

II                11            11           11 

141 

Sauk  City 

11                II            II           II 

163 

Spooner 

Sprii^  Green 

Sun  ftairie 

•I                   It               II             •• 

I 
8  " 

253 

..                                      ..                             ••                         M 

144 

11                                   it                          M                      11 

194 

Total 

4,485 

79 

4,564 

» No  record. 

s  Report  for  15  months  ending  June  30,  1914. 
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MAXIMUM  DEMAND  DATA.  YEAR  ENDING  JUNE  30.  1914. 


CoNNicTBD  Load  in  Kw. 

Mfivim^^m 

Total  No. 

kw-hr. 

geoerated 

or  purchased 

Streel 
lighting 

Com- 
mercial 
lighting 

Pow«r 

Total 

demand 

on 
station 

Length  of  service 

20.40 
20.00 

135.50 
80.00 

120.00 
31.00 
80.00 

80.00 

155.90 

22.00 

6.15 

0) 

84.00 
70.00 
100.00 
99.00 
31.00 

87.50 
166.00 
700.00 

80.00 
150.00 

65.00 
76.00 
163.00 

37.30 

193.20 
100.00 
134.00 
46.00 
66.00 

96.70 
182.10 

40.70 
6.52 
8.00 

87.60 
77.00 
172.70 
120.90 
39.40 

121.50 
195.20 
830.42 
83.20 
157.00 

108.30 
80.00 
237.00 

44.0 
70.0 
60.0 
29.0 
75.0 

■■■%.6 

50.6 
4.8 
33.0 

16.8 
58.0 
100.0 
26.0 
20.0 

55.0 

166.0 

39.0 
40.0 

65.0 
35.0 
75.0 

87.550.00 
149.650.00 
87,306.00 
40.261.00 
13.109.30 

. 0) -. 

: i:i...; 

140.950.00 
(') 

38.000.00 
27,580.00 
118.090.00 
75.258.00 
47.350.00 

61,000.00 
55.000.00 
514.150.00 

Continuous  except  H  hour  at  noon. 
Twilight  to  dayught. 

14.00 

Dark~io  daylight~and  one-half  day  each 
Sunset  to  11:30  p.  m.                    [week. 
Dark  to  daylight 

Continuous. 
Sunset  to  sunrise. 
Dusk  to  12  p.  m. 
Twilight  to  dawn. 

Dusk  to  midnight. 

3.00 

5.50 
11.20 
18.70 

8766 

3.60 

12.00 
36.00 

11.20 
15.00 

**"'87 

7.00 
13.00 
11.50 

8.40 

10.40 

Dusk  to  1  a.  m". 

5  a.  m.  to  11  p.  m. 

Continuous,  except  Sunday  daylight  to 

Dark  to  daylight.                         [dusk. 

4  p.  m.  to  midnight  in  winter  and  6  p.  m. 
7  a.  m.  to  12  m.     [to  midnight  in  summer. 
Continouus. 
Dark  to  1  a.  m. 

34.00 

7.50 
28.00 
3.20 

21.70 
107.42 

7.00 

34.486.66 

0) 

Sunset  to  11  p.  m. 

6.00 

37.30 

Night  service  and  dark  days. 

4.00 

26,887.00 
95.000.00 

Dark  to  midnight. 

7.60 

66.40 

Continuous. 

236.60 

2,532.05 

414.79 

3.183.44 

1,611.627.30 

>  Report  for  year  ending  March  28.  1911. 
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Report  of  Railroad  Commission 

CONDENSED  FORM  OF  REPORT.    PRIVATE  PLANTS.    STATION 


Naiu  of  Compakt 

CumuL  Station 

Location 

BoUen 

Steam 
EngioM 

Water 
Wheeb 

No. 

Total 
cap.,  h.  p. 

No. 

Total 
cap.,  h.  p. 

No. 

Total 
cap.,  h.  p. 

Albany 

Afton. 

Albany  EL  Lt.  4  Mlg.  Co 

J.  Holmes  &  Sons 







1 

1 

60 
60 

Alipnild 

Almond  Elec.  Co.O).. „ 

"Aubtirndale 

R.  Connor  Co.... „ 

Baldwin  EL  Lt.  k  Fuel  Co     ...„ 

1 
1 

60 
116 

1 
1 

24 
98 

Baldwin. 

Bdleville  .. 

Belleville  Milk  A  EL  Lt.  Co... 

1 

40 

BriatoL.-. 

Brvrtol  Rhw.  Plant 

Birnaniwood 

Bimamwood  E!  Lt.  Co,. 

3 
2 

240 
200 

1 
1 

125 
50 

Boyd. _ 

Casenovia. 

rMtii^TM  nomminp^ 

Casenovia  Lt.  &  Pr.  Co 

1 

104 

Cedar  Grova.„ 

Wia.  Foundry  k  Steel  Works 

Clayton  Elec.  Co 



Clayton. 

r!iov^ftnd 

niwAland  T4  *  Pr,  <> 

1 

9 

Colfax. 

Colfax  Mills  &  Pr.  Plant 

1 

85 

(dolman 

Pound  Lt.  &  Pr.  Co 

Coon  VaUey 

Eden. „ 

Coon  Val.  Mlg.  A  Ltg.  Co.(«) 

1 

35 

Eden  Elec.  Lt.  Co  (») 

Elcho 

Charles  W.  Fi«h  Lumber  Co.._ 

Elderon  Lt.  A  Pr.  Co 

Wb.-Minn.  Lt.  k  Pr.  Co 

Endeavor  Lt.  A  Pr.  Co „ 

N.  C.  Foster  Lumber  Co.  (*) 

Fairwater  El.  Lt.  A  Auto  Co.  (')   .. 

1 
2 

80 
25 

1 
1 

50 
20 

Elderon. 

Kbnwood 

Endeavor....„ 

Fairchild 

i 

1 

1 

Fairwater 

39 

Frederick... 

Gilmanton. 

Frederick  El.  Lt.  Plant.... 

Forr«t  k  Kenyon  (•)...._ 

Glidden  Lt.  A  Pr.  Co.  C) 

1 

60 

1 

50 

35 
36 

Glidden 

Green  Lake 

Grffi)  UVflFflw  f^-n  (») 

Gresham     .  ... 

Greaham  El.  Lt.  k  Pr.'Co „ 

Hancock  Lt.  k  Pr.  Co.  (•) 

Hillaboro  Lt.  k  Pr.  Co.  (»») 

1 

1 
i' 

135 

Hancock 

Hillaboro 

60 

1 

60 

40 

Honey  Creek 

Kiel.„ 

Honev  Creek  E3.  Lt  Co.  f) 

Kiel  Furniture  Co 

Kewaskum  El  Lt  Co 

2 

200 

1 

176 

La  Fance 

La  Farge  Elec.  Co     .. 

UvUfe 

La  Valle  Elec.  Co 

2 

60 

Lena  Elec.  Lt.  k  Pr.  Co.  («) 

l' 

Lomira 

Luck 

Lomira  El.  Lt.  4  Pr.  Co 

P.  M.  C.  Pederson  El.  Lt.  Plant 

Little  Wolf  River  Lumber  Co 

Mishicot  El.  Lt.  A  Pr.  Co  

70 

30 

1 

1  ■ 

'.    50 

.' 21 

3 

1 

Manawa 

200 

Mishicot 

60 

N.  Freedom 

Osaeo 

N.  Freedom  El.  Lt.  Co...„ 

Ouseo  Elec.  Co.  0«) 

Arnold  TeRonde  El.  Lt.  Plant 

Oostburg 

Oxford 

Oxford  Elec.  Lt.  A  Pr.  Co.  (>) 

Pine  River  Elec.  Co.  (") 

Nekoosa  Edwards  Paper  Co 

Pnv  Sinni  lAa  A  Pr  Co   f>*) 

50 

110 

1 
I 

20 

Pine  River 

Port  Edwards.. 
PoyiJippi 
Random  Lake 
Rosholt  

Random  Lake  El.  Lt.  A  Pr.  Co „ 

Rosholt  El.  Lt.  Plant 

Soldiers  Grove  El.  Lt.  Co.  (")    

1 

1 

50' 

45 

2 

24" 

Soldiers  Grove 

110 

Theresa 

Theresa  El.  Lt.  A  Pr.  Co  

Thiens^-ille 

Thiensville  El.  Lt  A  Pr.  Co 

1 
1 
1 

37 

Trade  Uke 

Twin  Blufis 

A.  0.  Dahlberg  Elec.  Co 

Twin  Bluffs  \fill  Pr.  A  Lt  Plant 

1 

60 

so" 

1 
1 

i " 

50 

35 
100 

Warren. 

WcBtboro 

Wild  Rose 

Geo.  Warren  Co 

Westboro  El.  Lt  Plant 

Rose  Milling  Co        

35 

45' 

2 

1 

66 

Wilton 

Wilton  Lt.  A  Pr  Co             

40 

Withee 

Withee  El.  Lt  Plant  (>«) 

1 
21 

Total     

1.419 

16  '          938 

28 

1,420 

J  Report  for  6  monthn  endin<?  June  39.  1914. 
'  Report  for  4  months  endin?  June  30.  1914. 
'  Report  for  3  months  ending  June  30,  1914. 
<  No  record. 
»  Report  for  11  months  ending  June  30,  1914. 


«  Report  for  year  ending  Juno  1,  I9I4. 
'  Report  for  4^3  months  endinjc  June  30,  1914. 
^  Report  for  ^  months  ending  June  30,  1914. 
*  Report  for  7  months  ending  June  30,  1914. 
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Bquipioent 

Substation  Equipmbnt 

Arc  light 

Generators 

A.C. 

Arc  light 

Generators 

D.  C. 

D.C.  Generators 

(other 

than  arc) 

A.  0.  Gener- 
atoTB  (other 
than  arc) 

Other 
Engines  and 
Generators 

Rotaries 

Step-down 
Transformers 

No. 

Total 
cap.,  kw. 

No. 

Total 
cap.,  kw. 

No. 

Total 
cap.,kw. 

No. 

Total 
cap.,  kw. 

No. 

ToUl 
cap.,  kw. 

No. 

Total 
cap.kw 

No. 

Total 
cap..kw. 



1 
1 

46.00 
7.50 
37.50 
25.00 

1 



' 

' 

i" 

75' 

1 
2 

1 

1 

1 

1 
1 

1 
1 
2 

1 
1 

i 

1 
1 

2 

16.00 

l" 

9.00 



;;■;;;;■•;■ 


55.00 
12.50 

15.00 
5.00 
5.50 

60.00 

15.00 
12.50 
30.00 

15.00 
12.00 
7.50 

::::•;• 

1 
l" 

9.00 
29.80 

» 

l" 

18.65 

3 



100 

155 

■■■■'■ 

45 

50 

2 
111 

3.00 

1 

2.50 
20.00 
30.00 

25.25 

1 

33.57 

i 

60 

r 

"1 

13.40 

29.8() 
3.00 

26.10 

:::::::;: 

1 
1 

i 

1 

i"" 

1 

1 

i" 

2 
1 

1 

l" 

1 

1 

25.00 

18.00 
25.00 

::::: 

60 

1 

ioo.ix) 

40.00 

20.00 
7.50 
7.15 

14.00 
27.50 
17.50 
75.00 

18.30 

131 

1 
1 

2.50 
9.00 





2 

25.46 

i' 

1 

1 

45 

75 

30 

"1 
19 

3.00 
215.28 

'.".'.'..'.'.'.'.' 

1 
1 

25.00 
25.00 

1 

100 

45 

888.70 

8 

440 

3 

155 

"  Equipment  belontps  to  Vcmon  County  Milling  Co. 

"  Booster  generator. 

>'  Report  for  5  months  ending  June  30,  1914. 

M  Exciter. 

**  Report  for  6  months  ending  June  30, 1914 


'*  Report  for  9  months  endina  June  30,  1914. 
'*  Report  for  6'  2  months  endinp;  June  30,  1914. 
1^  Equipment  owned  by  Peterson  estate. 
1^  Report  for  10  months  ending  June  30,  1914. 
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Report  of  Railroad  Commission 


CONDENSED  FORM  OP  REPORT.    PRIVATE  PLANTS.    CONSUMER, 


NaMB  or  COMPANT 

ComuMBis 

Location 

Nomber 
lighting 

Number 
power 

Total 

Alhwy 

AftoiL. 

Almntvf 

Albany  EI.  U.  *  Mlg.  Co_ 

J.  Hohnes  k  Sona„       „ 

Almond  Eleo.  Co.» „ ^ 

R.  Connor  Co. 

183 
15 
«7 
17 

132 

31 
21 
108 
33 
63 

67 
39 
16 
107 

28 
15 
14 
17 
98 

66 
51 
41 
106 
35 

51 

70 
32 
67 
85 

21 
9 
75 
102 
76 

20 
73 
61 
118 
57 

81 
41 
25 
32 
17 

122 
19 
53 
52 

104 

64 
61 

106 
74 

363 

65 

80 

72 
58 

2 

183 
17 
67 

A\ihunKl»k , , 

3 
6 

4 

20 

BridwiiL. 

Baldwin  El.  Lt.  A  Fuel  Co.... „ 

138 

Belleville.... 

BeDefOla  Millf  *  EL  LtCo... 

Briftol  Elee.  Plant 

Bimamwood  El.  Lt  Co „ 

Citiiem  Cnmtnittj^ 

31 

Briftot     ,     . 

26 

Binumwood 

108 

Boyd-.         ..  .     .... 

33 

CftMiKma    

Casenovia  Lt.  k  Pr.  Co 

63 

CrAnr  Orovtt 

Wb.  Foundry  *  8tMl  Wkt. 

57 

CUyton.              . ..  . 

Clayton  Elec.  Co. 

39 

CI<»V9iftnd     

rn«ir^»iKl  U  *  Pr  f^n 

16 

Colfax 

Colfax  Mais  A  Pr.  Plant.  ...               

107 

Cnlmfti> 

Pound  Lt.  4  Pr.  Co 

Coon  VaUey ..-..-.. 

Eden. 

Coon  Valley  Mk.  k  IM-  Co.» 

Eden  Elec.  Lt.  Co.« 

Charles  W.  Fish  Lumber  Co. 

28 

2 

17 

racho 

14 

Elderon „ 

Ebnwood 

Elderon  Lt.  k  Pr.  Co 

Wif.-M»?»n   f.t  *  Pr.  Cn     . 

5 

17 
103 

Endeavor 

Endeavor  Lt.  k  Pr.  Co 

N.  C.  Foetflr  LumNr  Co. 

66 

Fairchild 

61 

Fairwater 

Fairwater  El.  Lt.  k  Auto  Oo.»... 

Fredenck  El.  Lt.  Plant 

Forrest  k  Kenyon* 

Glidden  Lt.  k  Pr.  Co.  » 

1 

42 

Frederick 

106 

(lilmanton , , 

35 

Glidden       

61 

HrAfin  }sMft 

Green  Lake  El.  Co.  • 

Grniham  Rl.  lit.  k  Pr,  (>> 

3 

1 

73 

ClrPt^h^tit) 

33 

Hancock 

Htn'yM«k  T^r  kVrJ^r^  * 

67 

HUtaboro 

HiUeboro  Lt.  k  Pr.  Co 

85 

Honey  Creek. 

Honey  Creek  El.  U.  Co. « 

21 

Kiel        

Kiel  Furniture  Co 

9 

Kflwaskum 

K^wafkun*  PI,  T,t  Cn 

2 

77 

La  Farge 

U  Farge  Elec.  Co 

La  Valle  Elec.  Co 

102 

La  Valle 

76 

Lena 

Lena  El.  Lt.  k  Pr.  Co.  » 

I/>n»ir»  EIt  I^t  A  Pr  f*-"- 

20 

liomira       ... 

73 

Luck 

P.  M.  C.  Pederson  El.  Lt.  Plant 

Uttle  WoU  River  Lumber  Co 

Mishicot  EL  Lt.  k  Pr.  Co 

N.  Freedom  El.  Lt.  Co 

Osseo  Elec.  Co.  » 

Arnold  TeRonde  El.  Lt.  Plant 

Oxford  El.  Lt.  k  Pr.  Co. » 

Pine  River  Elec.  Co.  " 

Nekooea  Edwards  Papa*  Co 

61 

Manawa 

Mishicot       

4' 

118 
61 

N.  Freedom  

81 

Oeseo 

41 

Oostburg 

Oxford 

Pine  River 

6" 

25 
38 
17 

Port  Edwards 

3 

125 

Poy  Sippi 

Poy  Sippi  Ltg.  k  Pr.  Co.  >•             

19 

Random  Lake 

Random  Lake  El.  Lt  k  Pr.  Co   

6 

69 

Roeholt 

Roeholt  El.  Lt.  Plant                                     

62 

Soldiers  Grove .... 

Soldiers  Grove  El.  Lt.  Co 

Theresa  El.  Lt.  4  Pr.  Co      

15 

1 

119 

Theresa 

65 

Thienffville 

Thiensville  El.  Lt.  &  Pr.  Co                   

61 

Trade  Uke 

A.  0.  Dahlberg  Elec.  Co 

Twin  Bluffs  Mill  Power  k  Lt.  Plant     

106 

Twin  Bluffs 

74 

Warren. „ 

Geo.  Warren  Co.                      

363 

Weetboro         .      ..  . 

Weetboro  El.  Lt.  Plant „ 

Roee  Millins  Co.                                             

66 

WildRcee 

80 

Wflton, 

Wilton  Lt.  4  Pr.  Co  ..         

6 

78 

Withee 

WithoM  ra.  I.t.  Plant  X4                                                      

68 

Total 

3.756 

70 

8,826 

>  ReptH^  for  6  months  ending  June  30,  1914. 
'  Report  for  4  months  ending  June  30,  1914. 

>  Report  for  3  months  ending  June  30.  1914. 
« No  record. 


^Report  for  1 1  months  ending  June  30, 1914. 
•  Report  for  year  ending  June  1, 1914. 
7  Report  for  4)^  months  endins  June  30, 1914. 
>  Report  for  8  months  ending  June  30, 1914. 
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LOAD  AND  MAXIMUM  DEMAND  DATA.    YEAR  ENDING  JUNE  30. 1914. 


Comnccno  Load  in  Kw. 


Ugbtinic 


ConuDcr- 
dal  lighting 


Power 


Total 


Mwdmum 


on 
fUtion 


Total 
number  kw- 
hr.  generated 
or  purohased 


Length  of  senrioe 


4.40 


3.16 

'6.00 

6.60 
4.00 
6.00 
3.50 
.32 

3.30 
.30 

"i.i4 


42.35 

6.00 

98.00 

"60.00 

16.00 
27.00 
60.00 
14.00 
15.00 

8.80 
5.68 
4.25 
17.60 


0.47 
33.57 


28.70 


9.00 


46.75 

6.47 

134.72 

■■84.70 

22.50 
40.00 
66.00 
17.50 
15.32 

12.10 
5.98 
4.25 

18.74 


32.00 
4.00' 
17.60 

"is.'ob 


10.00 
54.00 


12.00 

13.20 
4.62 
2.50 
9.00 


55.000.00 
1,275.00 
2.431.00 
2.553.00 

50.000.00 

17.520.00 
00.500.00 
48,947.50 
15,000.00 
6.000.00 

10,000.00 
8,030.00 
2,436.00 

17,704.00 


1.00 
5.00 
2.00 


10.00 
20.16 
25.00 


.19 
1.50 


11.00 
20.35 
81.50 


12.40 
2.20 
25.00 


50.00 
38.50 


41.03 


1.10 
2.00 


7.35 
3.80 


2.20 
2.00 


I.OO 


4.40 
27.00 
12.00 

34.25 
26.00 


6.02 
1.10 


2.25 
2.00 
3.00 


1.20 
2.50 


24.10 
31.00 

10.90 
4.40 

iw.ob 

17.05 

14.00 
92.00 
8.00 
35.00 
49.60 


14.90 
"16.60 


.40 


2.00 

.50 

10.00 

.88 

2.94 

1.60 
1.50 
2.00 

iM 


5.60 
1.50 
5.00 


3.00 
9.00 
5.50 
3.80 

60.00 
7.50 
23.00 
13.75 
22.16 

30.00 
20.00 
27.00 
45.00 
22.06 

17.36 
22.00 
40.00 
20.00 


31.30 
".'75 


52.20 


4.64 
26.10 


22.00 


7.00 


93.03 

38.60 

(«) 

5.50 
29.00 
12.00 

41.60 
44.70 

(•) 

42.80 
33.00 

11.90 
4.40 

31.02 

18.59 

14.00 
94.25 
10.00 
38.00 
80.90 

1.20 
11.25 
9.00 
5.90 
3.30 

114.20 
8.00 
33.00 
14.63 
29.74 

57.70 
21.50 
29.00 
67.00 
25.42 

17.36 
27.60 
48.50 
25.00 


60.00 

10.00 
•  («) 

5.50 
22.00 

4.95 

33.50 
20.00 

■■(•) 

12.00 
17.60 

11.90 
4.95 
49.50 
25.00 
16.50 

7.00 
20.24 
10.00 
35.00 
19.20 


...(<) 

17.50 
5.61 
4.40 
2.75 


2,215.00 
36.500.00 

5.561.00 
82.270.00 

9,800.00 

(•) 

2,950.00 

22,165.00 

7.063.00 


(*) 

20,510.00 

(«) 

i«3, 173.90 
13,980.00 

1.401.00 
2.822.00 
15,500.00 

(») 

15.660.00 

1.759.00 
30.557.00 
13,900.00 
35,000.00 
13,639.00 


(*) 

4,215.00 
2.614.00 

-W 


115.00 
4.40 
12.00 
11.55 
26.80 

10.00 
16.00 
22.00 
11.00 
12.00 


38.136.00 
2,074.00 
12.112.00 
20.476.50 
36.077.00 

22.864.00 
13.383.00 
22.165.00 
9,536.00 

(*) 


15.40 
13.00 
25.00 


{«) 

17.000.00 
11,464.00 
7.300.00 


Dunk  to  11  p.m.  Sat  tin  12  p.m.  Nov  1.  to 

Continaoofl.    [Apr.  1, 5  a.  m.  to  daylight. 

Continuous. 

5  p.m.  to  11  p.m.  and  in  winter  5:30  a.m. 

7  a.  m.  to  midnight  [to  8.  a.  m. 

Dusk  to  10-.30  p.  m.  Saturday  11  p.  m. 

Continuous. 

Dusk  to  dawn. 

Dark  to  12  p.  m. 

Sunset  to  11  p.  m. 

Dusk  to  11  p.  m. 

Sunset  to  11  p.  m. 

Sunset  to  12  p.  m. 

Dusk  to  12  p.  m.  and  5  a.  m.  to  daylight 


Dusk  to  11  p.  m.  and  6  a.  m.  to  daylight 

Continuous. 

5  hours. 

Continuous. 

Continuous. 

Continuous. 

Dusk  to  midnight  and  5  a.  m.  to  daylight. 
All  night.  Tuesday  a.m.  for  flat  irons,     p. 
(m.  for  Cans  as  required. 
Dusk  to  daylight. 
Continuous. 

Summer  7  p.  m.  to  12  p.  m.,  winter  3:30 
Dusktomid.Wed.lto5p.m.  to  [12  p.m. 
Continuous. 

Continuous. 

1  ft.  m.  to  12  m. 

Continuous  except  3  to  5  wks  6  pjn.  to  m. 

Sundown  to  11  p.  m.  Saturday  12  p.  ra. 

Continuous.  [5  a.  m.  to  sunrise. 

Continuous. 

Continuous. 

Dusk  to  12  p.  m.  and  5  a.  m.  to  daylight. 

Dusk  to  12  p.  m.  and  5  a.  m.  to  daylight. 

Continuous. 

Dusk  to  1 1  p.  m.  and  mormngs  in  winter. 

Continuous. 

15  minutes  beforesonset  to  11  p.  m. 

Sunset  to  midnight. 

Continuous. 

Continuous. 
Continuous. 

Sunset  to  sunrise.    Tuesdays  all  day. 
Sunset  to  11  p.  m. 

Dusk  to  11  p.  m.    4  months  in  winter 
i5'.30  a.  m.  to  daylight 
Continuous. 
Continuoiu. 

Dusk  to  midnight  and  5  a.  m.  to  daylight. 
Sunset  to  sunrise  and  4  hours  day  service 
From  time  needed  to  11  p.  m.       (Weds. 

Dark  to  10:30  p.  m. 

5  a.  nL  to  daylight  and  dude  to  1 1 .  p.  m. 

Continuous. 

Dusk  to  midnight 


121.51 


1,318.57 


293.29 


1,730.37 


853.138.90 


•  Report  for  7  months  ending  June  30. 1914. 
u  Generation  for  4  months, 
u  Report  for  5  months  ending  June  30, 1911 


»  Report  for  9  months  ending  June  30.  1914. 
"  Report  for  6H  montl»  eoifing  June  30. 1914. 
i<  Report  for  10  months  ending  June  30. 1914. 
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condensed  form  of  report.  municipal  plants.  station 


NaMS  or  COMPANT 

CiNTRAL  Station 

LOCATIOII 

Boilen 

Steam 

Water 
Wheeb 

No. 

Total 
capacity 
inh.  p. 

No. 

Total 
eapadty 
inh.  p. 

No, 

Total 
cai»city 
inh.  p. 

Argyle 

Municipal  Eleotrie  U^i  Plant 

........ 

iw 

""l" 

85' 

2 

75 

Bc^ont 

Benton. 

II             It         II        it 

BUir 

II             It         II        It 

1 
2 

...... 

1 

125 
135 

1 
1 

95 
100 

2 

100 

Blanchardville 

It             II         II        1* 

Browntown 

„.„ 

Colby 

100 
90 

1 

1 

80 
80 

GrantBburg 

Greenwood 

II            II         II        It 

"i 

•1            It         II        II 

100 

Haael  Green. 

It             II         It        It 

Tn<lep«ndenr« 

•  1                            It                     It                M 
u                            II                    1*                «l 

2 

...... 

100 

1 

80 

Loyal 

M<«Tillftn 

100 

...... 

80"' 

1 

150 

Monticdlo 

Norwalk „ 

Reed^ville 

'•    V  "      "  ' 

'*                         ••                   ♦•               ••       t 

South  Wayne 

11 

120 

"i' 

80 

2 

Whitehall 

110 

Wonewoc 

Total _ 

930 

8 

680 

8 

535 

CoNBXTifBR,  Load 

Nahk  of  Comtant 

CONBUMSRS 

Location 

Number 
lighting 

Number 
power 

Total 

Argyle 

Municipal  Electric  Tjght  Plant                         

130 
68 
135 
115 
110 

19 
105 
160 
133 
116 

104 
83 
132 
150 
33 

54 
47 
178 
130 

130 

B<^ont 

68 

Benton. 

II             II          II        It 

1 

l"" 

5 

136 

Blair 

„             „         „        „    - 

115 

BlanchardviUe 

117 

Browntown 

•I             II          II       ti 

24 

Colby 

•1             11          11        It 

105 

Grantaburg 

Greenwood 

.1             II          .1        II 

150 

•1             II          11        I* 

133 

HwfftI  Grwn 

It             11          I*        11 

1 
3 

117 

II             11          II        «« 

107 

Loyal 

„             „         „        „     •- 

83 

Mcrrillan 

132 

Monticello „ 

Norwalk. „. . 

It                           M                    II                 II 

2 

1 

7 

152 
34 

Reedsville. 

It                     II                It             It      2 

M                           II                    II                It 

Total „ 

54 

South  Wayne. 

47 

Whitehall „ 

Wonewoc. 

185 
130 

1,998 

21 

2.019 

1  Repwt  for  51^  months  ending  June.  30. 1914. 

'  Report  for  year  ending  Aug.  1,  1914. 

'Generation  for  period  from  April  19  to  June  30,  1914. 
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EQUIPMENT.    YEAR  ENDING  JUNE  30.  1914. 


Equipment 

SuBSTAnoN  EquipiaNT 

Arc  Light 

Generatora, 

Alternating 

Current 

Arc  Light 

Direct 
Current 

Direct  Current 

Generaton 

(other  than 

arc) 

Alternating 

Current 

Generators 

(other  than  arc) 

Other 

Engines  and 

(Generators 

(other  than 

arc) 

Rotaries 

Step  Down 
Traneformen 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
mkw. 

No. 

Total 
capacity 
mkw. 

No. 

ToUl 
capacity 
inkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 

capacity 

inkw. 

No. 

Total 
capacity 
m  kw. 

1 

1 

60.00 
75.00 

1 

44.76 

1 
2 

50 
100 

60 

1 

30.00 

1 

18.65 

:::::: 







1 

50.00 

1 

60 





1 
1 

37.50 
50.00 

2 

i 

1 

2 

1 

69.40 

r.37 

37.30 

44.76 
18.65 

1 
1 

50 
60 



1 

1 
1 
1 

30.00 

45.00 
20.00 
60.00 



1 

75 

10 

447.50 

8 

445 

9 

234.89 

AND  MAxnitru  Demand  Data 

CONNBCTTD  Lo\D  IN  Kw. 

Maximum 
demand 

on 
station 

Total 

number 

kw-hr. 

generated 

street 
lighting 

Com- 
mercial 
lighting 

Power 

Total 

8.00 

40.00 
68.00 

48.00 
74.75 

(«)  .... 

55.00 

25.00 

(*)    . 

27,000 
'3,243 
40.040 

(4)    

AU  night. 
Sunset  to  11  p.m. 
Continuous. 

6.76 



:.::::::o) ..... 

(<)  

Dusk  to  11  p.  m.  and  5:30  a.  m.  to  day- 

6.50 

24.50 

11.70 

25.00 

(») 

31.00 

15.00 
43.00 
5.50 
35.00 
41.45 

96,47 
51.70 
72.00 
12.60 
23.50 

29.84 
22.50 
67.68 
110.00 

28.50 

9.90 
43.00 
38.25 
35.00 
35.25 

22.00 
63.41 
41.00 
55.00 
20.00 

22.88 
13.40 

40.450 

5.000 

90  "849 

37.000 
33.100 

24,214 
23.798 
7,500 
30,703 
•2,072 

2.049 

(•)  

Sundown  to  1 1  p.  m.                    [light. 

Dusk  to  11  p.m. 

Dark  to  midnight. 

Sanset  to  midnight  and  Oct.  15  to  Mar. 

Allnight.             [15,5  a.m.  to  daylight. 

Ck>ntinuou8.     . 

Sunset  to  11:30  p.m. 

Continuous. 

1  hour  before  sunset  to  1  hr.  after  TOnrise. 

Dusk  to  11  p.  m.  and  Nov.  1  to  Mar.  1 

Dusk  to  12:30  p.m.    [5  a.m.  to  daylight. 

5  p.m.  to  midnight. 

5  p.m.  to  10:30  p.m. 

Dusk  to  midnight  and  half  day  Tuesday. 

Darkness  to  dawn. 

3.30 

18.00 

5.50 

19.00 

25.00 
29.25 

87.50 
33.00 
27.00 

(») 

1.00 

3.00 
7.70 
4.00 
12.60 

8.20 

5.97 
11.00 
41.00 

3.00 
7.46 

17.00 

22.38 
11.50 
60.00 
110.00 

3.50 

2.00 
7.68 

9.00 

109.49 

591.83 

78.67 

779.99 

367.018 

*Sot 

» Not  reported. 

*  Does  not  include  street  lighting. 
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Statistics  of  Public  Utili 

CLASS  A.    STATISTICS  OF  PRODUCTION 

Coal 


Location 

Namb  or  Company 

Coal  gas  made 
during  year 
cu.ft. 

Avefage 
daihr 
produc- 
tion ca. 
ft. 

Kind  of  coal  used 

Wia.  Tr.  Lt.  Ht.  &  Pr.  Co 

Afhland  Lt.  Ft.  A  St.  Ry.  Co 

BeloitW.GanAEl.Co 

Wis.-Minn.  Lt.  k  Pr.  Co „  .: 

Eau  Claire  Gas  Lt.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wiscnnrfn  PuWic  Service  C^ 

New  GaH  Li«ht  Co 

Wis.  Gas  AElec.  Co 

La  Croflse  Gas  A  Elec.  Co 

79,313,000 

50,764.800 

62.466.075 
76,323,000 

104,531.306 

217.296 

iGai«  Coal. 

Aiihland 

Beloit 

(^ippewt  Falb 

139.081 

171.400 
209.000 

286,387 

14l'.'482 

45,680 

2,338,196 

309.630 

1.300.000 
180.383 

93.447 

88,000 

Youghiogbeny. 

H  Youghiogbeny. 
Youghiogbeny, 

Youghiogbeny  A  tllinoi^. 

Fond  du  Lac 

Green  Bay  

Janes  ville 

Kenoeha. 

LaCroew 

Madison. 

Madison  Gas  A  Hec.  Co 

Manitowoc 

Manitowoc  Ga<»  Co 

51,641,200 

16.672.000 

678.097.000 

113.015,000 

476.074,000 
65,900.000 

34,i08.660 
32.139.300 

Youghiogbeny. 

Youghiogbeny  nut. 
Youghiogbeny  nut. 

y!  iiiinp  a  pile  niii  Y. 

Marinette 

Men.  A  Mar.  Lt.  A  Tr.  Co     

Milwaukee 

Milwaukee  Gas  Light  Co 

Oshkosh 

Oehkosh  Gas  Light  Co   . 

Racine 

Sheboygan. 

Superior 

Watertowa „ 

Wis.  Gas  A  Elec.  Co 

Sheboygan  Gas  Ught  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watcrtown  Gas  A  El.  Co 

Wausau. 

Wtuaau  Gas  Co 

Total 

Y.  lump  A  pile  run  Y. 

1.841.044,675 

5,519,982 

Nam*  or  Compant 

Watsr 

Location 

Water  gas 
made  during 
year,  cu.  ft. 

Average  daily 
production 

Gallons  of 

enricher 

used 

• 
Appleton 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

19.745,000 
16.637.134 
79,856,500 
9.809.400 

54,096 
45,581 
218.785 
28,000 

69,617 

Ashland 

Ashland  Lt.  Pr.  A  St.  Ry.  Co      

81,910 

Beloit 

Beloit  W.  Gas  A  El.  Co 

275,573 

Chippewa  Falls „ 

Wi8.-Minn.  Lt.  A  Pr.  Co 

Eau  Claire  Gas  Lt.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wisconsin  Public  Service  Co 

New  Gas  Light  Co 

Wia.  Gas  A  Elec.  Co 

La  Crosse  Gas  A  Elec.  Co 

52.290 

Fond  du  Lac 

8.479.405 

72.494.722' 

12.199.000 
14.207,300 

219,823,000 

2,323 

198.615 

33.400 
86.105 

602,255 

35,956 

Green  Bay 

Janes  ville „ 

Kenosha 

La  Crosse 

297,917 

45,683 
59.444 

Madison. 

Madison  Gas  A  Elec.  Co 

786,670 

Manitowoc „ 

Mftnitnwoft  Gas  Ho                          

Marinette 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee 

Milwaukee  Gas  Light  Co 

30,716,000 

1.575,179 

122.710 

Oshkosh 

Oshkosh  Gas  Light  Co 

Wis.  Gas  A  Elec.  Co                       ... 

Racine 

Sheboygan 

Sheboygan  Gas  Light  Co 

•Superior 

Watcrtowa., 

Superior  W.  Lt.  A  Pr.  Co 

Watcrtown  Gas  A  Elec.  Co 

Wausau  Gas  Co  . 





Wftiiifflii 

Total 

483.967,461 

2,844.339 

1,827,700 
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ti^s — 2.  Physical— b.  Gas. 

AND  SERVICE  DATA.  YEAR  ENDING  JUNE  30.  1914. 
Gab 


Coal  car- 
tons 

Yield  per 

lb.  of  coal 

cu.ft. 

Average 
cost  per 
ton  coal 
deUvered 
at  plant 

Coke 
produced 
per  ton 
of  ooal 
carbon- 
ised, lb. 

Coke 
used  for 

bench 
fuel  per 

ton  of 
coal  car- 
bonised 

Average 

pnce  ooKe 
per  ton 
at  works 

Tar 

products 
per  ton 

ooal  car- 
gallons 

Average 
selung 
price  tar 
per  gallon 
at  works 

Am- 
monia 
per  ton 

coal 
carbon- 
ised lb. 

Average 
selling 

price  per 
unit  of 
am- 
monia 

7.647.00 

6.19 

14.00 

1.358.46 

358.84 

16.08 

13.16 

10.03 

2.42 

$0,057 

4,507.00 

5.895.20 
7.658.00 

5.12 

5.30 
4.90 

4.11 

4.10 
3.65 

1.476.00 
933.33 

397.00 

400.00 
1,300.00 

6.22 

5.75 
4.57 

12.87 

12.50 
11.00 

.045 

.045 
.031 

10,025.00 

5.21 

4.55  ft  3.70 

1.300.00 

174.00 

5.00 

13.00 

.033 

5,060.16 

5.10 
4.20 
5.33 
5.22 

4.75 
4.85 

3.55 
3.20 
2.44 
4.01 

2.75 
3.76 

1.454.00 
1.190.00 
1.400.00 
1,300.00 

1,374.00 
1.200.00 

14.00 
205.00 
236.00 
328.00 

357.00 
403.40 

4.86 
5.30 
5.15 
5.94 

4.48 
5.90 

10.60 
12.00 
12.80 
12.50 

12.70 
12.39 

.032 
.030 
.028 
.028 

.035 
.01 

1.983.00 

63.604.30 
10.808.00 

60.155.00 
13.587.27 

6.12 
2.83 

3.00 

0.095 
0.075 

0.085 

3.447.00 

4.95 
4.85 

4.20 

1,193.00 
1,200.00 

416.00 
398.00 

4.75 
6.25 

12.00 
12.00 

.03 
.03 

3,286.00 

87,752.93 

64.97 



Qua 

PuRCHArao  Qa8 

Enricher 

used  per 

M  cu.ft. 

ingaU 

BoUer 
fuel  per 
M  cu.ft. 
MS  pro- 
duced 

Generator 
fuel  per 
M  cu.ft. 

Tar  pro- 
duced per 
M  cu.  ft. 

Tar  pro- 
duced pa* 
M^ 
Oil  used, 
gals. 

Average 
selling 
price  of 
tar  per 

works 

Total  amount 

of  sas  purchased 

during  year 

ou.ft. 

Average 
amount 
purchased 
per  day 
cu.ft. 

iS"^!7t. 

3.53 

16.00 
49.00 
14.90 

39.35 
48.00 
38.10 
38.20 

4.90 

3.45 

0.30 

88.20 

$0.03 

5.33 

4.24 

41.50 

4.11 

16.81 
26.00 

39.46 
83.00 

.12 
3.00 

30.20 
.08 

3.70 

.035 

169.720.800 

43,700 

$0,159 

4.18 
3.58 

13.00 

37.04 

.35 

60.00 

.01 

3.99 

25.70 

33.00 

2,802,061.000 

7.676,879 

.162 



88.140.400 

241,477 

.40 



3.049.922,200 
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CLASS  A.    STATISTICS  OF  PRODUCTION 


LOCATIOH 

NaHK  or  COMPANT 

Gas  on 

hand 
first  of 

year, 
cu.  ft. 

during 

year, 

cu.  ft. 

Water 

nutde 
daring 
year, 
cu.  ft. 

Total 

gas  made, 

cu.ft. 

Total  gas 

purchased 

during 

yey. 

cu.ft. 

made  and 

purchased, 

cu.ft. 

Appleton.   

W.Tr.LtH.AP.Co 
A.Lt.Pr.ASt.RyCo 
Beloit  W.G.AEl.Co 
Wis.-Minn.Lt.AP.Co. 
E.C1  GasLt.Co 

E.W.Ry.ALt.Co 

Wis.Pub.Serv.Co. 

New  Gas  Lt.  Co    

Wis.  Gas  A  El.  Co 

LaC.G.AEl.C^ 

Madison  G.  A  E!.  Co. 

Manitowoc  Gas  ("o 

M.AM.L.AT.Co.. 

MUw.  GaaLt.Co 

OshkoahGasLt.Co. 

Wis.  Gas  A  El.  Co 

Sheboygan  G.L.  Co.. 
Sup.W.L.AP.Co.«. 

W.G.AEl.Co  

WausauGasCo 

Total 

110,000 
25,000 

239.000 
16.3(K) 

103,600 

132,302 
255.000 
161,370 

197,600 

429,000 

98,000 

46,200 

8,130,000 

682,000 

1,177,000 
153.000 

177.000 
122.000 

78.313,000 

19.745,000 
16,637,134 
79,856,600 
9.809,400 

8.479.405 

72. "494. 722 
12.199,000 
14.207.300 

219.823.000 
30,716,000 

483.967.461 

99,058,000 
16,637,134 
79.856.500 
9.809.400 
50,764.800 

70,945.480 
76,323,000 
72,494,722 
12.190,000 
118,738,600 

219.823.000 

51,641,200 

16.672,000 

708,813,000 

113,015.000 

476,074.000 
65,900,000 

3^1,108,000 
32.139,300 

99  058.000 

Ashbnd 

16.637.134 

Beloit 

Chip.  Falls 

50,764,800 

62.466,075 
76,323.000 

79.85fi.50O 
9.809.400 

Eau  Claire  

50.7M.SO0 

Fond du Lac. . 

Green  Bay 

Janes  ville. 

159,720.800 
2.802.061.000 

70.945,480 
76.323.0(10 
72  494,722 

Kenoeha 

104.531,300 

5i,64i,i200 

16.672.000 

678,097,000 

113,015.000 

476.074,000 
65,900,000 

34.108,000 
32,139.300 

171.919,800 

La  Crosse. 

118  738,600 

Madison 

Manitowoc 

Marinette 

MUwaukee 

Oshkosh 

219,823.000 

51.641.200 

16.672.000 

3,610.874.000 

113.015.000 

Racine 

476.074.000 

Sheboygan 

Superior. 

Watertown 

88.i40'.'400 

65,900.000 
88,140,400 
34,108,000 

Wausau 

32,139,300 

12,254,972 

1.841,044,675 

2,325,012,136 

3,049.922.200 

5.874,934,336 

CLASS  A.    CONSUMER  SERVICE 


Location 

/ 

NaMB  or  COMPANT 

Number 
commercial 
consumers 

Number 
industrial 
consumov 

CONSIIIBR 

Number 
power  Ras 
consumers 

Appleton 

Wis.Tr.Lt.Ht.  APr.Co 

4,182 
970 

2,877 
550 

3,059 

3,214 
>2.925 
2.904 
4,147 
4,381 

•6,286 

2,204 

659 

86,206 
4.523 

9,102 
3,788 
3,512 
1.489 
1.890 

.Vshland                

Ashland  Lt.  Pr.  A  St.  Ry.  Co 

BeloitW.GasAEIec.Co 

WiB.-Minn.  Lt.  A  Pr.  Co 

8 
16 

5 

Beloit 

Chipm^wa  Fallit  .. 

FAuHaire 

Eau  Claire  GwLt.  Co 

Fond  du  Lac 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wisconsin  l^iblio  Service  Co 

(ireen  Bay 

New  GaH  Light  Co 

Kenoeha 

Wis.CiasAElcc.Co 

11 

La  Crosse 

LaCroaseGasAEIec.Co 

Madison 

Madison  Gas  A  Elec.  Co 

Man'towoc            .  .. 

Manitowoc  Gas  Co 

9 

9 

Marinette 

Men.  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee  Gas  Lt.Co.„ 

Oshkosh  Gas  Light  Co. 

Wis.  Gas  A  Elec.  Co 

Milwaukee 

1,357 

2.M 

Oshkosh 

Racine   

69 

36 

15 

9 

39 

Sheboygan 

Superior 

Sheboygan  Gas  Li Rht  Co  

3 

Superior W.Lt. APr.Co  

Watertown 

Watertown  Gas  A  El.  Co  

WausauGasCo 

Wausau      

Total 

148,863 

1.519 

317 

1  Gas  purchased  on  basis  of  eonsamcr's  meter  readings. 

'  Includes  all  appliance  data. 

*  Includes  industrial  and  power  consumers. 
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AND  SERVICE  DATA.  1914-Conciuded 


Total  ga4 

Gas  on 
hand 
dose  of 
year, 
cu.ft. 

Gas 

delivered 

to  main 

cu.ft 

Gas  sold 
cu.ft. 

Gas 
used  by 

com- 
pany, 
cu.ft. 

Gas 
trans- 
ferred. 
Credit, 
cu.  ft. 

Tota]gas 

used  and 

sold 

cu.  ft. 

Gas  Unaccountbo 
roR 

to  account 
for.  cu.  ft. 

Cubic  ft 

Percentage 
to  iras  de- 
livered 
to  mains 

99,168.000 

108,000 
25.000 

183,700 
17,800 
99.000 

88.190 
243.000 
179,175 

99.060,000 
16.637.134 
79,932.400 
9,808.400 
50.769.400 

70.989.592 
76.335.000 
72.476.917 
171.919.800 
118.642.100 

219.721.000 

51.659,800 

16.679.980 

3.512,132,000 

113,098.000 

476.083,000 
65,892.000 
88.140.400 
34.148.000 
32,108,700 

87.138,000 
14.286,900 
69.834.600 
8.573.400 
45.743.800 

65.028,000 
63,181.000 
69,913,800 
135.146.400 
96.038.000 

195.829.000 

4t. 669,900 

12,739,300 

3,312.968,000 

1J7.702,300 

274,013,800 
59,017,700 
8^.140,400 
29,430.000 
29.499,300 

567,500 

100.000 

.     180,800 

994,400 

818,100 
134.600 
535.000 

310,100 

858.600 

1.292.850 

34.682.700 

479,200 

1,828,400 
924,000 

268,000 
893,700 

87,695.500 
14.386.900 
70,015,400 
8.673,400 
46.738.20C 

65,028.000 
63, 181.001; 
70.731,900 
136.281.000 
96.673,000 

196,209,100 

45.628.500 

14.032,150 

3.347.650,700 

108.181.200 

436.562.500 
60.007,000 
88,140.400 
29,698,000 
30.393.000 

11.364,500 
2.250,234 
991,700 
1,235.000 
4.031,200 

5.961,592 
13,164,000 

1.746,017 
36,638,800 
22,069.100 

23.511.900 
6.131.300 
2.647.830 

164,481.300 
4.916.800 

40.520.600 
5.885,000 

4,450.000 
1.715,700 

11.47 

16,662,134 

80.096.100 

9.825.700 

50,868.400 

71.077,782 
76.578.000 
72,656.092 
171.919.800 

70,000 

159.720.300 
66.300 

13.52 
12.40 
12.59 
7.94 

8.40 
17.23 
24.08 
21.31 

118,t*36.200 

223.252.000 

51,739.200 

16,718.200 

3.519.004.000 

113.697,000 

477.251.000 
66.053.000 
88,140.400 

294,100 

531,000 

79.400 

38.220 

6.872.000 

599.000 

1,168,000 
161.000 

18.61 

10.70 
11.87 
15.88 
4.68 
4.35 

8.51 
8.93 

34.285,000 
32.261.300 

137,000 
152.600 

159.855,600 

13.03 
6.34 

5.387.189.308 

10.955,685 

5,376.233,623 

4,808.892.900 

44,857.960 

5.013.606.850 

362,626.773 

0.75 

AND  APPLIANCE  DATA. 


Data 

Applunce  Data 

ToUl 

Total  number 

service  con- 

nectiond 

(main  to 

place  of  US") 

Fuel  and  Illuminating  Gas 

Power  Gas 

number 
consumers 

Ranges 

Hot 
plates 

Water 
heaters 

Heaters 
and 
grates 

Gas  arcs 

Miscel- 
laneous 
appliance? 

Numbo- 
moton 
connected 

4,1S2 
983 

2.892 
550 

4.429 
799 

2.888 

3.341 

4.067 
3.936 
2,733 
4,149 
1,606 

6.064 

2,585 

655 

63,494 

4.888 

8.406 
4,455 
2.048 
1.843 
1,940 

3.251 

623 

2,524 

2.014 

«4,060 
247 
2,687 
3,000 
4,618 

2.255 

499 
4,642 
3,429 

8,000 
1,633 

(*) 

41 
1,328 

753 
129 
402 

801 

336 
114 

310 

266 
72 

408 
.  180 

287 

239 
100 
318 

986" 

6" 

3,059 
3.214 

76 

131 
568 
175 

2.925 
2.904 
4.158 

77 

l,8f6 

600 

317 

632 

141 

1.165 

2,171 

1.000 
2.009 

li 

61 
455 
350 
<704 

139 

226 

560 

1.058 

750 
329 

i 

1 

4.381 

84' 

40 
2,425 

88 

8' 

6,286 

68" 

78 

55 

2,275 

50 
21 

2,2?2 

659 

87.817 

4,523 

9,200 
3.822 
3.534 

364 

20 

973 

266 

400 

442"^ 
4,027 

8 
4 

8 

1.498 
1.890 

9 

5,393 

3,844 

150.699 

126.226 

44.861 

11.971 

3.631 

26 

*  Inchidee  heaters  and  grates 

*  Appliances  not  handled  by  this  company. 
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CLASS  A.    GAS  DISTRIBDTION  SYSTEM  DATA. 

Maihb 


Location 


Appleton 

Ashland 

Beloit..„ 

Chippewa  Fla. 
Eau  Claire 

Fond  du  Lac.. 

Green  Bay 

Janesvillc 

Kenosha  

La  Croase 

Madison 

Manitowoc 

Marinette 

Milwaukee 

Ofhlcosh 

Racine 

Sheboygan 

Superior 

Watertown. 

Waueau 


Nami  or  CoMrAinr 


Wis.  Tr.  Lt.  Ht.  A  Pr.  Co. 
Ashland  Lt.  Pr.  <Sc  St.  Ry.Co. 
Beloit  W.  Gas.  &  El.  Co. 
Wia.-Minn.  Lt.  k  Pr.  Co. 
Eau  Claire  Gaa  Lt.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co. 
Wisconsin  Public  Service  (^o 

New  Gas  Light  Co 

Wis.  Gaa  A  El.  Co 

La  CroBse  Gas  4  Elec.  Co. 

Madison  Gaa.  4  El.  Co 

Manitowoc  Gas  Co 

Men.  k  Mar.  Lt.  A  Tr.  Co 

Milwaukee  Gas  Light  Co 

Oshkoah  Gas  Light  Co 


Wis.  Gas  A  Elec.  Co 

Sheboygan  Gas  Light  Co 

Superior  W.  Lt.  &  Pr.  Co 

Watertown  Gas  A  Elec.  Co. 
Wausau  Gaa  Co 


Siieof 


r'andlem 


2,159.0 


1.2U.5 
395.0 


10,903.0 
868.0 


1.260.0 


16,886.5 


11" 


1,870.0 

658.5 

5.629,0 
14,786.0 

778.0 
11.235.0 


924.0 

5.037.0 
163.0 

253.0 


3,127.0 


44,460.5 


ir' 


2.267.0 

2.074.5 
2.315.0 
6,283.0 

1.836.0 
28.807.0 


713.0 


i. 074.0 
610.0 


•5,550.0 
1,266.0 
5.833.0 

•9.359.0 


59.607.0 
55,718.0 
101,275.1 
26,160.0 
60,408.0 

17.662.0 
48.493.0 
33.553.0 
12.013.0 
78.514.0 

135,668.0 
37,468.0 
16,179.0 
4,72J.0 
13.777.0 

5,128.0 
31,702.0 
43,110.0 
40,690.0 
54,952.0 


72,977.5   866,806.1 


15,859.0 


340.0 
265.  d 


,638.0 


3,005.0 


3" 


4,600.0 
10.316.0 
12.201.0 

9.714.0 
64.126.0 

53.664.0 
95,825.0 
17,096.0 


109,814.0 

5.146.0 
14,012.5 
27,437.0 
88.500.0 
32,758.0 

69.271.0 
0,380.0 
18,322.0 
15.184.0 
9,438.0 


21.107.0    653.804.5 


Italic  figures  denote  decreases. 


Mrr 


^  5  inch  main 

>  3i  inch  main 

»  Includes  5075  feet  20  inch  main  and  3461  feet  of  24  inch. 

'  24  inch  main 


Location 

Name  ot  Company 

Siaeof  MetoTR- 

3  and  Iws 

5 

10 

20 

30 

45 

Appleton    . .  . 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

AshlandLt.  Pr.  ASt.Ry.Co. 

Beloit  W.  Gas  A  Elec.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co 

Eau  Claire  Gaa  Lt.  Co 

696 
484 
87 
279 
1.054 

259 
751 
417 
79 
492 

959 
826 
172 
•1 , 108 
328 

3,083 
472 
762 
844 
161 

3.447 
470 

2,729 
340 

1.936 

2.924 
2,320 
1.558 
4.014 
3,873 

5,174 

1,329 

499 

84.698 
5,400 

5,922 
3.209 
2.680 
635 
1,646 

76 
7 
34 
12 
50 

39 
60 
34 
27 
57 

114 

48 

20 

2,675 

50 

93 
110 
48 
38 
54 

12 
3 
6 
7 

16 

25 
20 
22 
18 
34 

28 
15 

8 
784 
28 

79 
14 
8 
11 
23 

5 

2 
17 

Ashland 

Beloit 

Chippewa  Fls. 
Eau  Claire  

3" 

Fond  du  Lac. 
Green  Bay 
Janesville 

Eastern  Wis.  Ry.  A  Lt.  Co... 
Wisconsin  Public  Service  Co.. 

New  Gas  Light  Co 

Wis.  Gas  A  El.  Co. 

21 

7 

8 
14 

8 

49 

2 

1 

533 

23 

91 

19  ■"*■ 

1 
11 

3 

4 
11 

Kenosha 

3 

La  Croflse 

I A  Crosse  Gas  A  El.  Co 

Madison  Gas  A  Elec.  Co 

Manitowoc  Gas  Co. 

4 

Madison 

Manitowoc .... 

22 
13 

Marinette 

Milwaukee 

Cshkosh 

Men  A  Mar.  Lt.  A  Tr.  Co 

Milwaukee  Gas  Light  Co. 

Oshkosh  Gas  Light  Co 

343 

8 

Racine 

Wis  Gas  A  Elec.  Co 

25 

Sheboygan 

Superior 

Sheboygan  Gas  Lipht  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gaa  A  Elec.  Co.... 
Wausau  Gas  C^. 

19 

4 

Watertown. 

Wausau 

13,313 

134,803 

3.646 

1.161 

812 

46S 

Digitized  by 


Google 


Statistics — Physical — Gas 
year  ending  june  30.  1914. 


515 


Main  Pipe  (Feet) 

Total  Length  of  Main  Pipe 

6" 

8" 

10" 

12" 

16" 

TnFeet 

in  mi.  &  ft. 

Total  in- 
crease since 

4" 

Miles 

Feet 

June  30, 
•14  in  ft. 

169  971  0 

34,661.0 
2,635.0 

16.390.0 
2,711.0 
3.151.0 

21,971.0 
28.902.0 
23,190.0 
41,769.0 
36,821.0 

53.804.0 

9.962.0 

10.290.0 

394,229.0 

30.886.0 

90.707.0 
35,459.0 
37,503.0 
14,759.0 
7,923.0 

4.758.0 
335.0 

1.993.0 
Ull.O 

3,152.0 

11.335.6 
2,740.0 

1,789.0 

946.0 

3,168.0 

1.416.0 

32.264.0 

10,032.0 

<247.0 

530.0 

9.591.0 

2,550.0 

279,893.0 
76,195.0 

177,295.5 
54,588.0 

195,8a3.0 

211.607.0 
318.099.0 
170.786.0 
222.639.0 
299,722.0 

356,572.0 

152,464.5 

72,101.0 

2,642.076.0 

226.966.0 

430,052.0 
207,003.0 
204.213.0 
110.074.0 
135.162.0 

53 
15 
33 
10 
37 

40 
60 
32 
42 
56 

67 
28 
13 
481 
42 

81 
39 
38 
20 
25 

53.0 

2,532.0 

3,055.5 

1.788.0 

443.0 

407.0 
1,299.0 
1.825.0 

879.0 
3,642.0 

2,912.0 
4,624.5 
3,461.0 
2,396.0 
5.206.0 

2,352.0 
1,080.0 
3,573.0 
474.0 
3.162.0 

6.149.0 

3.328.0 

41.491.9 

7  553  0 

760.0 

1,715.0 

1,388.0 

1.067.0 
8,609.4 
6,038.0 

51,783.0 

103.836.0 
78.539.0 
90,474.0 

161,906.0 
49.309.0 

143,275.0 
73,521.0 

1.186,0 

11,860.0 

1,600.0 

756.0 

6,957.0 

1,889.0 

9.101.0 
2,542.0 

165,408.0 
8.281.0 

14.083.0 
4.600.0 
7,120  0 

928.0 

2,bo6.o 

2.977.0 
1,186^6 
6,203.0 

370^0 

12,030.0 

2,429.0 
«340.0 

»32".378.6 

1.814.0 

8,044.0 
48,802.0 

3,513.0 
17.484.0 
20.383.0 

29.990.0 
722.0 

16.779.0 

1,739.578.0 

131  232.0 

83,954.0 

1.286.0 
103.440.0 
10.105.0 

251,477.0 
119,657.0 
87,311.0 

6.237.0 
240.0 

2.649.0 
1,247.0 

25.373.0 
21,851.0 
19,820.0 

23.666.0 
53,490,0 

4.123.0 
7,991.0 

3.398.176.9 

897.723.0 

86.957.0 

236,134.0 

105,440.0 

42,837.0 

6.443.310.0 

1357 

1.035.0 

346,604.4 

Lamp  Capacity 

Total 
number 

of 
meters 

4.238 
967 

2,877 
639 

3.061 

3.273 
3,162 
2,918 
4.167 
4.474 

6,363 
2,237 
702 
90.678 
5.845 

9,363 
3.826 
3.534 
1.532 
1,896 

Increase 
in   number 
of  meters 

60 

80 

5a 

100 

i 

150 

200 

250 

300 

since  June 
30.  1913 

2 
1 



36 
22 

2 

1 

277 

1 

4 

2 

134 

2 

217 

S46 

405 

1 
7 
3 

8 

M52 

1 

'10 

1 

60 

1 

2 

693 

3 

395 

9 

445 

2 

2 

70 

70 

327 
6 

79 

94 
2 

37 

1 
3 

13 

21 

1 

2 

1,400 
9,667 

28 

3 

1 

2 

398 

9 

1 

281 

3 

34 

I 

157 

396 

85 

405 

159 

17 

476 

14 

2 

155,752 

766 

*  Below  2  inch. 
•5B 

'lOA 

•  Includes  1  Sprague  meter  No.  2  and  .46  Equitable  No.  6. 
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CLASS  B.    STATISTICS  OF  PRODUCTION  AND 

Coal 


Location 

NaMI  or  COMPANT 

Coal  gas 
made  during 
year,  cu-  ft. 

Arerage 
daUy 
pro- 

duetion. 
cu.ft. 

Kind  of  eoal  used 

Coal 

tOM 

BaSKo    :" 

Bearer  Dam 

BerUn    

Burlinston    

Ft.  Atkinson. 

Hudson 

Ironwood    . 

Menomonie 

Monroe 

PUtteviUe 

RhiiSander!!^ 

Ripon 

Stevens  Point 

Stoughton 

Waukesha 

Wauwatosa  . 
W»t  A?lii 

AntiffoQaBCo* 

ife,825 
25.150 

20.086 
63.930 

17.200 
41.000 

134,773 

Screened  Youghiogheny .... 
Youghiogheny 

... 

Pile  Run  Youghiogheny 
Youghiogheny  H  Scr.lump 

Standard  Gaa  Oil 

Youghioghing  Scr.  lump 

Y.an(i6r^..lump       .: 

Baraboo  Gas  &  En.  Co 

Bearer  Dam  Fuel  >  Lt.  Co 
Berlin  Pub.  SenrioeCo 

Citixens  Gas  Co 

Ft.  AtkinaoB  Ga^  Co 

St.  Croix  Gas  Co  

Ironwood  Gas  Co    

Menomonie  Gas  Co  

Monroe  Lt.  &  Fuel  Co 

Platteville  Ga^  Co 

PorUce  Amer.  Ga"*  Co 

Oneida  Gas  Co 

Ripon  Lt.  &  W.  Co.» 

Stevens  Pt.  Ltg.  Co 

Stoughton  Lt.  &  Fuel  Co 

Waukedba  Gas  4  El.  Co 

Wauwatosa  Gas  Co 

WwtAllisGasCo  

Total  

14.536.140 
9,181.837 

7.331.500 
23.333.590 

6.272.200 
15.151.000 

49,192.366 

1.467.20 
864.00 

750.12 
2.449.60 

s61.493.00 
1.597.75 

5.114.10 

124,998.477 

342.462 

12,242.77 

>  Delivered. 

'  Statistics  for  oil  gat. 

*GaUons  of  oil  retorted. 


Namb  op  Compakt 

Watir 

Location 

Water  gas 
made  dur- 
ing year,  cu. 
ft. 

Average 
daily  pro- 
duction 

Qalk>nsof 

enrieher 

used 

\niizo 

BariOKK) 

Beaver  Dam     

Beriin 

Burlingtoa    

Ft.  AikitMinn 

Antigo  Gas  Co.» 

Baraboo  Gas  A  El.  Co 

Beaver  Dam  Fuel  A  Lt.  Co 

Berlin  Pub  Service  Co 

Citixens  Gas  Co 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Co  

Ironwood  Gas  Co 

Menomonie  Gas  Co 

Monroe  Lt.  k  Fuel  Co         ... 

7,525.300 

17.965.500 

11,476.300 

10.663,800 

14.469.950 
8.961.300 
11.017,368 

7.322.478 

15.581.900 

20,617 

49,221 

31.422 

29.200 

69.567 
43.083 
80,200 

35.204 

42,700 

33.640 
61.165 
54,108 
45.476 

Illl 

65.457 
39.676 
40,000 

Platteville 

Portage 

Rhinelander 

Ripoa 

Stevens  Point 

Stoughton  

Waukesha 

Wauwatosa.  . 

Platteville  Gas  Co 

Portage  Amer.  Gm  Co 

Oneida  Gas  Co 

Ripon  Lt.  4  W.  Co 

Stevens  Point  Ltg.  Co  

Stoughton  Lt.  4  Fuel  Co 

Waukesha  Gas  4  El.  Co 

Wauwatosa  Gas  Co 

West  Allis  Gas  Co 

24,960 
61,123 

WestAllis 

Total 

104,977,896 

287,611 

425,605 
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SERVICE  DATA.  YEAR  ENDING  JUNE  30.  1914 
Gab 


Tieldper 

lb.  of  coal 

cu.  ft. 

Averaze 
cost 

per  ton  coal 
delivered 
at  plant 

Coke  pro- 
duced per 
ton  of  coal 
earboniied, 
lb. 

Coke  used 

for  bench 

fuel  per 

tonoficoal 

Average 

selling  price 

coke  per 

ton  at 

works 

Tar  pro- 
duced per 

ton  coal 

carbonised. 

gal. 

Average 
selling 
price,  tar 
per  gallon 
at  works 

Ammonia 

per  ton 

coal 

carbonised. 

gal. 

Avo^ge 
selling 

price  per 
unit  of 

ammonia 

is'ob 

12.00 

4.953 

t4.90 

1.200 

660 

$0.10 

5.320 

4.20 

1.510 

773 

6.00 

20.30 

.03 

4.887 

4.995 
4.70 

».044 

3.550 

1,399 
1.200 

1.300 

1,217 

586 
304 

878 

417 

6.72 
16.054 

6.00 

5.327 

11.88 
11.40 

ii.ob 

.026 
.032 

.02 

4.703 

4."74  ■■■ 

4.89 

4.055 

11.10 

.0298 

n.40 

$0.0824 

Gab 

PuRCHABM  Gab 

Enrieher 

used  per  M 

eu.ft.  in 

eu 

Boiler  fuel 
pcrMcu.ft. 

Genarator 

fuel  per  M 

cu.  ft.  of  gas 

produced, 

lb. 

Tar  prod, 
per  M  cu. 
ft.  of  gas 

produced 

Tar  prod- 
uct per  M 
gals,  oil 
U9ed,gals. 

Average 
selling 
price  of 
tar  per 
gal.  at 
works 

Total 
amount 

purchased 

during 

year.  cu. 

ft. 

Average 
amount 
purchased 
per  day, 
cu.  ft. 

Average 

4.40 

52.90 

3.40 

15.30 

40.10 

4.71 

66.70 

27.00 

42.03 
27.26 
40.00 

43.30 

52.00 

5i".  37 

41.66 
60.00 

54.00 

4.26 

4.62 

Z'ZW.Z'Z 
(«) 

Z..W..L.. 

4'.332,7l6 

11,870 

io'.'75  ■ 

4.43 

4.00 

(•) 



3.41 

85.00 

(«) 

(•) 



3.92 

23.45 

52.96 



29,874,900 



.601 

34,207.610 

«  Pounds. 

•  Report  for  period  from  July  1, 1913,  to  May  6.  1914 

•  No  record. 
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CLASS  B.    STATISTICS  OF  PRODUCTION  AND 


LoGAnoN 

NaMK  Of  COMPAWT 

Gas  on 
hand 
first  of 

yew. 

cu.ft. 

Coal  gat 

madedurw 

ingyear. 

cu.ft. 

Water  gas 
made  dur- 
ing yew. 
cu.ft 

Total  gas 
made,cu  ft 

Total  gas 

purchased 

during 

ytar, 

cu.ft 

Antigo „ 

Baraboo 

Antigo  Gas  Co.  i 

12.300 
46.620 
50.000 
24,458 
(«)  . 

25.000 
15,000 
12,658 
34,200 
15.000 

9.000 
63.000 
47.790 

6.000 
44.000 

242,500 

"l4","536.i40 

7.525,300 

7.525.300 
14.586.140 
17.965.500 

9.181.837 
11.470.300 

10.663.800 

Baraboo  Gas  A  El.  Co 

Beaver  Dam  Fuel  k  Lt.  Co 

Beaver  Dam 

17.965,500 
il',470'.80b 
10,663,800 

Berlin 

Burlington 

Berlin  Pub.  Service  Co 

Citizens  Gas  Co _ 

Ft.  Atkinron  Gas  Co 

St.  Croix  Gas  Co . . 

9.181,837 

Ft.  Atkinson. 

Hud*ion 

4,332,710 

Ironwood 

Ironwood  Gas  Co 

14,469,950 
8,961,300 
11,017,368 

7,322,478 

14.469.950 
8.961.300 
11.017.368 

7.331.500 
23,333,500 
7,322,478 
6,272.200 
15,151,000 

Menomonie. 

Menomonie  Gas  Co 

Monroe  Lt.  &  Fud  Co... 

Platteville  Ga«j  Co 

7.331.500 
23.333.500 

6.272.200 

15.151,000 

Monroe 

Platteville 

Portage „. 

Portage  Amcr.  Gas  Co 

RMndander  . 

Oneida  Gas  Co 

Ripon. 

Ripon  Lt.  4  W.  Co 

Stevens  Point  Ltg.  Co . ..    . 

Stevens  Point ... 

Stoughton 

Waukesha 

Stoughton  Lt.  &  Fuel  Co.* 

Waukesha  Gas  A  El.  Co 

Wauwatoea  Gas  Co 

West  Allis  Gas  Co 

Total  

49,192,300 

49.192.366 

Wauwatoea 

Weat  Allia 

89.395.996 

29.874,900 
47,585.800 

647,526 

124.998,477 

214.394,473 

81.793.410 

CONSUMER,  SERVICE,  AND 


Location 

NaIIK  Of  COMPANT 

CoNsncBR  Data 

No.  oom- 

mefcial 

consumers 

No.  indus- 
trial 
consumers 

No.  power 

gas 
consumers 

Antigo 

Baraboo 

Antigo  Gas  Co.' 

359 
670 
840 
435 

688 

HIO 
258 
552 
544 
716 

321 
1,258 
439 
479 
810 

865 
1,871 

916 
1,440 

Baraboo  Gas  &  El.  Co  

Beaver  Dam  Fuel  &  Lt.  Co 

Berlin  Pub.  Service  Co.                          

5 
4 
65 

Beaver  Dam. 

Berlin 

Burlington 

Citizens  Gas  Co 

Ft.  Atkinson 

Ft.  Atkinson  Gas  Co 

Hudson 

St.  Croix  Gas  Co 

Ironwood  Gas  Co 

Ironwood 

Menomonie 

Menomonie  Gas  Co 

Monroe  Lt.  &  Fuel  Co            



Monroe... 

Platteville    

Platteville  Gas  Co     .  .. 

9 

Portage 

Rhineiander 

Portage  Amer.  Gas  Co 

Oneida  Gas  Co  . ..                                    

Ripon 

Stevens  Point 

Ripon  Light  A  W.  Co 

Stevens  Pt.  Ltg.  Co                                  

4 

1 

Stoughton 

StnnghtAn  T,t   *  FiipI  Cn 

1 
1 
2 
9 

1 

Waukesha 

Waukesha  Gas  A  El.  Co 

Wauwatoea  Gas  C^ 

2 

Wauwatosa. 

5 

West  .Allis 

Wat  Allis  Gas  Co 

5 

Total 

13,871 

100 

14 

I  Report  for  period  from  July  1.  1913,  to  May  6.  1914. 
>  Data  unavailable,  due  to  overhauling  of  station  meter. 

*  Estimated. 

*  No  record.    Station  meter  by-passed  for  repairs. 
»  Previous  data  inaccurate. 


Digitized  by 


Google 


Statistics — Physical — Gas 


519 


SERVICE  DATA,  19I4-€oiiduded. 


ToUl  gas 
niade  and 
purcbaaed, 
■  cu.  ft. 

Total  gai 
to  account 
for.  cu.  ft. 

Gaaon 
hand 

close  of 
year 

cu-ft. 

Gas  de- 
livered to 
mainB,  cu. 
ft. 

Gas  sold, 
cu.  ft. 

Gas  used 
by  com- 
pjuy,  CO. 

Gas 
trans- 
ferred 
Credit 
cu.  ft. 

Total  gas 

used  and 

sold,  en.  ft. 

Gas  un- 
accounted 
for,  cu.  ft. 

Percent 
gas  un- 
accfd 
for.  to 
total 

Si 

&80ld 

7,525,300 

7.537.600 
14,582.760 
18.015,500 

9.206.295 
11,470.300 

10,688,800 
4,347,710 

14,482,608 
8,995,500 

11.032.368 

7.340,500 
23.396.500 
7.370.268 
6.278,200 
15.195.000 

49,434.800 
29.874.900 
47.585.800 

23,300 
43,400 

48,900 

20.295 

....  C«) .... 

25.000 
15,000 
23.933 
9,700 
23,000 

26.900 
66,000 
50,233 
6,000 
39.000 

211,100 

7.514,300 
14.539.360 
17.966.600 

9,186.000 
11,470,300 

10,663.800 
4.332,710 

14.458.675 
8,985,800 

11.009.368 

7,313.600 
23.330.500 
7,320.035 
6.272.200 
15.156,000 

49.223,760 
29,874.900 
47,585.800 

5,749,700 
12,895.400 
16.094.000 

8,645.200 
11.398,900 

9,762.200 
3,911.600 
9,950,700 
8,430,900 
10.266.366 

6,288,900 
22.655,500 
7.178,900 
4,969.225 
12.614.700 

43,059.306 
29,849.3()0 
47,450.400 

52.800 
240.000 
112.400 

71.400 

50.000 
10,000 
159,000 
142,600 
•50.000 

449.600 

234,600 

97.000 

20.042 

634.400 

m",m 

5,802.500 
13.135.400 
16.206,400 

8,645,200 
11.470.300 

9,812.200 
3,921.600 

10,109.700 
8.573.500 

10.316,366 

e.738,600 
22,890.100 
7,275,900 
4,989,267 
13.249,100 

43,233.800 
29,849,300 
47,450.400 

1.711,800 

1.447,360 

1.760.200 

540.800 

(«) 

851.600 
411.110 
4.348.975 
412.300 
693,002 

575,100 

440,400 

44.135 

1,282.933 

1.906.900 

6.989.900 
25.600 
135,400 

22.71 

14.536.140 
17,965.500 
9,181.837 
11,470.300 

9.96 
9.80 
5.89 

10.663.800 
4.332,710 

14,469.950 
8,961,300 

11.017,368 

7.331.500 

33,333,500 

7,322.478 

7.97 
9.45 
30.03 
4.58 
6.28 

7.83 

1.88 

.69 

6,272,200 

20.43 

15.151.000 

49.192.300 
29.874.900 
47.585,800 

:...::;... 

12.65 

12.11 
.09 
.28 

296,187.883 

296,835.409 

631,761 

296,203,648 

271.171.191 

2.498,342 

273.669,633 

22,534,115 

7.59 

APPLIANCE  DATA 


Total  No. 

service 
connections 

(main  to 
place  of  use) 

Appuance  Data 

FUEL  AND  XLLUMINATING  QA8 

POWBROA8 

Total  No. 
consumers 

Rangcfl 

Hot  plates 

Water 
heaters 

Heaters 
and  grates 

Gas  arcs 

No.  motors 
connected 

359 

(») 

741 
840 

0 

258 
575 
459 
692 

351 
1,173 
421 
544 
750 

790 
1,932 

865 
1,210 

(«) 

675 

540 

235 

12 

517 

(7) 

64 
267 

31 
157 

61 

22 

3 

50 

1 
56 

6 
23 

116 
40 

844 

500 

688 

52 

mo 

258 

206 
307 
357 
383 

50 
200 
265 
193 

53 
112 
87 
46 

11 

•282 

34 

»«>78 

0 
17 
98 
62 

552 

544 

716 

330 

1,258 
439 
484 

1,006 
110 
295 
637 

693 
1.824 

304 
276 
133 
92 

451 

248 

201 
67 
55 
41 

82 
47 

161 

"107 

2 

36 

09 

204 
75 
34 
23 

84 
96 

810 

867 
1,874 

923 
1.464 

3 
2 

13.085 

11.601 

7,122 

2.731 

927 

896 

900 

6 

•  No  record. 

'  Not  reported. 

'  Consumers  not  divided  into  classes. 

*  Includes  gas  irons,  91. 

M  Includes  16  miiodianeous  appliances. 
"  Indodei  36  nuMeUaneous  i^jptianoeses. 


Digitized  by 


Google 


520 


Report  of  Railroad  Commission 


CLASS  B.    GAS  DISTRIBUTION  SYSTEM  DATA. 

Ma 


Namb  of  Compant 

Kieof 

LoCATIOlf 

1'' and  lew 

W 

IH'\ 

2" 

Antko 

Antiffo  Gas  Co.> 
Baraboo  Gas  A  El.  Co 

1,200.00 

Baraboo    . 

21,263.00 

Beaver  Dam. 

Beaver  Dam  Fuel  &  Lt.  Co 

Berlin  Pub.  Service  Co.* 

7.847.00 

Berlin. 

Burlington. 

Citizens  Gas  Co.„ 

51,644.00 

Ft.  Atkinson 

Hudaon 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Co 

150 

1,850.00 
175.00 

375 

5,676.00 
25.257.00 

Ironwood , 

Ironwood  Gas  Co 



11.610.00 

M^monie 

Menomonie  Gas  Co 

Monroe  Lt  A  Fuel  Co _ 

Platteville  Gas  Co 

Portage  Amer,  Gas  Co 

1.226 

1.004 

1.460 

9.485 

105 

52.00 

7,104.00 
113.00 
212.00 

5.667.00 

^7,286.50 

29,011 

1.562 

360 

9,041 

4,366 

684 
1,040 

7.461.00 

Monroe... 

HatteviUe 

Portage 

26.201.00 

3.385.00 
23,845.50 

Rhinelander 

Ripon 

Oneida  Gas  Co 

Ripon  Lt.  &  W.  Co 

18,213.00 
31.880.00 

Stevens  Point     . 

Stouehton. 

Waukesha 

Wauwatosa. 

West  Allis 

Stoens  Pt.  Ltg.  Co 

Stoughton  Lt.  &  Fuel  Co 

Waukesha  Gas  &  El.  Co 

Wauwatoea  Gas  Co 

W«t  Allis  Gas  Co 

Total 

10.407.00 

"36,788.00 

3.140.00 

595.00 

3,137.00 

13.430 

22.459.50 

46,378 

289.449.50 

Met 


Namk  or  Company 

Siscof 

LOCATIOK 

3"  and  Ifss 

6" 

10" 

20" 

Antigo 

Baraboo 

Beaver  Dam 

Berlin 

Antigo  Gas  Co. ' 

Baraboo  Gas  A  El.  Co 

Beaver  Dam  Fuel  A  Lt.  Co 

Berlin  Pub.  Service  Co.  » 

2 
443 

347 
334 
815 

681' 

255 

420 
207 
684 

307 

1,022 

385 

4 

196 

679 
1,548 

860 
1,408 

10 
6 
20 

6 

1' 

8 

Burlington 

Cifiiens  Gas  Co 

1 

Ft.  Atkinson. 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Co 

Hudson 

1 
31 

7 
30 

16 
7 
6 
8 

17 

27 
51 
41 
20 

1 

Ironwood 

Ironwood  Gas  Co 

Menomonie  Gas  Co 

97 
326 

1 

10 
227 

49 
474 

854 

144 
257 

5 
6 

Monroe 

Monroe  Lt.  A  Fuel  Co. »" 

Platteville  Gas  Co 

9 

Platteville 

1 

Portage 

Portage  American  Gas  Co 

I 

Rhindander 

Oneida  Gas  Co 

Ripon. 

Ripon  Lt.  A  W.  Co 

Stevens  Pt.  Ltg.  Co 

1 

Stevens  Point 

10 

Stoughton  Lt.  A  Fuel  Co 

Waukwha  Gas  A  El.  Co 

Wauwatona  Gas  Co. 

3 
16 

Wauwatosa 

3 

West  Allis 

West  Allis  Gas  Co 

"3 

6 

Total 

2,887 

10,152 

303 

72 

I  Report  for  period  from  July  1,  1913,  to  May  6,  1914. 
3  No  data  reported  last  year. 

*  3f  ^  inch  pipe. 

*  No  record. 
••5-inch  pipe. 
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YEAR  ENDING  JUNE  30,  1914. 

INS 


Main  Pipe  (Feet) 

Total  Length  of  Main  Pipe 

Z" 

4" 

6" 

8" 

10" 

12" 

16" 

In  feet 

In  mi.  &  ft. 

Total  in- 
crease 

2>j" 

MUes 

Feet 

nnce  June 

30.  '14  in 

ft. 

125 
•1.525 

1,200.00 
62.622.00 
59.055.00 

1,200 

4,442 

975 

2,288 

4,926 

4.641 

130 

3.470.5 

367 

3,832 
4,131.5 
4,683 
3,867 
2.040 

5,110.5 

4,037 

987 

•    3.783 

....  (»)      . 

*951 
15,228 

17,159.00 
18,804.00 

19.889 
14,090 

2,576 
2,815 

559 
271 

11 
11 

10 

5 
6 
8 
10 
10 

5 
16 

8 
11 
11 

11 
24 
16 
19 

15,250 
2,041 

3.544.00 

6,350.00 
10,889.00 
7.740.00 
4,490.50 
15,232.00 

13,087.00 
35,416.00 
11.618.00 
3,380.00 
7,410.00 

7,872.00 
6.868.00 

5,475 

10.435 
4.955 
10,784 

9,240 
13,335 
5.843 
6.823 
28.641 

7,744 
95,884 
54,499 

70.887 

950 

5,565 

4,290 

450 

1,860 
6,405 
•1.313 
1,126 
2,100 

•1.866 
17.181 
8,647 
15.166 

150 

3,795 
165 
500 

2,660 

55,088.00 

31.326.00 

36.321.00 

42.370.00 

56.270.6 

53.167.00 

30.232.00 
88.611.50 
46.823.00 
61.947.00 
60,120.00 

63.190.50 
130.757.00 

85.467.00 
104,103.00 

1,000 

9.825 

4,562 

618 

3.225 

•660 

761 

3,960 

5.756 
650 

931 

809 

7,503 

400 

4.827 

1,425 

252 

1,228 

768 
5.239 
6.611 
8,753 

192 

823 

15.115 

6,16a 

1.186 

330 

3.842 
16.455 

13.045 

42.447 

168.859.50 

358.524 

72,300 

29.871 

1.068.570.50 

202 

1.980.5 

72,961 

Meters— Lamp  Capacity 

Total 
number 
of  meters 

Increaite  in 

30" 

46" 

60" 

80" 

5a" 

100" 

150" 

200" 

250" 

300" 

number  of 

meters  since 

June  30, 

1913 

359 

781 
844 

688 

259 

554 
546 
728 

333 

1,266 

440 

488 
1,077 

867 
1,881 

927 
1,454 

56 





1 

151 
91 

2 

1 

38 

13 

21 

3' 

••••••■•'••■"••■ 



30 
64 

27 

9 

31 



36 

1 

15 

i 

82 

6 

8 
2 

4 

37 

3 

3 

1 

:;:.::„: 

31 

8 

9 

7 

1 
1 

190 

5 



2 

183 

35 

18 

17 

2 

5 

2 

1 

1 

13.495 

1,096 

•  Includes  5-mch  pipe. 
'  Includes  1-inch  pipe. 

•  Includes  2J^inch  pipe. 

•  Not  reported. 

^  Meters  owned  thb  date. 
"Equitabla. 


Digitized  by 


Google 


522 


Report  of  Railroad  Commission 


Statistics  of  Public  Utili 

CLASS  A     CONSUMER.  PUMPAGE  AND  CONSUMP 


NAM!  or  COMPANT 

ComuMXR 

Location 

Com- 
mercial 

Indus- 
trial 

PubUc 

Total 

Anhltnd 

FriwU 

Ashland  Water  Co    

Bdoit  W.  Gas  &  Elec.  Co 

Wia.-MinD.  Lt.  &  Pr.  Co 

Green  Bay  Water  Co ™ 

1,<H)6 
2,323 
1,S87 
4,617 
2,317 

2,762 
1,043 
3,330 
8.087 
5,537 

51 
32 
30 
82 
.     129 

53 
17 
91 
123 
56 

261 
48 

2,218 

B«loit 

Chippews  FalU 

2.403 
1,917 

Qrera  Bmt 

4«8 
347 

294 
198 
520 
756 
871 

5  187 

J»naviUc.„ 

Mirinette.™ 

JanesviUe  Water  Co 

City  Water  Co 

2,793 
3,099 

MerrUl 

City  Water  Works  Co 

Oshkoeh  Water  Works  Co  

1,258 

Oshkoeh.  . 

3,941 

Racine 

Racine  Water  Co  

8.965 

Superior 

Superior  W.  Lt  A  Pr.  Co„ 

6,4d4 

Total 

Municipal 
Municipal  Water  Works  Plant 

33,799 

664 

3,782 

38.245 

Apcletoa. 

2.033 
2.926 
3.355 
4.0S2 
4,761 

5.640 
1,968 
67,592 
3  520 
4,630 

1,242 
1,801 

29 
51 
30 
65 
116 

80 

94 

1,746 

113 

207 

45 

14 

4 

29 
274 

39 
596 

535 

10 

3,818 

522 

562 

199 
18 

2.066 

Eau  Cbure ~ 

3,006 

Fond  du  Uc 

Keno6h» 

Lft  Croase 

3,659 
4,186 
5,463 

Madison 

..                                ..                       ..                   .. 

6.255 

Manitowoc 

Milwatikee 

•*                                "                       **                   "        

2.067 
73,155 

OBhkoeh 

ShnHoyf^m      

4,155 
5,399 

Watertown. 

Waukesha 

Wausau 

1.486 
1,833 

(») 

Total 

103.535 

2.589 

6.606 

112,730 

*  Indudes  hydraulic  and  ml. 
'Repompage. 
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ties — 2.     Physical — c.  Water 

TION  DATA.    YEAR  ENDING  JUNE  30,  1914 


PuMPAOS  (is  M  Qallons) 

Amount  of 

water  passed 

through  meters 

Mgals 

Average 
sUtic 
head 

against 
which 

Range 
of  or- 
dinary 
pres- 
sure,  lb. 

Byateam 
power 

di^ulfc" 
power 

Bydeo- 

trio 
power 

By 
gaa 
power 

Total 

Average 
daily 

Range 
of  fire 

sure,   lb. 

466.335 

466.335 
612.881 

439,692 
425.170 

494,605 
353,033 
223,055 
1,253,841 
739.885 

1,277.63 
1,679.00 

1.204.63 
1.164.85 

1.355.07 
907.21 
2.424.40 
3.436.20 
2,020.00 

146,500.60 
332.319.76 

161.0 
116.4 

20-66 

60-65 

40-76 

40- 

70-73 

36-46 
40-66 
35-40 
60-80 
46-70 

80-126 

64.696 

262.036 

286.150 
41 ,129 

70-90 

40-75 

398,563 

126,023.59 
133.125.81 

49,093.60 
3,147.00 

67.983.00 
734,901.00 
347,236.80 

100- 

425,170 

172.0 

100-120 

494,605 



lOO-llO 

853.033 
223,055 

160.0 

196*0 
160.0 

80-  96 
90-115 

1,253.841 
739,885 

100-130 
80-135 

4.419. IS2 

262,036 

327,279 

5.008,497 

744,520 

862,000 

413,737 

1.193,083 

1,142,916 

805,712 

440.166 

17  488.394 

662.270 

1.287,067 

269,904 

15,527.99 

1.940.330.95 

»744,520 

862.000 

11,667 

2.560.10 
2,500.00 
1,133.53 
3,268.72 
3,131.24 

2,207.43 
1,205.93 
47.913.41 
2,452.86 
3,526.18 

723.02 

142.0 

60-66 
70-80 
30-40 
70-76 
95-110 

80-86 
65-70 
16-75 
36-40 
40-60 

7^-86 

90-110 

110-130 

402,070 

17,988.00 
806.330.76 
260,433.76 

506.694.88 
185.890.83 
12,717.612.20 
90,197.12 
229,587.16 

207.477.66 
89,779.83 
2,660.00 

90-125 

1,193,083 

162.0 
240.0 

230.0 
152.0 
160.0 
86.0 
88.0 

180.0 

80-100 

1,142.915 

95-110 

'     805,712 

•710.260 

8^120 

440,166 

90-100 

17.488,394 

662,270 

90-116 

1,287,057 

110-80 

269.904 



86-110 

966.572 

685 

967,267 

126.0 

85-60 

100-120 

26.402.663 

862,000 

12.352 

26,277.015 

70,622.41 

16.113,642.07 

*  Not  reported. 
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CLASS  A.    DISTRIBUTION  SYSTEM  DATA. 


L(/c  V  noN 


Aahlaad 

Beloit 
Chippewa  Falls . 

(Jreen  Bay 

Jana8^'ille  

Marinette 

Merrill 

(^hkosh 

Racine   

Superior  


Appleton 

Eau  Claire 
Fond  du  I.AC ... 

Kenosha 

La  Crosse 

Madison 

Manitowoc  .. 

Milwaukee 

Oshkosh 

Sheboygan  

WatPTtown ... . 
Waukesha..  . 
Wausiu 


Namk  or  Company 


PnvaU 

Ashland  Water  Co 
Bdoit  W.  Gas  A  Elec.  Co 
Wis.-Minn.  Lt.  A  Pr.  Co 

GreenBay  Water  Co 

JanesNiile  Water  Co 


City  Water  Co 

City  Water  Works  Co 

Oshkosh  Water  Works  Co 

Racine  Wat«r  Co 

Superior  W.  Lt.  &  Pr.  Co 


Municipal 
Municipal  Water  Works  Plant . 


Rmbrvoirs 


STANDPinn 


No. 


Totil 
capacity 


Eleva- 
tion 

abov, 

pump- 
ing 

ptation 


625,000 
423.000 

1,650,000 
79«.433 

283.800 

148.500 

1.250,000 

1,350.000 


2,500.000 

600.000 

2.500.000 

6.000.600 

1.200.000 

688,000 

21.000,000 

1,250,000 
567.000 

450.000 
367.000 


75 


140 


40 


60 
20 

2h 


30 


No. 


Total 
capacity 


Eleva- 
tion 

above 

pump- 
ing 

station 


112.500 

36.800 

100.000 

312,198 


288,636 
330.480 


250.000 


56,000 
275.000 
212.000 


150.000 
135.000 
60.000 


102 


43 


Method  of 
purification 


Sand. 


Sand. 

Mch.  sand. 
Sed.  A  mch. 
Hyp.  of  lime. 
Sand. 


Sand 


212 
150 
225 


Hypochlor. 
Sed.  A  meh. 
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YEAR  ENDING  JUNE  30.  1913. 


PuRinc^noN  Ststsm 

Miles  of 
distribu- 
tion 
mains 

Servick  Connections 

FHtera 

Foun- 
tains 

Hydrants 

Com- 
mercial 

Total 

SCTVicCB 

Number 

of  meters 

in  use 

No. 

ToUl 
capacity 

Opened  or 
covered 

4 

4,000,000 

Covered 

30.70 
28.68 
17.36 
58.61 
32.10 

34.22 
21.32 
60.34. 
78.14' 
68.41 

7 
9 
4 

10 
12 

8 
4 

12 
9 

44 

246 
218 
165 
426 
308 

264 
181 
486 
698 
828 

2,430 
2,465 
1,925 
4.945 
2,472 

2,665 
1.299 
3,443 
8.962 
5.592 

2,683 
2  692 
2.094 
5,381 
2.792 

2,937 
1.484 
3,941 
9.669 
6.464 

722 

3.695 
4,186 
5,273 

6.255 
1  796 

4.155 
5,011 

1,474 
1,881 
2,508 

646 
2  136 

203 
4,511 

973 

10 
5 

1, 500.006 
4.600,000 

6,066,666 

Open 

Open. 

120 
46 

16 

3  ■■ 

Open. 

Covered 

1,188 
6,467 
5,191 

Covered 

42.69 
35.83 
46.88 
66.30 

76.96 
32.82 
607.91 
60.82 
72.72 

21.01 
27.46 
32.48 

9" 

7 
26 

16 

7 

12 
12 

9 
9 
5 

467  ■■ 

244 

7 

563 

482 
224 

486 

606 

182 
246 
266 

722 

3,442 
4,17? 
4,695 

6,758 
1.666 

3.657 
4.493 

1,2S3 
1.872 
2.503 

722 
2,062 

2,392 
3.205 
2,837 

5,720 

4,066,660 

1,567 

14 

Open  ..    .11 

60.374 

1.345 

389 

1,276 
1.900 

100 
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CLASS  A.    SUPPLY  AND  STATION  EQUIPMENT 


LoCiTION 

N&IU  or  COMPANT 

Source  of  water 
supply 

Numberof  in- 
takes, springs,  or 
weUs 

DepUiof  WAter 

of  intake  or 

we!l 

Ashland. 

FriwU 
Ashland  Water  Co 

L.Sh.W.D.&Art.W. 

Spring.  Sh.  W.  D.  A  Art. 

W. 
Springs 

D.AArt.'W. 

Imp.  Res.  Sh.  W.  D.  & 
Art.W. 

R.&L.    D.&Art.W. 
Rivers 

L.  &  D.  A  Art.  W. 

Lakes 

lL.lS.W.10ArtW 

18.28Sh.W17D.W 

9Spring8 

11  D.  A  Art.  W. 

lImp.Re8.l8.W. 
2  Art.W. 

lR.lL.lD.AArtW. 
2R. 

2L.8D.AArt.W. 

llake 

23-38-60  to  70' 

Beloit 

Beloit  W.  Giw  &  E?.  Co 

40'  77'  8Q' 

Chinpewa  FIs 

Wia.-Minn.  Lt.  &  Pr.  Co 

ft* 

Green  Bay. . .  . 

Green  Bay  Water  Co 

850'  to  933' 

Janesvillc. 

Janesville  Water  Co        .... 

I2'-25'-llW 

Marinette. 

City  Water  Co 

5'  25'  765' 

Merrill. 

City  Water  Wks.  Co 

2 

Oshkosh. 

Oshkoeh  Water  Wks.  Co 

Racine  Water  Co 

Superior  W.  Lt.  &  Pr.  Co 

Municipal 
Municipal  Water  Works  Plant 

«<                            It                      *(                    14 
<«                               ••                        4<                      •> 

too'  A  200'  280  to 

Racine 

Superioc ^. 

960' 
4<K 

Applcton. 

Eau  Claire. 

Fond  du  Lae... . 
Kenosha 

Rivera.  Imp.Res.  D  t 

Art.  W. 
Shallow  WfUs 

Imp.  Res.  A  D.  A  Art  W. 

Deep  weils 

Deep  and  Art.  Wells 
Sh.  Well-  A  Well  Pto. 
Rivers,  lakes 

L.  Deep  A  Art.  Wells 
Uke 

Deep  and  Art.  Welb 
Rivers,  Sh.  W^  D.  W. 
Rs.,8h.W.D.W.AArtW 

lR.lRe8.3Art.W 

103  Sh.  W. 
.IImp.Re<>.9Welb 

8  -  -  600-775-833 
40  to  70' 
480-650' 

La  CroBse. 

Madison. 

Manitowoc 

Milwaukee 

Oihkoah. 

20  deep  weUs 

10  D.  A  Art.  W. 

2  Sh.W.  A  5  W.  P. 
I  R.  I  L. 

3  L.  8  D.  W. 
3Lako> 

3  D.  A  Art  W. 
IR.  18h.W40D. 
1R,1S.W.10D.W, 
30  Art.  W. 

120' 

750' 
18'-40' 
50' «' 

5'-19'  280  to  060' 

Sheboygan. 

Watertown 

Waukesha. 

Waaaau 

46'  28'  12' 

1032'  760'  768' 
l6-32-13&>13S 

*  The  2  Westinghouso  pumpe  are  used  to  pump  into  the  filters. 
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DATA.   YEAR  ENDING  JUNE  30.  1914. 


BOILSBS 

Pmps 

Power 

J 

Kind 

Total 

SSI 

power 

Steam 

or 
power 

No. 

Kind 

Capacity  in 
gallons 
per  day 

Gaaor 
steam 
on«nne  or 
electric 
motor 

Rated 
horse 
power 

Horaootal  Tubular 
Tubular  Horii. 
Tabular  Horia. 
Water  Tube  Tubular 
Tubular  Horia. . 

Tubular  Horix 
Tubular  Horis. 

Tubular  Horiz. 

Water  Tube 

350 
250 
200 
600 
375 

240 
300 

500 

093 

St.APr 
St.APr 
St.APr 
StAPr 

St. 

St. 
St. 

St. 

St.APr 

4 

9 
4 
6 
2 

4 
4 

5 

2  HoUy  Mfg..  1  Doane.  1 

lawrenoe 
4  Fabbanks-M,  2  Sipith  VaUe 

3DeUval 

1  Phoenix.  2  Dean.  1  Worth- 

ington 

2  Byron  Jackaon  2  Snow  Croaa 

2  Knowlei 
G.  F.  Blake  double  act'ng 

2  Deane.  2  Worthington 

2  Deane,  1  Laidlaw,  1  Prea- 

cott 
2  HoUy-Gaskell.  1  Worthing- 
ton,  ^  2  WesUnghouse 
2  Allia,  1  Blake.  1  Worth.,  1 

Presoott 

7.100.000 
8.000,000 
4,500.000 

4,000.000 

7,000.000 
3.000.000 

9.500.000 

14.500.000 

Steam 

El. 

El. 

St  A  El. 

St  A  El 

40 

100^150 

St.  A  El. 

Tubular  Horuontal 
Tubular  Horizontal 
Tubular  A  water  tube 
Tubular  Horisontal 

Water  Tube 

Tubular 

Tubular  Horizontal 

Tubular  and  Marine 
Water  tube.  born. 

Tubular  Horizontal 

250 
240 
460 
640 

390 

225 

1.590 

400 
450 

200 

? 

StAPr 

Steam 

StiAPr 

StAPr 

StAPr 

Pr. 

StAPr 
St 

StAPr 

8t.APr 

St. 

4 

10 

2 

....... 

8 
2 
10 

7 
3 

2 
3 
3 

2  Deane.  1  Enowla.  1  WeQ 

4  Phoenix,  2  Smith  Vaile,  5 

LAwrenoe 
QaskillHcriz.  Holly  Mfg. 

BW^rHoiiy,  Al^^ 
Laval 

(t) 

3H4milUon8 
14,000,000 
6.000.000 

2i2.oo6,b66 

10.000.000 
3.000.000 
94.000.000 

9.500.000 
15,000,000 

3,000,000 

Steam 
GasAEl 

Hec'. 

St.  A  EL 
El. 
St. 

St.  AH 
Elcc. 

El. 

170 

25 
E1.250h.p. 

Worthington  Gould 
5  E.  PTAUis.  3  Allw-Chal..  2 
Wi8.Eng. 

Nordberg.  Ga.««kill.  Dmn  Gor- 
don A  Co. 

1  Smith  Vailc.  1  Gould  Mf.Co. 

Fire  Tubular 

600 

2  GaskUl.  1  Snow. 

12.000,000 

M  E.  P.  AOia.  1  Allis  Chakners,  2  Prescott  Steam  Co.,  2  Wood.  1  Byron  Jackson.  1  Amer.  Well. 
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CLASS  B.    CONSUMER.  PUMPAGE  AND  C0N8UMP 


Location 


Antijio 
Beaver  Dam 
Mellen 
Monomonie. 
Oconto 

Ripen. 

Stevens  Point 
Washburn     .  . 


■  Baraboo    .  . 

Berlin    

Burlinnton. 
rolumbua..  . 
De  Pete 


Nami  or  Coii?A?rr 


PnwU 

Antino  Water  Co 

Beaver  Dam  Water  Co.    . 

PeoplcB  Water  &  Lt.  Co 

Menomonie  Water  Wks.  C-o  . 
Oconto  (^ity  W.  Supply 

RipoD  Lieht  k  Water  Co. 

Slrvenff  Pt.  Water  Co 

Washburn  Water  Wks.  Co. 


Total. 


Munieipd 
Municipal  Water  Wwrka  Plant.. 


Edgerton 

Ft.  Atkinson  .. 

Kaukauna 

Lake  Geneva . 
Lancaster 


Mcnasha 

Monroe       . 

Neenah 

Now  London  .. 

New  Richmond  . 


Oconomowoc 

Platteville  

Plymouth 

Porta<?e 

Pt.  Washington 


Rhinelander 

Rice  L*ke     

Richland  Center . 

River  Falle 

Shawano    


So.  Milwaukee 

Sparta        

Stou^hton 

Sturgeon  Bay ... 
Tomiah 


Waupaca 

West  Allifl 

Whitewater.. 


Total.. 


CONBUMIB 


Com- 
mercia! 


761 
1.357 
216 
534 
085 

601 
690 
477 


5,411 


Indtis- 
trial 


1.055 
606 

6S4 
387 
700 

48:) 

ft52 
521 
349 
605 

574 
586 
701 
219 
223 

374 
047 
543 
1.040 
462 

879 
630 
605 
422 
202 

708 
443 
807 
82 
705 

517 

1.344 

373 


19.423 


Public 


462 


142 

24 
HI 
145 

124 

173 

6 

755 


60 


26 

62 

26 

115 

10 

113 

6 

86 

11 

11 

109 
119 
129 
64 
42 

4 

19 

73 

US 

4 

163 
86 
14 
54 


130 
11 
112 

28 
78 

91 
349 
113 


Total 


912 
1.370 
251 
698 
840 


487 


By  Rteam  pover 


6.276 


2.485 


1.090 
718 
700 
448 
700 

568 
793 
644 
441 
627 

709 
725 

858 
287 
272 

382 
978 
632 
1,168 
501 

1.062 
736 
634 
480 
214 

859 
472 
938 
116 
787 

633 

1,708 

490 


263,139,480 
256.641,' 00 

4,3(J0.000 
162.646.7U0 

106.707,810 
238.154,430 
141.775,951 


.173.365,371 


62.632,000 

77.234,380 

1.928.808 


48,017.380 
02.042,518 
89.985,629 
50.000.000 
HO.000.000 


100.000,000 
155,710.741 
29.675.000 


22.370 


3.218.074 
47.369.700 

6.206.487 
177.607,646 
70.050.000 

360.986.000 
122.708.510 

14.000  000 
25,348.480 

251.350.000 

108,713.525 

7.919,823 

54,456,912 

64,548.835 


59.440.500 


2.121,230.848 


»  Estimate. 

*  Record  not  complete. 
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TION  DATA.    YEAR  ENDING  .JUNE  30,  l^lt. 


PuMPAOB  (TN  Gallons* 

Amount  of 
water  passed 

through 
meters 

M  gal9. 

Average 
static 
head 
against 
which 
pumps 
iWork 

Range  of 
ordinary 
pressure 
pounds 

Range  of 

By  hydraulic 
power 

By  electric 
power 

By  gas 
power 

Total 

Average 
daily 

fire 
pressure 
pounds 

263,139,480 
256,641,000 

98,380,000 
162,646,700 

106,707.810 
238,154.430 
141,776,951 

720,9.30 
7a3,126 

268.800 
445,607 

292,350 
652,475 
472,077 

61.011.000 

38.385.795 
16,425.021 

13.554.874 

98,907.235 

305.069 

85-100 
140 

230-235 

35^4 

50-60 

85-95 
30- 

36-54 
50-65 
40-110 

90-110 

M.osb'oob 

100-125 

90-130 

117 

70 

265 

90-120 

65-100 
40-110 

94.080.000 

i27.4.5b.OO0 
45,135,000 

1,267,445.371 

.  ^ 

253.511.500 

253.511,500 
62,632,000 
77,234,380 
29,378,808 
45,135,000 

48.017,380 
95,984,518 
89,985,629 
50,000,000 
40.000,000 

122.610,000 
100,000,000 
15.5.710,741 
29,675,000 
45,625,000 

41,811,874 
47.369.700 
40.160.616 
177,607,646 
77, 242,. 500 

360,986.000 
122,798,510 
86,602,000 
97.245.720 
25,348,480 

251,350.000 
108,713,525 
104.216.373 
.54,4.56.912 
W, 548. 835 

88,747,000 
160,215,000 
59,410,500 

700,000 
171,660 
211,327 
80,489 
130,000 

131,554 
262,800 
249,275 
130,986 
107,500 

336,000 
272,000 
432,5.30 
81,300 
125,000 

114,524 
129,780 
110.029 
486,596 
211,623 

989,002 
330,000 
250.000 
239,000 
69,426 

688,193 
297,845 
288,266 
149,197 

243.142 
438,943 
162,020 

78,000.000 
15,165.750 

253 
135 
151 
150 

95-110 
48-60 
65-70 
6l>-65 

110-125 

80-100 

65-70 

22,231.378 
64.947.885 

(») 

34.576.629 
4,172.275 

72,634.670 
87,204.900 
28,920.365 

160 
145 
165- 
200 
250 

140 
180 

no 

135 
120 

200-240 

160-180 

98 

150 

180 

122 
6-12 

165^200 

220 
200 
160 
140 
75 

147 

140^174 

66-70 
65-65 
30-65 
65-68 
30-38 

50-66 
40-70 
45-50 
60-65 
53-62 

60-65 
80-90 
76-98 
60-80 
70-80 

45-54 

-60 
66-72 
60-80 

60-90 
55-80 
60-70 
40-60 
6.5-75 

50-55 

75-120 

65-68 

47-125 

100- 

'122, MO, 000 

60-80 

-100 
100-130 

70-95 

85-96 

45,625,000 

38.592.900 

34,865,129 

6,292',m 

'"  86.602,500 
83,245,720 

9,466.140 

41,811.874 
27.055.131 
14.«52.I34 
73.000 
58,969.365 

21,403.000 
45,911.705 
11,689.396 

i23,340.18b 

183,231.000 

85,853.548 

36,432.000 

960.000 

62-80 

100-110 

90-90 

70-98 

80-120 

100-110 

100-140 
60-100 

8(Kiob 

60-90 

96,296,560 

88,747.000 
160,215,000 

839,  M9, 299 

100-125 

70-120 
100-120 
85-100 

10,454.000 
18,095. 122 

50-150 

70-90 

120-150 

253.511,500 

3, 214, 391. (M7 

3  Diesel  engine. 
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CLASS  B.    DISTRIBUTION  gYBTEM 


NaUB  or  COUPAKT 

RUERVOIBS 

LoOATrON 

Num- 
ber 

Total 
capacity 

Heva- 
tion 
above 
pumping 
ptation 
(feet) 

Num- 
ber 

Total 
capacity 

Bera- 

tiOB 

above 

pom^ 
ftatioD 

(feet) 

Antigo „ 

Fnvate 
Antigo  Water  Co 

1 

1 

1 
I 

i" 

70,000 

1,. 500. 000 

50,000 

300.000 

1.200,000 

180 

0 

150.000 
190.000 
65.000 
140,000 



131.000 
363,000 

Beaver  Dam. 

Mellen. 

Beaver  Dam  Water  Co 

Peoples  WaUT  &  Lt.  Co 

Menomonie  Water  Wks.  Co 

Oconto  City  W.  Supply 

Ripon  Light  A  Water  Co 

Stevens  Pt.  Water  Co 

Washburn  Water  Wla.  Co 

Total 

Mmidpd 

Municipal  Water  Works  Plant 

14                            It                      it                   «< 
«•                            •«                      ••                    !• 

•  1                            «•                      ••                    <> 

54 
1«0 

Oconto..- 

340 

Ripon..... 

80 

Stevens  Pbint 

152 

Waahburn. 

266 

6 

2 

1 
1 
2 

1 
1 
1 
2 

3,120.000 

sso.ooe 

85.000 
90.000 
100.000 

275.000 
43.000 
300,000 
270,000 

1.039.000 

Baraboo.. 

Berlin 

121 

1 

1 

1 

2 

1 
1 
1 
1 
1 

1 

1 
1 

1 
1 
1 
1 
1 

1 

1 
1 

i 

i 

275,500 

200.000 

70,000 

70.000 

100.000 

125,000 
175.000 
176.000 
106.000 
106.000 

86.000 
100,000 
270.259 
73.620 
50.000 

85,00C 
100,000 
324.000 
270.000 

aoo.ooo 

150.000 

60.000 

435,000 

30.000 

56.600 

"  "  276. 660 

192 

Burlington...  ™ 

Columbus... 

De  Pcro, 

137.6 

130 

12s 

Rdgerton. 

6 

175 

Ft.  Atkinson. 

Kaukauna 

150 
171 

Uke  Geneva.. 

I«ncafftfr 

180 
235 

Menasha. 

80 

Monroe....  ..„ 

N^nah 

Total 

1 
2 

2 

2 

1 

1 
1 

1 
1 



100.000 
242.390 



172 

New  London. 

65 

New  Richmond 

Oconoraowoc 

129 
89 

Platteville 

80.000 
55,800 

185 

Plymouth.... 

210 

Portage 

100 

Pt.  Washington... 

144 

Rice  LAka 

Richland  Centrr 

River  Falb 

Shawano 

So.  Milwaukee 

Sparta..^ 

Stoughton 

Sturgeon  Bay 

Tomah 

Waupaca 

120.000 
180.000 
100.000 

282,000 

9oo,66o' 

160 
127 

is" 

67 

220 
108 

4 

514 

WestAllis.... 

\^'hitewater.  „ 

\i~ 

23 

3.673,190 

27 

3.962.879 



(»)Not 
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DATA.    YEAR  ENDING  JUNE  30,  1914. 


Miles  of 
diptribu- 
tion  mains 

SeRVICB  CONKBCnONB 

Method  of 

FiLTIiUI 

Fountains 

Hydrants 

Commer- 
cial 

Total 
services ' 

Number  of 
meters  in 

purification 
used 

No. 

Total 
capacity 

Opened  or 
covered 

use 

14.29 
16.67 
3.70 
11.39 
14.59 

11.69 
16.41 
6.67 

4 

i' 

5 

4 

3 

119 

22 

119 
122 

107 
156 
76 

780 

230 

574 
716 

775 
739 

486 

903 

253 
698 
841 

886 
895 
663 

26 

7 

Sand  filter 

1 

Open 

44 

268 

149 

139 

Sand  filter 

Closed 

231 

1 

2 

95.41 

18 

721 

4.299 

6.038 

866 

14.36 
9.58 

14.06 
7.25 

11.13 

7.06 
8.89 
10.63 
7.82 
9.56 

13.27 
9.50 

14.11 
7.33 
3.33 

8.74 
15.22 
4.43 

18.58 
7.75 

15.37 
10.66 
7.85 
5.16 
6.01 

8.02 
12.96 
13.94 
1.84 
7.71 

9.78 

143 

84 
90 

1,088 
431 
701 
388 
700 

1,231 
616 
796 
389 
700 

636 

1 
5 

1 

432 

700 

388 

293 

493 

6 

6 

103 
102 

691 
654 
342 
621 

004 
618 
740 

231 

384 
069 
605 
1.091 
569 

918 
3,432 

800 
662 
342 
627 

604 
722 
857 

271 

456 
1,127 

672 
1.197 

638 

1.062 
3,432 

670 
229 



358 

6 

52 

004 

104 
110 

40 

70 
151 

65 
103 

63 

144 

600 

7 

719 

217 

3 

2 

7 
2 
3 
6 



384 

Sand-sponges 

Covered 

806 

592 

1 

501 

3 
485 

45 

56 

128 

m 

24 
67 

81 

355 

3 

5 

1 

l" 

1 
3 

7 

435 
210 

721 

827 

91 
717 

651 

485 
267 

849 

(') 

933 
116 
787 

639 

26 
209 

C;ni\'ity  sand 

1.500.000 

Covered 

728 

4KI 

4r,8 

24 

413 

52 

8.73 

6 

101 

383 

490 

186 

310.32 

76 

1.979 

19,612 

21,667 

11.944 
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CLASS  B.    SUPPLY  AND  STATION  EQUIPMENT 


LocATion 


Antigo 

Reaver  Dmxl  . 

Mellen 

Menomooie 

Oconto 


Ripon. 

StcveiM  Point... 
Washburn 


Baraboo 

Bprltn 

Burlington... 
Columbus... 
DePerc 


Edgerton 

Ft.  Atkinson.... 


Kaukanna 

Lake  Geneva. . 
Lancaster 


Menasha 

Monroe....... 

Neenah 

New  London. 

New  Richmond 


Oconomowoc. 
PlatteviUe 


Plvmouth. 

Portga?e 

Pt.  Washington 

Rhinelander 


Rice  Lake 

Richland  Center 


River  Falb. 
Shawano 


So.  Milwaukee.. 


SparU... 


Stoughton 

Sturgeon  Bay... 
Tomah 


Waupaca 

West  Allis..  . 
Whitewater. 


Name  or  Compant 


Private 

Antigo  Water  Co 

Beaver  Dam  Wat^  Co 

Peoples  Water  A.  Lt.  Co 

Menomonie  Water  Wks.  Co.. 
Oconto  City  W.  Supply 


Ripon  Light  A  Water  Co 

Stevens  Pt.  Water  Co 

Washburn  Water  Wks.  Co... 

Municipal 
Municipal  Water  Works  Plant 


Source  of  wat«  supply 


Number  of  intakes, 
springs,  or  well^ 


R-Imp.R.-SWA8tW, 

L-D  &  Art.  W 

Imp.  Re?.-S 

R.-D.  AArt.  W 

R-D.  A  Art.  W 


9p.-Sh.  W.  D.A  Art.  W 

h-Sh.  W 

L-Imp.  Rps 


R-S.  VN.-D.  W.. 

D  A  Art.  W 

D  A  Art.  W 

D  A  Art.  W 

D  A  Art.  W 


D.  A  Art.  W. 

R.-D.  A  Art.  W.. 


Art.  W 

D.  A  Art.  W  . 


S.  W.-D.  A  Art.  W. 
D.  A  Art.  W 

R 

8.W 


D.  A  Art.  W. 
D  A  Art.  W. . 


Sh.  W.-D.  A  Art.  W. 

R 

L 

R 


D.  A  Art.  W     . 
D.  A  Art.  W 


D.  A  Art.  W 
S.  W 


Sh.  W-D.  A  Art.  W 


R-S.  W.-D  A  .\rt.  W. 

Bay.-Sh.  W-D  A  Art.  W 
Sh.  W-D.  &  .\rt.  W.  . 


R.-L.-D.  A  Art.  W. 


li.  1 1mp  Res.  2  W 
IH3  D  A  Art.  W  .. 

li-Sev.  S 

2R-2.W 

li-«  W 


2'Sp.-2W... 

li-2W 

3i 


1  i-«  S.  W.-l  D.  W, 

2  D.  W 

3  D.  W 

3  W 

5  W...„ 


1  D.  W... 
2i-l  W... 


3  W... 
3  W. . 

1  S.  ... 


1  S.  W.-2.  D.  W.. 

3  D.  W 

li 

6  S.  W 


2W. 
2W.. 

4W.. 

3i 

li  


I  W... 
1  W. 


3  W. 

12  W. 


4W. 


li  3  W 


li-4Sh.W.-lD.W. 
I  Sh.  W.-3D.  W 


2i-l  W.. . 
4W.'.'!!;' 


Depth  of  water  of 
intake  or  well 


4'-6'-25'-16'. 
300'  to  500' 


10'-355'-376' 

6'-318'-320'-598'-416 
639'-598'.- ...;. 


30-25-20'-12'.. 
10'-30'-20' 

18'  


8'-15'tol2'-93' 

480. 

155'-6b0'-il0O' 

84'-84'-197'  

800'  to  1000' 


1000' 

3'6"-753' 


629'-643'-798'... 
186'-215'-1123'. 

14. 


250'-1000'  

410'-610'-672'. 


67.. 


82<)'-750'. ... 
174l'-1002'. 


20'-458'-l57'-148'.. 

3. 

38' 


12' 


280' 
662'.. 


400'  to  600'. 

20 


31' 

25'-30'-200'-200'.. 

5'-37'-1010'-1007' 

8'-36'-250' 

30'-100' 


4'-25'-50' 

400'-46o'^'-8bb'."!! 


i  Not  reported. 
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DATA.    YEAR  ENDING  JUNE  30.  1914 

BOILBRB 

Pomps 

Powss 

Kind 

Total 
rated 
horse- 
power 

Steam  or 
power 

Num- 
ber 

Kind 

Capacity 
in  gallons 
per  day 

Gas  or  steam 

engineer 
electric  motor 

Rated 
horoe- 
power 

MUw.  Tub.  Horiiontal 

250 
230 

Steam 

Steam. 

2 
2 

Worthington-Gordon 

1  Prepoott,  1  Worthington 

8,000,000 
4.000,000 

MUw.  Ret.  Tub.  Horisontal 

S?otch  Marine  Tub.  Horia... 

150 
300 

300 
163 
160 

Steam 

2 
3 

2 
2 
2 

Gordon-Maxwell 

Piatt,  2  Deane 

1,500,000 
4.000.000 

3,000.000 
4,000.000 
2.000.000 

Atlas  Tub.  Horisontal 



Bath's  Bros.,  Tub.  Horis... 

Steam 

Gordon 

Tub.  HoriiontaL 

Steam 

Steam 

2  floUy 

Weeks  Tub.  Horisontal 

2  Deane 

Atlau  Tub.  Horisontal 

Freeman  Tub.  Horisontal. 
Freeman  Tub.  Horisontal.. 

125 
140 
223 
220 

St.  A  Pr 

Steam........ .. 

Steam 

3 
2 
2 
2 
2 

2 

3 

2 
3 
2 

2 
3 
2 
2 

2 

3 

3 

3 
2 
1 

4 

2 
2 

3 

5 

2 
4 
2 
2 
5 

2 

1  Worthington,  2  Devoe 

Laidlaw-Dun-Gordon 

Smith-Vaile.  Barr 

1  Smith-Vaile.  1  De  Uval 
Deane 

2  Smith-VaUe.._ 

6.000,000 
2,000,000 
2.160.000 
932.000 
1,440,000 

1.600.000 

2.129,600 
3,000,000 
4.226,000 
1.400,000 

2.500,000 

1,350,000 

2.300,000 

720,000 

120,000 

3.000.000 

1,750,000 

1,600,000 

2,600,000 

600,000 

6.000,000 
3,600,000 

1,540,000 
250.000 

1,750,000 

3.000.000 

2, 600, 000 

2,600,000 
1.510,000 

1,728,000 
1,600.000 

(») 



....  (I).... 

Erie  City  Tubular 

St.  A  Pr 

Power 

Steam 

St.  A  Pr 

Steam 

FJectric 

El.  Motor  A 
Gas  Engine 

20 

1  Wheeler,  1  Ambrose  Tub. 
Horisontal 

160 

400 

100 
225 
160 

300 
200 

100 

100 

2  Kuhert  Fire  Tub.  Horis., 
I  Baboock  Wilcox  Water- 
tube  

Fort  Wayne  Horisontal 

2  StUlwcU  Bierce  Smith,  1 

Henion  A  HubbeU. 

Deane...  .„ 

StUlweU 

Elec.  Motor. 

10 

Erie  City  Tub.  Horisontal . 

Steam 

Steam 

Power 

St.  APr 

Steam 

Steam 

St.  A  Pr 

St.  A  Pr 

John  Davis  Tulnilar 

Dean^  

Kewaunee  tub.  Horisontal 

Gould  triplex 

2  Smith  VaUe.  I  Deane. .. 

2  Deanp 

Deane  Holyoke 

Furbanks-Morse  A  StiU- 
well  Bierce  and  Smith- 
Vaile. 

2  Smith-VaUe.l  .Ulis-Chal- 
mers 

Dioel-OU 

Steam 

160 
75 

Springfield  Horisontal 

Fairbanks^Morse!  tub. 
Horisontal 

Elec.  Motor. 

ElecMotor. 

Electric 

2  El.  Motor. 

Motor......... 

Elec.  Motor. 

Elec.  Motor. 
Elec.  Motor. 

30 

200 

450 
300 
300 

300 

300 

376 
40 
600 

425 

160 
100 
875 
120 

60 

William  Marshall  Tubular 

2  Fairbanks-Morse,  1  Key- 
stone Driller  Co    

2  Smith-Vaile,  1  Duning. . 
Worthimrton 

MUw.  Tub.  Horisontal 

Milw.  Tub.  Horisontal 

St.  A  Pr 

Steam..... 

Power 

35 
42.5 

Freeman  Watertube 

Rumsey 

2  Ludlow  Dunne  Gordon, 
1  Worthinuton,  1  AUis- 
Chalmers 

1  Fairbanks-Morse      and 
1  Smith-VaUe 

1  Fairbanks-Morse  and  1 

Gould 

Gould 

1  PresTOtt,  2  StUlwell 

1  Deane,  2,  Worthington, 

2  Erie  Iron  Works 

LAidlaw    Dunn    Gordon, 
AUi8-Chalmer9 

2  Deane.  1  Gould.  1  Amcr. 
WcllWks 

Piatt  Iron  Works 

70 

Brownwd!  Tub.  Horisontal 

Hartford  Tub.  Horisontal. 

I    BrownoU.   2   Kewaunee 
Tubular 

St.  A  Pr 

Steam 

St.  APr 

Power 

Steam 

St.  A  Pr 

Steam 

St.  APr 

Steam 

Stoam...„ 

Power 

175 

Si.  Paul  Co.  Tub.  Horis 

Babcook  A  Wilcox  water- 
tube 

25 
20 

MUw.    BoUer    Co.    Tub. 
Horisontal..  „ 

Freeman    A    Sons    Tub. 
Horis.,  Milw.  Tub.  Horis. 

Steam „.,. 

30 

Amen  Tub.  HoriaonUl 

Erie  City  Tub.  Horisontal. 

Electric 

70 

Stfflwell    A    Bicrce    Tub. 
Horisontal. 

StiUweU-Bierce 

4   Smith-Vaile,    1    Byron 

Jackson 

Gould 

Deane  

Motor  ... 
Elec.  Motor. 

STO 
75 

Grer     Constructor     Tub. 
Horisontal 

Steam 
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CLASS  C.    CONSUMER,  PUMPAGE  AND  CONSUMPTION 


Namb  or  Company 

Total 
CoNsumBS 

Pumpagb 

Location 

By  steam 
power 

By  hydraul- 
ic power 

Hurley.    . 

PriwU 
Hurley  Water  Co 

331 
266 

m 

North  Fond  du  Lac 

Sand  Rock  Water  Co , 

Phillips  Lt.  W.  Ht.  4  Pr.  Co 

ToUl 

Phillips 

UOO.000,000 

700 

196 
341 
353 
124 
71 

406 
422 
75 
277 
336 

620 
452 
320 
177 
272 

137 
238 
559 
602 
665 

306 

100,000,000 

Mmieipal 
Municipal  Water  Works  Plant 

Algoma 

15.411,132 
37.881.985 

5,925.6o6 

54.000,000 
32.648,000 

Bavfidd 

Black  River  Falla 

Bloomor 

Chntonville 

Darlington 

■■■■■■■■■■■■■ - 

Delavan... 

•  •                        ••                             ••                        4. 

Elkhart  Lake 

Elkhora    . 

«51,100,000 
18,329,000 

40.746,367 

Evansville 

Hartford 



JeffCTSon 

<•                        4<                             ..                        M 

Kilboum 

•«                        44                             I.                        14 

Lake  Mills 

Mayville 

"     •'     "     ••  .:::;:::::::. 

8,000,000 

Medford 

Stanley... 

<•                        44                             ••                        44 

Viroqua 

44                        44                             44                        44 

541,769,830 

77,486,150 

Waupun 

.4                        44                             44                        .t 

Wauwatoea .    . 

44                        44                             44                        44 

West  Bend. 

Total 

7.009 

383,297,464 

>  Estimated. 

'  Includes  water  pumped  by  dectric  power. 
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DATA.    YEAR  ENDING  JUNE  30.  1913. 


(Im  Gallons) 

Amount 
of  water 

passed 
through 
meters, 

Mgal. 

Average 
BtaUo 
head 
aicainst 
Xh 
pump 

w6rks.ft 

Range  of 

ordinary 

pressure, 

lb. 

Range  of 
fire 

By  electric 
power 

By  gas  power 

Total 

Average 
daily 

pressure, 
lb. 

1500,000,000 

500.000.000 
29.200.000 
100.000.000 

629.200.000 

1,450.000 

80.000 

250.000 

73,851 
4,323 

235 
180 

100-70 
25-30 
76-100 

125-100 

•29,200.000 

50-85 

lOO-llO 

500,000,000 

29,200.000 

16,411,132 
37,881,985 
86,500,000 
9.321,970 
5,925.000 

54.000.000 
32.648.000 
7.629.600 
51.100.000 
18.329,000 

(«) 

42.322 

103,786 

100,000 

25.537 

15,000 

145.000 
89.447 
22,500 

140,000 
50,216 

•  •    (•) 

6,854 
13,023 

100 
278 
180 
40 
115 

140 
120 
138 
130 
158 

90 
140 
217 
136 
180 

40-50 

90-1 Id 

30,000,000 

75-100 

60- 

55-65 

65-60 
37-50 
54-60 
45-57 
65-76 

40-60 
64-10 
75-90 
45-60 
72-75^ 

38-40 
60-65 
40-53 
52-60 
45-90 

40-70 

75-100 

6,719.680 

2,602.340 

4,458 

7,000 
20,759 
47,765 
30,097 

8,893 

{») 

21,692 
15.650 
8.984 
12.430 

60- 
100-140 

120-180 

7,629,600 

90-110 

60-80 

65-75 

40-60 

40.746.367 
22.816.100 
20.000,000 
15,277,976 

7,849,854 

35.470.850 
41.769,830 
77,486,150 

27.250.000 

106,155 
61.688 
62.000 
41.857 

20.54? 

97,180 
114,438 
212,291 

100-115 

22.816.100 

90-135 

12,000.000 

60-80 

15,277,976 

80-85 

7,849.854 
«35,47b.856 

100-120 

5.852 

4.441 

7,866 

65,700 

21,250 

129 

-125 
40-53 

125 
170 

16-20 

52-60 

45-90 

27,250.000 

40  70 

128,193.30fP 

45,923,044 

557,413.814 

•No  record. 
^  Gasoline  power. 
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CLASS  C.    DISTRIBUTION  SYSTEM 


NaUS  or  COMPANT 

Rbskrvodu) 

Location 

No. 

Total 
eapadty 

Eleration  above 
infect 

Hurley  

PHtaU 
Hurley  Water  Co 

No.  Fond  du  Lac 

Phillips 

Sand  Rock  Water  Co 

PhiUips  Lt.  W.  Hi.  &  Pr.  Co 

Total 

Mtmicipd 
Municipal  Water  Works  Plant 

. 

3 

350,000 

One  6  ft.  above 

3 

350,000 

Algoma 

1 
1 

87.000 
150,000 

Bayfield 

Black  River  Falls 

278 

Bloomer 

('lintonville       

1 
2 
1 
2 

Darlington 

Delavan 

100,000 
60.758 
135.000 
130.0 JO 

125 

Elkhart  Lake 

Elkhorn   

100 

Evansville 

.t                              «         .               t<                      •! 

Hariford 

Jefferaon 

'•      "     '•     •'  ::.:::::.::' :\^ 

1 

I 

1 

25.0)0 
6U,0'K) 

30,000 

77,240 

Kilboum 

Lake  Mills  

Mayville 

Medford 

Stanley    

V'iroqua 

Wftupun 

W  au  watoKa 

Total 

i 

1 

u 

m.om 

176,000 
i 

West  Bend 

1,090.998 
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DATA-     YEAR  ENDING  JUNE  30,  1914. 


Stawditpes 

Method 
of  purifi- 
cation 
used 

MUee, 
of  distri- 
bution 
mains 

Skrvick  Connections 

No- 

Total 
capacity 

Elevation 

above 

pumping 

station  in 

foet 

Fountains 

Hydrants 

Commer- 
cial 

ToUl 
services 

Number  of 

meters  in 

use 

2 

1 

530,000 
50.000 

235 
60 

Combin  . 

3.81 

3.51 

162 

1 
1 

45 
30 
14 

89 

3S 
42 
23 
31 
29 

467 
68 
12 
52 
54 

61 
67 
32 
66 



29 
27 
26 
56 
210 

59 

339 
267 
139 

715 

197 
316 
351 
125 
72 

399 
422 
63 
277 
333 

620 
452 
321 
177 
271 

137 
238 
545 
602 
667 

309 

385 
25^8 
123 

8 
143 

3 

580.000 

150.b0(» 
68.000 
63.000 

296 

:: 

8.91 

2 

sne 

235 
388 
376 
159 
101 

870 
495 
75 
331 
392 

684 
512 
354 
235 

272 

166 
268 
673 
669 
879 

370 

151 

91 
60 
118 

4.67 
4.83 
4.36 
2.83 
2.06 

.93 
7.22 
1.64 
6.45 
6.43 

6.49 
7.76 
6.55 
6.28 
5.39 

3.36 
6.39 

11.04 
7.63 

16.80 

6.10 

2 
3 

4 

6 

196 
256 
113 
124 

I 

71 

201 

1 

47,000 
75,000 

63,000 
60,000 
.     60,000 
60.000 
60,000 

90,000 
55.000 

165,000 
60,000 

108.000 

60.000 

125 

80 

100 

212 

125 
180 

146 

Sand  fill!;: 

423 
63 

i 

2 
5 

I 

3 

277 

1 

332 
620 

1 

1 
1 

429 
319 
164 

271 

, 

1 

3 

? 

2 

2 

I 

47 
114 
175 

133 

37 

I 

349 

I 

652 

I 

302 

16 

1,238.000 



120.01 

43 

1,428 

6,923 

8,394 

6,199 
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CLASS  D.    CONSUMER,  PUMPAGE  AND  CONSUMP 


NaMB  or  COMPAMT 

• 

T0V4L 

CoMauM- 
na 

LOOULTION 

Byateam 
power 

By  hydrauUe 
power 

Habboro„> 

PHnU 

Hmsboro  Water  Wks 

Iron  River  W.  Lt.  A  Pr.  Co.  i             

166 

208 

67 

5.475.000 

Iron  Riyer 

MUton  Jet, 

Milton  Jet.  Water  Wks-  Co 



Total „    .„ 

441 

5,475,000 

Munidfat 
Munidnal  Water  Works  Pluit       

Arcadia 

160 
101 
227 
41 

84 

234 
143 
167 
208 
405 

274 
112 
35 
126 
196 

148 
62 
71 
96 
69 

231 
219 
223 
31 
135 

131 
331 
192 
94 
36 

44 

57 
544 
241 
204 

287 
48 

210 
71 
35 

144 

13.026.000 

23,108,284 

•33,000.000 

5,348.940 

Augusta.            .    ..  . 

Barron 

«l                            i«                      M                    Ct 

Boecobel 

M                            U                     ..                    M        1 

Boyd 

"                            "                      ••                    ••        4 

Brodbead 

Cashton. 

•<                            •<                      •«                    M 

Clinton 

«                            II                      II                    M 

Cuba  City 

'•                            "                      ••                    ••        "•'    

f^idahy 

'3,047.940 

Cxirnberland 

•  1                            11                      II                    II 

(«)  

•18.542.000 

Dodgeyille 

M                                 II                          ••                        II 

Durand    

II                                 II                          II                        11 

Ellsworth. 

„                                 „                          „                        ..          

Fennimore 

•9,652,740 
55,666,490 

Florence 

U                            41                      11                    11 

Vnr  }Micm 

««                           l«                      II                    II 

GaleBviDe. 

«l                            ««                     II                    II 

27,000,000 

Glenwood 

II                            II                     <«                    li 

i^dK    : rrz 

•  1                            It                     II                    11 

48  275,000 

54,770.000 

1,500,000 

It                            II                      II                    II 

Maxomanift 

II                            II                      II                    II 

Mondovi 

;;    ;;  ;;  ;; 

New  Glarus. 

17,970,000 

N.  MUwtukee. 

U                       11                   u                 «« 

8.331,400 

749.597,500 

Onalwika 

II              II           11          II 

Oregon 

II              II           II          II 

Owen 

II              II           II          II 

3.307,500 

....      («) 

33.000,000 
7,767,900 

Park  Falls 

"                   "               "              "     4 

Randolph 

Reedsburg  

Sharon  

Shullsburg.. . 

Spooner , 

Spring  Valley 

II                   II               II              II 

•*                   "               "              •*      

Sun  PrAirifk 

Walworth 

II                          U                   II                   II 

. 

Waterford. 

II                   II               I*             II      10 

West  Salem. 

"                  **               ••             "      „..„ 

6.457 

342,296.254 

70.616,440 

1  Report  for  6  mooths  ending  June  30. 1914. 
•Nor 


•  Indudes  amount  pumped  by  gas  power. 
<  Report  for  year  ending  AprU  1, 1914. 
■Gasoline. 
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TIOH  DATA.    YEAR  ENDING  JUNE  80,  lOM 


PUMPAQB  (IN  QALLONB) 

Amount  of 

water  paned 

through 

meters 

M  gal. 

Average 

head 
against 
which 
puxap 

^orSt 

nary 

presnit* 

lb. 

R«ngH» 

By  electric 
power 

By  gas 
power 

Total 

Average 
daily 

of  fire 

pressure 

lb. 

5,475,000 

(>) 

1,314.000 

15.000 
50,000 
8.600 

70 
160 

20-35 

90-100 

25-80 

70-120 

100-125 

n, 314. 000 

311.600 

1.314.000 

6,789.000 

13.026.000 

23.108.284 

33.000.000 

5.348.940 

3,528,000 

40.000 

186 

60-82 
60-65 
45- 

60-82 

23,108.284 

90.000 

110 
185 
50 

100- 

3.528,000 

9.942 

35- 

60-80 
18-25 
60- 
54-56 

40- 

100-120 

6.577.759 

6,577,759 
12,118.000 
7.512.400 
3,047.940 

(«) 

18.021 
33.200 
20.581 

240 
138 
128 

7.512.400 

»12,118,000 

8,610.000 
1,403.835 

60- 
54-56 

(')...„ 



3S-46 

70- 

65-85 

4^110 

40-80 

50-60 

35-45 

18.542.000 
2,160.000 
3,780,000 
9,652,740 

55,666,490 
8,805,000 
27,000,000 
22,776,000 
2,450,525 

50.800 
6.000 
10,600 
26.446 

159,268 
10.455 
75.000 
62,400 

100,000 
136.000 
150,000 
4.500 
31.500 

50,000 

161.7 
190 
365 

70- 

2.160,000 

53.975 
1,933.976 

75-95 

3.780.000 

45-110 

100-120 

130 
130 
240 
150 

100-120 

•3,805.000 

1.530.000 
2.670.452 

2.450,525 

22, 776,000 

84-93 
60- 

84-90 

2,450,525 

60-65 
80- 
80- 
80-90 

80-85 

6(HJ5"' 

48-50 
40-60 

60-70 
60-65 
60-65 
60- 

60-125 

48.275,000 

54,770,000 

1,500,000 

12.000.000 

17,970,000 
49,597,500 

8,331,400 
22.338.000 

8.193.750 

3.307,500 

(f) 

175 
180 
180 
160 

180 

IW 

110 
92 

125 
120 
125 
138 
185 

70 
160 
140 
125 
126 

120 

80- 

14.242.395 
1.385.000 
3,210.492 

2,254.780 

ijdaysbb 

381.700 
861.500 

3.852.840 
1.585.810 

80- 

80-90 

n2,000,000 

•22,338.000 
•3,193.750 

61.200 
8.750 

9.060 

(») 

292.000 
21,282 
30,100 

466.560 

18.000 

123.000 

50-80 

100-125 
60-65 

67.000,000 

*■ 

100,000,000 
7.767,900 
11,500,000 

141.912,000 

6,500,000 

45,000,000 

4.065,400 

.,.(1) 

60-65 

7,767.900 

60- 

11,500,000 



141.912,000 

1,244.270 

20-30 

30-120 

6.500,000 

45,000,000 
4,065,400 

•950,000 

53-62h 
60  55 
50-70 

30-80 

58- 
50-55 

(t) 

(«) 

50-70 

950,000 

50-80 

318,783,459 

60,383,275 

792,078.528 

« Report  for  year  eocfing  May  1. 1914. 
'Water  purchased. 

•  InohdM  amount  pumped  by  windmilla  and  gasdine. 

*  Kerosene  and  gasoline. 

i"*  Report  for  6  months  ending  June  1, 1914. 
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CLASS  D.    DISTRIBUTION  SYSTEM 


NaMI  or  COKPAJfT 

R18BBV01B8 

Location 

Mo. 

Total 
otpMity.ial. 

Elevatba 

above  immp- 

ing  station 

feet 

HOkboro „ „. 

Iron  River 

PHmh 

HiUsboro  Watir  Worka.... 

Iron  River  W.  Lt.  &  Pr.  Co.  (>) 

Milton  Jet 

Milton  Jet.  Water  Works ..„ 

1 

90.000 

Total 

1 

1 

2 

1 

90.000 

175.000 

70,000 
100.000 

Arcadia    

Mwidpal 
Municipal  Water  Works  Plant. 

186 

Auguita^ 

Barron. 

115 

Bo«?obel 

185 

Boyd....    . 

BrodheaA.  ^ 

"    (t) 

(?) 

Cashton. 

M                            M                      ..                    ..        *   ' 

Clinton        

•1              •<           .t          •« 

1 



60.000 

Cuba  City 

U                            ..                      ..                    ..        ^,J 

niidahy 

Cumberland 

M                            «>                      •(                    (t 

Dodgeville..„ 

•  •                                 t4                          «                        |(          """ 

1 

1 
1 
1 

10.500 
185.000 
76,600 
50.000 

Durand.„ .  .  . 

190 

Ellsworth 

Fennimore 

FlcM'ence 

•*                        ••                   «•                 M 
«i                            *<                      *4                   U 

•1                          <•                    M                  <« 

85 

Fox  Lake....« 

<t                          «<                    ««                  « 

Galesville..^    

41                            •*                     •■                    li 

1 
...... 

768.000 
90,000 

240 

Glen  wood 

*t                            «•                     «                    tt 

JohiMons  Creek. 

M                         1*                   *•                  « 

100 

LadyBmith 

M                              11                       1(                      <4 

Lodi 

•  t                          «                    (•                  •• 

I 
1 

1 

1 

135.000 
240,000 
120,000 
180.000 

.50.000 

175 

Mauslon 

M                            «                      M                    .i 

180 

Masomaaie. 

M                            M                      •!                    I( 

190 

Mondovi 

New  Olanis 

U                           •!                     *«                    M 

.143 

180 

N.  Milwaukee 

Hnf^lf^ka 

•t                            «<                      <•                    •« 



Oregon..^ „ 

Owen. „...„ 

i<                            t«                      .«                    It 

Park  Falls 

0) -.... 



Randolph 

Reedaburg 

;;      ;;     ;;     ;;  ::::::::zi::::::::::::::: 

i' 

44,446 

Sharon    .         .   . 

16 

Shollsburg 

Spooner 

M                            .i                     M                    •« 

1 
1 

1 

89.000 
65,000 
80.000 

70 

Spring  VaUey 

«•                            <•                      1«                    <• 

165 

Sun  Prairia 

•1                            M                     «•                    tt 

Walworth. 

M                          M                    ••                  «< 

Waterford....„ 

«4                            It                      It                    tl 

Vest  Salem 

1 

100,000 

120 

Total,                    

21 

2.687.546 

1  Report  for  6  months  ending  June  80, 1914. 
*  Re|)ort  for  year  ending  April  1. 1014. 
»  Not  reported. 
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DATA-  YEAR  ENDING  JUNE  30,  1914. 


STAMDnPBS 

Metliodof 
purifica- 
tion lued 

Miles  of 
distribu- 
tion maim 

Skrticb  CoNNicnoNa 

No. 

Total 

caradty 

gals. 

EleTfttum 
abov« 

pumping 

atatton 

feet 

Fountains 

Hydrants 

Com- 
mercial 

Total 
seryicee 

Number  of 

meters  in 

use 

1 

40.000 
76,000 

70 
126 

2.53 
2.72 
1.60 

14 

38 

162 

211 

67 

176 

249 

67 

I 

1 

2 

116,000 

6.75 

3.02 
2.89 
3.39 
4.22 
1.11 

6.68 
3.70 
4.50 
1.31 
0.66 

2.80 
2.44 
8.22 
2.20 
3.34 

2.72 
2.94 
2.U 
1.35 
1.83 

2.48 
4.U 
5.00 
1.99 
3.08 

1.74 
8.24 
3.00 
2.00 
2.06 

1.65 
1.85 
7.04 
6.00 
2.44 

2.66 
.60 
5.90 
2.76 
3.48 

1.70 

1 

1 
2 
1 
4 
2 

2 

52 

'28 
31 
29 

440 

151 
107 
232 
41 

84 

198 
143 
107 
208 
406 

274 
114 
35 
128 

(«).... 

152 
62 
72 
97 
69 

(•).... 

218 

.      223 

22 

138 

124 
331 
192 
95 
36 

44 
57 
550 
225 
150 

287 
48 

213 
78 
85 

146 

492 

180 
140 
262 
45 
102 

202 
143 
137 
230 
487 

299 
118 

65 
159 

30 

189 
97 
97 
101 
100 

30 
247 

265 
38 
167 

124 
3P2 
216 
118 
60 

60 

94 

606 

225 

185 

329 
61 
252 
108 
35 

175 

I 

60,000 

""  "Coiio 

150 
115 

""85" 

1 

I 



40 

1 

16 
2 

(«) 

2 

88.J0O 
60.000 
60.000 

68,000 
65,000 

30 
138 
128 

143 
140 

17 

I 

30 
19 
80 

28 

29" 

29 

28 

34 
33 
24 
2 
81 

29 
28 
40 
14 
27 

65 

1 
I 

::z::i::::: 

3 
1 

2 

4 
1 
2 
2 

3 
2 

1 
2 

45 

405 

I 

112 
35 

124 

Sediment.... 

65 

l" 

60.000 
2.500 

100.000 

""m" 

"ioo  ■ 

170 

62 
43 

69 

1 

1 
1 
2 
2 
2 



187 

160,320 
15.000 
40,000 

75.000 
63,000 
45,390 
60,000 

89,000 
65.000 
84.000 
50.000 
30.000 

22 
66 

123 

2 
1 
3 

59 
23 
20 
24 

10 
36 
50 

330 

1 
1 
1 

65 
100 
80 

126** 

124 
40 
185 

70 
166 
148 
180 
108 

•- -  • 

84 
11 
20 

.„.„.„ 

43 

1 

1 
6 

67 
«85 
225 

1 

4 
1 

81 

41 
13 
36 
33 

28 

, 

1 

I 
1 

3 
2 

1 

76 
71 

1 

- 

35 
141 

24 

1.376,880 

134.03 

67 

1.016 

5.887 

6.970 

3.049 

•  Report  for  year  ending  May  1, 1914. 

*  Rejiort  for  6  mootht  ending  Jane  1. 1914. 
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CONDENSED  FORM  OF  REPORT.    CONSUMER,  PUMPAGE 


NaMB  or  COUPANT 

Total 

CONSD- 
MKM8 

Location       • 

By  steam 
power 

By  hydraulic 
power 

rnion  Grove 

PnmU 
Union  Grove  Water  Wks 

Municipal 
Municipal  Water  Works  Plant « 

••            ••          ••         ••    J 

13ft 

>9,000.000 

Alma 

30 
48 
22 
168 
72 

69 
72 
31 
108 
65 

60 
64 
26 
22 
13 

37 
63 
233 
65 
23 

45 
196 

82 
158 

41 

48 
42 
63 
110 
52 

38 
130 
8 
35 
62 

66 
87 
75 
16 
35 

145 

Alma  Center 

AToca. 

Baldwin. 

"      "     ••     ••  ::::.■::.:::.■■ 

Bdl«»villc 

Belmont 

3,940,000 

7,644.585.6 
3.285.000 
9,198.000 

Benton 

Bimamwood 

Blair 

Blanchardville 

;;      ;;     ;;     ;;  ::::::::::.: 

9.855.000 

C^mhfidgft 

u                          ..                    «. 

Cameron 

"                   "               "              "      4 

Chetek 

ClrarLake 

Colby 

M                            <C                      II                    l< 

(•) 

Deerfield 

««                   u 

De  Forest 

"              "           "          "    „ 

East  Milwaukee 

East  Troy 

I«              tl           II          II 

Greenwood. 

..  ;;:■;;:;::::;■;:::;  ■■•:;:;;: 

800.000 

Haiel  Green 

Horicon 

Kiel 

11            II         11         11  , 

La  Farge 



Linden 

Loyal 

Merrillan 

II              II           *l          II 

Middleton 

Monticello 

II              II           II          II 

10.220.000 

Montfort 

•*                    "               *«              *•     7 

N.  Freedom 

Presoott  

II                            U                      II                    1*        d' 



Readstown 

Soldiers  Grove 

1,825.000 

St.  Crdx  Falh 



Viola 

II              II           II          II 

Whitith^ll 

II                 I*             11            II 
•«                 II             II            l« 

13,140.000 

Wint<r 

Withee  

Wonowoc    

u                    II                II              II      2 

ToUl 

2.805 

35,087.685.6 

24.820.000 

1  Indadee  pumpage  by  gasoline  power. 
>  Report  for  year  ending  April  1. 1914. 
»  No  record. 
«  Report  for  8  months  ending  June  30, 1014. 
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AND  CONSUMPTION  DATA.    YEAR  ENDING  JUNE  80  1914. 


PoMPAGi  (m  Gallons) 

Amobntof 

water  passed 

throagh 

meters.  M 

gsl. 

Average 
static  head 

against 

wUch 
pump 
works 

Range  of 

ordinary 

pressure 

lb. 

Rangeof 

By  e'ectric 
power 

By  gas 
power 

Total 

Average 
daily 

6re 

pressure 

lb. 

9.000.000 

25,000 

90 



48- 

48- 

7,416,000 

4,000,000 

200.000 

7,416.000 

4.000.000 

200,000 

(S) 

23.690 
1,100 
16,666 
20,000 
20,206 

10,000 
10,000 
20,944 
86,000 
25,200 

21,250 
20.000 

925.098 

190 
65 
100 
125-130 
164 

120 

65-87 
120-140 
65- 
37- 
60-76 

55-60 

35- 

50-80 

65-80 

65-75 

50-60 
32-38 
60- 
40-50 

169.633 

65- 

87- 

7,375.000 

7,375,000 

3,940,000 
3,650,000 
7,644,585.6 
13,140,000 
9,198,000 

7,750,000 
7.000,000 

18.480 
99,081 
1,261.5 

100-120 

55-60 

3,650,000 

85- 

90-120 

02 

142 

114 

65-80 

65-75 

7.750,000 

85-90 

7,000,000 

4^-50 

50- 

1,562,400 

1,562,400 

..(«) 

2.889 
f»)    .. .. 

95 

40-50 

2,400,000 

2,920,000 

»27,054.412 

3,627,488 

2,400.000 

2.920.000 

27.054,412 

3.627,483 

800,000 

9,172,800 
13.271.400 

9,000,000 
14,628.600 
12,960,000 

1.825,000 
7,003.615 

22.950,000 
6,000,000 

10,220.000 

300.000 

5,500,000 

480,000 

219.000 

1,825,000 

3.175.200 

(•) 

138 
90 

55-60 
40-50 

55-60 

8.000 

40-50 

18,097.1 
2,847.5 

436 
6,876 
2,105 
8.316.4 

16,500 
10,000 

25,200 
36,360 
28,000 

180 
124 

60 
140 
185 
205 
165 

60 
140 
110 

95 
116 

75 

50-55 
-50 

-30 
60-80 
70-80 
45-62 
65-75 

35-10 

50-60 

50- 

41- 

60-65 

60-65 

-80 

9.172,800 

30-35 

•13,271.400 
9,000,000 

60-80 
80-105 

U4. 628. 600 

45-90 

12.960.000 

1,825.000 
7.003.615 

36,000 

5.000 
19.118 
40,000 
16.200 
28.000 

75-80 

50-60 

22,950,000 

175.6 

r,m 

50- 

6,000.000 

41- 

50-65 

300.000 
5,500,000 

219,066 

480,000 

15.200 

600 

5,000 

10.800 

200 
170 
245 

173 
195 
143 

40-87 
80- 
105- 

75-95 
85-95 
60- 

90-125 

(t) 

105- 

3,175.200 

75-95 

(») 

90-95 

13.140,000 

657,000 

2,920,000 

21,320.000 

36.000 
1,800 
7.000 

61.180 

60-80 

657,000 
2,920,000 

533.000 

98 
136 

45-50 

20.787.000 

60- 

81,843,600 

124.494,310 

266,245,495.6 

*  Water  purchased. 

*  Kerosene. 

*  Report  for  year  ending  December  31, 1013. 

*  Re|)ort  for  4  months  period. 
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CONDENSED  FORM  OF  REPORT.    DISTRIBUTION 


NAMt  or  COMPANT 

Reservoirs 

LOCATIOH 

No. 

Total 
capacity 

Elevation 
above  pump- 
ing station 
feel 

Union  Grore. 

Private 
Union  Grorc  Water  Work^  Co „ 

Municipal 
Municipal  Water  Works  Plant' 

Aim*    

1 

I 
1 

i' 

i"" 

1 

180,000 
71.800 

VH) 

Alma  Center.™ 

Avoca 

•• ;Z!'" 

110 

BrUdwia 

BeUevUle 

Belmont  „ „    .... 

35,000 

m'soo 

98,000 

Bentoa 

It                            «                     tt                    M 

Birnamwood. 

;;      ;;     ;;     [  i::::::: :::: 

Blair 

200 

Blanchardviile » 

Cambridge 

«.      1.     i<     .. 

Cameron 

"         "       "      "  '  .!.1.....!1.....,17. "."'!!. 

Cbetek 

Clear  lAke 

Colby 

2 

l" 

70.000 

Deerfield 

De  Forest 

East  Milwaukee 

40.000 

103.705 
55,000 
50.000 
18,000 

42,000 
30,000 

87.000 

East  Troy 

"  7~'"'r''z^''.'''' 

Greenwood 

100 

Haael  Green 

Horicon 

Independence  

ii                            i<                      M                    tC 

1S5 

Kiel 

"     "  ..:::::;.:::::;::. 

LaFarae 

105 

Linden 

4 

Loyal 

„      ,.     „     „ 

110 

Merrillan 

Middleton 

Monticello 

"      "     ••     "  » 

"         "    e 

Montfori 

37.800 
77,000 
100,000 
1.400 
25,000 

165.000 
68.000 

120.637 
30,000 

51,660 

75 

N.  Freedom. 

Prescott 

200 

Reads  town. 

1S5 

Soldiers  Grove.. 

245 

St.  Croix  Falls 

Viola 

•1                            (4                      4<                    ■• 

Whiteliall 

•  1                            U                     Ii                    « 

113 

Winter 

Total 

107 

Withee 

Wonewoc „ 

128 

26 

1,651,602 

1  Report  for  year  ending  Apr.  1,  1914. 

•  Not  reported. 

*  Report  for  3  months  ending  June  30.  1914. 
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9T8TEM  DATA.  YEAR  ENDING  JUNE  30,  1914. 


8z42nypiPiB 

Method  of 
porifioa- 
tionuaed 

MfleB 

ofdistri- 

bntion 

mains 

SbRTICS  CONNBOnONB 

Xo. 

Total 

Elevation 
above 

pumping 
statKm 

Fountains 

Hydrants 

Com- 
mercial 

Total 
serrioes 

Number  of 

meters  in 

use 

1 

36.000 

96 

3.40 

20 

136 

156 

"3667666 

34.100 
70.000 

50.000 

""W 

126 
120 

2.72 
1.08 
1.19 
2.06 
1.83 

1.39 
1.55 
.62 
1.81 
1.42 

1.21 
.57 

30 
49 
22 
173 
72 

69 
41 
31 
109 
55 

64 
68 
27 
23 
18 

37 
54 
233 
64 
22 

23 
196 

48 
159 

39 

50 
42 
48 
110 
52 

38 
130 
8 
35 
63 

68 
85 
74 
16 
35 

145 

30 
61 
37 
196 
90 

86 
46 
40 
121 
57 

80 
82 
40 
23 
29 

37 
67 
328 
83 
23 

25 
268 

73 
197 

41 

51 
53 
64 
131 
53 

57 
142 
8 
35 
67 

83 
87 
92 
16 
36 

146 

28 

I 

12 
14 
23 
15 

16 
4 
0 

11 

15 
13 
12 

I 

i 



1 

22 

I 

3 

1 

1 

1 

1 

1 

1 
2 

1 
1 

1 

2 

47.600 
33.000 
50.400 
40.000 
S5.000 

6S.361 
30.000 

"35.666 

37.000 
106.000 

66;6b6 

13 

1 

100 



1 

1 

25 

1 

80 

.34 

(«) 

1 

16 

1 

"'so"" 

116 

45 
108 

i'ijo"" 



1.06 
1.60 
8.98 
1.37 
.68 

.92 
6.46 
1.43 
3.11 
1.24 

.76 

.97 

1.33 

3.77 

1.58 

1.07 
2.25 
3.54 
1.04 
1.68 

1.55 
.83 

1.40 
.74 
.89 

3.08 

1 

13 
95 
19 

1 

64 

1 

1 
1 

23 

1 

1 
72 
24 
36 

11 

1 

196 

r " 

1 
2 
2 

1 

47 
158 



..".... 

11 
15 
20 

18 
12 

1 

60.000 

90 

1 
1 

1 

1 

10 

90 

1 
1 

60.000 

100 

52 







3 

i' 

1 

1 
1 

1 
15 

65 





Sand. 

17 

1 

30,000 

08 

*"**  ***  *"*' 

•••"" 

30 

1,121,361 

70.11 

32 

629 

2.720 

8,381 

809 

•Noieeord. 

•  Report  fcr  yew 

•  B9«tfor4 


Dee.  81. 1918. 
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Statistics  of  Public  Utilities — 

OPERATING  DATA. 


Location 

Namb  of  Cowant 

Nature  of 

steam  or 
hot  water 

If  steam,  is 

live  <»*  ex- 

haust  steam 

used 

Is  service 

rendential 

or  commercial 

or  both 

Beaver  Dam 

Beaver  Dam  Lt.  &  Pr.  Co 

Steam,  

R^mm, 

Residential 

Berlin 

Berlin  Pub.  Service  Co. 

Hot  water 

St«am 

Both 

Burlington. 

Rtirljngtnn  H(«ting  Cn.  ,           

Both 

Both. 

Kenosha.,....,.  

Wis.  Gas  k  Elec.  Co 

Hot  water 

Both 

La  Croaw. 

La  Croese  Gas  k  Elec.  Co 

Hot  water 

Stream, 

Both.        

Both 

Milwaukee 

Continental  Realty  Co 

rVnnfnercial 

Milwaukee 

Plankinton  Lt,  A  Pr- Co 

Sti»frm.   , 

Both 

Milwaukee 

Hy  F.TPhvigP  RHg  Cj} 

Steam 

Both 

Both 

Milwaukee 

T.  M.  E.  R.  4  L.  Co 

Wdls  Power  Co 

St€«m. 

Both 

Both 

Milwaukee 

fiUfvn 

Both 

Conmierdal. 

Mineral  Point 

Mineral  Pt.  Elec.  Lt.  Co 

Sturgeon  Bay  Lt.  W.  k  Htg.  Co. . . 

Steam. 

Exhaust 

Both 

Both. 

Sturgeon  Bay 

Waukeeha 

St-eam. 

Both 

Waukesha  Gas  *  Elec.  Co 

Steam 

Both 

Both 

Both 

West  Bend. 

West  Bend  Iltg.  4  Lt.  Co 

Steam 

Both 

>  Less  than  2". 

» 34".  3".  2M"  and  2"  pipe. 

•5"  and  4". 
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2.     Physical — d.  Heating 


YEAR  ENDING  JUNE  30.  1914. 


LiNQTH  OP  MaIKS  (P 

BOT) 

lin. 
and 

iMin. 

2  in. 

2Hm. 

Sin. 

4in. 

5  in. 

6in. 

7  in. 

Sin. 

9in. 

10  in. 

12  in. 

14  in. 

16  in. 







314 

444 

730 

678 

1,160 

50 

900 

10,000 



554 
1,670 
13,600 

50 
1,330 
4,000 

832 
1,572 

■9.516 

554 

1.740 

5,100 

517 
2.029 

9,1J5 

n.775 

368 

1,535 

675 

750 







3,020 
11,200 

4.690 
1.200 

4.400 

603 
214 

124 

1,460 
19 

439 

3M 

S94 

290 
U6.491 

■  1,075 

1.052 
91 

639 

161 

1,902 

«6,749 

235 
2.185 

732 

1.131 

221 

3,646 

1.038 

3.276 
'2,315 

1,836 

193 

«2,840 

100 

10,507 
731 

6,361 

....  •  .... 

772 

7,737 
1,102 

6,709 

2.243 

i.76D 
75a 

1,911 

1.075 

863 

732 

«7 
M 
•1 

"and« 
O^and 
4"  and 

8" 
12" 
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Statistics  of  Public  Utilities. — 3.     Unit  Cost. 

In  compliance  with  the  Public  Utilities  Law,  which 
provides  that  the  Commission  shall  publish,  in  its  annual 
report,  statistics  showing  the  cost  per  unit  of  product  or 
service  for  various  items  of  expense,  we  are  including  in  this 
report  such  unit  costs  as  it  has  been  feasible  to  publish. 

Some  of  the  utilities,  particularly  the  smaller  ones,  have 
kept  records,  both  statistical  and  financial,  in  so  incomplete 
a  way  that  a  set  of  unit  costs  based  upon  their  reports 
would  be  of  little  value.  Even  the  larger  utilities,  for  which 
unit  costs  are  included  in  this  report,  have  filed  reports 
which  frequently  were  incomplete  and  which  made  it  impos- 
sible to  publish  complete  unit  costs  for  all  of  these  utilities. 

In  accordance  with  our  policy  established  last  year, 
we  have  eliminated  the  arithmetic  average,  the  median, 
the  minimum  and  maximum  from  our  summary  table  of 
averages,  and  have  substituted  therefor  what,  for  want  of  a 
better  term,  we  have  named  **Weighted  average  No.  I" 
and  "Weighted  average  No.  II."  These  weighted  averages 
may  be  explained  as  follows: 

Weighted  average  No.  I  was  obtained  by  dividing  the  sum 
of  the  cost  incurred  for  any  one  purpose  by  all  utilities 
reporting  the  physical  base  to  which  these  costs  may  be 
referred  by  the  total  of  the  physical  items  reported  for  the 
entire  group.  To  illustrate  this,  let  us  assume  a  group  of 
10  gas  companies,  all  of  which  report  the  amount  of  gas 
produced  but  only  8  of  which  report  any  commercial  expense. 
In  securing  this  average,  the  sum  of  the  commercial  expenses 
reported  by  the  8  companies  reporting  this  expense  is 
divided  by  the  sum  of  the  production  statistics  reported 
by  all  of  the  companies;  that  is,  in  securing  this  average, 
it  is  assumed  that  a  company  which  does  not  report  an 
item  of  expense  does  not  have  such  an  item  of  expense. 
However,  since  all  operating  gas  companies  produce  more 
or  less  gas,  it  has  been  impossible  to  assume  for  the  purpose 
of  securing  an  average  that  the  failure  to  report  the  amount 
of  gas  produced  means  that  no  gas  was  produced.  There- 
fore, the  financial  data  reported  by  companies  which  do  not 
report  the  physical  data  have  been  excluded  entirely  in 
securing  this  average.  As  related  to  certain  items  of  cost, 
this  average  is  fairly  representative  of  actual  conditions. 
For  example,  a  water  utility  may  have  a  rule  that  the 
cost  of  maintaining  meters  must  be  borne  by  consumers* 
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Consequently,  no  financial  item  for  maintaining  meters 
would  appear  in  this  company's  report.  The  division  of 
the  sum  of  all  the  reported  costs  of  maintaining  meters 
for  companies  which  also  report  the  number  of  meters  by 
the  total  number  of  meters  reported  by  all  companies  will 
not  be  representative  of  the  actual  average  cost  of  maintain- 
ing meters  without  reference  to  who  bears  the  expense  but  it 
will  be  representative  of  the  actual  average  expenditure  for 
this  purpose  made  by  the  utilities  themselves. 

Weighted  average  No.  II  has  been  secured  by  dividing 
the  total  expense  for  a  given  purpose  by  the  total  of  the 
physical  data  to  which  that  expense  should  be  related, 
excluding  from  the  total  in  each  case  items  reported  by 
utiUties  which  do  not  report  both  the  physical  and  the 
financial  data;  that  is,  if  in  a  group  of  10  gas  companies 
nine  report  the  amount  of  gas  produced  and  nine  report  the 
expenditure  for  some  given  purpose,  but  only  8  report 
both  the  amount  of  gas  produced  and  the  expenditures 
for  the  purpose  under  consideration,  the  total  cost  to  be 
considered  in  securing  this  average  is  the  total  cost  for  the 
8  companies  only,  and  the  total  making  up  the  physical 
base  to  which  this  cost  is  referred  is  the  total  for  the  8 
companies  only.  This  gives  us  a  correct  weighted  average 
for  such  companies  as  report  both  financial  and  physical 
data.  It  in  turn  is  defective  in  that  it  does  not  give  us  a 
correct  average  in  cases  where  certain  utilities  in  a  group 
under  consideration  actually  have  not  incurred  the  item 
of  expense  in  question.  For  example,  if  we  were  securing 
the  cost  per  unit  for  rent,  we  would  find  that  some  utilities 
had  no  expense  for  this  purpose.  Consequently,  weighted 
average  No.  II  for  a  group  of  utilities  would  not  be  the 
true  weighted  cost  per  unit  for  rent  for  the  entire  industry  as 
represented  by  that  group,  although  it  would  be  truly  repre- 
sentative of  the  cost  for  such  utilities  as  incurred  an  expense 
for  rent,  provided  they  also  reported  the  physical  data. 

It  will  be  seen  that  neither  of  these  averages  is  a  correct 
weighted  average  of  the  unit  costs  of  an  entire  group  of 
utilities,  but  it  has  been  found  impossible  to  correctly 
express  in  terms  of  a  single  weighted  average  the  weighted 
unit  cost  for  the  entire  industry  under  consideration. 
Consequently,  we  have  concluded  to  pu*^'''^  "'  " 
averages  discussed  with  this  word  of  expl 
may  make  their  use  somewhat  easier. 
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Statistics  of  Public  Utilities. — 

CLASS  A.  PERCENTAGE  ANALYSIS  OF  INCOME 


Italie  figures  denote  defidta  or  credits. 


Location 

NaMI  or  COMPAMT 

Operating 
revenue 

Operating 
expense 

Maintenance 
expense 

Aooleton        

Wis.  Tr.  Lt.  Ht.  &  Pr.  Co 

Ashland  I/t.  Pr,  *  Rt^  Ry  rv 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100,00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100,00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

27.28 
23.90 
31.57 

14.30 

48.1ft 
82.72 
24.23 
36.98 
51.10 

49.97 
38.28 
39.45 
27.22 
14.05 

65.00 
62.14 
64.66 
59.40 
103.98 

34.09 
35.46 
43.06 
40.99 
22.88 

41.29 
85.54 
46.38 
40.30 
27.90 

2  22 

k^^ 

2.70 

Beknt 

Bdoit  W.  Gas  &  Elec.  Co 

1  71 

Chij)pew»  Falls. — 

Eftu  Oliure 

Wis.-Minn.  Lt.  k  Pr.  Co» _..>. 

1.89 
S  14 

Fond  du  L»c     

Eastern  Wis.  Ry.  k  Lt  Co 

Minahan  Bldg.  Co.- 

Wis.  Public  Service  Co 

3.62 

Green  Bay...     

Green  Bay 

.44 

3.27 

Janesyille 

Janesville  Elec.  Co .                   

11  48 

Kenosha  »  „ 

Wis.  Gas  A  Elec.  Co 

5.27 

La  Croese 

Ta  Crosse  Gas  4c  KIck;.  Co  

3.14 

Ia  Crosse 

Wis.  Ry.  Lt.  k  Pr.  Co 

8.78 

Madison  . 

Madison  Gas  k  Elec.  Co  -     . ... 

9.60 

Madison. 

Peninsular  Pow^  Co ,           

2.59 

Madison 

Southern  Wis.  Power  Co ..» 

1.62 

Manitowoc..„ 

Manitoiroc„ „ 

Marinette 

Milwaukee 

Electric  Light  Co 

Municipal  Elec.  Plant 

Menominee  k  Mar.  Lt.  A  Tr.  Co 

nntnrnonweaHh  Pr,  Co 

3.95 
4.13 
5.29 
2.89 

Mawaukec..„ 

Milwaukee 

Plankinton  EL  Lt.  k  Pr.  Co „ 

The  Mil.  El.  Ry,  k  Lt.  Co..„ 

Mil.  Lt.  Ht  4  Tr.  Co 

WfflsPowprCo 

5.30 
5.16 

Milwaukee 

5.32 

Milwaukee 

3.28 

Ophkosb . 

ORhknth  r^  I.^  To 

1.81 

St.  Croix  Falls 

Wis.  Improvement  Co 

Sheboygan  Ry.  k  Lt  Co 

Northern  Power  Co                      ... 

4.23 

Sheboygan 

Superior 

6.18 
1.91 

Superior 

Watertown. „ 

Wausau 

Superior  W.  Lt  k  Pr.  Co 

Watertown  Gas  A  Elec  Co 

Wausau  St  Ry.  Co 

Total.... „ 

2.72 
2.42 
3.98 

100.00 

87.72 

4.46 

>  Successor  to  Chippewa  Valley  Ry.  Lt  A  Pr.  Co. 
*  Rent  of  plant  and  equipment 
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3.     Unit  Costs. — a.     Electric. 

ACCOUNT  YEAR  ENDING  JUNE  30,  1914. 


Depreeutkn 

Taxes 

Non-operating 
revenue 

Interest  on  fund- 
ed dobt  and 
real  estate  mort- 
gages 

Other  deduo- 
gross  income 

Disposition 
of  net 
inoome 

Surplus 

10.00 
25.ft7 
3.43 
7.03 

7.^1 
4.25 
4.32 
3.13 
10.93 

5.35 
3.52 
8.38 
6.73 
4.89 

6.95 
22.23 
3.51 
9.44 
9.38 

8.45 

i.oi 

*24.51 
4.45 

6.37 
7.12 
3.26 
5.92 
10.48 

2.74 
2.55 
3.43 
9.69 
7.10 

2.57 
.54 
1.16 
12.86 
2.25 

5.48 

.39 

.89 

.    .39 

.10 

.46 
1.96 
.83 
.94 
.44 

1.93 
14.38 
4.47 
3.14 
.57 

2.88 
10.89 
1.83 
1.23 
.08 

1.58 

18.65 
19.05 
14.37 
9.76 
.  23.91 

21.52 

0.36 

4.38 
10.79 
11.03 
12.53 
29.38 

9.35 

32.63 
12.73 
34.73 
31.96 

4.44 

6.21 

2.67 
.56 

ia.48 

21.92 
8.50 

21.17 

32.49 
7.02 
16.46 

19.12 
139.87 
7.91 
25.92 
51.48 

1.40 
2.74 
1.57 

2.18 

9.95 

11.22 
9.40 

7.38 
10.00 

23.39 
15.97 

29.97 

.83 
4.68 

18.t6 
Ui.BO 

14.18 
10.47 
15.15 

.00 
.76 

14.22 
21.68 
7.58 

11.96 
2.86 
1.18 

3.44 
4.57 
2.12 
1.94 
18.94 

B.t9 
1.00 
1.72 
.73 
3.68 

1.84 

21.09 

12.27 
8.66 
22.75 

2.97' 

'17.03 

15.04 
8.58 
6.08 
22.86 
15.09 

11.58 

10.16 
10.51 
3.82 

33.38 
2.61 
1.92 

71.88 

10.19 
10.06 
15.46 
10.40 

17.22 
9.82 
11.97 

17.10 
33.53 
17.05 
18.52 

3.22 
14.90 

20.11 

20.39 
23.05 

»10.79 

.79 

13.58 
12.95 
11.75 

1.48 
11.42 
8.47 

12.83 
7.48 
11.31 

4.00 
19.13 
5.50 

16.63 
10.62 
26.18 

1.91 
8.83 
16.75 

10.46 

7.25 

3.06 

16.26 

0.66 

13.61 

12.63 
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CLASS  A.    ANALYSIS  OF  INOOM£  AOOOUNT  PER 


ItaUe  figuns  denote  defidta  or  eredita. 


Location 


Naub  op  Compakt 


Kw^.wld 


Operatinc 
rereaueper 
kw-br.8old 


(in  Ota.) 


Operating 
expense  per 
kw^.aold 


(in  Ota.) 


Maintenanoe 
exponas  per 
kw-ltf.aold 


(in  Ota.) 


Apoleton 

Aiffland^ 

Baloit 

Chip.  Falls 

Ean  (Claire. 

Fond  da  Lao 

Green  Bay*. 

Green  Bay* 

Janesrille — 

Kenoaha. 

La  Croese..„ 

L«  Crosse. 

Madison 

Madison 

Madison....^ 

Manitowoc* _ 

Manitowoc* 

Marinette... 

Milwaukee 

Milwaukee 

Milwaukee.... 

Milwaukee 

Milwaukee.. 

Oshkosh 

St.  Croix  Falls.. 

Sheboygan...... 

Superior....... 

Superior 

Watertown...... 

Wausaa. 


Wis.  Tr.  Lt  Ht  A  Pr.  Co 

Ashland  Lt.  Pr.  A  8t  &r.  Co... 

Beloit  W.  Gas  A  Eleo.  Co 

Wis.-Minn.  Lt.  A  Pr.  CJo 

Wi8.-Minn.  U.  A  Pr.  Co 

Eastern  Wis.  Rjr.  A  Lt  Co 

Minahan  Bldg.  0».-». 

Wie.  Publio  Service  Co... 

Janesville  Mec.  Co 

Wis.  CJas  A  Hec.  (3o 


La  Crosse  Gas  A  Elec.  Co... 

Wis.  Ry.  Lt  A  Pr.  Co 

Madison  Gas  A  Elec.  Co... 

Peninsular  Power  Co 

Southern  Wia.  Power  (3o_ 


Elec.  light  Company „... 

Municipal  Elec  Plant. 

Menominee  A  Mar.  Lt  A  Tr.  Co. 

Commonwealth  Power  Co 

Plankinton  El.  Lt.  A  Pr.  Co 


TheMiLEl.Ry,ALtCo„.. 

MU.  LtHtATr.CJo 

Wells  Power  Ca 

Oshkosh  Gas  Lt  Co 

Wis.  ImproYeuMnt  Co 

Sheboygan  Ry.  A  Lt  Co 

Northern  Power  Co ... 

Superior  W.  Lt  A  Pr.  Co — 
Watertown  (}as  A  Eleo.  Co... 
Wausau  St  Ry.  Oa 


Weifdited  arerage  No.  I... 
Weic^ted  average  No.  11.. 


3, 862, 680 

'i'imi'm 


1,707,215 


6,310,062 
2,300,924 
8,000,481 

3,303,605 
4,418,301 
7,022,083 
7,582,800 
33,200,846 

431,000 

308,776 

2,413,147 

8,895,506 

1,231,784 

46.304,886 

15,197,217 

2,371,666 

2,623,616 

78,328,703 

2,512,n4 
15,220,136 
3,060,033 
1,163,694 
4,967,391 


4.74 
■4.43 


6.36 


3.01 
4.67 
4.66 

6.99 
1.33 
4.17 
1.13 
.63 

7.44 
6.49 
3.84 
3.47 
3.75 

3.71 
3.48 
8.83 
6.10 
.33 

6.34 
1.14 

5.78 
4.86 
3.40 


8.09 
3.09 


1.39 
"1.40" 


3.70 


.73 
1.78 
3.87 

3.99 
.61 

1.64 
.31 
.09 

4.84 
4.03 
1.84 
1.47 
8.86 

1.27 
1.34 
1.66 
3.60 
.07 

3.30 

.98 

3.68 

1.96 

.67 


0.81 
.81 


0.11 
"67 


.10 
.63 
.26 

.19 
.06 
.40 
.03 
.01 

.29 
.27 
.16 
.07 
.16 

.19 
.18 
.12 
.11 
.02 


.02 
.16 
.12 
.09 


0.10 
.10 


•  Rant  of  plant  and 
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KILOWATT-HOUR  30LD.    YEAR  ENDING  JUNE  30.  1©14. 


Interest  on 

Other 

Disposition 

Taxes  per 

revenue  per 

funded  debt 

deductions  per 
kw-hr.  sold 

of  net  income 

W-^'S 

p«rkw-hr. 

kw-hr.sold 

kw-hr.  sold 

and  real  estate 

per  kw-hr.  sold 

sold 

•^i^X^JT 

Cincts.) 

On  ots.) 

Cm  eto.) 

(incts.) 

(in  ct«.) 

(in  eta.) 

Cmcts.) 

0.47 

0.36 

0.12 

0.88 

0.21 

1.54 

.15 

.19 

.05 

.64 

"49 

1.54 

.33 

.34 

1.35 

0.04 

.58 

1.37 

.64 

.25 

.03 

.08 

.04 

.30 

.53 

.31 

.02 

.33 

.13 

1.09 

.04 

.44 

.23 

.00 

.76 

.07 

.74 

.il 

.44 

.42 

.03 

1.15 

.13 

1.79 

.09 

.13 

.30 

.03 

1.86 

1.49 

.59 

.15 

.03 

.33 

.00 

.59 

.50 

.12 

.11 

.01 

.29 

.01 

.24 

.03 

.09 

.05 

.00 

.32 

.05 

.01 

.63 

.14 
.93 
.13 

.25 
.30 
.06 

1.57 

.66 
.30 

2.16 

.35 

.12 

.08 

.07 

.21 

«.61 

.08 

.05 

.09 

.05 

.53 

.12 
».24 

.02 
.11 

.47 

.W 

.52 
.09 

1.98 

.38 

.64 

.63 

.35 

*.25 

.38 

.30 

.03 

.34 

1.17 

.59 

.13 

.07 

.23 

.07 

.46 

.65 

.54 

.36 

.08 

1.40 

.04 

1.13 

.01 

.03 

.00 

.05 

.01 

.06 

.07 

.79 

.15 

.08 

.62 

.10 

1.23 

».12 

.03 
.20 

.01 

.79 

.08 

.74 

.23 

.95 

.11 

.63 

.47 

.55 

.36 

.93 

.51 

.43 

.28 

.17 

.20 

.27 

.13 

.61 

.38 

0.22 

0.15 

0.06 

0.33 

0.01 

0.27 

0.26 

.22 

.15 

.07 

.37 

.02 

.31 

.26 

t  Includes  $2,034.85  tiDntiiigeiuei. 
«IiiohideB  1634.97  eontmcenisB. 
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CLASS  A.  PERCENTAGE  OF  ANALYSIS  OF  SOURCES  OF 


Location 

NaMB  or  COMPANT 

Commercial 
lighting  earn- 
ings 

Munidpal 

contract  lighting 

earnings 

ADDleton        

Wis.  Tr.  Lt.  Ht  k  Pr.  Co 

53.11 
57.06 
57.52 
67.00 
45.32 

59.25 
94.17 
50.55 
54.78 
60.17 

66.73 
3.41 
62.11 

15.77 

xfK 

10.64 

Beloit. 

Beldt  W.  Gas  4  El.  Co ...„ 

10.23 

Chippewa  Falls -. ... 

Wi*,-Minn,  Lt,  A  Pr- no    ,, 

12.00 

Fah  riftirfi 

Wis.-Minn,  Tt  A  Pr.  Ofr 

4.40 

Fond  du  Uc 

Eastern  Wis.  Ry.  &  Lt.  Co 

Minfthfti,  Wdg  f!o 

12.86 

Green  Bay .  „ 

Green  Bay 

Wis.  Public  Service  Co 

11.50 

Janorille    ^ 

Janesville  Electric  Co  

14.25 

Kenoiha.^.    ^ 

Wis.  Gas  k  Electric  Co... 

12.77 

LaCr<»e„ 

La  Crowe... 

U  Croise  Gas  k  Electric  Co....- 

Wis.  Ry.  Lt.  k  Pr.  Co.. 

7.97 
.92 

Madieon. 

Madison  Gas  4  Elec.  Co 

6.80 

Madifloq 

Peninsular  Power  Co 

Madison. 

So.  Wis.  Power  Co 

Manitowoc 

Electric  Liffht  Co 

80.82 
82.76 
67.66 
41.33 
95.23 

51.44 
42.31 
70.12 
57.74 
2.11 

65.35 

12.75 

Manitowoc 

Marinette. 

MunidpalEaec.  Plant 

Menominee  k  Mar.  Lt.  A  Pr.  Co 

10.67 
10.99 

Milwaukee.... 

Commonwealth  Pr,  Co 

Milwaukee. 

Milwaukee „ 

Milwaukee 

Hankinton  EL  Lt.  k  Pr.  Co 

The  Mil  El.  Ry,  k  Lt.  Co 

Ma.  Lt  Ht.  4  Tr.  Co • 

Wells  Power  Co 

8.77 
12.22 

Milwaukee 

Oehkoeh 

fit.  r.Tn\x  Falls 

Oshkoeh  Gas  Lt.  Co „ 

Wis.  Imi>rovement  Co 

16.25 
.72 

fih(>boygan 

fihAhoygan  Ry.  A  Lt,  C^ 

10.39 

Supenoip..„ 

Superior 

Northern  Pow«  Co    .. 

Superior  W.  Lt.  k  Pr.  Co 

Watertown  Gas  k  Elec.  Co 

76.12 
54.24 
53.52 

12.62 

Watertown .„.. 

11.68 

Wmimw 

WaijH^ll  St,  Ry,  Co 

4.25 

Total 

47.65 

8.07 
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REVENUE.    YEAR  ENDING  JUNE  30,  1914. 


Conunercial  power 
earnings 

Municipal  power 
earnings 

Sales  of  ourrent    to 
other  utilities 

ings  from  operations 

Total 
operating 
revenues 

28.59 
27.02 
19.83 
20.00 

0.07 
7.66 

1.83 
4.85 
4.46 

0.70 
.37 
.30 

l.OO 

100.00 
100.00 
100.00 
100.00 

33.8ft 

16.42 

3.45 

9.30 
1.71 

.36 
94.25 
13.02 
25.30 
99.90 

2.92 
8.77 
9.91 

95.05 

1.21 
43.72 

100.00 

15.98 

1.91 

".'36 

100.00 

5.83 

100.00 

34.07 
21.67 

.07 

100.00 
100.00 

25.35 

100.00 

24.52 
1.22 

.42 
.20 

.84 

100.00 
100.00 

17.23 

100.00 

74.70 

100.00 

.10 

.18 
.15 

J2 

.22 

100.00 

6.17 
6.42 
21.35 
58.57 
4.77 

.08 

'.10 

100.00 
100.00 
100.00 
100.00 
100.00 

36.87 

100.00 

36.70 

100.00 

18.30 

25.57 

1.99 

23.44 
56.28 
11.20 

1.67 
.44 
.01 

.39 

100.00 
100.00 
100.00 

100.00 
100.00 
100.00 

33.97 

.11 
.80 

100.00 

36.96 

4.25 

.22 

100.00 

29.88 

0.21 

14.04 

0.15 

100.00 

Digitized  by 


Google 


556 


Report  of  Railroad  Commission 


CLASS  A.    RATE  DIFFERENTIAL&    AVERAGE  RATES  FOR 


Location 

Nami  op  Company 

Commercial 
lighting 
consump- 
tion 

Commercial 

Ughtiiig 

revenue, 

per  kw-hr. 

oommeroial 

liKbting 

con- 
sumption 

Municipal 
stnet 
Hghting 

con- 
sumption 

Municipal 
street 
lighting 
revenue 
per  kw-hr. 
municipal 
street 
lighting  con- 
sumption 

Appleton.  

Wis.  Tr.  Lt.  Ht.  ft  Pr.  Co 

Ashland  Lt.  Pr.  k  St.  Ry.  Co 

839,883 

On  ots.) 
8.58 

677,400 

Cmcts.) 
3  71 

AfhIftiH 

Bdoit 

Chip.  Falls  

Beloit  W.  Gas  ft  Elec.  do 

Wi8,-Minn.  Lt.  ft  Pr.  Co 

800,613 

7.29 

233,059 

4.47 

Fau  Claire 

Wia.-Minn.  U.  ft  Pr.  Co 

Eastern  Wis.  Ry.  ft  Lt  Co 

Minahan  Bldg.  Co 

948,315 

7.80 

Fond  du  Lae 

Green  Bay 

453.793 

510,430 
418.817 
254,640 

284,623 

9.707 

358,840 

3.03 

Green  Bay..„ 

Janesrille 

Wis.  Pub.  Service  Co 

Janesville  Ellectrio  Co 

1,132,317 

778,166 

1,264.435 

1,516,863 

22,247 

2,684,560 

298,016 

201,630 

810,246 

2,246,278 

1,195,803 

15,005,676 

3,062,838 

1,170,191 

1,023.959 

49,524 

1,033,803 

7.13 

7.53 

-  6.65 

8.94 
8.99 
6.77 

8.70 
8.08 
5.72 
4.04 
2.70 

5.89 
7.31 
5.44 
8.68 
10.57 

8.35 

3.60 
3  64 

Kenoaha 

Wis.  Gas  ft  Electric  Co 

La  Crosse  Gas  ft  Elec.  Co 

7.00 

La  Croase 

5.69 

La  Croaae 

Wis.  Ry.  Lt.  ft  Pr.  Co „ 

Madison  Gas  ft  Elec.  Co 

Peninsular  Power  Co 

5.59 

Madison 

5.54 

Madison 

Madison 

So.  Wis.  Power  Co 

Manitowoc 

Electric  Light  Plant 

100,095 
80,290 
179,850 

4.08 

Manitowoc 

Marinette 

MunicipalEl.  Plant 

Menominee  ft  Mar.  Lt.  ft  Pr.  Co 

Plankinton  El.  Lt.  ft  Pr.  Co 

The  Mil.  El.  Ry,  ft  Lt.  Co .: 

Ma.Lt.Ht.ftTr.Co 

Wells  Power  Company 

2.62 
4.19 

Milwaukee    .  „.... 

Milwaukee 

MUwaukee....^ 

Milwaukee 
Milwaukee 

4.574,586 
1.064,052 

3.30 
6.10 

Oshkosh 

Oshkosh  Gas  Lt.  Co    _ 

670,750 
28.948 

455,750 

4.39 

St.  CroU  Falls 

Wis.  Improvement  Co „.. „ 

Sheboygan  Ry.  ft  Lt.  Co — 

Northern  Power  Co - 

6.19 
3.06 

Superior 

Superior 

Superior  W.  Lt.  ft  Pr.  Co 

Watertown  Gas  ft  Elec.  Co 

1,791,092 
339,430 
777, 191 

7.51 
9.03 
8.20 

633.239 
171,722 
315.587 

3.52 

Watertown. 

3.85 

Wausau 

Wausau  St.  Ry.  Co 

1.61 

Weighted  average  No.  I 

6.52 
6.52 

3.88 

Weighted  average  No.  II 

3.88 
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VARIOUS  CLASSES  OF  CONSUMPTION.    YEAR  ENDING  JUNE  30.  1914. 


Power 
con- 
sumption 

Power 
revenue 
perkw- 

hr. 
power 
con- 
sump- 
tion 

Traction 

oon- 
suj^ption 

Traction 
revenue 
perkw- 

tractibn 
con- 
sump- 
tion 

toother 
uUUtiea 

Reve- 
nue per 

sold  to 
other 
utilities 

Misod- 
Uneous 
con- 
sump- 
tion 

Reve- 
nue per 
kw-br. 
misod- 
laneous 

Total 
con- 
sumption 

Reve- 

total 
con- 

con- 
sump- 
tion 

sump- 
tion 

1,290,403 

(in  eta.) 
3.01 

4.61 

165,000 

Oncts.) 
1.60 

Cm  etc) 

Tracts.) 

2,862,686 

Oncts.) 
4.74 

2bi;i53 

2.26 

452^471 

0.07 

605,116 

2,292,412 

4.43 

305,107 

6.26 

i".'62 

3.08 
2.67 

3.21 
3.82 
2.95 
1.02 
9.94 

6.19 
5.93 
1.03 
1.93 
4.50 

2.76 
2.37 
4.24 
4.24 
1.12 

3.30 
1.31 
3.13 
2.95 
1.41 

:;:::::::. 

1,707,215 

6.26 

43,763 

65.332 

1.39 

2.05 

231.459 
286.911 
166.000 

17,457 
4,012,493 

'2A2 

3.07 
1.44 

2.00 
1.26 

3,392,993 

5,310,952 
2,290,924 
3,009,481 

3,393,665 
4,418,391 
7,022,032 
7,582,800 
32,209,846 

431,009 

303,776 

2,413,147 

8,895,586 

1,231,784 

46,304,886 
16,197,217 
2,371,556 
2,523.616 
78,328,703 

2,512,774 
15,220,135 
3,060,033 
1,163,594 
4,967,391 

3.01 

751, 698 

4.67 

1,324,406 

4.64 

1,553,112 

21,610 

356,180 

2,029,100 

1.86 
1.40 
1.88 

5.99 

18,764 
1,711,066 

i238;466 

1.04 

1.33 
4.17 

6.313,800 

1,269,000 
82,207.718 

631.720 

2,875,508 

809,410 

77,807i519 

62,116 
4,426,920 

1.71 
.61 

1.64 
1.61 
1.11 

.30 

3.12 
.97 

1.13 

2,128 

.62 

32,898 

7.44 

21,856 
1,423,061 

6.49 
2.84 

6,649,308 
35.981 

22,981,448 
8,194,819 

3,111,457 

1.28 

2.47 
2.76 

3.71 
3.48 

391,955 



3.83 

928.907 

6.10 

442.712 

.32 

971,106 
7,469,993 

3,323,222 

i.do 

.75 

6.34 
1.14 

635.702 

5.78 

652,442 
3.201,813 

672.800 

4.86 
2.40 

2.27 
2.27 

1.29 
1.29 

.61 
.61 

0.40 
.40 

2.00 

2.09 
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CLASS  A.  AVERAGE  CONSUMER  REVENUES  AND  EXPENSES.  REVE 


Location 


Namb  or  CoMPAirr 


Tighting 


Power 


Appleton 

Ashland 

Beloit 

Chippewa  Falls 

Eau  Claire 

Fond  du  Lao 

Green  Bay 

JanesriUe 

Kenoeha 

La  Crosse 

LaCroBW 

Madison ^ 

Madison 

Madison- 

Manitowoc 

Marinette 

Milwaukee 

Milwaukee^ 

Milwaukee 

Milwaukee 

Milwaukee 

Oshkoah 

St.  Croix  Falls 

Sheboygan 

Superi(x- 

Superior 

Watertown 

Wausau 


Wis.  Tr.  Lt.  Ht  ft  Pr.  Co 

Ashland  Lt.  Pr.  A  St  Ry.  Co . 

Beloit  W.  Gas  ft  Eleetnc  Co 

Wis.-Minn.  Lt.  ft  Pr.  Co 

Wi8.-Minn.  Lt.  ft  Pr.  Co 


Eastern  Wis.  Ry.  ft  Lt.  Co... 

Wis.  Public  Service  Co 

Janesville  Electric  Co 

Wis.  Gas  ft  Electric  Co 

La  Crosse  Gas  ft  Elec.  Co 


Wis.  Ry.  Lt.  ft  Pr.  Co 

Madison  Gas  ft  Eleo.  Co... 

Peninsular  Power  Co 

So.  Wis.  Power  Co  

Municipal  El.  Plant* 


Menominee  ft  Mar.  Lt.  ft  Pr.  Co .. 

Commonwealth  Pr.  Co 

Plankinton  El.  Lt  ft  Pr.  Co 

The  MU.  El.  Ry.  ft  Lt  Co 

Mil.  Lt  Ht  ft  Tr.  Co 


Wells  Power  Co 

Oshkoeh  Gas  Light  Co 

Wis.  Improvement  Co  

Sheboygan  Rv.  ft  Lt  Co . 
Northern  Power  Co 


Superior  W.  Lt  ft  Pr.  Co 

Watertown  Gas  ft  Elec.  Co . 
Wausau  St  Ry.  Co 


Weighted  average  No.  I« 

Weighted  average  No.  II^... 


1,878 
1,357 
1,370 
936 
1,685 

3,030 
1.729 
1,600 
2,879 
4,469 


5,513 


2,220 

2,171 

358 

66 

22,187 

6.448 

464 

1,856 

255 

2,851 


4,498 

711 

2,478 


238 
26 
89 
35 

147 

186 
184 
92 
132 
312 

5 

297 

13 

9 
42 

91 

76 

9 

!.922 

563 

75 
189 

17 
153 

14 

118 
61 
144 


*  Includes  Manitowoc  private  electric  oomi)any. 
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NUES  BY  CLASSES  OP  CONSUMERS.    YEAR  ENDING  JUNE  30.  1914. 


Total  number  of 
consumers 

Lighting  revenue 

per  lighting  oon- 

Bumer 

Power  revenue  per 
pover  consumer 

Openting  expense 
(ezdusiTe  of  taxes 

consumer 

Operating   expense 
Qnelusiye  of  taxes  and 

sumer 

2,111 
1,383 
1,468 
971 
1,832 

3.216 
1.913 
1,692 
3,011 
4.781 

94 

6,810 

13 

$38.48 
33.10 
42.33 
30.58 
54.51 

24.40 
46.72 
36.61 
29.21 
30.33 

22.46 
32.94 

$162.94 
818.05 
226.10 
252.35 
466.77 

91.70 
295.80 
251.74 
268.33 
159.61 

143.46 
169.67 
4,938.69 
23.51 
77.21 

160.74 
1,692.00 
179.87 
217.02 
344.95 

221.35 
208.34 
292.28 
205.46 
6,987.94 

168.64 
814.65 
305.75 

$18.95 
15.19 
23.01 
21.28 
19.29 

15.53 
22.96 
30.62 
26.16 
22.57 

262.82 

24.69 

1,970.22 

3,447.95 

15.99 

21.22 

315.14 

493.96 

26.90 

30.79 

n.92 
32.23 
247.66 
21.20 
10,856.88 

18.81 
31.27 
14.48 

$30.21 
32.80 
28.37 
25.74 
36.29 

17.31 
47.64 
41.97 
32.79 
28.66 

464.19 

33.59 

3,286.47 

9 
2,262 

2,262 

434 

75 

2.5,109 

7.011 

539 
2,045 

272 

3,004 

14 

WM 

31.35 
253.48 
489.20 
39.88 
34.73 

137.11 
47.90 
20.52 
30.29 

8,843.64 
17.24 

26.17 
482.98 
616.95 
38.24 
43.76 

109.43 

44.52 

372.84 

29.09 

12,512.84 

4.616 

772 

2,622 

29.92 
43.11 
25.73 

25.32 
47.85 
23.05 

$87.08 
37.08 

$248.32 
248.32 

$26.54 
26.54 

$37.52 
37.52 

s  Wiscmain  Ry.  Lt.  &  Pr.  Co.,  Pttiinsular  Power  Co.,  So.  Wis.  Power  Co.  Wisconsb  Improvement  Co.  and 
Northern  Pr.  Co..  exohided  from  weighted  average  as  whdenle  c 
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CLASS  A.    STREET  LIGHTING  REVENUES  PER 


Location 


Appleton 

AsUand 

Beloif 

Chippewa  Falla. 
Eau  Claire 

Fond  du  Lac 

Green  Bay -.. 

Green  Bay..„ 

Janesville 

Kenosha 

La  Croeee 

La  Crosse 

Madi8on..„ 

Manitowoc 

Maaitovoc 

Marinette 

Milwaukee 

Milwaukee _.„ 

Oshkosh 

St.  Croix  Falls- 
Sheboygan 

Superior 

Superior „ 

Watertown. 

Wausau* 


Namb  or  Company 


Wis.  Tr.  Lt.  Ht.  &  Pr.  Co 

Ashland  Lt  Pr.  A  St.  Ry.  Co... 

Belmt  W.  Gas  k  Elec.  Co 

Wis.-Minn.  Lt.  *  Pr.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co 


Eastern  Wis.  Ry.  k  Lt  Company 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co 

Janesrille  Electric  Company 

Wisconsin  Gas  k  Eleetnc  Co..„ 


La  Croase  Gas  k  Elec.  Co 

Wis.  Ry.  Lt.  k  Pr.  Company 

Madison  Gas  k  Elec.  Company..... 

Electric  Light  Company 

Mun.  Electric  Plant 

Menominee  k  Mar.  Lt.  dc  Pr.  Co .. 

The  Mil.  El.  Ry,  k  Lt  Co 

MU.  LtHt&Tr.Co 

Oshkosh  Gas  Lt  Company 

Wis.  Improvement  Co .      


Sheboygan  Ry.  k  Lt.  Co  .. 
Northern  Power  Company  . 
Superior  W.  Lt.  k  Pr.  Co    . 
Watertown  Gas  k  Elec.  Co 
Wausau  St.  Ry.  Company 


Wdghted  average  No.  I... 
Wdghted  average  No.  II. 


Kw.  connected  load 


181.00 
38.30 
83.90 
2«.78 
89.79 

93.52 


142.09 
93.02 
72.82 

100.00 
3.00 


62.40 

55.22 

1,382.00 

229.20 

189.00 

7.90 


290.50 
54.00 


1  Inclodes  private  company  and  munictpal  plant 
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UNIT.    YEAR  ENDING  JUNE  30.  1914. 


Street  lighting  reve- 
nues per  kw. 
connected 

Popubtion 

in 
hundreds 

Street  lighting  reve- 
nues per  capita 

Kw-hr.  consumed 

Street  lighting  reve- 
nues per  kw-hr.  con- 
mimed 

1118.20 
218.90 

286 
116 
151 
89 
183 

188 
252 
252 
139 
214 

304 
12 
255 
130 
130 

146 

3.739 

995 

330 

12 

264 
404 
404 

88 
166 

$0.7482 
.7226 
.6902 
.5770 
.4868 

.7304" 

.7297 

1.0964 
.8335 

.5331 
.4525 
.7799 

677,400 

t0.0371 

124.20 
191.76 
99.22 

146.83 

129.46 
163.83 
244.94 

162.04 
181.01 

233.059 

453,793 

510.430 

418,817 
254,640 

294,623 

9,707 

358,840 

100,095 

80,290 

179,860 
4,674,585 
1,064,052 

570,750 
28,948 

455.750 

633.239 
171,722 
315,587 

.0447 

.0303 

^0360 

.0364 
.0700 

.0669 
.0659 
.0554 
.0408 

»99.19 

136.37 
109.16 
282.90 
132.42 
226.94 

.4760 

.5158 
.4035 
.6518 
.7581 
1.4939 

.5282 

.5520 
.7502 
.3052 

.0262 

.0419 
.0330 
.0610 
.0439 
.0619 

.0306 

76.22 
122.26 
48.79 

.0352 
.0385      . 
.0161 

1125.13 

SO. 5438 
.5438 

10.0388 

126.13 

.0388 

<  City  owns  diatribuU(»i  system. 
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CLASS  A.    PERCENTAGE  ANALYSIS  OF  DIFFERENT 


Location 

NaMB  or  COMPANT 

Operating 
expense 

Maintenance 
expense 

Appleton. 

Wia.  Tr.  Lt.  Ht.  &  Pr.  Co 

Ashland  Lt.  Pr.  &  St.  Ry.  Co 

Beloit  W.  Gas  &  Elec.  Co 

38.97 
27.32 
47.52 
67.66 
16.11 

61.66 
90.02 
26.64 
37.15 
48.83 

42.10 
17.88 
44.39 
27.76 
14.16 

80.40 
76.72 
63.47 
58.67 
60.29 

39.73 
45.84 
60.79 
49.65 
28.71 

52.57 
84.86 
46.58 
39.28 
30.08 

3.16 

A.hlAi,^ 

3.07 

Beloit 

2.58 

Chippewa  Falla 

Eau  Claire    

Wi8.-Minn.  Lt.  &  Pr.  Co  

Wis.-Minn.  Lt.  A  Pr.  Co 

Kimtflm  Wif,  Hy  4r  T.t.  Cn 

2.33 
3.54 

Fond  dii  TiAO 

4.33 

Green  Bay 

Minahan  Bldg.  Co „ 

.48 

Green  Bay 

JaneeviOa..... 

3.60 

JanemriDe  Electric  Co 

Wis.  Gas.  ft  Elec.  Co  

11.53 

Kenoaha  ..- 

5.04 

La  Croase. 

La  Crosse  Gas  A  Elec.  Co 

2.64 

LaCroeee 

Wis.  Ry.  Lt.  &  Pr.  Co      

1.77 

Madison 

Madison  Gas  A  Elec.  Co^ 

10.81 

Madiaon..„ 

Madison. 

Peninsular  Power  Co „ 

Southern  Wis.  Power  Co  

2.64 
1.63 

Manitowoc „.„ 

Manitowoc 

Baectric  Liaht  Co 

Municipal  Elec.  Plant         

4.88 
6.10 

Marinette 

MenonTinee  k  Mar.  Lt.  A  Tr.  Co           

6.10 

Milwaukee 

Commonwealth  Power  Cn  

2.86 

MUwaukeo  .„ 

MUwaukec...„ 

MUwaukee 

Milwaukee 

Plankinton  El.  Lt.  A  Pr.  Co 

The  MU.  EI.  Ry.  A  Lt.  Co 

Mil  Lt.  Ht.  A  Tr.  Co 

Wells  Power  Company 

3.07 

6.02 
6.87 
3.81 

Oshkosh 

Oshkosh  Gas  Light  Co 

Wis,  Improvement  Co 

Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co 

Wausau  St.  Ry.  Co 

TotaL.._.„.. 

2.19 

St.  Croix  Falla 

Sheboygan...., 

SiinAnor 

6.30 

7.87 
1.90 

III 

2.73 
2.36 
4.29 

41.71 

4.94 

*  Indudes  rent  ot  plant  and  equiiment  21.69  per  cent. 
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CLASSES  OF  EXPENSE.    YEAR  ENDING  JUNE  30,  1914. 


Taxes 

Interoat  on  funded 
debt    and    real 
estate  mortgages 

Other  deductions 
income 

Disposition  of 
net  income 

Total 

14.28 

10.72 
4.84 
6.61 
3.86 

12.31 

6.40 
3.83 
9.21 
6.76 
4.67 

5.86 
10.38 
3.95 
9.62 
9.45 

10.46 

26.62 
21.70 
21.62 
12.06 
26.93 

25.75 

6.26 
12.28 
16.61 
15.49 
33,10 

11.19 

100.00 

30.38 
5.16 

0.41 

100.00 
100.00 

8.70 

100.00 

6.00 

3.01 
.67 

100.00 
100.00 

5.67 

100.00 

23.28 

35.73 
7.05 
15.73 

16.10 
65.30 
8.90 
26.43 
51.87 

1.64 
2.75 
1.50 

1.84 

100.00 

11.27 

8.98 

6.22 
4.67 

23.49 
15.25 

25.26 

100.00 
100.00 

100.00 
100. oo- 

15.05 
10.68 
15.26 

.00 
.78 

4.26 
5.64 
2.08 
1.92 
10.98 

i.67 
1.29 
2.03 
.88 
4.62 

2.34 

4.02 

18.66 
5.94 

16.00 

22.10 

7.63 

100.00 
100.00 
100.00 

100.00 

12.54 
10.32 
3.78 

100.00 

12.06 
8.56 

3.97 

»24.21 

2.68 

7.42 
9.20 
3.85 
7.16 
13.15 

3.49 
2.53 
3.44 
9.45 
7.66 

2.92 

100.00 
100.00 

13.20 

9.88 

17.54 
11.10 
7.17 
27.64 
18.94 

14.75 

12.89 
7.29 
12.20 

100.00 

11.88 
13.00 
18.23 
12.68 
4.04 

18.98 

20.08 
12.70 
14.12 

25.24 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 

10.71 
13.64 
12.62 
12.67 

16.70 

10.35 
27.16 

100.00 
100.00 
100.00 
100.00 

11.57 

8.02 

17.98 

0.73 

15.05 

100.00 
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CLASS  A.    PERCENTAGE  ANALYSIS  OF  OPERATING 


Name  or  Company 

Pbh  Cknt 

LOCATIOI* 

Power,  including 
transmission, 

transformation 
and  storage 

Distribution 

Appletoo 

Ashland 
Beloit 

Chippewa  Falls  

Eau  Claire 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 
AshUnd  Lt.  Pr.  &  St.  Ry.  Co 
Beloit  W.  Gas  A  Elec.  Co 
Wis.-Minn.  Lt.  A  Pr.  Co 
Wi9.-Minii.  Lt.  A  Pr.  Co 

38.01 
54.70 
56.40 
68.00 
29.25 

9.40 
5.76 
4.64 
2.71 
11.07 

Fond  du  Lac 

Green  Bay 

Green  Bay 

Janesvillc 

Kenosha 

Eastern  Wis.  Ry.  &  Lt.  Co 

Minahan  Bldg.  Co 
Wis.  Public  Service  Co 
Janesville  Elec.  Co 
Wis.  Gas  &  Elec.  Co 

48.. 37 
77.00 
29.07 
40.09 
64.90 

10.96 
2.18 
17.67 
11.79 
7.04 

'La  Crosse 

La  Crosse 

Madison 

Madison 

Madison 

La  Crosse  Gas  A  Elec.  Co 

Wis.  Ry.  Lt.  A  Pr.Co     

Madison  Gas  A  Elec.  Co 

Peninsular  Power  Co 
So.  Wis.  Power  Co 

63.48 
72.72 
54.73 
45.35 
54.87 

5.94 

.58 

19.88 

2.46 
.04 

Manitowoc 

Manitowoc 

Marinette 
Milwaukee 
MUwaukee 

Electric  Light  Co                                                      . 
Municipal  El.  Plant 
Menominee  A  Mar.  Lt.  A  Pr.  Co 

Plankinton  El.  Lt.  A  Pr.  Co    

58.73 
79.94 
63.71 
68.60 
81.54 

4.15 
3.07 
5.86 
7.65 
3.65 

MUwaukee 

Milwaukee 

Milwaukee 

Oshkosh 

St.  Croix  FalU 

The  Mil.  El.  Ry.  A  Lt.  Co 
Mil.  Lt.  Ht.  A  Tr.  Co 
Wells  Power  Co 
Oshkosh  Gas  Lt.  Co 
Wis.  Improvement  Co 

47.86 
61.00 
62.72 
51. S5 
86.24 

11.90 
12.00 
8.31 
6.31 
1.33 

Sheboygan 

S'jperior 

Superior 

Watertown 

Wausau 

Sheboygan  Ry.  A  Lt.  Co 

Northttrn  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 
Watertown  Gas  A  Elec.  Co 
Wausau  St.  Ry.  Co 

44.02 
94.09 

.58.74 
53.28 
24.69 

6.58 
2.31 

10.74 
9.33 

10.82 

Total 

57.21 

9.39    ~ 

'  Including  24.51  per  cent  rent  of  plant  and  equipment 
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EXPENSES.    YEAR  ENDING  JUNE  30.  1914. 


Division  or  Opbratimo  Expenses 

Per  cent  of 

Per   cent   of 

operating  ex- 

operating  ex- 

jpense (exclud- 

pense (includ- 

Total expense 

ing  deprecia- 
tion and  taxes) 

ing  depreciation 
and  taxes)   to 

Consumption 

Commercial 

General 

Undistributed 

and  deprecia- 
tion 

revenue 

operating  reve- 
nue 

11.97 

6.39 

23.07 

11.16 

100.00 

29.50 

47.01 

7.03 

2.26 

22.48 

7.77 

100.00 

26.69 

57.61 

4.95 

3.69 

25.76 

4.66 

100.00 

33.28 

41.03 

7.55 

5.42 

11.04 

5.28 

100.00 

48.45 

58.61 

8.61 

10.96 

25.04 

15.07 

100.00 

17.44 

32.81 

7.06 

6.65 

15.27 

12.69 

100.00 

46.78 

62.13 

.08 

.22 

17.25 

3.27 

100.00 

83.16 

91.89 

6.92 

10.78 

25.04 

10.52 

100.00 

27.50 

67.05 

9.39 

4.37 

20.21 

14.15 

100.00 

48.46 

66.41 

6.69 

8.86 

7.09 

6.42 

100.00 

56.37 

70.66 

5.79 

4.33 

14.95 

5.51 

100.00 

53.11 

67.44 

.16 

.60 

14.08 

11.86 

100.00 

42.06 

74.29 

6.25 

7.97 

11.17 

100.00 

49.06 

66.74 

9.64 

24.26 

18.29 

100.00 

29.81 

49.72 

37.13 

7.96 

100.00 

16.67 

40.20 

8.00 

14.08 

11.80 

3.24 

100.00 

68.95 

77.40    • 

10.21 

4.25 

2.53 

100.00 

66.27 

66.27 

4.36 

7.09 

12.95 

6.03 

100.00 

69.95 

86.26 

6.20 

3.70 

9.72 

4.13 

100.00 

62.29 

1  95.46 

12.89 

11.65 
6.20 

3.16 
6.80 

100.00 
100.00 

109.28 
39.25 

136.48 

14.35 

55.81 

5.90 

11.92 

4.10 

5.08 

100.00 

40.78 

57.96 

6.79 

1.12 

6.95 

14.11 

100.00 

46.29 

65.01 

8.87 

1.12 

25.88 

5.97 

100.00 

42.80 

59.12 

.55 

.22 

4.52 

7.14 

100.00 

27.11 

40.81 

7.27 

6.32 

25.69 

10.12 

100.00 

47.47 

66.11 

.14 

.39 

2.45 

.62 

100.00 

87.45 

«  100.79 

6.51 

10.84 

11.51 

1.66 

100.00 

49.10 

66.11 

6.41 

8.29 

16.88 

5.81 

100.00 

42.72 

65.36 

3.19 

20.23 

28.43 

12.64 

100.00 

31.88 

50.73 

7.87 

8.10 

11.15 

6.28 

100.00 

42.18 

60.89 

*  Including  10.79  per  cent  contingeDciee. 
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Italie  figuTfs  denote  credite. 


CLASS  A.    OPERATING  EXPENSES  PER  SWITCHBOARD 


Location 


Apj^too. 

Asoland 

Biloit 

Chippewa  Falls  ., 
Fond  du  Lac 


Green  Bay .. 
Green  Bay.. 

Janes  vUlc 

Kenosha 

La  Croaje 


La  Croase 

Madison. 

Midison 

Madiaon 

Manitowoc.. 

M.initowoc... 

Mirinette 

Milwaukee... 
Milwaukee.. 
Milwaukee... 


Milwaukee 

Milwaukee 

Oahkojh 

St.  Croif  Falla 
Shsboygaa 


Superior 

Superior 

Watertowa 
Wausau 


Namb  or  Company 


Wis.  Tr.  Lt.  Ht.  k  Pr.  Co 

Ashland  Lt.  Pr.  &  St.  Ry.  Co. 

Beloit  W.  Gas  &  Elec.  Co 

Wi8.Minn.  Lt.  4  Pr.  Co 

Eastern  Wis.  Ry.  k  Lt.  Co 

Minahan  Bids;.  Co 

Wis.  Public  Service  Co ... 

Janesville  Electric  Co 

Wis.  Gas.  &  Elec.  Co 

La  Crone  Gas  k  Elec.  Co 


Wis.  Ry.  Lt.  k  Pr.  Co 

Madison  Gas.  k  Elec.  Co. 

Peninsular  Power  Co 

So.  Wis.  Power  Co 

Electric  Light  Co. 


Total 

switchboard 

kw-hr. 


PowiB 
(Joint  Utility) 


Municipal  Electric  Plant 

Menominee  k  Mar.  Lt.  k  Tr. 

Commonwealth  Power  Co 

PUnkinton  El.  Lt.  k  Pr.  Co 
The  Mil.  El.  Ry.  k  Lt.  Co.  .. 

Mil.  Lt.  Ht.  k  Tr.  Co 

Wells  Power  Co 

Oshkosh  Gas  Light  Co 

Wi}.  Improvemant  Co 

Sbabjy^a  Ry.  k  lAgjai  Cj 

No'thern  Power  Co 

Su:)erior  W.  Lt.  4  Pr.  Co 

Watertown  Gas  4  Elec.  Co 

Wausau  Street  Ry.  Co 


Weighted  average  No.  I 
Weighted  average  No.  II 


6,015,084 
3,700,710 
2.667,831 
1.724,639 
3.429,485 

209,200 
11.901.169 
3,284,180 
4,480,433 
4,361,770 

5.560.955 
7,738,486 
9,155,000 
34,354,696 
636, 176 

610.000 

2,714.301 

11,093,170 

1,434,000 

153,377,529 

("») 

2.876,560 
3,32!J.8JJ 
78,615,800 
4,987,005 

16,133,344 
3,862,806 
1,623.848 
5,567,200 


(cts.) 
.382 
.271 
.684 

.788 

i.m 

3.434 
.077 
.382 
.381 

1.511 

.213 
.960 
.075 
.037 
1.947 

1.550 
1.057 

.759 
1.981 

.523 

.(w) 
.877 

1.015 
.064 
.879 

.829 

1.748 

.783 

.139 


(cts.) 
,005 
.009 
.030 
.027 
.012 


.009 
.226 
.066 
.511 

.016 
.041 
.009 
.003 
.094 

.081 
,003 
.023 
.125 
.023 

.039 
.012 
.007 
.079 


Total 
switch- 
board 
kw-hr. 
(elec. 
dept.) 


POWKR 

(Elec  Department) 


.430 
.439 


.034 
.009 


(cts- 1 
.387 
.280 
.714 
.815 

1.118 

3.457 

.144 

.608 

» 1.462 

1.571 

.229 

1.001 

.0^ 

.034 

2.011 

1.631 
1.060 
.782 
2.106 
».600 

...(«•) 
.016 

1.027 
.071 
.958 

.829 

1.782 

.792 


.019 
.020 


3,786,959 
3,700,710 
2,667,834 
1,724,639 
2,166,430 

209,200 
9,495,699 
3,284,180 
3,444,093 
4,361,770 

5,560,955 
7,738,486 
9,155,000 
34,3M,696 
636,176 

640,000 
2,714,304 

11,096.170 
1,434,000 

57,799,165 

17,506,415 
2,876,560 
3,328,800 

78,615,800 
2,588,398 

16,133,344 
3.862,806 
1,623,848 
5,557,200 


.458 
.458 


(cts.) 
.377 
.271 
,684 
.788 

1.103 

3.434 
071 
382 

1 

1.511 

.218 
.960 
.075 
.037 
1.947 

1.550 
1.057 

.759 
1.981 

.490 

.659 
.877 
1.015 
.064 
.994 

.829 

1,748 

.788 

.139 


(cts.) 
.005 
.009 
,030 
.027 
.012 

.023 
.008 
.226 
.067 
.060 

.016 
.041 
.009 
.005 
.094 

.081 
.003 
.023 
.125 
.021 

.029 
.030 
.012 
.007 


.034 
.009 


.411 
.411 


,018 
.019 


(cts.) 
.382 
.280 
.714 
.815 

1.115 

3.457 
».134 
.608 

>1.484 
1.571 

.229 

1.001 

.084 

.034 

2.041 

1.631 
1.060 
.782 
2.106 
•.559 

•.752 
.916 

1.027 
.071 

1.083 

.829 

1.782 

.792 

.169 


.429 
.429 


Includes  transmission  and  transformation. 

Transmission,  traniformation  and  storage  for  entire  system. 

Includes  0.015  cts.  transmission  and  transformation  expense,  entire  company,  per  kw<^. 

Rent  of  plant  and  equipment 

Includes  0.051  eta,  tranamiasion  and  transformation,  and  storage,  per  kw-hr. 

Includes  transmission  and  traosformatioa.  and  storage. 
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7  TraoBmiflrion  and  transfomiation,  entire  system. 

*  Storace,  entire  systenL 

*  Ineiudes  0.004  ots.  contingencies,  per  kw-hr. 
u  Induded  in  T.  M.  E.  R.  A  L.  Co. 

u  Inehides  OJOOi  ots.  oontingenoies,  per  kw-hr. 
u  Cootingeneiea. 
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CLASS  A.    OPERATING  EXPENSE  PER  KILOWATT- 


Total 

Power  per 

Location 

NaMK  or  COMPANT 

kw-hr. 

kw-&7 

sold 

sold 

Appleton 

Aihland 

Wia.  Tr.  Lt.  Ht.  A  Pr.  Co 

2,862.686 

(in  cts.) 
0.505 

Ashland  Lt.  Pr.  A  St.  Ry.  Co 

Beloit 

Beloit  W.  Gas  k  Elec.  Co 

2,292,412 

.831 

Chippew*  Falla 

Wis.-Minn.  Lt.  A  Pr.  Co 

Eau  Claire 

Wi8.-Minn.  Lt.  4  Pr.  Co 

Fond  du  Lac 

Eastern  Wis.  Ry.  A  Lt.  Co 

1,707,216 

1.415 

Green  Bay 

Minahan  Bldg.  Co  

Green  Bay 

Wis.  Public  Service  Co 

5,310,952 

>.241 

Janesville 

Janeaville  Elec.  Co 

2,290,924 

.870 

Kenosha 

Wis.  Gas  A  Elec.  Co 

3,009,481 

'1.698 

La  Crowe 

La  Crosse  Gas  A  Elec.  Co 

3,393,665 

2.019 

LaCroese 

Wis.  Ry.  Lt.  A  Pr.  Co 

4,418,391 

.288 

Madison 

Madison  Gas  A  Elec.  Co 

7,022,032 

1.103 

Madiaon 

Peninsular  Power  Co 

7,582.800 

.101 

Madison 

So.  Wis.  Power  Co  ^  ... 

32,209.846 

.036 

Manitowoc 

Electric  Light  Co 

431,009 

3.012 

Manitowoc 

Mun.  Elec.  Plant  

303,776 

3.435 

Marinette 

Menommsp  &  Mar.  Lt.  A  Pr.  Co  

2,413,147 

1.192 

Milwaukee 

8,895,596 

.976 

Milwaukee 

Plankinton  El.  Lt.  A  Pr.  Co 

The  MU.  El.  Ry.  A  Lt.  Co 

1,231,784 
46,304,886 

2.452 

Milwaukee 

2.698 

Milwaukee 

Mil.  Lt.  Ht.  A  Tr.  Co 

15,197,217 

«.866 

Milwaukee 

Wells  Power  Co 

2,371,556 

1.111 

Oshkoeh 

Oahkosh  Gas  Lt.  Co 

2.523,616 

1.354 

St.  Ooix  Falls 

Wis.  Improvement  Co  

78, 328, 703 

.071 

Sheboygan   

Sheboygan  Ry.  A  Lt.  Co 

2,512,774 

1.116 

Superior 

Northern  Power  Co        

15, 220, 135 

.879 

Superior 

Superior  W.  Lt.  A  Pr.  Co     

3,060,033 

1,667 

Watertown     

Watertown  Gas  A  Elec.  Co 

1,163,594 

1.106 

Wauaau 

Wausau  St.  Ry.  Co 

Weighted  average  No.  I 

4,967,391 

.189 

0.516 

WeightedaverageNo.il 

.516 

1  Includes  transmission  and  transformation. 
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HOUR  SOLD.    YEAR  ENDING  JUNE  30,  1914. 


Trans- 

miaaion  and 

trans- 

Storage 

Diatri- 

Onaump- 

Coounereial 

General 

Undis- 

Total 

formation 

per  kw-hr. 

bution  per 

tionper 

per  kw-hr. 

per  kw-hr. 

tributed  per 

per  kw-hr 

perkw-hr. 

add 

kw-hr.  sold 

kw-hr.  fold 

sold 

aold 

kw-hr.  add 

sold 

sold 

(ittcU.) 

(in  cts.) 

(in  eta.) 

(in  eta.) 

Cm  eta.) 

(in  eta.) 

(in  eta.) 

(in  eU.) 

0.026 

0.132 

0.167 

0.089 

0.323 

0.156 

1.398 

.068 

.073 

.053 

.380 

.069 

1.474 

.321 

.207 

.165 

.447 

.371 

2.926 

.146 

.057 

.089 

.207 

.087 

.827 

.036 

.267 

.212 

.099 

.457 

.320 

2.261 

.184 

.149 

.232 

.186 

.168 

2.617 

.189 

.184 

.138 

.475 

.175 

3.180 

.119 

.003 

.001 

.003 

.079 

.066 

.559 

.014 

.406 

.128 

.103 

.228 

2.042 

.052 

.008 

.033 

.082 

.062 

.338 

.017 

.000 

.036 

.097 

.096 

.213 

.410 

.723 

.606 

.166 

5.130 

.132 

.439 

.183 

.110 

4.299 

.073 

.116 

.087 

.141 

.257 

.120 

1.986 

.076 

.003 

.118 

.095 

.057 

.149 

.063 

1.537 

.110 

.350 

.096 

3.007 

.173 

.209 

.188 

.090 

.099 

1.457 

.171 

.084 

.169 

.058 

.072 

1.420 

-      .147 

.120 

.020 

.123 

.250 

1.771 

.165 

.232 

.029 

.676 

.156 

2.612 

.003 

.001 

.001 

.01)3 

.004 

.006 

.086 

.167 

.184 

.160 

.652 

.256 

2.535 

.061 

.023 

.001 

.004 

.025 

.006 

.999 

.304 

.185 

.307 

.326 

.047 

2.836 

.194 

.133 

.172 

.350 

.120 

2.076 

.083 

.024   . 

.155 

.217 

.097 

.765 

0.015 

0.000 

0.088 

0.073 

0.075 

0.100 

0.057 

0,924 

.236 

.008 

.088 

.087 

.087 

.100 

.059 

.924 

'Indudea  tranamianon  and  transformation,  and  storage. 
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Itaiie  figures  denote  credite. 


CLASS  A.    DPERATINQ  EXPENSES  PER  KILOWATT  STATION 


Location 


Appleton 

Ashland , 

Bcloit.« 

Fond  du  Lac.».. 
Green  Bay 

JanesviUe. 

Kenosha 

La  Crosse 

La  Crosse 

Madison „.... 

Madison. 

Madison. 

Manitowoc 

Marinette 

Milwaukee 

Milwaukee^ 

Milwaukee..^ 

Milwaukee 

Milwaukee 

Oshkoeh. 

St.  Croix  Falla.. 

Superi(tf 

Superior 

Watertown 

Wausau 


Naiob  or  Company 


Wis.  Tr.  Lt  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  A,  St.  Ry.  Co 

Beloit  W.  Gas  4  El.  Co „ 

Eastern  Wis.  Ry.  &  Lt.  Co 

Wis.  Pub.  Service  Co„ » 

Janesville  Elec.  Co 

Wis.  Gas  4  Elcc.  Co 

La  Crosse  Gas  A  El.  Co 

Wis.  Ry.  Lt.  4  Pr.  Co 

Madison  Gas  4  Elec.  Co 

Peninsular  Power  Co 

So.  Wis.  Power  Co 

Municipal  EL  Plant(«) 

Menominee  4  Mar.  Lt.  4  Pr.  Co. 
Commonwealth  Power  Co 

Plankinton  El.  Lt  4  Pr.  Co... 

The  MU.  El.  Ry.  4  Lt.  Co 

MU.  Lt.  Ht.  4  Tr.  Co.... 

Wells  Power  Co 

Oshkosh  Gas  Light  Co 

Wis.  Improv^nent  Co. 

Northern  Power  Co 

Superior  W.  Lt.  4  Pr.  Co 

Watertown  Gas  4  Elec.  Co 

Wausau  St.  Ry.  Co 

Weighted  average  No.  I... 
Weighted  average  No.  II 


KikmaU 

statum 

demand 


Opera- 
tion 


1,180 

1,341.8 

1,090 

1,710 

2.294 

930 
1,520 
1,765 
2,950 
3,074 

2,020 

8,000 

520 

994. 

2,700 

670 
19,444 
3,367 

975 
1,155 

16,900 
3,000 
1,280 
775 
1,800 


POWBB 


112.11 

7.49 
16.76 
13.98 

2.94 

13.47 
31.71 
37.55 
4.02 
24.16 

3.39 
1.60 
42.90 
28.82 
31.18 

12.40 
14.56 
34.26 
25.88 
29.24 

2.96 
44.59 
39.08 
16.41 

4.30 


114.62 
14.62 


Mvn- 
ten- 
ance 


$0.15 
.24 
.73 
.15 
.34 

7.97 
1.52 
1.48 
.29 
1.05 

.41 
.16 
2.13 
.09 
.97 

2.68 

.63 

1.49 

1.13 

.34 

.33 


.76 
.19 
.91 


10.63 
.65 


Total 


12.26 
7.73 
17.49 
14.13 
15.65 

21.44 
>33.62 
39.03 
4.31 
25.21 

3.80 
1.45 
45.03 
28.81 
32.15 

45.08 
M6.52 
>39.10 
27.01 
29.58 

3.29 
44.59 
39.84 
16.60 

5.21 


115.25 
15.25 


Teansmimion  and 

Opera- 
tion 

Main- 
ten- 

Total 

Stor- 
aok 

anoe 

S0.58 
.64 

$0.05 
.20 

$0.63 
.84 



2.71 

.31 

»3.02 

.36 
.26 

.54 
.24 

.90 
«.50 

1.36 

.42 

1.78 

$0.32 

1.47 
.22 

.48 
.46 

1.95 
.68 

'.99 

2.20 

.78 
.29 

1.77 
2.49 

.10 

1.55 

■■i.84 
...(•)..„ 

«3.39 

••06 

.01 
2.51 

.14 
.56 

.15 
3.07 

$0.40 
.63 

$0.40 
.31 

$0.89 
.94 

$0.02 
.22 

'  Includes  transmission  and  transformation. 

*  Transmission  and  transformation,  entire  ^stem. 
>  Inchides  Manitowoc  private  company. 

*  Rental  of  plant  and  equipment. 

'  Includes  transmission,  transformation  and  stwage. 
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DEMAND.    YEAR  ENDING  JUNE  30,  1914. 


Distribution 

CON- 
8U1CP- 
TION 

COM- 
UKR- 
CUL 

Gbkrral 

Undistributed 

Total 

of 

fore- 
going 

Depre- 
cia- 
tion 

Taxes 

Opera- 
tion 

Main- 
ance 

Total 

Opera- 
tion 

Main- 
ten- 
ance 

Total 

Opera- 
tion 

Main- 
ten- 
ance 

Total 

Total 
expense 

11.43 
.40 

$1.76 

.50 

.87 

1.76 

1.17 

3.89 
2.46 
1.47 
.03 
7.66 

.20 

'.'91 

1.80 
.92 

2.48 
4.53 
1.83 
1.68 

.04 

.56 

2.65 

1.30 

1.69 

$3.19 

.90 

1.44 

3.20 

3.39 

6.57 
3.65 
3.65 
.05 
9.28 

.31 

2.82 
3.88 

2.02 
4.13 
7.70 
3.58 
3.61 

.05 
1.17 
7.28 
2.91 
2.28 

$4.06 
1.10 
1.53 
2.06 
1.33 

5.23 
2.95 
3.66 
.01 
2.92 

12.17 

.35 

1.11 

1.65 

2.07 

2.44 
4.59 
2.67 
.05 
3.72 

1.22 

7.05 
3.43 

1.88 

$7.76 
3.52 
7.98 
4.38 
4.74 

11.26 
3.65 
9.17 
1.18 
5.21 

3.08 
1.44 
5.02 
5.90 
4.93 

6.44 
2.06 
2.55 
3.00 
14.75 

.18 
1.26 
7.80 
5.24 
6.00 

$0.06 

$7.82 
3.52 
7.98 
4.46 
4.79 

11.26 
3.68 
9.19 
1.18 
5.21 

3.08 
1.44 
5.02 
6.24 
4.93 

6.44 
2.15 
2.63 
3.00 
14.76 

.18 
1.25 
7.80 
5.26 
6.00 

$3.35 

.87 

1.44 

3.64 

1.97 

7.55 

3.13 

3.08 

.99 

$0.43 
.35 

$3.78 
1.22 
1.44 
3.71 
2.02 

7.88 

3.33 

3.39 

.99 

$33.91 
15.66 
30.99 
29.21 
19.16 

55.72 
51.82 
61.49 
8.37 
46.66 

12.68 
3.88 
67.62 
48.17 
60.66 

55.29 
34.71 
64.12 
43.08 
67.06 

3.99 
60.66 
67.81 
31.15 
21.10 

$11.50 
15.65 
3.19 

14.75 

12.90 
8.64 
8.56 
1.99 

13.49 

4.46 
3.75 

■8.45 
7.05 

11.52 
9.02 
15.81 
14.39 
13.87 

.47 

106.25 

18.75 

9.44 

7.78 

$8.64 
2.49 
4.03 
3.34 
6.84 

7.74 
4.50 
8.04 
4.43 
3.34 

4.02 
2.32 
5.21 
2.78 
419.93 

;2.25 
'6.63 
•11.20 
3.04 
7.89 

1.54 
1.48 
4.73 
7.07 
4.70 

$64.06 
33.80 

.67 

38.21 

1.44 
2.22 

2.68 

.08 
.05 

.07 
.05 

.33 
.20 
.31 

32.65 
39.74 

76.36 

1.19 

2.18 

.02 

.03 
.02 

64.96 
78.08 
14.79 

1.62 

63.49 

.11 

2.31 
.21 
1.97 
2.76 
2.08 

1.75 
2.42 
3.12 
6.07 
3.37 

.19 

.31 

1.13 

1.76 

2.63 

.01 
.10 
.04 
.14 
.01 

"."fW 

.14 

.32 
2.31 
2.01 
2.90 
2.09 

1.76 
2.36 
3.26 
6.07 
3.41 

.29 

.31 

1.13 

1.81 

2.67 

21.16 

1.63 

5.96 
2.10 
3.14 

9.95 
72.83 

1.02 
2.96 

2.02 

.34 
.00 

:S 

.00 
.01 

59.40 
77.64 

69.06 

1.55 
3.17 
1.75 

4.98 
3.79 
2.93 
5.06 

.02 

.07 

4.42 

1.99 

.67 

4.47 

7.64 

.49 

.64 

.01 

.20 

7.34 

2.58 

4.27 

49.36 
91.13 
60.51 

1.93 
.01 

.04 
.10 

78.82 
6.00 

.62 

68.39 

4.63 

1.61 

.59 

.02 

.05 

.04 

91.29 
47.66 
33.58 

11.13 
1.13 

$1.54 
1.55 

12.67 
2.67 

12.21 
2.55 

$2.28 
2.55 

$2.91 
2.91 

$0.03 
.07 

$2.94 
2.94 

$1.64 
1.70 

$0.05 
.07 

$1.69 
1.76 

$27.95 
27.95 

$6.93 
7.12 

$4.73 
4.73 

$39.61 
39.61 

*  Storage,  entire  system. 

'  Includes  $0.06  contingencies,  per  kw.  station  demand. 

•  Indaded  in  T.  M.  E.  R.  &  L.  Co. 

'Includes  $0.09  contingencies,  per  kw.  station  demand. 
^*  Contingencies. 
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CLASS  A.    OPERATING  EXPENSES  PER 


Location 


Appleton 

Ashland 

Beloit 

Chippewa  Falls 
Eau  Claire 

Fond  du  Lac 

Green  Bay 

Janesville 

Kenosha 

La  Croase 

La  Crosse 

Madison 

Madison 

Madison 

Manitowoc 

Manitowoc 

Marinette 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Oshkosh 

St.  Croix  Falls 
Sheboygan... 

Superior 

Superior 

Watertown 

Wausau  


NaMK  or  CoMPAlfT 


Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas  A  Elec.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co 


Eastern  Wis.  Ry.  A  Lt.  Co. . . 

Wis.  Pub.  Service  Co 

Janesville  Elec.  Co 

Wis.  Gas  A  Elec.  Co , 

La  Crosse  Gas  A  El.  Co 


Wis.  Ry.  Lt.  A  Pr.  Co 

Madison  Gas  A  Elec.  Co.. 
Pennisular  Power  Co.    . 

So.  Wis.  Power  Co 

Electric  Light  Co 


Mun.  Elec.  Plant 

Menominee  A  Mar.  Lt.  A  Pr. 

Commonwealth  Pr.  Co. 

Plankinton  El.  Lt.  A  Pr.  Co 

The  Mil.  El.  Ry.  A  Lt.  Co. 

Mil.  Lt.  Ht.  A  Tr.  Co 

Wells  Power  Co 

Oshkosh  Gas  Light  Co 

Wis.  Improvement  Co 

Sheboygan  Ry.  A  Lt.  Co 


Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co 

Wausau  St.  Ry.  Co 

Weighted  average  No.  I'" 
Weighted  avo^e  No.  II i" 


Num- 
ber 
of 
oonsu- 
mers 


2,111 
1,383 
1,4«8 
971 
1.832 

3.216 
1,013 
1,602 
3,011 
4,781 

04 
5,810 

13 

0 

2,164 

2,262 

2.262 

434 

76 

25,100 

7.011 
530 

2,045 
272 

3,004 

14 

4,616 

772 

2,622 


Powu 


Main- 

Ojjerar 

ten- 

Total 

tion 

ance 

$6.77 

$0.08 

$6.85 

7.27 

.23 

7.60 

12.44 

.54 

12.98 

13.09 

.48 

14.47 

3.83 

.78 

4.61 

7.43 

.08 

7.51 

3.63 

.40 

^.66 

7.40 

4.38 

11.78 

16.01 

.77 

'16.97 

13.70 

.54 

14.33 

126.11 

9.26 

135.37 

12.70 

.55 

13.34 

627.62 

63.34 

590.86 

1.424.56 

1S9.9S 

1.284.63 

5.72 

.28 

6.00 

4.39 

.22 

4.61 

12.68 

.04 

12.72 

103.96 

6.02 

199.98 

378.75 

23.06 

402.71 

11.27 

.40 

«12.88 

16.45 

.71 

M8.78 

46.81 

2.05 

48.86 

16.52 

.19 

16.71 

184.04 

20.66 

204.60 

8.56 

.77 

0.33 

9,656.32 

0,556.32 

10.84 

.21 

11.05 

16.47 

.19 

16.66 

2.95 

.62 

3.57 

$12.95 

$0.61 

$13.56 

12.95 

.61 

13.56 

TRANWnSSION  AND 

Transtobmation 


Opera- 
tion 


$0.32 
.62 


.26 


3.25 
.20 
.13 


42.44 


228.37 
105.30 


.44 

13.60 


1.10 


.10 


538.27 


$0.33 
.05 


Main- 
ten- 
ance 


$0.03 
.10 


.38 
.20 
.12 


13.28 


74.58 
411.53 


.34 
1.81 


1.31 

(0... 


8.76 


118.81 


Total 


$0.35 
.81 


1.03 


«3.62 
.49 
».25 


302.05 
606.02 


.78 
15.50 


CO.. 


8.05 


657.08 


$0.29   $0.62 
.40      1.35 


Stor- 
age 


$0.1 


.6 


OlSTSI 


Opera- 
tion 


10.80 

.42 
.3! 
.47 


2.t6 

1.4." 

,60 

.S3 

.52 

17.42 
1.11 


.17 

.♦5 

IS  39 

18  01 

1.2S 

1.52 

3.17 

1.09 

.45 

.41 

131.73 

1.2JS 

1.62 

.41 


$0.02,  $1.16 
.20      1.16 


'  Includes  transmiasion  and  transformation. 

>  Transmission  and  transformation,  entire  system. 

*  Rental  of  plant  and  equipment. 

*  Includes  transmission,  transformation  and  sUxtige. 

*  Storage,  entire  system. 
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rONSUMER.    YEAR  ENDING  JUNE  30.  1M4. 


'^  I  icl  ides  S0.08  contingeDciee,  per  consumer. 
U  1  •!  jded  in  T.  M.  E.  R.  A  L.  Co. 

*  Includes  $0.09  oontingenoies,  per  consumer. 

*  ContingencieB. 

••  Wis  Ry.  Lt.  k  Pr.  Co.,  Peninsular  Pr.  Co.,  So.  Wis.  Pr.  Co.,  Wisconsin  Improroment  Co.,  and  Northern  Pr.  Co.,  have  been 
excluded  from  weighted  averages  as  wholesale  companies. 
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CLASS  A.    LABOR  EXPENSE  PER  UNIT 


Location 

NaIOC  or  COMPANT 

Kw-hr. 
sold 

Steam 
power 

sold 

Hydraul- 
ic  power 

kThr. 
sold 

Steam 

gcnera- 

Uon 

per 

kw-hr. 

sold 

Tran*. 
mission 
Atrans-- 
fonna^ 
tionper 
kw-hr. 
sold 

Distribu- 
sold 

Appleton  

Ashland 

Beloit 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  &  St.  Ry.  Co 

Beloit  W.  Gas  &  Elec  Co 

2,862,686 
2,292,4ii2 

ots. 
10.0757 

.1249 

cts. 
0.0890 

■.0020 

cts. 
0.0105 

.1038 

eta. 
0.0257 

eU. 
0.0854 

.0359 

ChiDDewa  Falla 

Wi8.-Minn.  Lt.  &  Pr.  Co 

Wi8.-Minii.  Lt.  dc  Pr.  Co 

Eau  Claire 

Fond  du  Lac 

Eastern  Wis.  Ry.  A  Lt.  Co 

1,707,215 

.2381 

.2383 

.2406 

Green  Bay^ 

Minehan  Bldg.  Co. 

Green  Bay*  

Wis.  Pub.  Serv.  Co.  „ 

5,310,952 
2,290,924 
3,009,481 

3,393,665 
4,418,391 
7,022,032 
7,582,800 
32,209,846 

431,009 

303,776 

2,413,147 

8,895.586 

1,231,784 

46,304.886 
15,197,217 
2,371,556 
2,523,616 
78,328,703 

2,512,774 
15,220,135 
3.060,033 
1,163,594 
4,967,391 

.0074 
.1205 
.2008 

.2752 

.2344 
.3390 

.0646 
.2809 

.1715 

.1107 
.0009 

.0364 
.0029 

.0808 
».0009 
.0404 
.0079 

.1187 

Janmvill<f 

JanwriH**  Elw.  Co. 

.1548 

Kenosha 

Wis.  Gas.  A  Elec.  Co.  . 

.1703 

La  Croflse 

La  Crosse  Gas.  A  Elec.  Co 

■■■.■■l844 
4.0002 
.0749 
.0412 

.1361 

La  Crosse. 

Wis.  Ry.  Lt.  A  Pr.  Co 

.0014 

Madison 

Madison _... 

Madison  Gas  &  Elec.  Co 

PAninif*|li|r  Pnw^  C^.         

.1789 
.0032 

.1754 
.0053 

Madison 

Southern  Wis.  Power  Co 

.0000 

Manitowoc* ... 

Electric  Li^t  Co 

Municipal  Elec.  Plant 

Men.  A  Mar.  Lt.  4  Tr.  Co 

Phmkinton  El.  Lt.  A  Pr.  Co 

The  Mil.  El.  Ry.  A  Lt.  Co 

.6222 
.7544 
.0081 
.0691 
.3815 

■'.3676 
.1919 

.3173 
.4001 
.0089 
.0569 
.1137 

.1633 

Manitowoc^ 

.1303 

Marinette 

Milwaukee  . 

.0443 
».0259 

.0672 
.0676 

Milwaukee „. 

Milwaukee 

.0871 

Milwaukee      , 

Milwaukee 

OsHkosh 

Mil.  Lt.  Ht  A  Tr.  Co..„ ^ 

WeDs  Power  Co 

Oshkosh  Gas  light  Co.     ... 

■■.2476 
.1026 

.2293 

.0021 

.0740 
.1057 

St.  Croix  Falls . 

Wis.  Improvement  Co 

.0132 

.0010 

Sheboygan 

Superior 

Sheboygan  Ry.  A  Lt.  Co.    ~. 

.2269 
•.1410 
.0086 

.1045 

Northern  Power  Co. „ 

Superior  W.  Lt  A  Pr.  Co. 

.0466 
•0213 

.0109 

Superior 

.1414 

Watertown^ 

Watertown  Gas  A  Elec.  Co 

Wausau  St  Ry.  Co. 

Weighted  average  No.  I.  .  . 

.1008 

Wausau 

.1233 

.0510 





0.043 

0.042 

0.029 

0.013 

0.039 

1  Indudes  0.0702  cts.  promotion  of  bosineM,  L.  Pr.  Co.  and  open  accounts. 

t  Inoludes  0.0171  ota.  reserve  (meter  repairing  and  testing)  and  0.0595  ots.  merchandise  sales. 

•  Installing  labor. 


•Storage. 
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YEAR  ENDING  JUNE  80.  1914. 


Consump- 
tion 

perkw-hr. 
sold 

Consump- 
tion, mun- 
icipal oon- 
traot  light- 

Commer- 
cial per 
kw-Kr. 
sold. 

Qeoeral 

per 
kw-hr. 

sold 

Undistri- 
sold 

Stock 
account 
per 

sold 

Ew. 
capacity 

Construc- 
tion and 

equipment 
per  kw. 
capacity 

Depre- 
ciation 

perkw. 

capacity 

Total 

per 

kw-hr. 

sold 

eis. 
0,0581 

Ota. 
0.0402 

cts. 
0.0288 

cts. 
0.2582 

cts. 
0.0242 

cts. 
0.0019 

3,500 
1,000 
1,400 
250 
7,925 

1,750 
1,895 
6,602 
1,660 
2,125 

2,245 
4,800 
3,850 
3,500 
6,000 

1,810 
1,810 

250 
2,500 

740 

40,050 
2,800 
1,550 
1,771 

15,015 

1,500 

t0.815 

$0,439 

cts. 
0.8509 

.0262 

.0167 

.0273 

.2914 

«.0766 

.0154 

.871 

.7734 

.0645 

.0626 

.0918 

.8075 

.0628 

.0054 

3.447 

».844 

1.7493 

.0335 

.0401 

.0540 
.0599 
.0625 

.0749 
.0009 
.0999 
.0228 

.0707 
.1624 
.0682 
.0323 

.0651 
.3111 
.0921 

.3015 
.0042 
.1588 
.0546 
.0229 

.3132 

.0108 

.0062 

.809 

.6307 

.0461 

1.1625 

.1062 

.0287 

.0171 

.0002 

•.0060 

.0362 

1.771 

4.077 
1.595 
2.482 
2.304 
1.698 

.123 

17.541 

3.224 

1.1056 

.0275 

.0335 

1.3070 

.0000 

.0210 
.0265 

.4062 

.0452 

.0216 

.9602 

.3084 

.0330 
.0945 
.0178 

.0007 

.1043 

.0270 

■;•■;;";;;;■;■ 

1.5985 

.0472 

1.5889 

.0059 
.0444 

.1371 
.1012 
.3120 

.0287 
.0143 

•♦ 

.5580 
.5222 

.8943 

2"  829 

4.551 

.127 

46.290 

10.590 

6.554" 



.0397 

.0682 

.0059 
.0171 
.0002 

.0474 
.0023 
.1432 
.0215 
.0937 

.0846 
.4436 
.0008 

.3566 
.0217 
.1684 
.2069 
.1305 

.0218 
.0139 
.0007 

.0258 

.8451 

.0218 

.0041 

1.0862 

.0004 

.0209 

.0423 

.0598 

.0333 
.0257 

3.8551 

.0011 

.0686 

.0637 
.0241 
.0187 

.0133 
.0211 
.0173 

.0031 
.0966 
.0010 

1,700 
1,600 

1.2857 
1.0238 

0.013 

0.007 

0.022 

0.066 

0.006 

0.010 

$3,137 

0.397 

*  Mtse8!Ua33a9.    This  hai  evtd3ntly  baan  charged  by  the  company  to  construction,  as  it  is  not  included  in  opwating 
expenses. 

'  Indudes  0U)027  cts.  storage. 

*  Beetrio  power. 

*  SuperinteodeDoe.    Non-operating  espeoMi. 
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CLASS  A.    MATERIALS  AND  SUPPLIES  EXPENSE  PER 

(All  Expense 


Location 

Name  or  Compant 

Kw-hr. 
sold 

Power 

and 
transformation 

Apdeton 

Wis.  Tr.  Lt.  Ht.  k  Pr.  Co - 

Ashland  Lt.  Pr.  &  St.  Ry.  Co 

Beloit  W.  Gas.  A  El.  Co 

Wi8.-Minn.  Lt.  &  Pr.  Co 

Wia.-Minn.  Lt.  &  Pr.  Co 

Eastern  Wis.  Ry.  &  Lt.  Co 

Minahan  Bld«.  Co.> 

Wis.  PubUc  Seryice  Co 

Jancsville  Hec.  Co 

Wis.  Gas  k  Elec.  Co.^ 

2,862,686 

cts. 
0.400 

cts. 

aSiJm 

Beldt 

2,292.412 

....'^.....'.'.'.."...'1..". 

1,707,215 

5,310,952 
2,290,924 
3,009,481 

3,393,665 
4,418,391 
7,022,032 
7,582,800 
32,209.846 

431,009 

303,776 

2,413,147 

8,895,596 

1,231,784 

46.304,886 
15,197,217 
2,371.556 
2,523,616 
78,328.703 

2,512,774 
15.220.135 
3,060,033 
1,163,594 
4,967,391 

.600 

.939 

<.000 

.356 

«1.213 

1.572 
.104 
.813 
.022 

(*) 

2.072 
2.280 
1.175 
.850 
1.957 

.496 

1.060 

.058 

.660 

.879 

1.526 

1.108 

.057 

Chippewa  Falla 

Eau  Claire 

Fond  du  Lac 

Green  Bay' 

Green  Bay> 

JaneeviUe 

Kenodha      ... 

La  Crosse    ..  . 

La  Croflso  Gas  A  EL  Co 

La  Crosse „ 

Madison 

Wis.Ry.Lt.APr.Co 

Madison  Gas  A  Elec.  Co 

Penisular  Pr.  Co 

So.  Wis.  Pr.  Co 

0.038 

Madison    

.012 

Madison 

.009 

Manitowoc* 

Manitowoc' 

Electric  Light  Co 

Municipal  Elec.  Plant 

Menomin'*  A  Mar.  Lt.  A  Tr.  Co. 

Commonwealth  Power  Co 

Plankinton  El.  Lt.  A  Pr.  Co 

The  Mil.  El.  Ry.  A  Lt.  Co 

Mil.  Lt.  Ht.  A  Tr.  Co 

WcUs  Power  Co 

Oshkoeh  Gas  Lt.  Co 

Wis.  Improvement  Co 

Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co 

Watertown  Gas  A  El.  Co 

Wausau  St.  Ry.  C<i 

Weighted  average  No.  I  

Marinette 

.029 

Milwaukee.™ 

MUwaukee 

Milwaukee 

Milwaukee 

MUwaukee 

Oshkoah 

St.  Croix  Falls. 

Sbebo/gan 

Supenor 

Superior 

Watertown 

Wausau  

.053 

,001 
.014 

0.330 

0.006 

*  Total  materials  and  total  labor  will  not  equal  total  operating  expense  because  some  of  the  noo-operating 
are  not  separated  from  the  operating  expenses. 

>  Purchased  by  Wisconsin  Public  Service  Co..  Jan.  1, 1914. 

>  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elec  Co.,  from  July  1. 1913.  to  Dec  31, 1913. 
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KW-HR.  SOLD.    YEAR  ENDINa  JUNE  80.  1914. 
ExcspT  Labob) 


storage 

Distribution 

Consumption 

Commercial 

General 

Undistributed 

Total 

eta. 

CtB. 

0.047 
.032 

ct«. 
0.069 

.030 

ct«. 
0.060 

cts. 
0.065 

cts. 
0.102 

cts. 
•0.743 

.026 

.089 

.069 

.846 

.080 

.027 

.112 
.014 

.063 
.001 
.231 
.003 
.000 

.060 
.002 
.069 
.030 
.023 

.073 

.059 
.000 

.062 
.006 
.163 
.093 
.032 

.080 

.023  

.127 
.043 

.123 
.001 
.061 

.073 

.140 

'.'uiz 

.146 
.094 

.174 
.075 
.069 
.027     ' 
.008 

.293 

.126  

.048 
.038 

.039 
.232 
.003 

.296 
.003 
.157 
.143 
.087 

.308 

■.076 

.320 
.139 

.158 
.066 
.000 
.062 
.006 

.166 
.110 
.091 
.049 
.095 

.228 

.142 
.005 

.230 
.006 
.034 
.099 
.080 

1.620 

.035 
.039 
.170 

.063 
.002 
.063 
.010 

.308 

6.013 

1.099 
1.673 

2.143 
.287 

1.250 
.136 

.023 

.350 
.297 
.063 
.050 

.662 
.021 
.073 
.025 

3.683 
2.710 
1.610 

1.106 
2.113 

.080 

.142 
.001 

.082 
.000 
.098 
.083 
.005 

.014 

.012 
.000 

.113 
.002 
.164 
.151 
.061 

.930 
1.647 

.068 

1.443 

.910 

2.142 

1.675 

.322 

0.000 

0.021 

0.019 

0.018 

0.040 

0.039 

0.473 

*  Includes  transmisaon  and  transformation. 

>  Unit  cost  unavailable  due  to  the  presence  of  credit  items. 

*  Plant  purchased  by  munioipBlity  as  of  Jul  1. 1914. 
T  Report  for  period  Jan.  1. 1914,  to  June  30, 1914. 
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CLASS  A.    UNIT  COST  OF  GENERATING  ELECTRICITY 


Appleton 

Ashland. 

Bdoit 

FoDd  du  Lac 
Green  Bay 

Green  Bay.™ 

Janesrille 

Kenosha 

La  Croose 

La  Croflse 

Madison 

Madison........ 

Madison 

Manitowoc.... 
Marinette 

Milwaukee... 
Milwaukee.... 
Milwaukee... 

Milwaukee 

Milwaukee 

Oshkosh...... .. 

Sheboygan..... 

Wausau 


Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  Lt  Pr.  k  St  Ry.  Co  .. 

Beloit  W.  Gas  &  Elec.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Minahan  Bldg.  Co 


Wis.  Pub.  Service  Co.. 

Janeeville  Elec.  Co 

Wis,  Gas  &  Elec.  Co 

La  Croese  Gas  &  Elec.  Co... 
Wis.  Ry.  Lt.  k  Pr.  Co 


Madison  Gas  A  Elec.  Co._ 

Peninsular  Power  Co 

So.  Wis.  Power  Co _ 

Eleo^c  Light  Plant 

Menominee  &,  Mar.  Lt.  k  Pr.  Co... 


Conunonwealth  Power  Co 

Plankinton  ES,  Lt.  &  Pr.  Co.„ 

The  Mil.  El.  Ry.  k  Lt  Co 

MiLLtHtATr.Co» .- 

Wells  Power  Co 


Oshkosh  Gas  Lt  Co 

Sheboygan  Ry.  k  Lt  Co... 
Wausau  St  Ry.  Co 


Weighted  average  No.  I 

Weighted  average  No.  II . 


222,767 

112.320 

1,936,678 

3,429,485 

111.700 

6,417 

41,277 

3.326,295 

4,313,520 


7,737,186 


•636, 176 


9,931,060 

1,363,040 

121,434,468 


2.498,000 

3,328.800 

4.967.005 

109.900 


1  Inchided  in  T.  M.  E.  R.  A  L.  Co.  r«s>ort. 
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BY  STEAM  POWER.    YEAR  ENDING  JUNE  30,  1914. 


OraRATION 

MAINTINANCB 

Superin- 
tendence 
per 
kw-hr. 

Engine,^ 
electrical 
andnuaoel- 
laneous 
labor  per 

Steam 
generated 
per  kw-hr. 

Lubricat- 
ing and  mis 
ceUaneous 
suppliee 
and  ex- 
pense per 
kw-hr. 

Operation 
perkw.-hr. 

Enrine, 
turbme 
andauxil- 
iliary  ex- 
pense per 
kw-hr. 

Generation 
and  aux- 
iliary 

per  kw-hr. 

Buildings, 

fixtures 

and 

gounds  per 

kw-hr. 

Mainten- 
ance per 
kw-hr. 

Coat  of 
generation 
per  kw-hr. 

eta. 
6.018 

cts. 

0.070 
.004 
.131 
.074 
.676 

6.116 

1.709 

.062 

.150 

cU. 

1.311 

4.566 
.758 
.997 

2.617 

5.630 
6.830 
1.326 
1.236 

CtB. 

0.079 
.383 
.036 
.020 
.119 

3.480 
.174 
.018 
.067 

eta. 
1.460 
4.953 
.943 
1.106 
3.664 

15.226 
11.280 
1.436 
1.516 

Ota. 
0.016 
.032 

eta. 

0.019 
.058 
.021 
.004 

eta. 

0.006 
.046 
.002 
.004 
.006 

.394 

.004 
.001 

Ota. 

0.040 
.136 
.023 
.012 
.043 

3.500 
.089 
.060 

eta. 
1.500 
6.089 
.966 

.015 
.252 

.004 
.037 

■■■r.846" 

.028 
.047 

1.118 
3.607 

.010 
.063 

1.261 
.057 
.012 

16.226 

14.780 

1.626 

1.576 

.051 

.097 

'."258" 

.215 

.060 
.325 
.028 

.m 

.118 
.068 
.201 

.794 

1.339 
1.113 

.649 

1.491 

.466 

.431 

.804 

.761 

1.000 

.018 

.132 

.067 

.031 
.049 
.007 

.082 

.067 
.029 
.067 

.960 

.012 

.019 

..010 

.041 

.092 

.080 

.026 
.132 
.028 

.044 

.011 
.079 
.236 

0.035 
.035 

1.001 

.160 

1.889 
1.521 

.737 
1.885 
.509 

.839 

1.015 

.878 
1.268 

.'048'" 

.069 

.017 
.132 
.009 

.020 

.008 
.049 
.236 

".'044"' 

.007 

.008 

.011 

.022 

.002 
.028 

1.981 

.136 

.007 
.020 
.008 

.120 

.026 
.020 

.004 

.001 

.008 

.002 

.001 
.002 

0.007 
.007 

1.601 

.763 

2.017 

.537 

.883 

1.026 

.957 

1.504 

0.016 
.016 

0.060 
.060 

0.580 
.580 

0.016 
.016 

0.662 
.662 

0.015 
.015 

0.013 
.013 

0.697 
.697 

>  Includea  gaa  power. 
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CLASS  A.    BOILER  PLANT  PERFORMANCE.    EXPENSE  OF 


Location 


NaMI  or  COMFANT 


Electricity  gen- 
erated by  steun 
power    in 
switchboard 
kw-hr. 


Pounds  of  coal 
consumed 


Appleton 

Ashland 

Bdoit 

Fond  du  Lac 
Green  Bay 

Green  Bay 

Janesville 

Kenosha 

La  Crosse 

Madison 

Manitowoc 

Manitowoc.... 

Milwaukee 

Milwaukee .... 
Milwaukee 

Milwaukee 

Milwaukee 

Oshkosh 

Sheboygan 

Wausau 


Wis.  Tr.  Lt,  Ht  k  Pr.  Co 

Ashland  Lt  Pr.  A,  St.  Ry.  Co  . 

Bdoit  W.  Gas  4  Elec.  Co 

Eastern  Wis.  Ry.  4  Lt.  Co 

Minahan  Bldg.  Co 


Wis.  Pub.  Service  Co 

Janesville  Elec.  Co 

Wis.  Gas  4  Elec.  Co.« 

La  Crosse  Gas  4  El.  Co.. 
Madisbn  Gas  4  El.  Co.>. . 


Electric  Light  Co 

Municipal  El.  Plant 

Commonwealth  Power  Co 

Plankinton  El.  Lt.  Co 

The  Ma.  El.  Ry,  4  Lt.  Co.> . 


MU.  Lt.  Ht.  4  Tr.  Co.» 

Wells  Power  Co.* 

Oshkosh  Gas  Light  Co 

Sheboygan  Ry.  4  Lt  Co ., 
Wausau  St  Ry.  Co 


222,757 

112,320 

1,936,678 

3,420,485 

111,700 

6,417 

41,277 

3,326,295 

4,313,520 

7,737,186 

636,176 

640,000 

9,931,060 

1,363.040 

121,434,468 


2,498,000 

3,328,800 

4,967,005 

109,900 


Weighted  average  No.  I... 
Weighted  average  No.  II.. 


1,002,998 
2,880,000 
9,916,848 
18,258,017 
1,346,790 


903.550 
23,677,189 
26,644,880 
33,922,924 

13,896,000 
3.292,890 
34,245,100 
8,748,028 
398,410,698 


29,760,000 

14,687,612 

19,476,000 

511,500 


*  Includes  gas  power. 

« Included  mfTM.  E.  R.  4  L,  Co. 
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GENERATING  STEAM.    YEAR  ENDING  JUNE  30.  Ifll4. 


Average 

Goer  or  GiifBRAmro  Stkam  pbr  Switchboard  Kw-Hr. 

Pounds  ooal 

cost  of  ooal 

Water 

consumed 

Der2000lb. 

Ooerating 

Fuel 

for  steam 

Total 

Cost  of 

deUveredat 

labor  per 

for  steam 

aod  miscel- 

operation 

Maintenance 

steam  per 

board 

plant 

switchboard 

per  switch- 

laneous sup- 

per  switch- 

per switch- 

switchboard 

kw-hr. 

kw^. 

board  kw-hr. 

kw-hr. 

board  kw-hr. 

board  kw-hr. 

kw-hr. 

cts. 

cts. 

cts. 

cts. 

cts. 

cts. 

4.50 

13.15 

0.136 

1.139 

0.022 

1.296 

0.015 

1.311 

26.64 

2.65 

.973 

3.270 

.194 

4.437 

.129 

4.566 

5.12 

2.33 

.123 

.697 

.007 

.727 

.031 

.758 

5.32 

3.03 

.006 

.807 

.040 

.943 

.064 

.997 

12.0S 

3.10 
2.96 

.496 
1.093 

2.114 
4.286 

2.114 
5.610 

.008 
.020 

2.617 

.232 

5.630 

21.80 

2.86 
2.86 

3.417 
.156 

3.413 
1.063 

6.830 
1.268 

6.830 

7.09 

.045 

.058 

1.326 

6.18 

.129 

1.041 

.037 

1.207 

.029 

1.236 

4.38 

2.85 

.088 

.639 

.028 

.755 

.039 

.794 

6.12 

3.55 

.214 

1.088 

.027 

1.329 

.010 

1.339 

5.15 

3.55 

.143 

.914 

.009 

1.066 

.047 

1.113 

3.45 

3.26 

.049 

.561 

.008 

.618 

.031 

.649 

6.42 

8.06 

.103 

.980 

.366 

1.458 

.033 

1.491 

3.28 

2.80 

.032 

.397 

.010 

.439 

.027 

.466 

2.36 

«2.99 

.043 

.352 

.016 

.411 

.020 

.431 

4.41 

3.21 

.076 

.708 

.007 

.791 

.013 

.804 

3.92 

3.00 

.104 

.586 

.011 

.701 

.060 

.761 

4.65 

4.46 

0.050 

0.484 

0.016 

0.550 

0.030 

0.580 

3.80 

.050 

.484 

.016 

.550 

.030 

.580 

*  Onlv  electric  apportionment  ii  included  in  cost  of  generating  steam. 

*  Exdudes  heating. 
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Ilalie  figures  denote  credits. 


CLASS  A.    UNIT  COST  OF  GENERATING  ELECTRICITY  BY 


Namb  or  Company 

Kw.-hr. 
by  hydraulic 

OPBR 

Location 

Super- 
intendence 
per  kw-hr. 

Ifydraulic 
electrical 
and  mis- 
labor 
per  kw-hr. 

Hydraulie 

power 
purchased 
per  kw-hr. 

Lufariea- 

tkn 
and  sup- 
plies and 
expenaea 
per  kw-hr. 

Appleton 

Wis.  Tr.  Lt.  Ht.  k  Pr.  Co 

3,564.202 

3,320.280 

731,156 

1,724,639 

cts. 
0.038 
.024 

".bio 

cts. 
0.084 
.070 

.152 

cts. 
0.421 

cts. 
0.011 

Ashland. 

AsUand  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas  k  Oec.  Co 

Wi8.-Minn-  Lt.  A.  Pr.  Co 

.001 

Beloit 

Chippewa  Falls  .. 
Eau  Claire 

.619 

.007 

Wi8.-Minn.  Lt.  A  Pr.  Co 

Green  Bay 

Janesville 

Wis.  Public  Service  Co „ 

Janeerille  Electric  Co  

11,894,752 
3,242,903 
5,445,400 
9,155,000 

34,354,696 

897,751 

78,615,800 

897,751 

5,447,300 

.012 
.061 
.033 
.013 
>.034 

.002 

.m 

.002 
.037 

.044 
.063 
.102 
.045 

.175 

'.'bos'" 

.175 
.069 

.in' 

.013 
.008 

La  Crosse 

Wis.  Ry.  Lt.  &  Pr.  Co 

Peninsular  Power  Co  . 

.033 

Madison 

.010 

Madison. 

Southern  Wis.  Power  Co 

.004 

Milwaukee 

The  Mil.  El.  Ry.  A  Lt.  Co 

MU.  Lt.  Hi  4  Tr.  Co.« 

Wis.  Improvement  Co 

Watertown  Gas  A  Electric  Co. 

Wausau  St  Ry.  Co 

Milwaukee 

.b5i 

St.  Croix  Falls 

Watertown 

Wausau 

.003 
.008 
.011 

Weighted  average  No.  I 

0.015 
.015 

0.024 
.030 

0.043 
.080 

0.006 

Weighted  average  No.  IT 

.006 

1  Indudes  hyd  raulio  electrical  and  miscdlaneous  labor. 
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HYDRAUUC  POWER.    YEAR  ENDING  JUNE  30,  1014. 


A«ON 

MAIMTBNANCB 

Total 
operation 
per  kw-hr. 

Dams, 
^njQiT  and 

flumes 
per  kw-hr. 

Turtunes, 

water  wheels 

and 

auxiliary 

Generators 
per  kw-hr. 

Buildings, 

fixtures 

and  grounds 

per  kw-hr. 

Maintenance 
per  kw-hr. 

Cost  of 
generation 
per  kw-hr. 

cts. 
0.554 
.095 

eta. 
0.000 
.002 

cts. 
0.003 
.001 

cts. 
0.000 
.002 

cts. 
0.002 

ots. 
0.005 
.005 

ots. 
0.559 
.100 

.788 

.004 

.001 

.000 

.022 

.027 

.815 

.069 
.243 
.168 

.004 
.084 
.008 
.001 
.000 

.002 

.001 
.054 
.006 
.001 

.m 

.015 

.000 
.017 

.004 
.029 
.002 
.005 
.000 

.009 
.184 
.016 
.007 

.m 

.017 

.078 
.427 
.184 

.068 
.038 

.000 

.075 
.034 

.177 

.194 

.064 
.185 

.001 
.002 
.003 

.002 
.015 
.008 

.001 

.003 
.000 
.013 

.007     . 

.017 

,025 

.071 
.202 

.117 

.001 

.142 

0.088 
.089 

0.003 
.003 

0.002 
.002 

0.001 
.001 

0.004 
.004 

0.010 
.010 

0.098 
.098 

*  Included  in  T.  M.  E.  R.  k  L.  Co.  report 
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CLASS  A.    DISTRIBUTION  SYSTEM.    MAINTENANCE  AND 


Location 

Namb  Of  CoHrANT 

Overhead 

distribution 

line  in 

Mft 

Maintenance 
overhead 

distribution 
system 

per  M  ft  of 
overhead 

line 

i?tt::;:::.::::: 

Beloit..„ 

Chippewa  Falls 

Wis.  Tr.  Lt  Ht.  k  Pr.  Co 

Ashland  Lt  Pr.  k  St.  Ry.  Co 

Beloit  W.  Gas  A,  El.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co.           

1,917.15 

' 800.48 

$0,702 

'.675   ' 

Eau  Claire        

Fond  du  Lac 

Green  Bay» 

Green  Bay* 

Janesville 

Kenosha., 

La  Crosse 

La  Crosse. 

Madison.™ 

Madison 

Madison 

Manitowoc* 

Wi«.-Minn.  Lt.  A  Pr.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co 

Janesville  Elec.  Co 

Wis.  Gas  A  eec.  Co ._ 

U  Crosse  Gas  A  Elec.  Co 

Wis.  Ry.  Lt.  A  Pr.  Co 

Madison  Gas  A  Elec.  Co 

Peninsular  Power  Co 

So.  Wis.  Power  Co 

Electric  Light  Co 

724.30 

951.24 

3,488.00  ■ 

1,317.45 

1,419.90 

1,355.44 

60.00 
1,888.41 
1,570.30 

901.50 
882.30 
739.00 
27.50 
42.26 

11,325.44 

6,825.32 

1.90 

1,095.66 

129.20 

3.191 

2.719 

'.613"'" 

2.065 
2.576 

1.520 

1.444 

10.098 

.148 

.407 

Manitowoc^ 

Marinette 

Milwaukee 

Milwaukee 

Municipal  Elec.  Plant 

Menominee  A  Mar.  Lt.  A  Tr.  Co 

Commonwealth  Power  Co 

Plankinton  Elec.  Lt.  A  Pr.  Co 

2.068 
5.141 

Milwaukee 

Milwaukee . 

Milwaukee 

Oshkosh 

St.  Croix  Falls 

Sheboygan 

Superior 

The  Mil.  El.  Ry.  A  Lt.  Co 

Mil.  Lt.  Ht.  A  Tr.  Co 

Wells  Power  Co 

Oshkosh  Gas  Lt.  C^ 

Wis.  Improvement  Co 

Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  C^o. 

1.846 
2.056 
7.527 
1.225 
3.797 

308.89 
2,072.00 

481.05 
1,182.27 

4.391 

Superior ..  .. 

Superior  W.  Lt  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co 

Wauaau  St  Ry.  Co „... 

Weighted  average  No.  I .             

1.421 

Watertown 

Wauaau 

2.031 
2.311 

$2,014 

Wftiffhtcd  averftire  No.  IT 

2.000 

1  Purchased  by  Wisoonmn  Public  Service  Co.,  Jan.  1, 1914. 

>  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elec.  Co.,  from  July  1, 1913,  to  Dec  31, 1913. 

s  Plant  purchased  by  municipality  as  of  Jan.  1, 1914. 
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UNE  LOSS  UNITS.    YEAE  ENDING  JUNE  30,  1914. 


distribution 
line  in 
Mft. 

Maintenance 

distribution 

system 

per  Mft. 

underground 

distribution 

Hue 

Line 
losses 

Total 

distribution 

line  in 

Mft. 

Line  loesee 
per  Mft. 

total  _ 
distribution 

Une 

Per  cent  of 
loss  to 
current 

generated 
and 

purchased 

Per  cent  of 

loss  to 

current 

sold 

700,919 

1,917.16 
800.48 
724.30 
951.24 

365.5 
469.0 

18.61 

24.48 

375,422 

14.07 

16.38 

451,724 

474.9 

13.17 

15.21 

4,228,492 
993,256 
504,590 

968.105 

716,454 
1,572.200 
2,071,586 

205,167 

3,488.00 
1.317.45 
1,425.82 

1,369.94 

60.00 

1,976.67 

1,670.30 

901.50 
882.30 
739.00 
248.50 
42.26 

13.235.79 

6,914.11 

71.09 

1,095.66 

129.20 

1,212.2 
753.9 
353.8 

706.6 

362.4 

1,001.2 

227.6 

35.63 
30.24 
11.26 

22.19 

9.26 
17.17 
6.03 

32.25 

55.12 

5'92  ■ 

14.50 

to. 361 
1.941 

43.35 
12.47 

28.52 

88.26 

10.20 
20.74 
6.43 

"221.00 

8.048 

301, 157 

2,150.584 

189,424 

11,494,279 

2,309.198 

505.064 

580,104 

184,214 

676,085 
913,209 
802,773 
464,408 
589,809 

407.6 
8,654.6 
4,482.8 

868.3 
334.0 

7,104.3 
529.4 

1,425.6 

11.10 
19.38 
13.21 

19.89 
13.19 
17.55 
17.43 
.23 

13.61 
5.66 
20.78 
28.60 
10.61 

12.48 
24.18 
15.37 

1.910.35 
88.79 
69.19 

8.753 

6.770 

24.132 

24.82 
15.20 
21.29 
22.98 
.24 

'.782' 

26.90 

102.20 

411.09 
2,072.00 

481.05 
1,182.27 

2,221.5 
387.4 
965.6 
498.9 

6.00 
26.23 

39.91 
11.87 

18.410 
8.430 

736.90 

•19.59 

•22.64 

«  Report  forperiod.  Jan.  1.  1914  to  June  30,  1914. 

•Sonthem  Wis.  Power  Com.,  Wis.  Improvement  Co.,  and  Northern  Power  Co.  excluded  from  weighted  average 
B  loesee  occur  in  transmission  nihec  than  dutribution. 
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CLASS  A.    METER  EXPENSES 


Location 


Apdeton 

ABnIand 

Bdoit 

Chippewa  Falls 
Eau  Claire 

Fond  du  Lac „ 

Green  Bay 

Green  Bay 

Janeeville 

Kenoeha. 

La  Croaw 

La  Croiie. 

Madison^^ 

Madison. 

Manitowoc 

Marinette. 

Milwaukee. 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Oshkoeh 

St.  Croix  Falls... 

Sheboygan 

Superior.... 

Superior 

Watertown. ^ 

Wausau 


NaMS  or  COHTANT 


Wis.  Tr.  Lt.  Ht.  A  Pr.  Co. 

Ashland  Lt.  Pr.  4  St.  Ry.  Co... 

Beloit  W.  Gas  4  Elec.  Co.„„ 

Wis.-Minn.  Lt  A,  Pr.  Co 

Wi8.-Minn.  Lt  A,  Pr.  Co 


ilastem  Wis.  Ry.  4  Lt  Co... 

Minahan  Bldg.  Co _ 

Wis.  Public  Service  Co 

Janesville  Elec^o  Co. 

Wis.  Gas  k  Elec  Co 


La  Crosse  Gas  k  Elec  Co.„ 

Wis.  Ry.  Lt  4  Pr.  Co 

Madison  Gas  A  Elec.  Co..... 

Peninsular  Power  Co 

Mun.  Eteo.  Plant* 


Menraninee  A,  Mar.  Lt  ft  Pr.  Co. .. 

Commonwealth  Power  Co 

Plankinton  El.  Lt.  4  Pr.  Co 

The  Mil  El.  Ry.  4  Lt  Co 

Mil  Lt  Ht  4  Tr.  Co... „. „ 


Wells  Power  Co 

Oshkoeh  Gas  Lt  Co 

Wis.  Improvement  Co.„ 

Sheboygan  Ry.  4  Lt.  Co.... 
Northern  Power  Co 


Superior  W.  Lt  4  Pr.  Co 

Watertown  Gas  4  Elec.  Co. 
Wausau  St  Ry.  Co.... 


Weighted  average  No.  I..... 
Wdghted  average  No.  11... 


Number 

of 
meten 


1,927 
1,356 
1.343 
739 
1,651 

2,678 
289 
2,473 
1,667 
2.676 

4,258 
82 

5.723 
22 

2,264 

1,996 

1.131 

128 

26.134 

7,826 

594 
1,867 

220 

2,793 

26 

4,177 

830 

2,622 


*  Indudes  resetting  transformers  and  testing  meters. 
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P£R  METER.    YEAR  ENDING  JUNE  30,  1914. 


Ubqr 

andreaet&g 

meters 

per  meter 

Ubor 
inspecting 
and  testing 

meters 
per  meter 

Meter 

supplies  and 
expenses 
per  meter 

of  meters 
per  meter 

Reading 
meters  and 
delivering 

per  meter 

eta. 
13.08 
6.50 

cts. 
17.81 
20.18 

cts. 
0.64 

cts. 

3.99 

9.69 

•27.60 

1.55 

17.71 

2.58 

.85 

21.49 

29.11 

1.92 

11.14 
11.45 
68.81 

3.64 

4.15 
41.81 

7.66 
.57 

16.18 

16.30 

113.28 

9.09 

560.62 

10.77 

.17 

6.59 

cts. 
25.01 
20.19 

18.22 

37.00 

2.25 

35.40 

1.93 
15.29 

47.67 

33.98 

23.31 
41.27 
18.08 

39.94 
37.55 
30.23 

31.88 

19.25 
69.50 

28.93 
11.20 

58.85 
21.60 

20.36 

1,902.77 

54.86 
6.91 
14.52 

.78 
3.04 

26.56 

21.90 
7.27 

6.91 
28.55 
10.54 

15.58 

.98 

24.40 

3.18 

6.91 

'229.69 
9.80 
16.52 

32.30 
9.38 

19.17 
4.99 

73.00 

14.90 
5.33 
2.32 

19.32 
6.92 
5.28 

3.94 
19.51 
27.64 

'.63 

4.33 

153.85 

83.24 

3.92 

1.15 

147.33 
7.09 

10.28 

510.04 

20.80 

.02 

•3.67 

30.45 
19.56 
18.13 

17.63 
56.44 
18.61 
400.58 
11.30 

25.90 
20.80 

23.54 
32.16 

18.97 
15.38 
53.26 
24.03 
203.00 

18.33 
30.26 
16.45 

12.19 
12.41 

28.18 
29.19 

10.14 
10.67 

13.80 
13.83 

23.22 
23.26 

*  Inchidee  expenses  of  Manitowoc  private  electric  light  company. 
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CLASS  A.    CX)NSUMER  EXPENSES 


Location 

Name  or  Comtant 

Number 

of 
oonaumers 

Appleton  

Ashland 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  4  St.  Ry.  Co 

Beloit  W.  Gas  A  El.  Co. 

2.111 
1,383 
1,468 

Chippewa  Falls 

Eau  Claire 

Fond  du  Lac 

Wis.-Mina.  Lt.  A  Pr.  Co 

Wi8.-Minn.  Lt.  A  Pr.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

971 
1,832 

8,216 

Green  Bay .. 

Wis.  Public  Service  Co 

1,913 

Janesville 

1.692 

Kentwha . 

Wis.  Gas  4  Elec.  Co 

3,011 

La  CrooBe 

La  Croose  Gas  4  Elec.  Co 

4,781 

La  Crease 

Wis.  Ry.  Lt  4  Pr.  Co 

94 

Madison 

Madison  Gas  4  Elec.  Co. 

6,810 

Madison 

Peninsular  Power  Co. 

13 

Madison 

Manitowoc 

So.  Wis.  Power  Co 

Electric  Light  Plant 

Municipal  Elec.  Plant 

Menoniinee  4  Mar.  Lt.  4  Pr.  Co 

9 
2,164 

2,262 

Marinette 

2,262 

MUwaukee 

Milwaukee 

Plankinton  El.  Lt.  4  Pr.  Co.  . 

434 
75 

Milwaukee 

The  Mil.  El.  Ry.  4  Lt.  Co 

25,109 

Milwaukee 

Mil.  Lt.  Ht.  4  Tr.  Co 

7,011 

Milwaukee 

Wells  Power  Co 

539 

Oshkoeh.. 

Onhkoffh  Gas  Lt.  Co. 

2.045 

St.  Croix  Falls 

272 

Sheboygan. 

Superior 

Sheboygan  Ry.  4  Lt.  Co „ 

Northern  Power  Co 

3,004 
14 

SuperifH" 

Superior  W.  Lt.  4  Pr.  Co ^ 

Watertown  Gas  4  Elee.  Co 

4,616 

Watertown 

772 

Wauaau 

Wausau  St.  Ry.  Co -....„ 

Weighted  average  No.  I« * 

Weighted  average  No.  II*                               

2.622 

» Wis.  Ry.  Lt  4  Pr.  Co..  Peninsular  Power  Co.,  So.  Wis.  Pr.  Co..  Wis.  Improvement  Co.,  and  Northern  Pr.  Co. 
are  excluded  from  averages  as  being  whdesale  companifa. 
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PER  CONSUMER.    TEAR  ENDING  JUNE  30.  1914. 


SaUriM  and 

Supplies  and 

Commercial  lamp 

Customer's 

Commercial 

ezpenees  oer 

reiiewalf  per 

premises  expenm 

consumption 

per  coMamer 

oongumar 

consumer 

per  consumer 

per  consumer 

$0,172 

$0,008 

$0,744 

$1,459 

.127 

.179 
.336 

.363 

.104 

.024 

$0,257 

.689 

.521 

.249 
1.073 

.324 

1.049 

.455 

.219 
.076 

1.278 

.085 

.221 

.641 

.175 

.126 

.010 

.385 

.747 

.178 

.528 

.925 

.692 

1.703 

.464 

.068 

.328 

.642 

1.491 

.110 

.004 

.669 

.243 

.929 

.109 

.359 

.004 

.446 

.774 

.101 
1.730 

.469 

.541 

1.165 

.083 

.040 

.207 

.064 

.652 

.180 

.027 

.202 

.063 

.365 

.074 

.008 

.423 

.106 

.529 

.993 

.153 

5.283 

10.094 

19.556 

.270 

.m 

1.695 

1.166 

2.540 

.060 

.003 

.485 

.685 

1.179 

.071 

3.008 

.855 

5.293 

.001 

.021 

.451 

.229 
.315 

1.694 
.315 

.064 

.003 

.342 

.432 

36.780 
.489 

.776 
15.352 

.547 

.279 

.145 

.636 



.072 

.858 

.404 

1.350 

.135 

.247 

.015 

.329 

.462 

10.250 

10.069 

$0,618 

$0,716 

$1,596 

.258 

.071 

.622 

.716 

1.696 
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CLASS  A.    MUNICIPAL  STREET  UGHTINO 


Location 


NaMB  Of  COMPAKT 


Munioiiwl 
oontnet 
Kghting 

oonnectod 
load 


And  mq;)ectiiig 
munidiNd 
ooDtnct 


per  kw. 
cooiieeted 


Appleton 

Aahland. 

Beldt 

Chippewa  Falls. 
Eau  Claire.. 

Fond  du  Lac 

Green  Bay..- 

Janesville 

Kenosha. 

La  Crosse.. 

La  Crosse........... 

Manitowoc 

Marinette 

Milwaukee. 

Milwaukee 

Oshkosh 

St.  Croix  Falls 

Sheboygan „ 

Supenor 

Wat«rtown.„.- 

Wausau 


Wis.  Tr.  Lt.  Ht.  k  Pr.  Co _„ 

Ashland  Lt.  Pr.  A  St  Ry.  Co........ 

Beloit  W.  Gas  «k  Elec.  Co 

Wi8.-Minn.  Lt.  A  Pr.  Co 

Wi8.-Minn.  Lt.  «k  Pr.  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wis.  Public  Service  Co. „ 

Janesville  Electric  Co 

Wis.  Gas  &  Elec.  Co 

La  Crosse  Gas  A,  Elec.  Co 

Wis.  Ry.  Lt.  A  Pr.  Co 

Munici]^  Electric  Plant* 

Menominee  k  Mar.  Lt.  A  Tr.  Co. 

The  MU.  El.  Ry.  A  Lt  Co 

Mil.  Lt  Ht  A  Tr.  Co-.. 

Oshkoeh  Gas  Lt  Co 

Wis.  Improvement  Co 

Sheboygan  Ry.  A  Lt  Co 

Supenor  W.  Lt  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co 

Wausau  St  Ry.  Co.> 

Weighted  average  No.  I 

Weighted  average  No.  II 


181.00 
38.30 
83.90 
26.78 
89.78 

93.52 
142.04 
93.02 
72.82 
100.00 

3.00 

02.40 

56.22 

1,382.00 

229.20 

189.00 
7.90 

98.40 
290.50 

54.00 

103.83 


$5.95 
4.52 
4.57 

14.78 
3.74 

12.05 
3.50 
8.26 

10.72 
0.62 


1.04 
3.15 
12.42 
12.70 

6.60 


7.63 
^3.44 
4.82 


$8.76 
9.06 


*  Includes  $240  superintendence. 

*  Unit  costs  Indude  expense  for  Manitowoc  electric  light  company. 
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UNIT  COOTS.    YEAR  ENDING  JUNE  80.  1914. 


Lamp  lopphes 
per  kw. 
connected 

Munieipal 
oontnrt 

Ump 
reneindfl 
perkw. 
oonnected 

MuceOaneous 

auppUes 
and  ezpenaee 

oonnected 

Maintenance 

of  municipal 

contract  lamps 

per  kw. 

oonnected 

Total 
municipal 
contract 
lighting 
expenae 
per  kw. 
oonnected 

12.00 

$0.68 
6.07 

'48 

3.44 

3.62 
4.02 
4.79 
9.31 
6.01 

19.43 

14.87 

25.46 

$3.30 
.06 
.00 

7.87 

4.91 

20.23 

.62 

7.80 

16.67 

3.52 

.31 

11.35 

8.28 

21.33 

»2.39 
2.37 

22.42 

2.72 

.26 

17.98 

3.66 

6.13 

3.36 

.68 

1.79 
.04 
.03 
.02 

1.91 

7.64 
8.84 
5.33 
4.28 

2.12 

13.83 
16.17 
23.91 

2.54 

19.54 

L99 

12.62 

.80 



35.91 

36.71 

5.31 

.09 
.61 

10.39 
1.48 
2.03 

23.42 

1,10 
2.49 

2.66 

9.18 
9.34 

13.96 
4.60 

$0.51 
2.89 

10.30 
.38 

»4.28 
4.55 

$17.80 

17.81 

*  City  owns  distribution  aystem. 
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CLASS  A.    MUNICIPAL  STREET  LIGHTING 


Location 

Nam  or  Company 

Kw-hr. 
consumed 

Arcs 

Trimming 

and 
inspecting 
per  kw-hr. 

Trimming 

and  inspecting 

POT  arc 

Appleton 

AsUand 

Beloit 

Wis.  Tr.  Lt.  Ht.  A  Pr.  Co.... 

Ashland  Lt.  Pr.  &  St.  Ry.  Co 

Beloit  W.  Gas  &  Elec.  Co 

Wis.-Minn.  Lt.  4  Pr.  Co 

677,400 
233,059 

453, 793 
510, 430 
418,817 
254,640 
284,623 

9,707 

358, 840 

100,095 

80. 290 

179,850 

4,574,58.5 
1,064,052 

570. 750 
28.948 

455, 750 

633,239 
171,722 
315, 587 

317 
62 

164 
87 

154 

164 
283 
208 
219 
266 

353 
49 

126 

2,331 

675 

420 

4 

205 

334 
101 
153 

eta. 
0.187 

.165 

.248 
.097 
.183 
.307 
.233 

$3.40 
2.79 
2.34 

Chippewa  Falls.. 
Eau  Claire 

4.55 

Wis.-Minn- Lt.  4  Pr.  Co 

Eastern  Wis.  Ry.  4  Lt.  Co 

Wis.  Public  Service  Co 

Jancsville  Electric  Co 

Wis.  Gas  4  Elec.  Co 

La  Crosse  Gas  4  Elec.  Co 

2.18 

Fond  du  Lac 

Green  Bay 

6.87 
1.75 

Janesville      

3.69 

Kenoeha 

La  CroBse 

3.56 
2.49 

La  Creese 

Wis.  Ry.  Lt.  4  Pr.  Co 

Madison  Gas  4  Eloc.  Co 

Electric  Light  Co 

Manitowoc  Elec.  Plant 
Menominee  4  Mar.  Lt.  4  Tr.  (^o. 

The  Mil.  El.  Ry.  4  Lt.  C^ 

Mil  Lt.  Ht.  4  Tr.  Co 

Oshkosh  Gas  Lt.  Co 

Wis.  Improvement  Co. .    . 
Sheboygan  Ry.  4  Lt.  Co 

Superior  W.  Lt.  4  Pr.  Co 

Watertown  Gas  4  Elec.  Co 

Wausau  St.  Ry.  Co 

Weighted  average  No.  I 
Weighted  average  No.  II 

Madison 

Manitowoc 

.380 
.038 
.034 
.097 

.375 
.274 
.219 

.165 

.161 
.152 

0.268 
.277 

3.86 
.77 

Manitowoc 

Marinette 

Milwaukee 

1.38 

7.36 

Milwaukee 

Oshkoeh 

St.  Croix  Falls 
Sheboygan 

Superior 

4.31 
2.97 

3.66 

3.05 

Watertown. 

2.58 

Wauaau 

$4.66 
4.7S 
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rNIT  COSTS.    1914— Concluded. 


I.Amp 
«jppUe« 
ver  kw-hr. 

Lamp 
supplies 
per  arc 

Incan- 
descent 
lamp 
renewals 
per  kw-hr. 

Renewals 
per 
arc 

SuppUes 

and 
expenses 

per 
kw-hr. 

Supplies 

and 
expenses 

per 

arc 

Main- 
tenance 
contract 

lamps 
per  kw-hr. 

Main- 
tenance 
contract 
lamps 
per  arc 

Total 

expcniie 

perlcw-hr. 

Total 
expense 
per  arc 

cts. 
0.091 

$1.66 
9.18 

cts. 

cts. 

cts. 
0.018 

$0.33 
3.75 

cts. 
0.296 

.283 

$5.39 

0.118 

$1.69 

.02 
.00 

•15.72 
4.03 

1.51 
.35 

^  j)j 
3.70 
1.02 

1.24 

1.56 

3.63 

.86 

.06 

1.57 

2.55 

.97 
1.33 

.15 
2.00 

2.06 
2.02 
2.15 
3.10 
2.26 

6.23 

4.54 

6.068 
.083 

.103 
.132 
.018 

$0.79 
.89 

2.12 
.26 

.076 
.112 
.107 
.266 
.211 

.112 
.217 
.324 
.271 

.161 
.092 
.070 

.224 

.070 
.064 

.323 
.316 
.474 
.641 
.632 

8.93 

.098 
.184 

.009 

.16 

5.70 
9.54 
7.45 

.096 

.009 

.10 



6.70 

.122 

1.14 
4.43 

3.88 

3.16 

1.46 

.96 

4.98 

1.32 
1.08 

.614 
.358 
.629 
.496 

.722 
.421 
.418 
1.002 
.506 

.430 
.294 

6.24 



7.32 

.139 
.001 

.001 
.000 
.063 

.002 

.024 

0.009 
.012 

.109 
.185 

.01 

.02 
.01 
.86 

.05 

.46 

7.08 
14.17 

.055 
.066 
.022 
.115 

.051 
.078 

.980 
.124 

70.92 
2.35 

6.64 
5.68 
72.49 
11.24 

8.15 
4.99 

0.116 
.133 

$2.08 
2.33 

0.016 
.110 

$0.24 
1.62 

$0.14 
.18 

0.128 
.132 

$2.21 
2.32 

0.537 
.537 

$9.33 
9.55 
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Location 


NaMB  or  COMPANT 


Commcrci*] 

fighting 
coDSiunption 


PopuUtion 

in 
hundreds 


Conunorcuu 

UghUng 

otnmunptioD 

per  100 

poiHilation 


Appleton 

Ashland 

Beloit...„ 

Chippewa  FaDs. 
Eau  Claire. 

Fond  du  Lac 

Green  Bay* 

Green  Bay«. 

Janesville 

Kenosha 

La  Crosse. 

La  Crosse 

Madison 

Manitowoc* 

Marinette 

Milwaukoe 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee „.. 

Oshkosh 

St.  Croix  Falls... 

Sheboygan 

Superior 

Superior 

Watertown 

Wausau 


Wis.  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  Lt.  Pr.  &  St.  Ry.  Co... 

Beloit  W.  Gas  4  El.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co  

WiB.-Minn.  Lt.  4  Pr.  Co 


Eastern  Wis.  Ry.  A  Lt.  Co. . 

Minahan  Bldg.  Co 

Wis.  Public  Service  Co 

Janesville  Electric  Co 

Wis.  Gas  A  Elec.  Co 


La  Crosse  Gas  A  E3ec  Co 

Win.  Ry.  Lt.  A  Pr.  Co 

Madison  Gas  A  Elec.  Co 

Municipal  Electric  Rant 

Menominee  A  Mar.  Lt  A  Tr.  Co  . 


Commonwealth  Power  Co.' 

Plankinton  Elec.  Lt.  A  Pr.  Co.*... 

The  MU.  El.  Ry.  A  Lt.  Co.» 

Mil.  Lt  Ht  A  Tr.  Co 

Wells  Power  Co.«..„ 


All  Companies .- 

Oshkosh  Gas  Lt  Co 

Wisconsin  Improvunent  Co.. 

Sheboygan  Ry.  A  Lt  Co 

Northern  Power  Co.' 

Superior  W.,  Lt  A  Pr.  Co.* 
Watertown  Gas  A  Elec.  Co. 
Wausau  St  Ry.  Co „ 


Weighted  average  No.  II . 


839,883 

8ob;5i3 

948,315 


1,132,317 

778, 166 

1,264,435 

1,516.865 
22,247 

2,684,560 
499,646 
810,246 

2,246,278 
1.195.803 
15,006,676 
3,062,838 
1, 170, 191 

19,617,948 

1.023.959 

49,524 

1,033.803 


1,791,092 
339,430 
777, 191 


286 
116 
151 
89 
183 

188 
252 
252 
139 
214 

304 
12 
255 
130 
146 

3,739 
3,739 
3,739 
995 
3,739 

3,739 

330 

12 

264 

404 

404 
88 

166 


2,036 
5,302 


5,044 


4.494 
5,599 
5,9(» 

4.990 
1.854 
10.526 
3,843 
5,549 

6.008 

320 

4.013 

8,078 

313 

5.247 
3.103 
4.127 
3,916 


4.434 

3,857 
4.681 


4.S29 


*  Purchased  by  Wisconsin  Public  Service  Co..  Jan.  1,  1914. 

*  Includes  operating  revenues  and  expenses  of  Green  Bay  Gas  A  Elec.  Co.,  from  July  1.  1913,  to  Doc.  31, 1913. 
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lighting,    year  ending  JUNE  30.  1914. 


Kw.  connected 
(cosunerdal 

Lusting 
cooflumera 

per  100 
population 

Number 

Kghtiog 

consumers 

Kw. 
connected 
(commeroud 

lighting) 
per  consumer 

Commercial 

lighting 
consumption 

per 
consumer 

lighting 
(oonnectedload) 

Commercial 
lighting 

oonsumptton 
perkw. 

connected  load 

8.24 
8.11 

6.56 
11.70 

9.13 
10.52 

9.21 

16.12 

1,873 
1.357 
1,379 
036 
1,685 

3.030 

1.26 
.69 

1.40 
.69 

1.08 

.59 

448.4 

2,355.00 
940.80 

1,925.41 
646.60 

1,825.34 

1.801.19 

356.7 

12.75 
7.27 

580.6 

415.8 

9.97 

9.58 

313.0 

526.5 

9.34 
11.68 

6.86 

1,729 

1.36 

654.9 

2,354.00 
1,623.20 
2,314.25 

5,617.50 
63.70 
6,124.30 
2,080.00 
1.362.26 

2,338.78 

686.00 

30,147.80 

6,645.18 

1.409.00 

34.581.58 

3.154.00 

162.60 

481.0 
479.5 

10.82 

18.48 

5.31 

24.02 

16.00 

9.33 

.63 

.18 

8.06 

0.68 

.38 

9.25 
9.56 
13.55 

13.45 

14.70 
7.42 
21.62 
16.92 
14.87 

.10 

.02 

5.93 

6.48 

.12 

6.17 
5.62 
21.25 
10.80 

2,879 

4,469 
89 
5,513 
2,220 
2,171 

358 

66 

22.187 

6,448 

464 

23,075 

1.856 

255 

2,851 

.80 

1.26 
.72 

l.ll 
.95 
.63 

6.53 
10.39 
1.36 
1.03 
3.04 

1.50 
1.70 

.64 

439.2 

339.4 
250.0 
487.0 
225.1 
373.2 

6,274.5 

18,118.2 

676.4 

475.0 

2,521.9 

850.2 
551.7 
194.2 
362.6 

546.4 

270.0 
340.3 
438.4 
240.2 
594.8 

960.0 
1,743.3 
497.8 
462.4 
830.6 

567.3 
324.6 
304.5 

7.88 
11.07 
13.02 

11.14 
8.08 
14.93 

4,498 

711 

2,478 

.71 

1.37 

.81 

398.2 
477.4 
313.6 

3.182.60 

974.00 

1.996.00 

562.8 
348.5 
389.4 

9.97 

8.50 

1.17 

566.0 

484.7 

'  figures  for  all  companies  operating  in  the  city  used  iiutead  of  those  of  separate  companies  in  finding  weighted 
a\  erases. 

« Includes  Manitowoc  private  electric  plant. 
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CLASS  A.    DEVELOPMENT  STATISTICS. 


Location 


NaMB  or  COMFAlfT 


Power 
ooDSumption 


Population 

in 
hundreds 


Power 
oouumption 

per  100 
population 


Appleton 

Ashland 

Bdoit 

Chippewa  Falls. 
Eau  Claire 

Fond  du  Lac 

Green  Bay* 

JanesviUe  

Kenosha 

La  Crosse 

La  Crone  

I  Madison 

Madison 

Manitowoc 

Marinette 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Oshkosh 

St.  Croix  Falls 

Sheboygan 

Superior 

Superior 

Superior 

Watertown 

Wausau 


Wis.  Tr.  Lt.  Ht.  ft  Pr.  Co 

Ashland  Lt.  Pr.  ft  St.  Ry.  Co. 

Beloit  W.  Gas  ft  Ea.  Co 

Wis.-Minn.  Lt  ft  Pr.  Co 

Wi8.-Minn.  Lt  ft  Pr.  Co 


Eastern  Wb.  Ry.  ft  Lt  Co. 

Wis.  Public  Service  Co 

JanesviUe  Electric  Co. 

Wis.  Gas  ft  Elec.  Co 

La  Crosse  Gas  ft  Elec.  Co 


Wis.  Ry.  Lt  ft  Pr.  Co 

Madison  Gas  ft  Electric  Co 

Peninsular  Power  Co 

Munici^  Electric  Plant* 

Menominee  ft  Mar.  Lt  ft  Tr.  Co. 


C^jnunonwealth  Power  Co.> 

Plankinton  Elec.  Lt.  ft  Pr.  Co.>. 
The  Mil.  El.  Ry.  ft  Lt  Co.' 

Mil.  Lt  Ht  ft  Tr.  Co 

Wells  Power  Company^ 


All  Companies 

Oshkosh  Gas  Lt.  Co 

Wisconsin  Improvement  Co. 

Sheboygan  Ry.  ft  Lt.  Co 

NOTthem  Power  Company' 

Superior  W..  Lt  ft  Pr.  Co." 

All  Companies. 

Watertown  Gas  4  Electric  Co. 
Wausau  St  Ry.  Co 

Weighted  average  No.  II   . 


1,290,403 


606.116 


286 
116 
151 
89 
183 

188 
252 
139 
2M 
304 

12 
255 


130 
146 

3,739 
3,739 
3,739 
995 
3.739 

3,739 

330 

12 

264 

404 

404 

404 

88 

166 


4,512 
4. 007 


1,623 
13,463 
5.408 
6,190 
5.110 

1,564 
6.711 


421 
9.746 

1.779 

10 

6,147 

8,236 

105 

8.040 
2,815 
3.689 
3.678 
18,491 

1.574 
20.064 

7.414 
19.287 


8.048 


1  Figures  for  all  companies  operating  in  city  used  instead  of  those  of  separate  companies  in  finding  weighted  averages. 
>  Includes  operating  revenues  and  expense  of  Green  Bay  Gas  ft  Electric  Co.,  from  July  1.  to  December  31. 1913. 
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commercial  power.  1914-Conoluded. 


H.p. 

connected 

(conunerdal 

motors)  per 

100  population 

Power 
oonaumers  per 
100  population 

Power 
consumers 

H.p. 
connected* 
(commercial 

motors) 
per  consumer 

Power 
consumption 

C<Hnmercial 

motors 

(connected  load) 

Power 

consumption 

perh.p. 

6.08 
10.43 
7.81 
3.74 

0.83 
.22 
.59 
.39 
.80 

238 
26 
89 
35 

147 

7.31 
46.64 
13.26 

9.51 
31.53 

5,422 

6,799" 

1,739.00 
1,210.00 
1,179.60 
333.00 
4,634.50 

742 

513  "* 

25.32 

6.49 
10.13 

.99 
.73 

186 
184 

6.56 
13.87 

1,640 
18,438 

1,220.90 
2,552.00 

250 
1,330 

6.97 
10.81 

.62 
1.03 

132 
312 

11.30 
10.05 

10,033 
4,978 

1,492.00 
3,135.00 

888 
495 

8.50 

.42 

5 

20.40 

3,753 

102.00 

184 

11 
62 
91 

259.09 
5.73 
16.23 

573,982 

883 

15,638 

2,850.00 

355.00 

1,477.00 

2,2ii" 

2.73 
10.12 

.48 
.62 

154 
964 

1.47 
.07 

9.63 

11.25 

.23 

.02 
.00 
.78 
.57 
.02 

76 

9 

2,922 

563 

75 

72.15 
31.02 
12.32 
19.88 
11.67 

87,495 
3.998 
7,865 

14,556 
5,226 

6,483.00 

279.20 

36,003.00 

11,192.00 

875.00 

1,213 
129 
638 
732 
448 

11.41 
6.55 
14.32 

.82 
.57 
1.42 
.58 
.03 

3,082 
189 

17 
153 

14 

13.84 
11.43 
10.11 

i;338.36 

9,753 

4,915 

26,040 

6,347 

533,571 

42,640.20 

2,160.10 

171.78 

705 

430 

2,577 

46.38 

18,737.00 

399 

3.96 
50.34 
16.17 
16.12 

.29 
.33 
.69 

.87 

118 
132 
61 
144 

13.56 
154.05 
23.33 
18.58 

5,387 
61,400 
10,695 
22.234 

1,599.50 

20,336.50 

1,423.00 

2,676.00 

397 

399 

459 

1,196 

12.82 

0.75 

17.56 

12,182 

702 

*  Includes  Manitowoc  private  electric  irfant 
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CLAS8  A.    PERCENTAGE  ANALYSIS  OF  CURRENT  BY  METHOD 


Location 


Appleton 

Ashland 

Beloit 

ChippewA  Falls 
Eau  Claire     

Fond  du  Lac .  . 
Green  Bay> 

Green  Bay» 

Janesville 

Kenosha 

LaCroase 

La  Crosse 

Madison 

Madison  

Madison 

Manitowoc* 

Manitowoc^ 

Marinette 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Milwaukee 

Oshkosh 

St.  Croix  Falls 

Sheboygan..  . 

Superior 

Superior 

Watertown  

W 


Namb  or  Company 


Wis.  Tr.  Lt.  Ht.  ft  Pr.  Co 

Ashland  Lt.  Pr.  ft  St.  Ry.  Co. . 

Beloit  W.  Gas  ft  Elec.  Co 

Wis.  Minn.  Lt.  ft  Pr.  Co 

Wi8.-Minn.Lt.  ft  Pr.  Co 

Eastern  Wis.  Ry.  ft  Lt.  Co 

Minahan  Bldg.  Co. 

Wis.  Public  Service  Co 

Janesville  Electric  Co 

Wis.  Gas  ft  Elec.  Co 


La  Crosse  Gas  ft  Elec.  Co. . 

Wis.  Ry.  Lt.  ft  Pr.  Co 

Madison  Gas  ft  Elec.  Co 

Peninsular  Power  Co 

So.  Wis.  Power  Co 


Electric  Light  Co 

Municipal  B3ec.  Plant 
Menominee  ft  Mar.  Lt.  ft  Tr.  Co. 

Commonwealth  Power  Co 

Plankinton  El.  Lt.  Co 

The  Mil.  El.  Ry,  ft  Lt.  Co 

MU.-Lt.  Ht.ftTr.Co 

Welb  Power  Co 

Oshkosh  Gas  Lt.  Co 

Wis.  Improvement  Co. 


Sheboygan  Ry.  ft  Lt.  Co 

Northern  Power  Co. 

Superior  W.,  Lt.  ft  Pr.  Co 

Watertown  Gas  ft  Elec.  Co. 
Wausau  St.  Ry.  Co 

Total 


Steam  power 


9.88 
3.03 
72.60 


100.00 

53.40 

.05 

1.26 

74.24 


100.00 


100.00 
100.00 


89.50 
95.05 


79.17 


86.84 
100.00 


100.00 


43.35 


'  Purchased  by  Wisconsin  Public  Service  Co.,  Jan.  1,  1914. 

>  Includes  operating  revenues  and  expense:)  of  Green  Bay  Gas  ft  Elec.  Co.,  from  July  1,  1913,  to  Dec.  31,  1913. 
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OF  GENERATION.    YEAR  ENDING  JUNE  30.  19R 


Cms  power 

Hydraulic  power 

Purchaaed  power 

Total  power 

generated  and 

purchased 

94.12 
89.73 
27.40 
100.00 

7.24 

100.00 

100.00 

100.00 

100.00 

100.00 

100.00 

"" " 

W.M 

98.74 

46.60 

100.00 
100.00 

100.00 

25.76 

1.11 
2.08 

100.00 

100.00 

- "• 

97.92 

100.00 
100.00 

100.00 
100.00 
100.00 
100.00 

100.00 

100.00 

100.00 
10.50 
4.95 

20.24 

100.00 

100.00 

^ 

100.00 

- 

.59 

100.00 
100.00 

13.18 

100.00 

100.00 

100.00 

100.00 

100.00 

100.00 
100.00 
44.72 

100.00 

100.00 

.    W.28 
98.02 

100.00 
100.00 

• " 

41.57 

15.08 

100.00 

>  Plant  purchased  by  municipality  as  of  Jan.  1, 1914. 
*  Report  for  period  Jan.  1. 1914.  to  June  30. 1914. 
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CLASS  A.    PERCENTAGE  ANALYSIS  OF  CURRENT 


Location 

Namb  or  Company 

Municipal 
street 
lighting 

Appleton 

Wis.  Tr.  Lt.  Ht.  k  Pr.  Co 

20.18 

Ashland. 

Beloit 

Ashland  Lt.  Pr.  A  St.  Ry.  Co   

Beloit  W.  Gas  k  Elec.  Co 

10.17 

Chippewa  Falls  .„ 

Wis.-Minn.  Lt.  A  Pr.  Co.                         ....           

Eau  Claire 

Wi«,-Minn.  Lt.  A  Pr.  Co 

Fond  du  Lac.„ 

Eastern  Wis.  Ry.  A  Lt  Co.- 

15.28 

Green  Bay».> 

Minahan  Bldg.  Co .          

Green  Bay*.. . 

Wis.  Public  Service  Co 

Janesville  Electric  Co ^ 

Wis.  Gas  A  Elec.  Co      

La  Crosse  Gas  A  Hec.  Co _ 

Wis.  Ry.  Lt.  A  Pr.  Co 

6.65 

Janesville 

18.28 

Kenoeha. 

La  Croese 

6.29 
8.38 

La  Croese 

.22 

Madison 

Madison 

Madison  Gas  A  Elec.  Co 

Peninsukr  Power  Co 

5.11 

Madison 

So.  Wis.  Power  Co 

Electric  Light  Co „ 

Municipal  Elec.  Plant 

Menominee  A  .Mar.  Lt.  A  Tr.  Co 

Commonwealth  Power  Co  

Plankinton  El.  Lt.  A  Pr.  Co 

The  Mil.  El.  Ry.  A  Lt.  Co 

Mil.  Lt.  Ht.  A  Tr.  Co 

Wells  Power  Co 

Manitowoc' „ 

Manitowoc* 

23.20 
26.43 

Marinette „ 

Milwaukee 

7.45 

Milwaukee 

Milwaukee. 

Milwaukee.... 

Milwaukee 

9.88 
7.00 

Oshkosh 

St.  Croix  Falls    .      .. 

Oshkosh  Gas  Light  Co  

Wis.  Improvement  Co 

Sheboygan  Ry.  A  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  A  Pr.  Co '    

22.62 

.a3 

Sheboygan 

Superior 

18.14 

Superior  

20.69 

Watertown 

Wausau 

Watertown  Gas  A  Elec.  Co 

Wausau  St.  Ry.  Co 

Total 

14.76 
6.35 

4.31 

'  Purchased  by  Wisconsin  PuBUc  Service  Co.,  Jan.  I,  1914. 
'  Includes  operating  revenues  and  expenses  of  Green  Bay  ( la 


Bay  G^  A  Elec.  Co.  from  July  1, 1913.  to  Dec.  31. 1913. 
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SOLD.    YEAR  ENDING  JUNE  30,  1914. 


Commercial 
lighting 

Power 

Traction 

Other 
utilities 

All 

other 

Total 

current 

sold 

29.34 

45.06 

5.42 

19,74 

100.00 

8.77 

100.00 

34.92 



26.40 

100.00 
100,00 

3.40 

190.00 

31.93 

10.27 

44.22 

32.81 
32.74 

45.77 
.13 

21.36 
83.26 
00.00 

7.63 

7.20 

58.97 

74.74 

2.92 

49.64 
53.92 
16.53 
36.80 
.56 

38.65 
49.08 
20.78 
56.07 
64.47 

42.52 

30.78 

25.61 

.64 
8.04 
28.90 

3.59 
14.94 
4.10 

.51 
90.81 

16.74 
100.00 

100.00 
100.00 

14.76 
33.97 
31.26 

+1.70 

.50 

38.23 

09.17 

100.00 
100.00 
10). 00 

100.00 
100.00 
1)0.00 
100.00 
100.00 

100.00 

66.37 

100.00 

33.58 
25.26 

100.00 
100.00 

97.08 

100.00 

32.40 

6.72 

1.36 
18.92 
34.13 

99.35    \ 

2.07 
29.09 

100.00 

20.16 

100.00 

40.34 

100.00 

40.58 

100.00 

.06 

21.83 

100.00 

41.14 

58"53 
29.17 

100.00 
100.00 
100.00 
100.00 

16.^ 

13.54 

100.00 

14.90 

27.25 

5.48 

47.80 

0.26 

100.00 

s  Plant  purchased  by  municipality  aa  of  Jan.  1.  1914. 
*  Report  for  period  Jan.  1,  1914,  to  June  30.  1914. 
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CLASS  A.    PERCENTAGE  ANALYSIS  OF  MONTHLY 


Location 

NaMB  or  COMPAlfT 

July 

August 

S^>tember 

ADDleton  

Wis.  Tr.  Lt.  Ht.  &  Vt.  Co 

Ashland  Lt.  Pr.  A  St.  Ry.  Co 

Beloit  W.  Gas  4  El.  Co 

Wis.-Minn.  Lt.  k  Pr.  Co 

Wi8.-Minn.  Lt.  &  Pr.  Co 

5.88 
8.83 
7.02 
9.20 

• 

7.62 

6.96" 

8.19 
7.69 

7.44 

6.33 
6.82 
9.40 

5.83  " 

4.29 
6.96 
6.21 

7.48 
6.00 
4.76 
6.51 
8.73 

7.25 
8.43 
6.13 
6.94 
6.30 

6.70 
9.76 
7.00 
9.91 

7.53 

7.68 

8.43 
8.20 

7.48 

6.24 
7.86 
9.14 

6.50 
3.87 
7.19 
6.67 

8.16 
6.86 
2.84 
6.85 
8.00 

7.69 

8.73 
6.65 
7.86 
5.41 

8.05 

Beloit 

Chippewa  Falla 

8.58 
7.81 
10.37 

Eau  Claire    

Fond  du  Lac 

7.98 

Green  Bay 

Minahan  Bldg.  Co 

Wis,  Public  Service  Co.» 

Janesville  Elec.  Co 

Green  Bay 

Jane«viUe „ 

7.83 
9.39 

Kenoaha 

LaCroBM 

LaCroMe 

Wis.  Gas  4  Elec.  Co 

U  Crosse  Gas  A  El.  Co 

Wis.  Ry.  Lt.  4  Pr.  Co.  „ 

9.24 
8.48 

Madi8on..„.„ 

Madison. 

Madison  Gas  4  Electric  Co 

Peninsular  Power  Co. 

6.95 
9.19 

Madison 

So.  Wis.  Power  Co 

7.58 

Manitowoc „ 

Manitowoc 

Marinette 

Electric  Light  Co 

Municipal  Elec.  Plant' 

Mencmmee  4  Mar.  Lt.  4  Pr.  Co 

Commonwealth  Power  Co 

Plankinton  El.  Lt.  4  Pr.  Co 

The  Mil.  El.  Ry.  4  Lt.  Co 

MU.  Lt.  Ht  4  Tr.  Co 

Welb  Power  Co.. 

OnhkoehGasCo 

Sheboygan  Ry.  4  Lt.  Co 

Northern  Power  Co 

Superior  W.  Lt.  4  Pr.  Co 

Watertown  Gas  4  El.  Co 

Wausau  St.  Ry.  Co 

Total 

7.33"" 

4.51 

MUwaukee 

MUwaukee 

Milwaukee 

8.95 
7.11 

8.15 

MUwaukee 

Milwaukee 

Oshkosh 

St.  Croix  Falls 

Sheboygan 

Superior 

Superior 

Watertown 

Wauaau _.. 

8.19 

7.73"" 

7.62 

7.89 
8.96 
8.04 
7.69 

8.87 

7.79 

8.00 

7.93 

>  Includes  output  of  Minahan  Bldg.  Co.  for  July,  August,  September  and  October 
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STATION  OUTPUT.    YEAR  ENDING  JUNE  80.  1914. 


October 

November 

December 

January 

February 

March 

April 

May 

June 

Total 

9.18 

9.17 

■    10.04 

9.17 

8.04 

9.29 

7.74 

8.58 

8.16 

100.00 

8.86 

9.15 

7.05 

8.42 

7.54 

8.73 

8.30 

7.69 

7.10 

100.00 

9.30 

9.28 

9.98 

9.68 

8.34 

8.53 

7.33 

7.66 

8.17 

100.00 

9.86 

9.68 

9.06 

8.62 

7.24 

7.47 

6.79 

5.83 

5.97 

100.00 

9.08 

8.96 

9.51 

9.34 

8.06 

8.49 

8.18 

7.75 

7.61 

100.00 

8.38 

iW 

915 

9.46 

8.84 

8.83 

8.00 

8.42 

8.20 

ioo.oo  ■ 

10.11 

9.94 

10.53 

9.95 

7.40 

6.88 

6.42 

6.27 

6.49 

100.00 

10.64 

9.34 

9.72 

9.26 

8.74 

2.96 

8.83 

7.65 

7.83 

100.00 

9.46 

8.97 

10.82 

9.13 

■     7.80 

7.96 

7.47 

7.28 

7.69 

100.00 

8.85 

9.43 

9.78 

10.18 

8.'72' 

9.14 

8.44' 

8.36 

■"7.58"' 

ioo.oo 

10.70 

9.98 

9.48 

8.97 

7.64 

7.85 

7.76 

6.95 

6.80 

100.00 

9.53 

9.39 

7.74 

6.45 

5.27 

7.19 

9.74 

8.62 

9.95 

100.00 

8.98 

10.00 

10.82 

11.83 

10.17 

8.42 

7.56 

6.62 

5.94 

100.00 

5.82 

10.50 

11.67 

10.74 

9.91 

10.40 

10.09 

9.16 

9.04 

100.06 

9.32 

8.99 

8.14 

8.18 

7.70 

7.52 

8.54 

9.72 

8.79 

100.00 

9.21 

10.01 

10.42 

9.70 

9.91 

8.10 

8.61 

7.68 

6.37 

100.00 

9.28 

9.22 

9.51 

8.75 

7.52 

8.01 

7.87 

7.94 

8.11 

100.00 

8.43 

8.90 

9.51 

9.92 

8.88 

8.72 

8.34 

7.90 

8.35 

100.00 

6.07 

13.14 

12.94 

12.62 

12.29 

10.09 

11.64 

10.14 

3.47 

100.00 

9.16 

9.43 

9.90 

10.04 

8.25 

8.90 

8.54 

7.59 

7.10 

100.00 

9.78 

10.40 

7.55 

5.50 

4.24 

6.47 

10.21 

10.37 

10.53 

100.00 

8.74 

9.09 

9.48 

9.34 

8.26 

8.68 

8.01 

7.65 

7.92 

100.00 

10.26 

9.85 

8.26 

8.16 

7.90 

7.14 

7.03 

7.88 

7.40 

100.00 

9.82 

10.21 

10.69 

10.42 

8.70 

8.52 

7.77 

6.83 

6.22 

100.00 

9.24 

9.16 

8.65 

10.16 

7.87 

9.07 

7.09 

8.64 

7.64 

100.00 

9.27 

8.22 

7.76 

7.92 

8.14 

9.74 

10.60 

9.42 

8.45 

100.00 

9.41 

9.62 

8.74 

7.85 

6.74 

7.68 

8.83 

8.72 

8.79 

100.00 

'  Includes  output  of  Manitowoc  private  electric  plant. 


Digitized  by 


Google 


604 

ItaUc  figures  doiote  defidtg. 


Report  of  Railroad  Commission 

CLASS  B.    PERCENTAGE  ANALYSIS  OF 


Location 


NAm  or  CoicPAVT 


Openting 


Opentiiig 


Maiiiteiuuice 


Antiflo 

Bariboo-.^ 

B«aTer  DaiiL- 

Bflrlin. 

Burlington 

Delavan. 

De  Pere 

Edgerton 

Grand  Rapids 

Hudson 

Hurley 

Ladysmith  

Lake  Geneva „.... 

Mayville 

Medford 

Mellen 

Menomouie. 

Merrill 

Milwaukee 

Mineral  Point 

Monroe 

New  Richmond 

North  Milwaukee.. 

Oconto 

Oconto. 

PUtteville 

Portage 

Prairie du  Chien... 

Rhinelandtf 

Rhindander.. 

Rice  Lake . „.. 

Ripon 

Sparta 

Stevens  Point 

Stevens  Point 

Tomah 

Tomahawk „ 

Walworth.™ 

Washburn 

Waukesha 

Waupaca 

Whitewater 


Columbus 

Ft.  Atkinson- 

KftuVftUPa 

Marshfield. 

New  London. 

New  Richmond  ,  .. 
Oconomowoo>.~~~~.. 

Plymouth . 

Pt  Waohington. — 

Reedsborg;; 

Richland  Center 

River  Falls... 

Shawano « 

Stoughton 

Sturgeon  Bay 

Two  Rivers.^ 


FrimU 

Antiio  Eleo.  Co...^ ..^^..^..,.^..^^. 

Banboo  Gas  t  Eleo.  Co 

Beaver  Dam  Lt  t  Pr.  Co 

BerKn  Pub.  Service  Co- 

Burlington  EL  Lt  A  Pr.  Co 

United  Ht.  Lt  ft  Pr.  Co 

De  Pere  Elcc.  Lt  &  Pr.  Co 

Fxigcrton  El.  Lt  Co 

Elec.  A  Water  Co 

Burkhardt  Mlg.  ft  El.  Pr.  Co 

Ironwood  &  Bessemer  Ry.  k  Lt.  Co. 

Ladysmith  Ltg.  Co 

Equitable  El.  Lt  Co 

Northwestern  Lt  A  Mfg.  Co - 

Medford  Lt  ft  Mfg.  Co 

Mellen  W.  ft  Lt  Co _ 

Wis.-Minn.  Lt  ft  Pr.  Co.... 

Merrill  Ry.  ft  Lt  Company , 

Badger  Ry.  ft  Lt.  Company 

Mineral  Pt  Pub.  Service  Co 

Monroe  Hcc.  Co 

New  Richmond  Pr.  Co.„ 

North  Milwaukee  Lt  ft  Pr.  Co 

Oconto  Elec.  Co 

Peoples  Land  ft  Mfg.  Co 

Interstate  Lt  ft  Pr.  Co 

Portage  El.  Lt  Co 

Prairie  City  Elec.  Co 

Rhinelandtf  Ltg.  Co 

Rhinelander  Power  Co.... 

Red  Cedar  Val.  El.  Co 

Ripon  Lt  ft  Water  Co 

0.  L  Newton's  Sons  Co 

Stevens  Point  Ltg.  Co 

Stevens  Point  Power  Co 

Tomah  Elec.  ft  Tel.  Co 

Tomahawk  Lt.  Tel.  ft  Irapr.  Co 

Walworth  Ltg.  Hant 

Washburn  El.  Lt  ft  Pr.  Co 

Waukesha  Gas  ft  Elec.  Co 

Waupaca  El.  Lt  ft  Ry.  Co 

Whitewater  El.  Light  Co 

Total 

Munidpaf 
Munidpal  Electric  lii^t  Hant 


100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100,00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 


100.00 


100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 


64.M 
55.30 
66.02 
76.26 
72.51 

73.00 
30.65 
82.10 
66.02 
38.70 

29.27 
00.38 
68.38 
61.31 
64.37 

43.92 
52.86 
30.33 


65.30 

50.08 
92.08 
60.52 
73.74 
62.35 

81.00 
56.54 
63.83 
49.42 
35.57 

24.68 
50.83 
33.42 
44.22 
26.56 

59.74 
49.32 
105.07 
67.35 
60.70 

43.53 
58.90 


62.20 


60.82 
58.95 
43.70 

"'42.60" 

46.08 
78.92 
68.20 
50.72 
62.68 


54.76 
21.47 
73.88 
33.99 

67.15 


3.07 
5.52 
4.17 
4.76 


4.82 

7.81 

1.06 

.66 

12.20 

3.94 
6.79 
6.16 
1.37 
11.61 

8.58 

.99 

16.69 


4.79 


1.41 
21.74 
3.27 

.42 
3.55 
3.81 
10.66 
3.07 

12.06 
5.48 
3.46 
4.31 
.60 

4.04 
5.93 
9.23 
7.25 
3.60 

5.03 
4.83 


4.26 


3.35 
3.86 
6.33 

8.07 

4.83 
14.74 
18.68 
1.91 
5.85 


1.14 
5.01 


15.35 
6.54 


Total.., 


100.00 


54^ 
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INCOME  ACCOUNT.    YEAR  ENDING  JUNE  30.  1914. 


Taxes 

Ncm- 
opentiiig 
rereaue 

Ini«rc«toii 

funded  debt 

and  real  estate 

mortcages 

Other  deduo- 
tioiisfrom 
gross  inoonM 

DiaposiUon 
Tnet 
inoome 

Surplus 

2.78 

9.37 
3.83 
1.94 
2.83 
1.91 

1.73 
9.60 
2.05 
3.51 
8.62 

9.14 
1.93 
4.31 
.75 
2.58 

5.91 
1.98 
5.02 

2.05"" 

2.95 
.45 
4.50 
4.64 
12.86 

1.09 
2.31 
4.90 
3.03 
8.69 

23.20 
2.60 

12.02 
3.48 

12.85 

1.83 
7.10 
3.93 
6.96 
3.03 

2.67 
4.95 

0.56 
2.41 
3.56 
8.41 
5.20 

4.99 
2.08 
8.34 

5.40 
16.18 

7.06 
19.04 

4.45 
2.10 
2.84 
3.16 
.39 

1.68 

24.08 

'** id.45" 

8.49 

13.93 
19.39 

17.46 

7.28 
1.46 

11.96 

6.96 

11.39 

4.44 

7.03 

8.98 

26.35 
13.69 
6.88 
14.68 

18.60 

8.33 

' 

4.67 

3.66 

9.85 

13.08 

20.37 

1.87 
246.76 

1.23 

7.79 
4.20 
1.95 
15.11 
2.09 

7.78 

i  .60 

2.97 

.29 

6.07 

290.41 
3.90 

6.21 

le.to 

9.20 

i4.29'"' 

10.00 

8.86 

.34 

1.36 

19.35 

22.11 
7.68 
15.97 

13.13 

11.52 
2.06 

9.08 
11.97 
5.83 

'.W"" 

1.17 

4.68 
8.53 
6.39 

5.45 

8.04 

19.61 
26.07 

5.79" 

15.37 

3.51 

39.93 

3.76 

'l".'27  "' 

/.77 
5.41 

10.00 

.71 

.99 

4.38 

.29 

.92 

2.27 

4.51 

3.14 

25.57 

1.46 

7.20 

18.78 

2.36 

S4.70 

14.95 

6.50 

9.49 

20.31" 

4.08 
11.78 

0.00 
6.43 

11.16 

1.93 
6.10 
1.89 

16.64 

6.87 

9.23 

19.20 

12.62 

10.13 

8.76 
4.04 

10.44 
9.24 

63.58 

28.03 

14.10 

25.90 
8.06 
5.35 

43.10 

12.96 
12.93 

3.19 
14.00 
9.65 

16.18 

11.88 
19.08 

5.32 

23.78 

32.15 

.04 

1.21 
8.19 

.28 
1.45 

5.15 
3.88 

35.70 

16.13 

12.22 

48.60 

14.36 

7.25 

19.67 
6.47 

10.90 
4.76 

1.51 

1.34 
17.90 

'.w"" 

t3.94 

J8.i3 

3.02 

1.15 

10.00 
14.74 

"18.75" 

39.16 
1.16 

8.03 

4.02 

6.88 

10.17 

.  5.14 

7.92 

5.14 

14.77 

3.12 
9.38 
2.44 

9.30 
2.06 
9.90 

4.18 
.07 

10.70 

10.63 
26.19 

5.21 
3.72 

28.60 
12.60 

26.11 

15.02 
2.10 

8.30 

8.78 
5.40 

4.19 

.15 

42.25 
.94 

1.30 
5.90 
1.41 

1.17 
5.01 

13.25 

14.71 



*•■■ 

10.00 

14.55 

32.88 

9.95 

24.46 

5.41 
1.14 
3.20 
6.74 

4.47 

57'."45" 

53.20 

14.93 

2.31 
.13 

25.23 

17.39 

26.66 

.21 

21.63 

4.92 

_ 

11.17 

4.82 

1.75 

3.07 

22.36 
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CLASS  B.    ANALYSIS  OP  INCOME  ACCOUNT  PER 


Location 


NaMB  or  CoiflPANT 


Kw.-hr  sold 


OperttiBg 

revenues 

per  kw.-hr. 

sold 


Antiffo 

Bsraboo 

Beaver  Dam... 

Berlin 

Burlingtou 


Dclavan 

DePere 

Edgerton. 

Grand  Rapida 
Hudson „ 


Hurley 

Lake  Geneva  . 

Mayvillc 

Medford 

MeUen 


Menomonie 

Merrill 

Mineral  Point 

Monroe 

New  Richmond 

North  Milwaukee.. 
Oconto  

Oconto 

Platteville 

Portage 


Rhinelander 

Rhinelander 

Rice  Lake 

Ripon 

Stevens  Point . 

Stevens  Point.. 

Tomah 

Tomahawk 

Walworth 

Washburn  


Waukesha  . 

Waupaca 

Whitewater... 


PnnU 

Antigo  Elec.  C>o  

Baraboo  Gas  4  Elec.  Co 

Beaver  Dam  Lt.  A  Pr.  Co 

Berlin  Pub.  Ser.  Co 
Burlington  El.  Lt.  A  Pr.  Co. 


United  Ht.  Lt.  k  Pr.  Co 

De  Pere  El.  Lt.  A,  Pr.  Co 

Edgerton  El.  Lt.  Co 

Electric  4  Water  C^ 
Burkhardt  Mlg.  A  El.  Pr.  Co.,. 


Ironwood  A  Bessemer  Ry.  A  Lt.  Co. 

Equitable  Elec.  Lt.  Co 

Northwestern  Lt.  A  Pr.  Co 

Medford  Lt.  A  Mfg.  Co 

MeUen  W.  A  Lt.  Co 

Wi8.-Minn.  Lt.  A  Pr.  Co 


Merrill  Ry.  A  Lt.  Co. 
Mineral  Point  Public  Ser.  Co. 

Monroe  Electric  Co 

New  Richmond  Pr.  Co 


N.  MU.  Lt.  A  Pr.  Co 

Oconto  Electric  Co 

Peoples  Land  A  Mfg.  Co... 

Interstate  Lt.  A  Pr.  Co 

Portage  Elec.  Lt.  Co 


Rhinelander  Ltg.  Co 
Rhinelando-  Power  Co. 
Red  Cedar  Val.  El.  Co 
Ripon  Lt.  A  Water  Co. 
Stevens  Point  Ltg.  Co.... 


Stevens  Pt.  Power  Co 

Tomah  Elec.  A  Tel.  Co 

Tomahawk  Lt.  Tel.  A  Impr.  Co. 

Walworth  Ltg.  Plant 

Washburn  El.  Lt.  A  Pr.  Co 


Waukesha  Gas  A  Elec.  Co ... 
Waupaca  El.  Lt.  A  Ry.  Co. 
Whitewater  El.  Lt.  Co 


Columbus! 

Ft.  Atkinson. 

Kaukauna 

Menasha 

New  London. 

Oconomowoo 

Plymouth 

Pt.  Washington.. 
Richland  Center. 
River  Falls 

Shawano 

Stoughton 

Sturgeon  Bay 


Weighted  average  No.  I 
Weighted  average  No.  II 


Munidjnl 
Municipal  Electric  Lighting  Plant . 


Weighted  average  No.  I... 
Weighted  average  No.  II . 


598.420 
270,518 
444,335 
896.573 
420,548 

128.393 
426.105 
208,349 
658.743 
560.103 

971.569 
286,240 
1.683.706 
165,000 
120,883 

404,849 
640,476 
1,398.911 
366.520 
855,000 

232,506 
169.371 
354,481 
8,385,846 
920.180 

443.827 
5,058,000 
333, 141 
228.340 
574.500 

577,600 
254.271 
180,420 
327.069 
117,880 

1,712,378 
250.408 
167.562 


236.024 
424,033 
372.527 
364,756 
248,440 

281, 781 
329,679 
255.152 
270,878 
194.021 

173,796 
313,978 
180,884 


cts. 
7.732 
8.568 
8.610 
3.673 
5.602 

13.678 
6.015 
8.435 
4.989 
4.105 

2.128 
11.902 
3.694 
4.932 
7.524 

5.790 
4.887 
3.798 
8.522 
1.365 

6.298 
5.423 
4.720 
2.630 
4.150 

5.858 
.280 
6.392 
10.152 
6.120 

.952 
6.470 
7.300 
4.997 
8.850 

3.700 
6.278 
11.455 


3.603 
3.603 


7.125 
6.962 
6.846 
4.200 
6.716 

9.748 
6.224 
5.648 
9.830 
6.840 

7.811 
7.456 
8.684 


7.146 
7.146 


>  Includes  $600.00  contingencies. 
'  Includes  $73.21  contingencies. 
'  Includes  $1,442.65  discount  register. 
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*  Includes  $2,017.00  contingencies. 

*  Includes  $710.28  miscellaneous  rebates. 


Operating 

expenses 

perkw-hr. 

sold 

Main- 

teoanotf 

enienae 

p^kw-hr. 

sold 

Depre- 

eiation 

perkw-hr. 

soU 

Taxes 

perkw-hr. 
sold 

Non- 
operating 
revenue 
perkw-hr. 
sold 

Interest 

on  funded 

debt  and 

real 

estoto 

Other 

deductions 

perkw-hr. 

sold 

Disposition 

of  net 
income  per 
kwhr.sdd 

Surplus 

cte. 

4.997 

4.745 

ots. 

0.237 
.473 
.359 
.175 
.167 

.659 
.470 
.090 
.032 
.500 

.084 
.734 
.050 
.573 
.645 

.057 
.816 
.169 
.408 

.089 
1.179 
.154 
.011 
.147 

.624 
.009 
.771 
.556 
.263 

.006 
.261 
.433 
.461 
.641 

.133 
.316 
.553 

ets. 
0.215 

ets. 
0.725 
.329 
.167 
.104 
.107 

.236 
J.578 
.172 
.175 
.354 

.195 
.513 
.027 
.127 
.445 

.115 
.245 
.077 
.251 
.006 

«.283 
.252 
«.607 
.    .029 
.095 

.177 
.025 
«1.483 
».264 
.213 

.122 
.118 
.518 
.196 
.616 

.112 
.168 
.566 

ets. 
0.043 
.207 
.307 
.309 
.291 

.683 
.125 
.704 

.076 

5.251 

ets. 

0.418 

1.386 

.686 

.732 

.607 

ets. 

0.344 
.180 
.245 
.116 
.022 

.230 

ots. 
1.862 

.906"' 

ets. 

i.ots 

1.662 

5.683 
2.801 

1.504 

.670 "' 

1.558 
.540 
.703 
.492 
.836 

1.096 
.327 

.687 
.054 

4.002 

10.110 
1.843 

.475 

1.586   ' 

1.152 
.343 
.603 

.390 

.96L 
1.124 

6.928 

.394 

.300 

3.294 

.668 

1.588 

.051 

.165 
.232 
.568 
.103 
.686 

.249 

.623 

6.180 

.132 

8.136 

1.191 

2.265 
3.175 

.012 

.528 

-z 

3. .305 
3.060 

1.667 

.445 
.781 
.499 
.982 
.028 

.630 

.706  " 

.843" 

.402 
.035 
.901 
1.315 
.326 

.306 
1.044 
1.436 

.239 

.628 

1.689 

.683 

.693 
.285 
.015 
.100 

.045 
.054 
.206 
.007 
.038 

.264 

1.655 
.819 

.000 
.078 
.598 

.025 

.053 
.323 
.445 

.353 

.494 
.312 
.207 
.761 

1.475 

.m 

2.312 

1.482 
2.480 
5.036 
1.257 

3.811 

.078 
.113 
.025 

.198 

1.386 

.069 

.189 

1.274 

.220 

1.310 

1.183 

.184 
.048 
.ISt 
.074 

.149 

3.999 

1.8S9 

2.943 

.447 

2.130 
2.346 

.107 
.489 

.171 

.268  "' 

2.895 

.358 
.006 

.541 

1.125 

.099 
1.577 

.028 
.560 
.502 
.566 

.605 

.079 
2.755 

5.160 
2.707 

.253 
3.866 

'     .324 
.590 

1.643 

.790 

3.549 

1.273 
2.147 

1.207 
1.455 

3.600 

.110 

.119 

.662 
.062 

1.748 

5.251 
5.959 

.911 
.267 

2.246 
2.732 
6.750 

.403 
.299 

,04t 

2.458 

.133 

2.246 
2.246 

0.153 
.157 

0.288 
.446 

0.139 
.139 

0.255 
.339 

0.375 
.491 

0.181 
.215 

0.299 
1.266 

0.177 
.197 

4.333 

0.239 
.269 
.433 
.339 
.325 

1.821 
.128 
.330 
.112 
.342 

1.144 
.568 

1.053 

.740 

1.792 

1.097 

.590 

0.223 
.653 
.167 

0.662 
.143 
.678 
.630 
.141 

.114 
.337 

0.298 
.006 

0.763 

4.104 

0.363 
.255 

1.991 

2.992 

.863 

1.785 

.349 

3.094 

.282 

.127 

.397 

.079 

2.404 

.181 
.009 

.010 

.672" 

2.838 

6.649 

1.291 

4.016 

.989 

.979 

3.540 

1.867 

5.382 

.978 
1.021 

1.296 

.532 
.079 

.250 
.502 
.388 

6.230 

1.468 

3.930 

6.770 

1.972 

2.534 

1.989 

5.832 

.018 

1.878 

3.839 
3.839 

0.476 
.500 

0.815 
1.079 

0.366 
.459 

0.359 
.386 

0.131 
.306 

0.229 
.978 

1.663 
1.756 
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Hkport  of  Railroad  Commission 

class  b.  percentage  analysis.  sources  of 


LocAnoN 


NaHI  or  COMPAXT 


Commercial 
lighting 
earnings 


Antigo.............^ 

Baraboo ^.., 

Beavw  Dam... 

Berlin. 

Burlington....- 

DelaTan 

De  Pere^ „ 

Edgerton.. 

Grand  Rapids « 

Hudson ™ 

Hurley 

Lady  smith ^ 

Lake  Geneva 

Ma)rville 

Medford 

McUen 

Menomonie 

Merrill 

Milwaukee „ 

Mineral  Point „. 

Monroe „.... 

New  Richmond.^.. 
Norlh  Milwaukee. 

Oconto„ 

Oconto 

PlatteviUe 

Portage 

Prairie  du  Chien... 

Rhinelander.... 

Rhinelander 

Rice  Lake 

Ripon 

Sparta 

Stevens  Point 

Stevens  Point 

Tomah 

Tomahawk 

Walworth 

Washburn 

Waukesha 

Waupaca 

Whitewater 


Columbus 

Ft.  Atkinson 

Kaukauna 

Marahfield „ 

Menasha 

New  London 

New  Richmond... 

Oconomowoc .. 

Plymouth 

Pt.  Washington.. 

Richland  Center. 

River  Falls. 

Shawano 

Stoughton 

Sturgeon  Bay 


PHnU 

Antigo  Elec  Co 

Baraboo  Gas  k  El.  Co 

Beaver  Dam  Lt  k  Pr.  Co 

Berlin  Pub.  Servioe  Co 

Burlington  EL  Lt  A  Pr.  Co 

United  Ht  Lt.  k  Pr.  Co _ 

De  Pert  El.  Lt  k  Pr.  Co  „ 

Edgerton  El.  Lt  Co 

El.  &  Water  Company   

Burkhardt  Mlg.  k  El.  Pr.  Co .. 


Iron  wood  k  Beascmcr  Ry.  k  Lt.  Co 

Ladysmith  Ltg.  Co 

Equitable  Elcc.  Lt  Co 

Norlhwestcm  Lt  k  Pr.  Co 

Medford  Lt.  k  Mfg.  Co 


Mcllen  W.  k  Lt  Co ^.. 

Wis.-Minn.  Lt.  k  Pr.  Co  .„ 

Merrill  Ry.  A  Lt  Co 

Badger  Ry.  4  Lt  Co 

Mineral  Pt  Pub.  Serv.  C^ 


Monroe  Elec.  Co 

New  Richmond  Power  Co  

North  Milwaukee  Lt.  k  Pr.  Co.. 

Oconto  Elec.  Co 

People*  Land  k  Mfg.  Co 

IntersUte  Lt.  k  Pr.  Co 

Portage  El.  Lt  Co 

Prairie  City  Elec.  Co 

Rhinelander  Lighting  Co 

Rhinelander  Power  Co 


Red  Cedar  Val.  El.  Co 
Ripon  Lt,  k  Water  Co . . 
0.  I.  Newton"»  Sons  (^o  .. 

Stevens  Point  Ltg.  Co 

St«ven«  Point  Power  Co. . 


Tomah  Klec.  4  Tel.  Co  

Tomahawk  Lt.  Tel.  k  Imnr.  Co . 
Walworth  Lighting  Plant 

Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  Gas  A  Llec.  Co 


Waupaca  Ki.  Lt  A  Ry.  Co  . 
Whitewater  El.  Light  Co  .. 

Total   


77.05 
68.64 
65.54 
39.39 
59.93 

50.99 
58.94 
72.41 
69.38 
63.36 

61.75 
79.10 
79.51 
36.80 
71.80 

82.79 
72.11 
66.58 


23.82 

66.64 
1.01 
51.77 
83.46 
63.63 

9.85 
46.33 

78.75 
69.95 


76.39 
61.31 
6:^.08 
58.14 


76.06 
88.80 
30.18 
99.54 
32.55 

78.80 
76.68 


Municipal 
Municipal  Electric  Light  Plant.. 


48.96 


57.75 
66.12 
61.19 
70.64 
68.83 

68.83 
84.76 
64.42 
68.07 
76.28 

60.21 
69.43 
72.47 
66.09 
70.31 


ToUl... 


66.99 
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Municipal   con- 
tract lighting 
earnings 

Commercial 

power 

earnings 

Municipal 

power 
•  earnings 

Sales  to 
other 
utilities 

MisccllaneouB 
earnings 

Total 
earnings 

13  55 

9.17 
4.11 
8.94 
50.11 
22.90 

1.60 
20.34 
11.96 
8.38 
6.02 

10.46 

0.23 

100.00 

27  25 

100.00 

19  3d 

1.13 

4.93 

loo.do 

9.41 
17.17 

1.09 

100.00 
100.00 

28.36 

10.05 
.07 

100.00 

15.27 
15.63 

5.38 

100.00 
100.00 

11  08 

9.98 
15.59 

1.18 
.10 

100.00 

14.93 

100.00 

11.45 

16.34 

100,00 

20  90 

100.00 

6.87 
3.86 

13.28 
57.18 

11.17 

13.60 

68.66 

17.65 
27.82 
24.14 
13.15 
15.62 

82.25 

24.99 

.04 

7.93 

66.88 

16.31 
14.68 
14.70 
23.58 

5.20 

20.31 

.46 

38.06 

3.69 
3.82 

2,'l4'" 

.34 
.02 

1.93 

100.00 
100.00 

28.20 
15.28 

100.00 
100.00 

16.72 
13.98 

.19 '  ■ 

5.75 

100.00 
100.00 

100.00 

6  40 

1.12 

100.00 

15.71 

100.00 

.53 

70.05 

.59 

100.00 

24.09 

100.00 

3.39 

100.00 

20  75 

100.00 

2  87 

5.03 
12.24 

100.00 

16.44 

100.00 

21.21 

100.00 

20.87 

.87 

.38 
33.12 

100.00 

100.00 

7  30 

100.00 

20.12 

3.72 

.17 

100.00 

22.22 

100.00 

18.28 



1.29 

100.00 
40.31 

100.00 

18.74 
11.20 
7.73 

.18 

100.00 

100.00 
100.00 
100.00 
100.00 

14.98 

14.56 
19.50 

14.41 
1.15 



1.80 

100.00 

100.00 
100.00 

12.01 

32.93 

1.59 

4.23 

0.28 

100.00 

26.22 

8.97 
20.23 
18.80 

7.06 
.01 

100.00 

13.54 

0.10 

100.00 

20.01 

100.00 

29.36 

100.00 

28.39 

2.64 
2.64 

.14 

.14 
3.00 

3.'64 

'.w 

100.00 

28.39 

100.00 

12.29 

100.00 

19.95 
18.47 

6.60 
6.24 
18.99 

4.70 
14.13 
7.72 
4.79 
2.36 

9.03 
3.58 
4.73 

16.61 
.75 

100.00 
100.00 

18.48 

100.00 
100.00 

15.09 

100.00 

19.81 

100.00 

18.72 

10.37 

.03 
2.58 

100.00 

24.75 

100.00 

18.99 

8.95 

4.45 

0.62 

100.09 
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CLASS  B.    RATE  DIFFERENTIALS.    AVERAGE  RATES  FOR 


Location 


AnUgo — 

Baraboo 

Beaver  Dam 

Berlin 

Burlington 

Delavan. 

DePere 

Edgerton 

Grand  Rapids 

Hudaon 

Hurley 

Lake  Geneva 

Mayville ™ 

Medford 

Mellea 

Menomonie 

MerriU 

Mineral  Point 

Monroe -.... 

New  Richmond  .. 

North  Milwaukee 

Oconto 

Oconto 

Platteville 

Portage 

Rhinelander 

Rhinelander 

Rice  Lake 

Ripon 

Stevens  Point 

Stevens  Point 

Tomah 

Tomahawk 

Walworth 

Washburn 

Waukesha 

Waupaca 

Whitewater 


Columbus 

Ft.  Atkinson 

Kaukauna 

Mcnasha 

New  London 

Oconomowoc 

Plymouth 

Port  WashinKton 
Richland  Center. 
River  Falls 

Shawano    

StouKhton 
SturRcoii  Bay 


Nams  or  Company 


Privatt 

Antigo  Elec  Co. 

Baraboo  Gas  A  Elec.  Co 

Beaver  Dam  Lt.  &  Pr.  Co 

Berlin  Public  Service  Co 

Burlington  H.  Lt.  4  Pr.  Co. 


United  Ht.  Lt.  4  Pr.  Co 

De  Pere  El.  Lt.  4  Pr.  Co 

Edgerton  El.  Lt.  Co 

Elec.  4  Wat«r  Co 

Burkhardt  Mlg.  4  EL  Pr.  Co. .. 


Ironwood  4  Bessemer  Ry.  4  Lt.  Co... 

Equitable  El.  Lt.  Co 

Northwestern  Lt.  4  Pr.  Co 

Medford  Lt.  4  Mfg.  Co 

MeUen  W.  4  Lt.  Co 


Wis.-Minn.  Lt.  4  Pr.  Co 

Merrill  Ry.  4  Lt.  Co 

Mineral  Pt.  Public  Ser^•ice  Co.. 

Monroe  Electric  Co 

New  Richmond  Power  Co. 


N.  MU,  Lt.  4  Pr.  Co 

Oconto  Electric  Co 

Peoples  Land  4  Mfg.  Co.. 

Interstate  Lt.  4  Pr.  Co 

Portage  El.  Lt.  Co 


Rhinelander  Ltg.  Co ..... 

Rhinelander  Power  Co 

Red  Cedar  Val.  El.  Co 

Ripon  Lt.  4  W.  Co 

Stevens  Point  Lighting  Co. 


Stevens  Point  Power  Co 

Tomah  El.  4  Tel.  Co 

Tomahawk  Lt.  Tel.  4  Impr.  Co. 

Walworth  Ltg.  Plant 

Washburn  B:1.  Lt.  4  Pr.  Co 


Waukesha  Gas  4  El.  Co. 
Waupaca  El.  Lt.  4  Ry.  Co. . 
Whitewater  El.  Lt.  Co 


Weighted  average  No.  I. ... 
Weighted  average  No.  IL. 


Municipal 
Municipal  Electric  Light  Plant. 


Wpighted  averaKP  No.  I . . 
Weighted  average  No.  II 


Kw-hr. 

commercial 

lighting 

pon- 
Bumption 


371,043 
150,580 
193,347 
227,037 
148,036 

72.586 
176,624 
134,821 
358,212 
165,480 

165,223 
191. 167 
412,594 
120.000 
80,432 

214.292 
246,530 
89,158 
189. 172 


66, 579 
144,638 
162,518 
234,618 
174, 156 

182,601 

191,427 
103.819 
248,800 


144,274 

145,220 

37,634 

•117,880 

166,973 
171,610 
120,760 


116,629 
216,801 
154, 868 
182,776 
124,457 

180,340 
185.621 
149,465 
160.350 
105,021 

101,745 
149,r,H2 
123.259 


Commercial 
lighting 
revenue 

per  kw-hr. 
consumption 


eta. 

9.61 
10.57 
12.99 

5.71 

9.54 

14.52 
8.55 
9.44 
6.36 
8.80 

7.73 
14.17 
5.55 

4.87 
8.15 

7.89 
8.49 
14.19 
11.01 


11.39 
5.30 
6.55 
9.26 

10.16 

9.99 

8.56 
13.69 
8.22 


8.68 
8.05 
13.10 
'8.81 

12.35 
7.22 
12.19 


8.95 


8.32 
9.00 
10.08 
5.92 
9.23 

9.81 
8.13 
7.36 
10.00 
8.77 

9.67 
10.32 
8.96 


8.84 
8.84 


Kw-hr. 
municipal 

bghting 

oon- 
sumption 


136.800 
100,373 
113,200 
61,434 
70,389 

52,048 
73,527 
32,908 
94.661 
102,560 

47,360 
28,080 
78,859 
45.000 
22.451 

137.980 
81,840 
31,332 
52,460 


81,9?7 
24,733 
95,328 
68,117 
155,200 

134,990 

58,400 
49,780 
178,700 


99,365 
35,200 
30,090 


333.815 
67,900 
37,168 


65,407 
67,703 
106.369 
181.980 
120.843 

68,640 
114,336 

87,645 
49,230 
46,000 

57.0.% 
50.720 
50.190 


1  Iuclud(»  power. 
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Muni- 
cipal 
revenue 

per 

kw-hr. 

muni- 

cioal 

lighting 

con- 
sumpt'on 

Kw-hr. 

power 

can- 

sumption 

Power 
revenue 

per 
kw-hr. 
con- 
sumption 

Kw-hr. 

sales 

to  other 

utilities 

Revenue 
per 

kw-hr. 
sales  to 

other 
utilities 

cts. 

Kw-hr. 
miscel- 
laneous 

con- 
sumption 

MisceUa- 

neous 

con- 
sumotion 
revenue 

per 
kw-hr. 

con- 
sumption 

Kw-hr. 
traction 

con- 
sumption 

Revenue 

per 
kw-hr. 
traction 

con- 
sumption 

Total 
kw-hr. 
sold 

598.429 
270,518 
444,335 
896.573 
420,548 

128,393 
426. 105 
208.349 
658,743 
560, 103 

971,569 
286,240 
1,683,706 
165,000 
102,883 

404,849 
640,476 
1,398,911 
366,520 
855,000 

232,506 
169.371 
354,481 
8,385,846 
920,180 

443,827 
5,058,000 
333, 141 
228,340 
574,500 

577,600 
254,271 
180,420 
327,069 
117,880 

1,712,378 
250,408 
167,562 

Total 
revenue 

per 
kw-hr. 

sold 

cts. 
4.58 

90,586 

19,565 

62,337 

618,102 

202,123 

3,760 
175,954 
40,620 
206,870 
292,063 

219,316 

66,993 

1,166.902 

cts. 

4.68 
4.87 
6.18 
2.67 
2.67 

7.61 
3.75 
6.17 
2.93 
1.70 

.99 
6.75 
3.05 

cts. 



cts. 

cts. 
7.73 

6.29 

75,451 

2.50 

8.57 

6.54 
6.02 

8.16 
3.67 

5.75 

5.60 

9.57 

13.68 

5.32 

6.02 

8.34 

8.44 

3.84 

4.99 

3.35 

539,670 
30,351 

4.10 

5.00 

.63 
4.40 

2.13 

8.34 

11.90 

3.26 
5.10 



3.69 
4.93 

5.27 

4.98 
2.53 
2.90 
4.41 
2.00 

4.21 

2.71' 

2.33 
2.62 

1.85 
.23 
4.17 
6.30 
5.64 

8.06 
4.97 

2.74 
6.99 
7.62 

2.10 
2.10 

5.00 
4.26 
4.30 

14.06 

13.09 
7.33 
3.78 
9.26 
4.59 

6,98 
3.13 
5.90 

5.35 
5.35 

7.52 

2.84 

62,677 
169, 106 
1,278,421 
124,888 
162,000 

83,930 

96,635 

7,778.291 

411,264 

126,236 
4,537.800 
83,314 
53,995 
147,000 

10,632 
71,129 

1,211,590 
10,898 
9,634 

5.79 

5.35 
10.86 

693,000 

1.18 

144,000 
179,560 

188, 216 

1.25 

4.89 
3.80 

9.35 

1.92 

8.52 
1.37 

4.30 

6  30 

6.42 

3.64 

4  72 

9.29 
4.04 

304,820 

3.64 

.98 

4.21 

.95 

236 

2.63 
4.15 

4.02 

520,200 
20.510 

577,600 

16.85 

5  86 

2.66 
9.36 
3.60 

3.50 

2.31 
2.31 

.28 
6.39 
10.15 
6  12 

3.10 

•    4.20 

4.20 

.95 
6.47 
7.30 
5.00 

8.85 

2.84 
3.37 
10.08 

3.70 
6.28 
11.46 

4.72 

53.988 
140. 159 
111,290 

3, 140 

32,801 
29,722 
18,042 
61,293 
43,000 

15,021 

113,276 

7,435 

^'  '   ---'^ 

1.35 
1.35 

_:=, 

16.85 
16.85 

3.60 

4.76 

236,024 
424,033 
372, 527 
364.756 
248.440 

281,781 
329,679 
2.'>5, 152 
270, 873 
194,021 

173,796 
313,978 
180.  HK4 

3.60 

6.74 
5.96 

7.13 
6.96 

4.80 

6.85 

2.47 
3.92 

4.20 
6.72 

7.98 
3.58 

9.75 
6.72 

3.12 
10.00 
4.35 

4.72 
8.63 
7.75 





5.65 
9.83 
6.84 

7.81 
7.46 

8.6S 

4.97 
4.97 

7.15 
7.15 
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CLASS  B.    AVERAGE  CONSUMER  REVENUES   AND  EXPENSES 


Location 


NaJIB  or  COMPAKT 


TJgh^ng 


Antigo 

Baraboo 

Beaver  Dam- 
Berlin 

Bxirlington 


Delavan 

DePere 

Edgerton   

Grand  Rapids .. 
Hudson 


Hurley 

Ladysmith 

Lake  Geneva... 

Mayville 

Medford „.. 


Mellen. 

Menomonie 

Merrill 

Mineral  Point... 
Monroe 


New  Richmond.. 

North  Milwaukee.^ 

Oconto 

Oconto 

Platteville 


Portage 

Rhinemnder... 
Rhinelander... 

Rice  Lake 

Ripon. 


Sparta 

Stevens  Point... 

Tomah 

Tonuihawk. 

Walworth. 


Washburn 

Waukesha 

Waupaca 

Whitewater.^ 


Cohiml»i8 

Ft.  Atkinson.... 

Kaukauna 

Mcnasha 

New  London... 


New  Richmond 

Oconomowoc..„ 

Plymouth 

Port  Washington,.. 
Richland  Center.... 


River  Falls 

Shawano 

Stoughton . 
Sturgeon  Bay 
Two  Rivers. 


Antigo  Electric  Co 

Baraboo  Gas  A  Elec.  Co 

Beaver  Dam  Lt.  &  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  El.  Lt  k  Pr.  Co. . 

United  Ht.  Lt.  4  Pr.  Co 

De  Pere  El.  Lt.  A  Pr.  Co 

Edgerton  El.  Lt.  Co 

Electric  and  Watw  Co 

Burkhardt  Mlg.  &  El.  Pr.  Co.. 


Private 


Ironwood  A 
Ladvsroith  Ltg.  Co. 
Equitable  Elec.  Lt.  Co 
Northwestern  Lt.  &  Pr.  Co. 
Medford  Lt.  4  Mfg.  Co 


McUen  W.  4  Lt.  Co 

Wis.-Minn,  Lt.  4  Pr.  Co 

Merrill  Ry.  4  Lt.  Co 

Mineral  Point  Pub.  Ser.  Co 
Monroe  Elec.  Co. 


Ry.  4  Lt.  Co.., 


New  Richmond  Pr.  Co 

N.  Milw.  Lt.  4  Pr.  Co 

Oconto  Elec.  C^ 

Peoples  Land  4  Mfg.  Co... 
Interstate  Lt.  4  Pr.  Co 


Portage  El.  Lt.  Co 

Rhinelander  Lighting  Co... 

Rhinelander  Power  Co 

Red  Cedar  Val.  O.  Co 

Ripon  Lt  4  Water  Co 


0. 1.  Newton's  Sons  Co 

Stevens  Point  Laghting  Co 

Tomah  Elec.  4  Tel.  Co 

Tomahawk  Lt.  Tel.  4  Impr.  Co... 
Walworth  Lighting  Plant 


Washburn  EL  Lt  4  Pr.  Co... 

Waukesha  Gas  4  Eleo.  Co 

Waupaca  El.  Lt.  4  Ry.  Co.... 
Whitewater  El.  Light  Co 


^dghtod  average  No.  I... 
Weighted  average  No.  II.. 


Municipal 
Munidpal  Electrio  Light  Plant 


Wrightod  average  No.  I 
Wei^tfti  average  No.  II .. 


1,174 
785 
805 
442 
622 

.340 
620 


713 

480 
351 
791 
440 
224 

226 
581 
734 
443 
763 


277 
310 


733 


603 
743 


n8 

419 

505 
717 
415 
350 
272 

366 
611 
356 

548 


430 
841 
560 
436 
635 

441 
524 
778 
354 
566 

473 
361 
653 
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Total 

Total 

lighting 

Power 

operating 

revenue 

Power 

revenue 

Total  aU 

expense 
exdudiug 

expense 
including 

lighting 

consumers 

per 

consumers 

power 

depreciation 

consumer 

consumer 

and  taxes 
per  consumer 

per  consumer 

130.37 

41 

1103.51 

1,215 

$25.78 

$30.41 

20.26 

21 

46.37 

806 

17.50 

18.60 

31.19 

38 

00.08 

843 

31.84 

40.64 

29.35 

41 

402.50 

483 

65.24 

57.17 

22.70 

36 

149.85 

658 

27.03 

32.00 

31.00 

5 

56.46 

345 

40.09 

46.76 

24.36 

51 

102.21 

671 

14.69 

21.79 

24.30 

47 

68.58  " 

985 

22.24 

26.70 

20.42 

18 

76.94 

731 

16.00 

25.12 

26.60 

10 

216.47 

490 

14.01 

17.87 

29.43 

351 
913 

39.51 

27.81 

40.23 

34.24 

122 

37.W" 

32.84 

52.04 

27 

1,317.17 

467 

83.50 

96.31 

23.95 

244 

226 
605 

25.33 

17.98 
20.86 

26.19 

28.35 

27.58 

29.10 

24 

109.10 

24.60 

28.40 

88 

48.02 

822 

17.90 

25.90 

28.56 

16 

2,280.25 

459 

80.74 

98.32 

27.28 

35 

157.46 

798 

25.00 

30.66 

51 

63.65 

51 

210.72 

216.46 

27.36 

22 

160.66 

299 

30.33 

37.43 

24.72 

12 

100.64 

322 

27.23 

28.55 

27.79 

15 

174.28 

398 

27.58 

39.27 

29.65 

54 

3,357.79 

787 

228.09 

231.17 

29.34 

31 

307.94 

634 

36.19 

49.83 

24.47 

25 

82.44 

768 

20.34 

23.69 

2 

5,149.69 

2 

2,975.16 

4,615.91 

" 20.91 

39 

89.00 

817 

9.56 

19.29 

33,92 

23 

147.89 

442 

29.53 

37.70 

29.45 

30 

115.52 

535 

16.25 

27.25 

28.52 

24 

345.38 

741 

23.02 

27.21 

30.17 

18 

47.60 

433 

24.24 

31.06 

33.40 

16 
19 

366 
291 

19.87 
64.21 

29.51 

18.12 

174.83"'" 

66.41 

28.39 

2 

24.00 

368 

21.15 

23.13 

33.75 

79 

305.25 

690 

59.04 

67.75 

34.78 

14 

41.43 

370 

20.63 

26.02 

26.87 

21 

34.94 

569 

21.51 

28.15 

S28.39 

1351.53 
356.63 

$36.58 
36.58 

$43.15 

28.39 

43.15 

t22.58 

22 

168.66 

452 

$23.87 

$29.37 

23.20 

30 

199.03 

871 

21.29 

24.89 

27.43 

90 

53.21 

659 

19.36 

29.48 

24.82 

28 
10 

464 
645 

16.69 
13.16 

25.31 

18.08 

44.13" 

15.44 

21.36 

441 
552 

23.60 
43.23 

24.97 

33.77 

28 

64'.76"" 

43.23 

19.40 

21 

65.95 

799 

17.1 

31.05 

22 

124.31 

376 

26.2 

28.32 

26 

48.19 

592 

25.1 

19.39 

475 

7.3 

27.25 

12 

87. 35"' 

373 

26.8 

23.74 

27 

41.56 

679 

17.0 

21.07 

37 

10.05 

561 

20.6 

$23.98 

163.58 

$21.1 

23.98 

69.05 

21.1 
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class  b.  municipal  street  ughting  i  nit 


Location 


Antigo    

Baraboo 

Beaver  Dam..  . 

Berlin 

Burlington 

Delavan. 

DePere 

Edgerton 

Grand  Rapidr..... 
Hudson 

Hurley.   

LadyBmith 

Lake  Geneva 

Mayville 

Medford 

MeUen 

Menomonie 

Merrill 

Mineral  Point  

Monroe 

New  Richmond 
North  Milwaukee 
Oconto 

Oconto  

Platteville 

Portage 

RhineUinder    

Rice  Lake 

Ripon  

Sparta 

Stevens  Point . 
Tomah 

Tomahawk 

Walworth 

Washburn 

Waukesha 

Waupaca      

Whitewater   


Columbus 
Ft.  Atkinson 
Kaukauna. 

Marshfield 

Menasha 


New  London .. 
New  Richmond  . 

Ocohomowoc 

Plymouth  

Pt.  Washington . 

Richland  Center. 

River  Falls 

Shawano 

Stoughton 

Sturgeon  Bay... 


Namb  or  Company 


Antigo  Electric  Co 

Baraboo  Gas  t  Uoc.  Co 

Beaver  Dam  Lt.  &  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  El.  Lt.  &  Pr.  Co .. 


United  Ht.  Lt.  A  Pr.  Co 

Dc  Pere  El.  Lt.  A  Pr.  Co 

Edgerton  El.  Lt.  Co 

eec.  A  Water  Co 

Burkhardt  Mlg.  A  El.  Pr.  Co .. 


PritaU 


Ironwood  A  Bessemer  Ry.  A  Lt.  C-o  . 

Lad>'smith  Ltg.  Co 

Equitable  El.  It.  C^ 


Northwwtern  Lt.  A  Mfg.  Co.. 
Medford  Lt.  A  Mfg.  Co 

Mellen  W.  &  Lt.  Co 

Wis.-Min.  Lt.  A  Pr.  Co 
MerriU  Ry.  4  Lt.  Co 
Mineral  Pt.  Pub.  Service  Co 
Monroe  Elec.  Co 


New  Richmond  Pr.  Co 

North  Milwaukee  Lt.  A  Pr.  Co     . 

Oconto  Elec.  Co 

Oconto  Peoples  Land  A  Mfg.  Co.. 
Interstate  Lt.  A  Pr.  Co  


Portage  El.  Lt.  Co 
Rhinelander  Ltg.  Co 
Red  Cedar  Val.  EI.  Co 
Ripon  Lt.  A  Water  C« 
0. 1.  Newton's  Sons  Co 


Stevens  Pt.  Ltg.  Co  .. 

Tomah  Elec.  A  Tel.  Co 

Tomahawk  Lt.  Tel.  A  Impr.  Co    - 
Walworth  Ltg.  Plant 
Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  Gas  A  F\.  Co 

Waupaca  El.  Lt.  A  Ry.  Co 

Whitewater  EI.  Light  Co 

Weighted  average  No.  I 

Weighted  average  No.  II 

Municipal 

Municipal  Electric  Light  Plant 


Weiiprhted  average  No.  I 
Weighted  average  No.  II 


Kw. 
connected 

lOMl 


31.00 
31.78 
60.00 
40.24 
21.40 

26.40 
27.19 
9.10 
36.90 
35.08 

14.00 

lir.'sd 

18.70 
15.00 


41.62 
20.00 
14.20 
30.60 


31.80 
20.92 

37.40 
35.00 
23.90 
33.08 
29.97 

55.20 
23.90 
12.00 
11.05 
6,00 

56.46 
14.40 
18.60 


33,28 
37.75 
29.95 


21.21 
11.88 
38.00 
26.00 
18.20 

27.25 
32.00 
25.00 
51.80 
17.64 
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street  lightin« 

revenue  per  kw. 

connected 

Population 

in 
hundreds 

Street  lighting 
revenue 
per  capita 

Kw-hr.  consumed 

Street  lighting  revenue 
perkw-b. 

$202.14 
198.70 
148.11 
77.00 
189.02 

72 
63 
68 
46 
32 

$0,871 

1.003 

1.089 

.674 

1.264 

136,800 
100,373 
113.200 
51,434 
70,389 

(Ota.) 
4.58 
6.29 
6.54 
6.02 
5.75 

188.64 

143.92 

301.74 

98.63 

97.80 

25 
45 
25 
65 
28 

1.901 
.870 

1.098 
.560 

1.225 

52.048 
73,527 
32,908 
94.661 
102,660 

9.67 
6.32 
8.34 
3.84 
3.35 

169.00 

24 

31 
23 
18 

1.139 

.755 
1.046 
1.275 

47,360 

6.00 

133.75 
128.58 
153.08 

28,080 
73,869 
45,000 

8.34 
3.26 
5.10 

18 
60 
87 
29 
44 

.667 

.784 

.503 

1.173 

1.114 

22,451 
137,980 
81,840 
31,332 
52,460 

5.27 

94.21 
218.78 
239.64 
160.24 

2.84 
6.35 
10.86 
9.35 

195.90 

20 
19 
56 
56 
45 

.0311 
1.857 

'.620 

1.4069 

81,997 
24.733 
95,328 
68,117 

4.30 

109.17 
302.59 

3.64 
9.29 

167.78 
154.87 
64.99 
140.94 
187.26 

54 
56 
40 
37 
40 

1.162 

.968 

.388 

1.260 

1.309 

166,200 
134,990 
58.400 
49,780 

4.04 
4.02 
2.66 
9.36 

116.46 
128.96 
123.15 
114.37 

87 

:i4 

29 
8 
38 

87 
28 
32 

,739 
,907 
.510 

1,091 

.817 

1.170 

178, 700 
99,365 
36,200 
30,090 

333.815 
67,900 
37, 168 

3.60 
3.10 
4.20 
4.20 

168,05 
158.91 
202.41 

2.84 
3.37 
10.08 

$154.88 
155.90 

$0,968 
.968 

4.72 
4.76 

$132.60 
106.97 
170.64 

25 
39 
47 

58 
61 

34 
20 
31 
31 

38 

$1,764 
1.026 
1.087 

.737 

1.393 

.680 

1.767 

1.321 

66,400 
67.073 
106,369 

6.74 
5.96 
4.80 

223.28 
114.47 

120,843 

3.92 

144.18 
157.48 

68,640 
114,336 
87.645 

49,230 
46.000 
57,030 
60,720 
50,190 

7.98 
3.58 

180.64 
62.60 

107.58 
84.54 

220.94 

27 
20 

29 
48 
43 

1.832 

1.000 

.928 

.912 

.904 

10.00 
4.35 
4.72 
8.63 
7.76 

$127.21 

$1,133 
1.133 

4.97 

133.80 

4.97 
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Location 

Name  0?  CoMPAirr 

Operating 
expeDse 

Antiso. 

Banboo^ 

Antigo  Elec.  Co 

Baraboo  Gas  A  Elec  Co... 

56.82 
66.78 

Bf«vflrD»»n 

BflavfT  Pam  U.  *  Pr.  Co 

59.54 

Berlin  Pub.  Ser.  Co 

71.32 

Burlington 

Ddavan... 

Burlington  El.  Lt.  k  Pr.  Co 

United  Ht.  Lt.  A  Pr.  Co. 

73.82 
75.45 

DePere 

Do  P«e  Elec.  Lt.  &  Pr.  Co 

36.76 

Edgerton 

Edgerton  El.  Lt.  Co 

73.40 

Grand  Rapids   - 

E3ec.  A,  Water  Co 

75.98 

Hudfon 

BiirkWHt  Mig  *  ra  Pr  r^ 

40.40 

Ironwood  &  Bessemer  Ry.  A  Lt.  Co 

Ladysmith  Ltg.  Co 

8.60 

TAdymnith 

85.51 

lAkeOnwra                  

Eqmtable  El.  Lt.  Co 

75.98 

MayviUe 

Northwwtem  Lt.  4  Mfg.  Co 

60.30 

Medford 

Medfoid  Lt.  4  Mfg.  Co 

79.80 

Mdlen. 

Meflen  W.  A  Lt.  Co 

39.00 

Menomonie 

Wi«.-Miim.  LL  A  Pr.  Co- 

73.37 

Merrill 

Merrill  Ry.  &  Lt.  Co 

29.72 

Mineral  Point „ 

Monroe  ..                 

Mineral  Point  Pub.  Serv.  Co 

Monroe  E3ec  Co 

65.89 
57.40 

New  Richmond    

N«w  Richmond  Pr,  O-o, 

97.36 

North  Milwaukee 

North  Milwaukee  Lt.  A  Pr.  Co 

61.54 

Oconto 

Oconto .'. 

Oconto  Elec.  Co „ 

58.68 
65.70 

Flatteville 

Interstate  Lt.  A  Pr."Co 

80.78 

Portage 

Portage  El.  Lt.  Co 

59.83 

Prairie  du  Chipn 

Prairie  City  El.  Co 

74.55 

Rhinelander „ 

Rhinelander  Ltg.  Co 

57.94 

Rhindander 

Rhinelander  Pr.  Co 

Red  Cedar  Val.  Elec.  Co 

Ripon  Lt.  &  Water  Co 

49.44 
29.80 

Ripon 

52.84 

Sparta 

0. 1.  Newton's  Sons  Co 

38.74 

Stevens  Point 

Stevens  Point  Ltg.  Co 

58.00 

Stevens  Point 

Toma*» 

Stevens  Point  Pr.  Co ^ 

Tomah  Elec.  4  TeL  Co 

19.57 
63.58 

Tomahawk   

Tomahawk  Lt.  TeL  &  Impr.  Co 

37.33 

Walworth 

Walworth  Ltg.  PUnt . .     . 

88.87 

Washburn 

Washburn  El.  Lt  A  Pr.  Co 

69.22 

Waukesha 

Waukesha  Gas  A  Elec.  Co 

59.16 

Waupaca 

Whitewater 

Waupaca  O.  Lt.  A  Ry.  Co 

Whitaw»t«- El.  T^ghi  Cn       

65.97 
57.36 

Total 

61.13 

Municipal 
Municipal  Electric  U^ht  Plant 

CoIumbuB.....„ 

65.82 

Ft.  Atkinson. 

72.97 

Kaukauna 

•«                        tl                     «                 u 

48.63 

M^nttffha 

«                        u                    t«                 tt 

46.35 

New  London 

•1                            U                        ««                    *4 

74.40 

New  Richmond 

i«                            «                        it                    •« 

79.68 

Ooonomowoc 

M                            tl                        •«                    « 

77.45 

Plymouth 

<(                            tt                        It                    t« 

65.40 

Port  Washington 

tl                            tl                        44                    •• 

91.47 

Reedsburg 

It                            If                        II                    It 

T^chVnd  Hff^W 

76  85 

River  Falls.™ 

tl                            tl                        14                    41 

21.46 

Shftwapo 

tl                            II                        II                    II 

95.85 

Stoughton 

tt                            tt                        II                  .11 

46.26 

Sturgeon  Bay 

tt                            tt                        II                    tl 

85.70 

Two  Rivers 

Total 

66.33 

1  Includr^  2.87  per  cent  contingencies. 
*  Includes  0.67  per  cent  contingencies. 
'  Includes  9.08  per  cent  discount  register. 
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Maintenance 
expenae 

Depreciation 

Taxee 

Interest  on  funded 

debt  and  real 
estate  mortgages 

Other  deduc- 
tions from 
gross  inoome 

Disposition  of 
net  income 

Total 

2.69 
0.64 

2.44 

8.24 
4.62 
1.75 
2.64 
1.95 

1.76 
U1.52 
1.83 
4.03 
8.99 

2.68 
1.67 
4.78 
.73 
3.20 

5.25 
2.75 
4.92 
2.06 
2.86 

.47 

H.67 

3.69 

•13.56 

1.09 

2.44 
5.72 
3.65 
12.07 
«28.02 

2.71 
»13.92 
4.57 
9.47 
1.95 

5.37 
3.32 
7.16 
2.95 
4.05 

4.81 

4.75 
19.48 

7.19 
18. M 

4.53 

8.91 
2.53 
2.57 
2.96 
.39 

1.71 

21.15 

100.00 
100.00 

3.76 
4.44 
3.03 

4.92 

15.76 

12.17  

11.63 
10.76 
7.45 
11.33 
21.26 

10.22 
8.71 

9.43 

8.64 

100.00 
100.00 
100.00 

100.00 

9.36 

31.60 
12.20 
7.91 
15.33 

100.00 

.95 

4.17 

100.00 

.76 

100.00 

12.73 

1.29 

2.28 
3.62 
2.17 
14.86 
2.60 

6.91 

l'.56" 

2.99 
.28 

100.00 

1.16 

85.28 
3.36 

100.00 

5.84 

100.00 

6.85 

100.00 

1.34 
14.40 

4.16 
11.85 
6.26 
5.50 
8.68 

4.07""' 

12.47 

14.08 
10.58 

5.14 
12.10 
12.13 
46.83 

14.06 

17  42 

26.54 
5.84 
14.93 

100.00 
100.00 

7.62 
1.37 
16.35 
4.48 
4.65 

19.64 
10.66 
15.65 
13.24 
11.20 

2.17 
10.17 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 

1.43 
17,29 

3.19 

20.34 

1.54 

7.17 

19.10 

100.00 
100.00 

3.45 

15.75 

100.00 

.42 

6.47 

100.00 

3.76 

21.50 
13.03 
8.04 
17.53 
17.02 

13.47 
14.99 
6.99 
23.69 
17.17 

14.89 

100.00 

4.45 

2.25 
7.16 
2.62 

3.32 
16.23 
12.66 

100.00 

12.49 
4.26 
14.58 

10.82 

100.00 
100.00 
100.00 

5.70 
4.02 
5.65 

16.82 

100.00 
100.00 
100.00 

.44 

100.00 

4.30 
4.49 

1.14 

13.00 
36.78 

100.00 
100.00 

7.81 

100.00 

7.46 

1.38 
17.45 

.53 

14.78 

100.00 

3.52 

6.30 
15.15 

14.35 

10.62 
7.21 

100.00 

7.62 
4.70 

18.25 

100.00 
100.00 

4.19 

7.90 

3.95 

10.00 

5.05 

7.78 

100.00 

3.61 

15.98 
13.15 
29.15 
28.48 
14.16 

5.45 

10.06 
2.55 
11.02 
16.37 
3.39 

4.53 
.09 

100.00 

4.78 

6.46 
4.15 

100.00 

7.06 

100.00 

8.80 

100.00 

7.80 

.25 

100.00 

14.87 

100.00 

21.22 

1.33 

5.48 

100.00 

2.08 

16.10 

10.94 

100.00 

8.53 

100.00 

100.00 

1.60 

13.96 
14.92 

7.59 
1.14 
4.15 
9.18 
5.70 

100.00 

5.01 

57.47 



100.00 

M 



100.00 

20.90 

23.66 

100.00 

8.34 

100.00 
100.00 

8.47 

13.52 

5.83 

2.13 

3.72 

100.00 

^Indudes  11.44  per  cent  contingencies. 
^Inehides  8.49  per  cent  miscdIaQeous  rebates. 
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Location 


Namb  o?  Comfant 


Per  Cbnt 


Power,    in- 

oluding  trans- 

miisoD,  traoB- 

fonnaticm  and 

storage 


Distribution 


AnUgo „. 

Baraboo 

Beaver  Dam  . 

Berlin .  ..„ 

Burlington 


Dckvan 

DePere 

Edgerton. 

Grand  Raiuds .. 
Hudson 


Hurley 

Ladysmith 

Lake  Geneva... 

Mayville „.. 

Medford. „ 


MeUea 

MenranonJe 

Merrill 

Mineral  Point... 
MoDioe.« 


New  Richmond 

North  Milwaukee .. 

Oconto 

Ooonto 

Platteville 


Portage 

Prairie  du  Chien .. 

Rhinelander... 

Rhinelander 

Rice  Lake.. „., 


Ripon. 

Sparta. 

Stevens  Point... 
Stevens  Point.. 
Tomah 


Tomahawk... 

Walworth 

Washburn 

Waukesha.... 
Waupaca 

Whitewater  . 


Columbus 

Ft.  Atkinson 

Kaukanna 

Marshfidd. 

Menasha ... 

New  London^ 

New  Richmond... 

Ocomnnowoo 

Plymouth. — 

Pt.  Washington.. 

Richland  Center. 

River  Falls  

Shawano 

Stoughton 

Sturgeon  Bay 

Two  Rivers 


PritaU 

Antigo  Elec.  Co 

Baraboo  Gas  4  El.  Co 

Beaver  Dam  Lt.  &  Pr  Co 

Berlin  Pub.  Sot.  Co 

Burlington  El.  Lt.  &  Pr.  Co ... 


United  Ht.  Lt.  4  Pr.  Co 

De  Pere  El.  Lt.  A  Pr.  Co,„ 

Edgerton  Elec.  Lt.  Co 

Electric  A  Water  Co 

Burkhardt  Mlg  &  Ei  Pr.  Co .. 


Ironwood  A  Bessemer  Ry  A,  Lt.  Co . 

Ladysmith  Ltg.  Co — 

EquiUble  Elec.  Lt  Co 

Northwestern  Lt.  4  Pr.  Co 

Medford  Lt.  4  Mfg.  Co 


Mellen  W.  4  Lt.  Co 

Wi8.-Minn.  Lt.  4  Pr.  Co . . 

Merrill  Ry.  4  Lt.  Co 

Mineral  Pt.  Pub.  Serv.  Co 
Monroe  Elec.  Co 


New  Richmond  Pr.  Co 

North  MUwaukee  Lt.  4  Pr.  Co.. 

Oconto  Elec  Co 

Peoples  Land  4  Mfg.  Co 

Interstate  Lt.  4  Pr.  Co 


Portage  El.  Lt  Co 

Prairie  City  Elec.  Co 

Rhinelander  Ltg.  Co 

Rhinelander  Power  Co ... 
Red  Cedar  VaL  El.  Co . 


Ripon  light  4  Water  Co 

0. 1.  Newton's  Sons  Co 

Stevens  Point  lighting  Co 

Stevens  Point  Power  Co . 

Tomah  El.  4  Tel.  Co 

Tomahawk  Lt.  Td.  4  Impr.  Co.. 

Walwwth  Lighting  Plant 

Washburn  EL  Lt  4  Pr.  Co 

Waukesha  Gas  4  El.  Co 

Waupaca  El.  Lt  4  Ry.  Co 

Whitewater  El  Lt  Co .  - 


Total.. 


Municipal 
Municipal  Electric  Light  Plant 


51.16 
67.90 
59.06 
74.30 
57.63 

75.79 
42.87 
00.23 
62.65 
30.58 

42.31 
39.10 
54.52 
90.08 
81.87 

47.10 
69.56 
30.05 
78.08 
60.14 

98.50 
71.80 
60.88 
40.36 
95.08 

70.85 
78.08 
40.74 
94.20 
28.21 

70.78 
31.41 
49.95 
95.48 
62.36 

62.65 
87.05 
51.21 
73.08 
36.12 

58.29 


70.41 


76.39 
75.17 
50.25 


73.10 

75.25 
73.13 
76.49 
89.09 
70.63 

67.66 
65.56 
81.29 
45.56 
71.11 


7,55 
3.18 
4.26 
2.05 
3.38 

3.75 
12.06 
3.93 
7.36 
13.24 

13.58 
30.66 
7.75 
1.72 
5.49 

7.73 
2.48 
17.73 
2.52 
5.83 


3.25 

5.95 

4.99 

.62 

6.67 

4.41 

20.15 

.36 

8.81 

4.16 
6.33 
13.10 

6.08  ■ 

8.10 
2.25 

17.47 
6.14 

16.69 

10.15 


5.48 


8.54 
5.41 
13.96 


13.75 

9.34 
21.71 
16.67 
2.92 
9.22 

26.91 
17.62 
9.61 
32.04 
11.90 


Total 


71.43 


14.19 
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Division  o?  OnuirmQ  Expknsx? 

Per  cent  of 
operating  ex- 

Per cent  of 

operating  ex- 

penses (exclu- 

penses (includ- 

* 

Total  operating 

sive  of  depre- 

ing deprecia- 

Conmimption 

General 

Undiatributed 

expeiues  (exclu- 
sive of  taxes  and 

ciation  and 
taxes)  to  op- 
erating revenue 

ciation  and 
taxes)  to  op- 
erating revenue 

2.80 

6.43 

27.84 

4.22 

100.00 

67.71 

79.86 

4.77 

7.49 

13.55 

3.02 

100.00 

60.91 

64.74 

5.94 

6.26 

16.52 

7.96 

100.00 

70.19 

89.59 

1.33 

2.51 

13.90 

5.91 

100.00 

81.02 

83.85 

6.09 

3.84 

22.73 

6.33 

100.00 

75.49 

89.36 

2.74 

2.08 

11.06 

4.58 

100.00 

78.72 

91.84 

8.39 

11.40 

18.54 

6.74 

100.00 

38.46 

57.04 

7.84 

9.31 

10.03 

8.66 

100.00 

83.16 

93.54 

5.60 

1.76 

18.50 

4.13 

100.00 

66.68 

80.04 

1.83 

1.98 

46.45 

5.92 

100.00 

50.90 

79.89 

5.57 

5.33 

31.47 

1.74 

100.00 

33.21 

42.35 

10.86 

14.77 

4.61 

100.00 

106.17 

108.10 

.58 

5.61 

17.42 

14.12 

100.00 

74.54 

88.05 

3.51 

.25 

3.51 

.93 

100.00 

62.68 

72.29 

6.95 

2.10 

l.ll 

2.48 

100.00 

75.98 

78.56 

2.28 

3.08 

37.58 

2.23 

100.00 

52.50 

80.52 

2.35 

3.27 

22.09 

.25 

100.00 

53.85 

63.51 

13.15 

9.99 

26.03 

3.05 

100.00 

47.02 

68.01 

1.12 

1.45 

12.79 

4.04 

100.00 

69.74 

84.92 

1.36 

1.38 

26.17 

6.12 

100.00 

63.87 

78.34 

.22 

1.21 
9.18 

.07 
4.40 

100.00 
100.00 

92.08 
61.93 

94.59 

6.38 

4".99 

76.43 

1.13 

11.10 

13.66 

7.28 

100.00 

95.48 

100.12 

9.12 

2.01 

37.53 

5,99 

100.00 

65.62 

93.43 

.15 

.78 

2.61 

.76 

100.00 

81.42 

82.51 

3,21 

.28 

17.08 

1.91 

100.00 

60.09 

82.71 

2.98 

1.14 

4.88 

8.51 

100.00 

67.64 

83.70 

7.77 

2.91 

22.03 

6.40 

100.00 

60.08 

69.98 

5.30 

.14 

100.00 

38.64 

59.95 

5.70 

7.91 

15.15 

34.22 

100.00 

36.74 

74.04 

.70 

6.70 

14.08 

3.58 

100.00 

56.31 

71.87 

6.34 

.71 

49.82 

6.39 

100,00 

36.88 

61.83 

3.71 

2.35 

22.88 

8.01 

100.00 

48.53 

57.33 

4.52 

100.00 

27.16 

72.16 

6.61 

2.52 

19.33 

3.10 

100.00 

63.78 

81.74 

2.72 

2.19 

17.50 

6.84 

100.00 

55.25 

82.02 

.73 

.49 

4.89 

4.59 

100.00 

114.30 

118.23 

6.15 

5.78 

19.28 

.11 

100.00 

74.60 

81.56 

3.39 

3.98 

11.56 

1.85 

100.00 

64.30 

73.80 

11.30 

1.04 

28.97 

5.88 

100.00 

48.56 

61.23 

6.00 

2.00 

15.25 

8.31 

100.00 

63,73 

83.43 

3.22 

2.87 

13.S4 

4.18 

100.00 

66.46 

78.51 

6.58 

2.90 

4.00 

1.50 

100.00 

64.17 

78.94 

4.81 

2.90 

11.52 

.19 

100.00 

62.81 

73.44 

7.44 

8.48 

13.31 

6.56 

100.00 
100.00 
100.00 

50.03 

76.22 

6.86 

■4.84 

i".'45 

50.57 

76.68 

5.38 

3.43 

5.06 

1.54 

100.00 

50.91 

59.69 

1.17 

3.13 

.62 

.24 

100.00 

93.66 

90.06 

1.42 

1.56 

2.26 

1.60 

100.00 

86.88 

86.88 

2.43 

.67 

4.02 

.87 

100.00 

61.63 

76.34 

7.02 

3.41 

7.33 

2.39 

100.00 

68.53 

68.53 

3.03 

2.03 
9.61 

.37 

100.00 
100.00 

55.90 
26.48 

65.85 

5.44 

i".77 

41.41 

1.45 

.59 

5.43 

1.63 

100.00 

73.88 

73.88 

3.85 

5.35 

6.76 

5.44 

100.00 

49.34 

66.73 

5.90 

.97 

9.31 

.81 

100.00 

73.69 

73.69 

4.14 

2.51 

5.96 

1.77 

100.00 

61.75 

72.92 
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class  b.  unit  costs.  operating  expenses  per 


Nams  or  Company 

Kw.-hr. 
gen- 
erated 

Pow« 

Trans 
Trans 

Location 

Opera- 
ation 

Main- 
ten- 
ance 

Total 

Opera- 
ation 

Antien 

PrinU 
Antigo  E3ec.  Co 

720.720 
314.400 
611,300 
994,189 
565,388 

170,000 
623,364 
286,911 
841,404 
803,062 

2,144,800 
424,875 

1,905,635 
165,000 
124.221 

497,236 
736,754 
1.620.091 
503,780 
855,000 

253,160 

264,018 

484,435 

8,885.846 

1.175.160 

520,200 
6,250,000 
526,370 
293,170 
654.000 

641,777 
290,858 
231.509 
364.133 
166,900 

2,048,269 
270,218 
234.814 

cts. 

2.216 

2.842 

2.522 

1.956 

1.791 

5.976 

.531 

3.070 

1.493 

.274 

.104 
3.198 
1.768 
2.700 
1.^1 

1.765 
.312 
1.695 
2.292 
1.239 

2.392 
1.373 
.797 
2.000 
1.384 

.980 

.082 

.304 

2.807 

1.075 

.217 
2.250 
1.797 
4.053 
2.169 

1.418 

.942 

2.976 

cts. 

0.008 
.211 
.071 
.039 
.021 

.189 
.146 

.154 

.069 
.019 
.368 
.289 

.273 
.021 
.089 

Ct.B 

2.224 
3.053 
2.593 
1.995 
1.812 

6.165 

.677 

3.070 

1.493 

.428 

.104 
3.257 
1.787 
3.068 
1.540 

1.756 
.585 
1.716 
2.381 
1.239 

2.392 
2.022 
.797 
2.000 
1.384 

.980 

.088 

.381 

3.148 

1.208 

.218 
2.250 
1.954 
4.467 
2.169 

1.451 
1.019 
8.038 

eta 

Baraboo 

B4wy4>r  Pftm 

Baraboo  Gas  A  Elec.  Co 

Beaver  Dam  Lt  A  Pr.  Co 

Berlin  Pub.  Service  Comcany 

Burlington  El.  Lt  A  Pr.  Co 

United  Ht  Lt  A  Pr.  Co 

De  Pere  El.  Lt  A  Pr.  Co 

Edgerton  Elec.  Lt  Co 

El.  A  Water  Company... _ 

Burkhardt  Mlg.  A  EL  Pr.  Co..„ 

Ironwood  A  Bessemer  Ry.  A  Lt  Co. . 

Beriin-. 

Burlington 

Delavan 

DePere 

Edgerton 

Grand  Raoids 

Hudson 

Hurley 

6.137 
.031 

I<ak<>  Geneva 

Equitable  JElec.  Lt  Company 

Medford  Lt  A  Mfg.  Co 

MayvUle 

Medford.. 

.041 

MeUen. 

MeUen  W.  A  Lt.  Co.. 

WiiL.Minfi,  Lt  A  Pr.  Co.,. 

MerrflL 

Merrill  Ry.  A  Lt  Co. 

Mineral  Point.™ 

Mineral  Point  Pub.  Serv.  Co 

.003 

Monroe. - 

Monroe  E3ec  Company ,,, 

New  Richmond 

New  Richmond  ft' Co. 

North  MUwaukee 

Oconto  ~ 

N.  MUw.  Lt  A  Pr.  Co 

Oconto  Electric  Co 

Peoples  Land  A  Mfg.  Co....... 

Intenitate  Lt  A  Pr.  Co 

'.'649 

.006 
.077 
.251 
.133 

.001 

'.157 
.414 

.033 
.077 
.062 

.178 

Oconto.„ 

Platterille 

.070 
.028 

Portage 

Portage  EL  Lt  Co. 

Rhinelander 

Rice  Lake 

Rhinelander  Ltg.  Co 

Rhinelander  Power  Co 

Red  Cedar  Val.  El.  Co 

.196 
.025 

Ripon 

Ripon  Lt  A  Water  Co 

Stevens  Point 

Stevens  P(Mnt  Ltg.  Co.  . .     . 

.088 

Stevens  Point 

Stevens  Point  Power  Co 

Totpfth  Rlw  A  Tel.  Cro- 

Tomah..-...-. 

Tomakawk...... 

Walworth 

Tomahawk  Lt  TeL  A  Impr.  Co 

Wnlwnrth  Lighting  ^nni 

Washburn. 

Washburn  ElLt  A  Pr.  Co 

.219 

Waukesha 

Waukwha  Gas  A  Elec  Co 

Waupaca...- 

Waupaca  £1  Lt  A  Ry.  Co..... 

Whitewater 

Whitewater  EI.  Light'Co 

Weightiwl  avmge  No.  T  : .   . 

1.362 
1.362 

2.911 
2.363 
1.083 
2.479 
4.235 

2.906 
2.248 
2.404 
.483 
4.254 

.785 
3.723 

0.041 
.070 

1.403 
1.403 

0.021 

Weighted  average  No.  U.„ 

Mvniciwd 
Municipal  Electric  Light  Plant 

.045 

Columbus 

Ft  Atkinson.. 

276,380 
580.150 
570.055 
248.440 
398.860 

415.332 
306,400 
417.660 
455,646 
191.690 

392.586 
215.800 

0.071 
.039 
.041 
.093 
.303 

,027 
.029 
.007 
.016 

.545 
.000 

2.082 
2.402 
1.124 
2.572 
4.608 

.933 
2.277 
2.411 

.498 
4.254 

1.330 
3.813 

2.375 
J. 376 

Kanl^una 

"       ^      "  "Z:::::::::..:..:::. 

New  London 

Plymouth 

Port  Washington 

Richland  Center. 

„       „      „  „ - 

River  Falla 

Shawano 

Stoughton  . 

"       "      "  "  z::::.::..:::::::;.. 

.002 

0.02:; 

Sturgeon  Bav 

Weiirhted  average  No.  I 
WeightedaverageNo.il 

2.269 
2.269 

0.106 
.111 

0.003 
.001 

1  loohidcs  1600.00  rontlngeticiea. 

'Storactt. 

>  lMlQdes$73Jl  contingmiries. 
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MISSION  AND 
rOBMATIOM 


Main- 
ten-     Total 


0.003 
.016 


.000 
.014 


.066 


.047 
.007 


.04 
.002 
.013 
.002 
OOt 

.001 

.015 


.002 


0.008 
.010 


0.039 


.004 


.019 


0.006 
.020 


0.140 
.016 


.031 
.055 


».015 
.069 


.178 

.(*) 

.117 
.035 


.243 
.002 
.038 
.002 
.094 

.004 

.015 

.219 

.002 


0.029 
.039 


0.039 


.006 


.041 


0.008 
.028 


DiBTSIBUTION 


Opera- 


Ctfl. 

0.144 
.068 
.060 
.001 


.126 
.021 
.140 
.185 
.015 

.006 
.099 
.030 
.045 
.041 

.019 
.014 
.011 
.035 


.035 
.092 
.105 
.009 
.026 

.274 

.034 
.027 
.251 


.001 
.152 
.115 
.361 

.065 

.288 
.307 


0.041 
-  .051 


0.203 
.016 
.095 
.088 
.072 

.027 
.108 
.914 
.011 
.603 

.621 
.290 


0.224 
.224 


Main- 
ten- 


oU. 

0.183 
.074 
.127 
.054 
.077 

.179 
.169 
.060 
.006 
.178 

.037 
.364 
.005 
.160 
.212 

.044 
.340 
.047 
.196 


.082 
.105 
.008 
.004 
.105 

.331 
.000 
.097 
.159 
.091 


.219 
.103 
.001 
.453 

.057 
.187 
.222 


.061 
.063 


0.131 
.157 
.217 
.231 
.925 

.068 
.189 
.045 
.125 


.321 
.348 


0.233 
.243 


Total 


ots. 

0.327 
.142 
.187 
.055 
.106 

.305 
.190 
.200 
.191 
.193 

.043 
.463 
.035 
.205 
.253 

.063 
.354 
.058 
.231 


.117 
.197 
.113 
.013 
.134 

.605 
.000 
.131 
.186 
.342 


COM- 
SUMF- 
TION 


.220 
.255 
.116 
.814 

.122 
.475 
.529 


0.102 
.105 


0.334 
.173 
.312 
.319 
.997 

.095 
.297 
.959 
.136 
.503 

.942 
.638 


0.457 
.457 


cts. 

0.122 
.214 
.262 
.035 
.192 

.223 
.133 
.400 
.146 
.027 

.018 
.034 
.072 
.260 
.075 

.060 
.262 
.026 
.054 
.003 

.228 
.037 
.207 
.003 
.062 


085 
.031 
.097 


.239 
.085 
.038 
.287 

.067 
.319 
.313 


0.061 
.075 


0.257 
.153 
.167 
.184 
.085 

.079 
.226 
.108 
.042 
.076 

.113 
.317 


0.141 
.141 


Coll- 


ets. 

0.279 
.337 
.276 
.067 
.121 

.170 
.181 
.475 
.046 
.029 

.017 
.335 
.005 
.079 
.101 


.199 
.033 
.055 


.179 
.369 
.045 
.017 
.005 

.087 

.118 
.298 
.061 


.091 
.069 
.025 
.270 

.079 
.029 
.105 


0.060 
.075 


0.117 
.093 
.190 
.118 
.094 

.022 
.110 


.014 
.031 


.157 
.052 


0.087 
.096 


GCNSRAL 


Opera- 
tion 


ct». 

1.210 
.609 
.724 
.372 
.709 


.294 
.510 
.478 
.676 

.101 

1.041 

.072 

.042 

1.202 

.560 
.456 
.293 
1.036 
.015 

.329 
.454 
.813 
.056 
.333 

.661 
.005 
.223 
.613 
.696 

.011 
.698 
.550 
.251 
.899 

.226 
.817 
.794 


0.270 
.270 


0.156 
.368 
.298 
.173 
.135 

.132 
.236 
.067 
.074 
.284 

.198 
.499 


0.213 
.213 


Main- 
ten- 


.001 
.006 


.000 


.003 
.000 


.027 


.064 
.000 


.037 


.002 
.013 


.005 
.001 


0.002 
.011 


0.005 


.001 


0.001 
.003 


Total 


cts. 

1.210 
.609 
.724 
.373 
.715 

.899 
.294 
.510 
.481 
.676 

.101 

1.041 

.072 

.042 

1.229 

.560 
.520 
.293 
1.036 
.015 

.329 
.454 
.850 
.056 


.661 
.005 
.225 
.626 
.596 

.011 
.698 
.560 
.251 


.231 

.818 
.794 


0.272 
.272 


0.156 
.368 
.298 
.173 
.135 

.132 
.236 
.072 
.074 
.284 

.199 
.499 


0.214 
.214 


Un- 

DtSTRI- 
BCTED 


cts. 

0.183 

.136 
.350 
.159 
.200 

.372 
.106 
.441 
.107 
.086 

.006 
.844 
.019 
.093 
.073 

.007 
.061 
.092 
.203 
.001 

.158 
.242 
.136 
.016 


.192 
.000 
.508 
.160 
.209 


.112 
.215 
.236 
.005 

.037 
.166 
.434 


0.082 
.083 


0.058 
.006 
.147 
.053 
.096 

.028 
.077 
.013 


.085 


.160 
.043 


0.064 
.071 


Total 
of  fore- 
going 


cts. 

4.345 

4.491 

4. 

2.684 

3.146 

8.134 
1.581 
5.096 
2.604 
1.455 

.320 
5.974 
2.045 
3.747 
3.271 

2.538 
1.996 
2.287 
3.960 
1.258 

3.581 
3.321 
2.265 
2.140 
1.953 

3.001 
.095 
1.486 
4.451 
2.607 

.233 
3.610 
3.143 
5.133 
4.663 

1.989 
2.826 
5.213 


2.009 
2.009 


3.906 
3.195 
2.238 
3.419 
5.984 

3.289 
3.223 
3.563 
.770 
5.233 

2.942 
5.362 


3.346 
3.346 


Depr^ 
ela- 
tion 


cts. 
0.179 


1.093 


.493 

1.176 
.369 
.511 
.385 
.584 


.738 
.290 


1.378 


.679 
.431 
.715 


.579 
.517 
.660 


.344 
.031 
.570 
1.025 
.286 

.276 

.912 

1.119 


.200 
.580 


0.240 


0.899 
.541 

1.172 
.589 


.786 


.634 
.435 


1.037 


0.576 

.747 


Taxes 


cts. 

0.601 
,282 
.121 
.093 
.07tf 

.173 
'.395 
.125 
.137 
.247 


.346 
.024 
.128 


.093 
.214 
.067 
.182 
.006 


.161 
».444 
.029 
.075 

.152 
.021 
•.938 
.206 
.188 

.110 
.103 
.404 
.177 
.436 

.094 
.155 
.404 


0.117 
.117 


Total 
operat- 
ing ex- 


ets. 

5.125 

4.773 

5.606 

2.777 

3.724 

9.488 
2.345 
5.732 
3.126 
2.286 

.408 
7.058 
2.359 
3.875 
5.017 

2.993 
2.889 
2.785 
4.857 
1.292 

4.420 
3.482 
3.226 
2.169 
2.688 

3.497 
.147 
2.994 
5.682 
3.081 

.619 
4.625 
4.666 
5.310 
5.099 

2.283 
3.561 
6.822 


2.366 
2.366 


4.805 
3.736 
3.410 
4.008 
6.984 

4.075 
3.223 
4.197 
1.205 
5.233 

3.979 
5.362 


3.922 
3.922 


*  Indaded  in  distribution. 

*  Indndes  $1,442.65  discount  register 
*Inchidce  $2,017.00  oontingendea. 
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Location 


Antieo.. 

Baraboo 

Beaver  Dam 

Bo-liiL 

Burlington 


Delavan 

DePere 

Edgerton 

Grand  Rapids... 
Hudson 


Hurley  

Ladynnith 

Lake  Geneva .. 

Mayville    

Medford 


Mellen 

Menomonie 

MerriU 

Mineral  Point... 
Monroe. 


New  Richmond 

North  Milwaukee... 

Oconto 

Oconto 

PlatteviUe 


Portage 

Rhindander... 
Rhinelander... 

Rice  Lake 

Ripon 


Sparta 

Stevens  Point 
Stevens  Point . 
Tomah 
Tomahawk     .. 


Walworth 
Washburn 
Waukesha 
Waupaca 
Whitewater... 


Columbus 

Ft.  Atkinson 

Kaukauna 

Menasha 

New  London 

Oconomowoc 

Plymouth 

Pt.  Washington . 
Richland  Center. 
River  Falls 

Shawano 

Stoughton  

Sturgeon  Bay .. 


NaMK  or  COMFANT 


Pn'Mto 

Antifro  Electric  Co 

Baraboo  Gas  k  Eloc.  Co 

Beaver  Dam  Lt.  A  Pr,  Co 

Berlin  Pub.  Ser.  Co 

Burlington  El.  Lt.  A  Pr.  Co . 


United  Ht.  Lt.  A  Pr.  Co 

De  Pere  Elec.  Lt.  A  Pr.  Co 

Edgerton  El.  Lt.  Co 

Hec.  A  Water  Co 

Burkhardt  MIg.  A  El.  Pr.  Co 


Ry.  A  Lt.  Co 


Ironwood  A 
Ladysmith  Ltg.  Co . . . 
Equitable  El.  It.  Co 
Northwestern  Lt.  A  Mfg.  Co 
Medford  Lt.  A  Mfg.  Co 


Mellen  W.  A  Lt.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co 

Merrill  Ry.  A  Lt.  Co 
Mineral  Pt.  Pub.  Service  Co 
Monroe  Elec.  Co 


New  Richmond  Pr.  Co 
North  Milwaukee  Lt  A  Pr.  Co 

Oconto  Elec.  Co 

Peooles  Land  A  Mfg.  Co  

Interstate  Lt.  A  Pr.  Co 


Portage  O.  Lt.  Co 

Rhinelander  Ltg.  Co 

Rhinelander  Power  Co 

Red  Cedar  Val.  Elec.  Co . 
Ripon  Lt.  A  Water  Co 


0.  I.  Newton's  Sons  Co 

Stevens  Pt.  lighting  Co 

Stevens  Pt.  Power  Co 
Tomah  Elec.  A  Tel.  Co 
Tonmhawk  Lt..  Tel.  A  Impr.  Co 


Walworth  Ltg.  Plant 
Washburn  Kl.  Lt.  A  Pr.  Co 
Waukesha  Gas  A  Elec.  Co 
Waupaca  El.  Lt.  A  Ry.  Co 
Whitewater  El.  Lt.  Co 


Weighted  average  No.  I . 
Weighted  average  No.  IJ 


Municx'pal 
Municipal  Electric  Light  Plant 


Weighted  average  No.  T 
Weighted  averape  No.  II 


Total 

kw-hr. 

sold 


596,429 
270.518 
444.336 
890.573 
420.548 

128. 393 
420. 105 
208.349 
058,743 
500,103 

071.500 


280.240 

1,083,700 

105.000 

102.883 
404.849 
040,470 
1,398,911 
300.520 

855.000 
232.600 
109,371 
364,481 
8,385.840 

920,180 
443.827 
5.058.000 
333,141 
228,340 


574,500 
577,000 
254,271 
180,420 

327,009 
117,880 
1,712,378 
250,408 
107,502 


230.024 
424,033 
372,627 
304,750 
248,440 

281,781 
329.079 
265, 152 
270,873 
194,021 

173,790 
313,978 
180,884 


Poww  per 

km-hs. 

sold 


(eta.) 
2.077 
3.648 
3.508 
2.211 
2.437 

8.102 

.991 

4.227 

1.904 

.615 


4.836 
2.023 
3.068 

1.860 
2.168 
.674 
1.988 
3.274 

1.238 
2.605 
3.152 
1.089 
2.001 

1.767 
1.149 
1.100 
.602 
4.044 


1.377 

.242 

2.573 

2.507 

4.972 
3.070 
1.736 
1.101 
4.257 


1.676 
1.676 


3.492 
3.287 
1.722 
1.562 
2.572 

6.422 
3.693 
2.733 
3.716 
1.171 

4.690 
1.661 
4.550 


3.007 
3.067 


1  Storage. 
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TnmszniaBion 

and  trana- 

formation 

per  kw-hr. 

sold 

Distribution 

Consumption 

per  kw-lu-. 

sold 

Commercial 

per  kw-hr. 

sold 

Genera] 

per  kw-hr. 

sold 

Undistributed 

per  kw-hr. 

sold 

Total 

per  kw-hr. 

sold 

CtB. 

cts. 

0.395 
.166 
.258 
.061 
.143 

.404 
.279 
.276 
.245 
.277 

.096 

cts. 

0.147 
.249 
.359 
.040 
.257 

.295 
.194 
.551 
.186 
.038 

.039 

cts. 

0.337 
.391 
.378 
.075 
.163 

.224 
.264 
.653 
.050 
.041 

.038 

cts. 

1.457 
.707 
.998 
.413 
.961 

1.191 
.429 
.703 
.615 
.970 

.223 

cts. 
0.221 
.158 
.481 
.176 
.268 

.493 
.156 
.608 
.137 
.123 

.012 

cts. 

5.234 

5.219 

6.042 
2.976 

4.229 
10.769 

0.180 
.024 

.069 

2.313 
7.018 
3.326 
2.088 

.707 

.062 

.687 
.040 
.206 

.306 
.077 
.408 
.067 
.318 

.Ml 
.081 
.260 

.090 
.073 
.302 
.030 
.074 

.003 
.249 
.059 
.282 
.003 

.080 
.273 

.098 
.006 
.079 

.122 
.102 
.229 
.038 
.076 

1.545 
.081 
.042 

1.484 
.689 
.598 
.339 

1.424 

.015 
.358 
.708 
1.162 
.056 

.426 
.776 
.006 
.356 
.805 

.679 
.012 
.798 
.706 

.270 

1.272 

.275 

.883 

1.112 

1.253 
.022 
.093 

.088 
.008 
.070 
.107 
.278 

.001 
.172 
.377 
.186 
.016 

.047 
.225 
.000 
.803 
.204 

'.'238 

8.870 
2.315 
3.748 

».6i7 
.080 

3.950 
3.117 
2.298 
2.649 
5.444 

1.257 

.194 

(*) 

.161 
.035 

'.'285 

.002 

.127 
.308 
.155 
.013 

.166 
.709 
.000 
.207 
.238 

.389 

.251 
.327 

.128 
1.153 
.146 
.509 
.742 

.195 
.574 
.062 
.017 

.007 
.103 

'.'186 

.383 

■.069 

3.900 
5.178 
3.097 
2.141 

2.493 

3.519 

108 

.060 
.002 

.108 
.005 

.134 
.040 

.110 

2.348 
5.716 

2".97b 

.259 

.019 

.310 
.002 

.273 
.110 

.042 
.406 
.081 
.344 
.438 

.104 
.088 

.028 
.382 
.095 
.032 
.147 

.128 
.276 

.263 
.007 
.044 
.179 
.607 

4.127 
4.033 

5.712 
6.600 
2.379 
3.048 
7.303 

0.034 
.045 

0.121 
.127 

0.073 
.089 

0.072 
.090 

0.325 
.325 

0.098 
.119 

2.399 
2.399 

0.391 
.237 
.478 
.292 
.319 

1.412 
.120 
.357 

1.479 
.319 

.554 

1.178 

.761 

0.301 
.210 
.254 
.146 
.184 

.121 
.101 
.272 
.166 
.099 

.084 
.142 
.378 

0.137 
.127 
.291 

0.183 
.504 
.456 
.103 
.173 

.191 
.166 
.284 
.112 
.174 

.313 
.249 
.596 

0.068 
.008 
.224 
.031 
.053 

.136 
.036 

4  572 

4  373 

3.425 
2  124 

0.058 

.118 

.132 
.028 
.132 

3.419 

8.470 
4  144 

3.870 
5  494 

.015 

.032 

.035 
.197 
.063 

1.810 

.051 

.094 
.200 
.052 

5.770 
3.678 
6.400 

0.010 
.010 

0.590 
.590 

0.187 
.187 

0.107 
.129 

0.273 
.273 

0.081 
.086 

4.316 
4.315 

'  Included  in  distribution. 
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class  b.  operating  expenses  per  consumer, 


Location 


AntiRO 
Baraboo 
Beaver  Dam  . 

Berlin 

Burlington  ..  . 

DeUvan. .. 
I)c  Pen- 
Grand  Rapids 
Hudson     . 
Hurley 

Ladysmith 

Lake  Geneva 

Mayville 

Medford 
MeUen 


Menomonie 

MerriU 

Milwaukee 

Mineral  Point... 
Monroe 


New  Richmond 

North  Milwaukee... 

Oconto 

Oconto 

Platteville 


Portam? 

Rhinclander... 
Rhinelander .. 

Rico  Lake 

Ripon 


Sparta 

Stevens  Point . 

Tomah 

Tomahawk 

Walworth 


Washburn 

Waukesha .... 

Waupaca 

Whitewater 


Columbus. 

Ft  Atkinson 

Kaukauna 

Mcnasha 

New  London. 

New  Richmond..., 

Oconomowoc 

Plymouth....- 

Port  Washington 
Richland  Center.. 

River  Falls 

Shawano 

Stoughton 

Sturgeon  Bay 


Namv  of  Compakt 


PritaU. 

Antigo  Elec.  Co 

Baraboo  Gas  A  El.  Co 

Beaver  Dam  Lt.  A  Pr.  Co _. 

Berlin  Publ.  Ser.  Co 

Burlington  El.  Lt.  A  Pr.  Co 


Inited  Ht.  Lt.  A  Pr.  Co 

Dc  Pere  El.  Lt.  A  Pr.  Co 

El.  A  Water  Co 

Burkhardt  MIg.  A  El.  Pr.  Co. 
Ironwood  A  Boawmer  Ry.  A  Lt.  Co. 


Ladysmith  Ltg.  Co. 

Equitable  El.  Lt.  Co 

Northwestern  Lt  A  Pr.  Co 

Medford  Lt  A  Mfg.  Co 

Mellen  W.  A  Lt  Co 


Wis.-Minn.  Lt  A  Pr.  Co 

Merrill  Ry.  A  Lt  Co 

Badger  Ry.  A  Lt  Co 

Mineral  Point  Pub.  Ser.  Co. 
Monroe  Elec.  Co 

New  Richmond  Pr.  Co 

North  Milwaukee  Lt  A  Pr.  Co. 

Oconto  Elec.  Co 

Peoples  Land  A  Mfg.  Co 

Interstate  Lt.  A  Pr.  Co 


Portage  El.  Lt.  C^ 

Rhinelander  Ltg.  Co 

RhinrJander  Pr.  Co 

Red  Cedar  \a\\ey  El.  Co. 
RJDon  Lt.  A  Water  Co 


0. 1.  Newton's  Sons  Co. 

Stevens  Point  Ltg.  Co.  

Tomah  Elec.  A  Tel.  Co 

Tomahawk  Lt  Tel.  A  Impr.  Co. .. 
Walworth  Ltg.  Plant 

Washburn  El.  Lt  A  Pr.  Co 

Waukesha  Gas  A  El.  Co. 

Waupaca  El.  Lt.  A  Ry.  Co 

WhitewatCT  El.  Lt  Co 

Weighted  average  No.  \ . 
Weighted  average  No.  II  .. 

Municipal 
Municipal  Electric  Light  Plant 


Weichted  averago  No.  I 
Weighted  average  No.  II 


Number 
of  con- 
sumers 


1.215 

806 
843 
483 
65S 

345 
671 
985 
731 
490 

351 
913 
467 
244 
226 

605 
822 

459 
798 

51 
299 
322 
398 
787 

634 

768 

2 

817 

442 

5:^5 
741 

4T3 

201 

368 
690 
370 
569 


452 
871 
659 
464 
645 

441 
552 
799 
376 
592 

475 
373 
679 
561 


POWBB 


Opera- 

tlOQ 


113.14 
11.08 
18. 2j 
40.2' 
15.4<i 

29.45 
4.94 

12.75 
3.01 
4.56 

14.88 
14.89 
72.17 
18.26 
6.88 

14.51 
2.80 

50.83 
14.47 

207.55 
20.26 
11.25 
9.70 

213.10 

25.65 

6.64 

2,578.03 

1 
19.23 

4.59 
9.48 
15.12 
11.37 
50.71 

9.84 
42.09 

6.88 
12.29 


$24.51 
24.51 


117.80 
16.74 

9.37 
10.58 

9.56 

17.26 
30.60 
15.10 
18.31 
16.96 

4. 

21. 
4.63 
14.32 


$14.35 
14.35 


Main  ten 
ance 


$0.05 
.82 
.51 

.81 
.18 

.9i 
1.36 

1.70 


.57 

.27 

.80 

2.49 

1.59 


2.45 


.76 
.56 


5.32 


180.68 

.49 

1.66 

.51 
1.18 

.99 
6.18 


.98 
.56 
.25 


$0.76 
1.05 


$0.43 

.26 

.36 

1.62 

.36 


2.19 
.14 
.23 
.05 

.16 


3.15 
.34 


$0.09 
.77 


Total 
power 


$13.10 
11.90 
18.80 
41.05 
15.58 

30.38 
6.30 

12.75 
4.71 
4.56 

15.45 
15.16 
72.97 
20.75 

8.47 

14.51 
5.25 


60.59 
15.03 

207.55 
20.26 
16.5V 
9.70 

213.10 

25.65 

6.64 

.758.71 

2.45 

20.89 

5.10 
10.66 
15.12 
12.36 
55.89 

9.84 
43.07 

7.45 
12.54 


$25.27 
25.27 


$18.23 
16.00 

9.73 
12.20 

9.92 

17.26 
32.79 
15.24 
18.54 
17.01 

4.79 
21.86 

7.68 
14.66 


$15.04 
16.04 


>  Includes  $600  contingencies. 
'  Storage. 

I  Includes  $73.21  contingencies. 
*  Included  in  distribution. 
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\TAR  ENDING  JUNE  30.  1914. 


1ran8mib8ion  and 
Transforuation 


$1.1S 
1.34 


1.51 


.86 
3.00 


1.32 


$0.38 
1.20 


0.02 
13 


$0.01 
.09 


$0.02 
.18 
.03 


.58 


2.33 


.32 
43.84 


.16 

.08 
.01 

■■-■jj 

.05 

.09 

.99 

$0.11 
..35 


$0.28 


$.03 
.15 


$1.20 

.18 

1.37 


2.25 


2.45 


1.43 
3.72 


1.64 

43.84 

.24 

.01 


.83 
.09 


.06 


$0..52 
1.13 


$0.28 


.06 
.24 


$0.04 
.21 


Dbtribction 


$0.86 
.26 
.43 
.01 
.25 

.62 
.20 
1.58 
.17 
.27 

10.16 

.46 

1.22 

.30 

.23 

.15 
.12 

.3: 

.22 


.95 


.46 
0  oo 


1.44 

1.64 
1.93 
2.07 
1.27 

$.90 
.90 


$1.24 

.10 

.Ki 

1.25 

.34 

1.41 
.51 
.14 

.88 
6.45 

.10 
2.59 
3.59 
1. 


$1.42 
42 


$1.09 

.29 


1.12 
.66 


1.57 

.05 

1.95 

1.63 

1.96 
1.70 
.21 
14)8 
1.16 

.37 
3.05 

1.23 


.09 
.47 

1.94 
2.21 
10.75 
.62 
1.05 

.40 
.80 
1.47 
.65 
.00 

2.05 

1.70 

1.37 

.91 

SI. 13 
1.13 


$0.80 
1.05 
1.87 
1.05 


3.72 

6.69 
.36 

1.54 
.32 

1.20 

1.86 
1.34 

$1.5^ 
1.60, 


11 


$1.95 

.55 

1.35 

1.13 

.91 

1.50 
1.77 
1.63 
2.12 
1.90 

12.12 
2.16 
1.43 
1.38 
1.39 

.52 
3. 

2.03 
1.45 


.98 
1.62 
1.38 
1.42 

2.41 
4.09 
10.75 

.84 
1.23 


3.02 
1.47 
1.61 
1.44 

3.69 
3.63 
3.44 
2.18 

$2.03 
2.03 


$2.04 
1.15 
2.70 
2.30 
1.23 

5.13 
7.20 
.50 
2.42 
6.77 

1.30 

2.. 59 
5.4:> 
2,46 

$3.00 
3.00 


CoN- 
8U1IF- 
TION 


$0.8S 


COM- 
MER- 

CUL 


$1.66 
1.31 
2.00 
1.39 
1.04 

.84 
1.68 
.39 
.32 
.76 


1.79 


1.17 
.35 


1.51 

3.02 

.55 

1.80 

.10 
.59 


.54 
.61 
.43 
.32 

1.22 

2.35 

.21 

.43 

$1.02 
1.04 


$0.71 

.62 

1.64 


.74 

.68 
.11 
.90 


.13 
.16 
.91 
.20 

$0.53 
.61 


Genkral 


$7.17 
2.37 
5.26 
7.66 
6. OS 

4.43 

2 

4.09 

7.43 

4.41 

6.83 
4.84 
2.93 
.28 
6.61 

4.61 
4.09 

10.33 
6.56 

2.55 
2.79 
3.73 
9.90 
5. 

6.18 

4.50 

157.69 

1.44 

4.o; 

8.10 

5.27 

4 

3.48 

3.14 


$0.96 

2.46 

2.58 

.80 


.14 

.98 

.69 

1.93 

.47 

.71 
1.46 
1.15 
1.93 


$1.26 
1.26 


$0.02 
.06 


.00 


.02 
.00 


.15 


.57 


.09 


.01 
.09 


4.08 

6.69 
5.97 
3.28 

.14 
.01 

$5.11 
5.11 

$9.05 
.11 

$0.04 


$0.00 
.02 


$7.17 
2.37 
5.26 
7.68 
6.14 

4.43 

2.7 

4.1 

7.43 

4.41 

6.83 

4.84 

2.93 

.28 

6.76 

4.61 
4.66 


10.33 
6.55 

2.55 
2.79 
3.73 
10.35 
5. 

6.18 
4.50 
157.69 
1.45 
4.16 

8.10 

5.27 

4. 

3.48 

3.14 

4.08 
6.83 
5.98 
3.28 

$5.16 
5.16 


$0.96 
2.46 
2.58 

.80 
.66 

.14 

.98 

.69 

1.93 

.51 

.71 
1.46 
1.15 
1.93 

$1.26 
1.26 


Un- 

Dlfl- 

TBIBU 

TED 


$1.09 
.53 

2.54 
3.26 
1.71 

1.84 
.99 
.92 
.95 
.24 

1.82 
3.93 

.78 
.63 
.40 

.05 
.55 


3.26 
.128 

.16 
1.34 
1.99 
l.a5 
1.75 

.69 
1.30 
4.17 
3.28 
1.06 

1.04 
1.85 
.75 
1.36 
2.95 

.02 
1.10 
1.21 
1.79 


$1.47 
1.47 


$0.36 

.03 

1.26 

.24 

.20 

.05 
.69 
.15 
.63 
.09 


.43 

.92 
.17 

$0.38 
.10 


Total 
forego- 
ing 


$25.78 
17.50 
31.84 
55.24 
27.03 

40.09 
14.69 
22.24 
16.00 
14.01 

39.51 
27.81 
83.50 
25.33 
17.98 

20.86 
17.90 


80.74 
25.00 

210.72 
30.33 
27.23 
27.58 

228.09 

36.19 
20.34 
2975.16 
9.56 
29.53 

16.25 
23.02 
24.24 
19.87 
64.21 

21.15 
59.04 
20.63 
21.61 


$.36.62 
36.62 


$23.87 
21.29 
19.. 36 
16.69 
13.16 

23.60 
43.23 
17.10 
26.26 
25.14 

7.39 

26.89 
17.00 
20.64 

$21.13 
21.13 


Total 
depre- 
ciation 


$1.06 

7.92 

4.28 

5.80 
3.43 
3.29 
6.41 


3.43 
11.81 


7.57 

2 
6^09 


15.21 
4.51 


4.71 
4.90 


12.24 
2.32 
971.64 
3.68 
6.80 

5.70 
2.53 
6.13 
7.08 


5.93 
4.25 
4.97 


$3.82 
4.91 


Total 
Total,  optr- 
taxes  ating 
ex-    . 

penses 


$3.57!  $30.41 
1.10     18.60 

.88  40.64 
1.931    57.17 

.691    32.00 


.S7i 

'  3.671 

1.1? 

2.71 

3.86j 

.72' 
1.60| 
1.00 

.86' 
2.03 

.76 
1.91 


46.76 
21.79 
26.70 
25.12 

17.87 

40.23 
32.84 
96.31 
26.19 
27.68 

24.60 
25.90 


2.37i 
1.15 


98.32 
30.06 


1.03  216.46 

'2.20  37.43 

1.32  28.55 

H.41  39.27 

3.08  231.17 

1.40  49.83 

1.03  23.69 
669.11,4615.91 

66.051  19.29 

1.37*  37.70 


27.25 
27.21 
31.06 
29.51 
66.41 


'5.30 
1.66 
.69 
2.561 
2.20] 

1.98j  23,13 

2.78  67.75 

1.14  26.02 

1.67i  28.16 


$4. .34 
5.41 

$2.20 
2.20 

$43.16 
43.16 

$5.50 
3.60 
10.12 

8.62 

2.28 

$29.37 
24.89 
29.48 
25.31 
15.44 

1.37 
4.08 

24.97 
43.23 

21.18 
26.26 

4.48 

29.62 

4.17 

11.56 

26.89 

23.00 
20.64 


$24.95 
24.95 


•  IncludeB  $1,442.65  discount  register, 
'  Induda  $2,017.00  contingencies. 
'  Includes  $710.28  contingencies. 


Digitized  by 


Google 


626 


Report  of  Railroad  Commission 

CLASS  B.    OPERATING  EXPENSES  PER 


Location 


Antigo 

Bfftver  DanL..... 

Berlin.. 

Burlington. 

Ddavan 

De  Pere 

Edgerton 

Grand  Rapids... 

Hudson. 

Hurley 

Lake  Genera 

Mayrille 

Medford ^ 

Merrill 

Mineral  Point- 
Monroe 

New  Richmond 
N.  Milwaukee... 

Oconto 

Oconto 

Plattevill© 

Portage 

RhineUnder 

Rice  Lake 

Ripon 

Stevens  Point  . 
Stevens  Point.... 

Tomah 

Tomahawk 

Walworth 

Washburn 

Waukesha 

Waupaca 

Whitewater 


Columbus 

Ft.  Atkinson   

Kaukauna 

New  Richmond. 
Oconomowoc..„ 

Plymouth „.... 

Pt.  Washington... 
Richland  Center. 

River  Falls „.... 

Ehawano 

Sturgeon  Bay 


Naiq  or  CoifPAirr 


Private 

Antigo  Eke.  Company     

Beaver  Dam  Light  A  Pr.  C^ . 
Berlin  Pub.  Ser.  Co 
Burlington  El.  Lt.  &  Pr.  Co 
I  nited  Ht.  Lt.  A  Pr.  Co 

De  Pere  El.  Lt.  A  Pr.  Co 

Edgerton  El.  Lt.  Co 

Electric  A  Water  Co 
Burkhardt  Mlg.  A  El.  Pr.  Co 
Ironwood  A  Benemer  Ry.  A  Lt.  Co 


Equitable  El.  Lt.  Co 

Northwestern  Lt.  A  Pr.  Co 

Medford  Lt.  A  Mfg.  Co 

Merrill  Ry.  A  Lt.  Co 

Mineral  Pt.  Pub.  Service  Co 


Monroe  Elec.  Co 

New  Richmond  Pr.  Co 

N.  MUwaukee  Lt.  A  Pr.  Co 

Oconto  Elec  Co 

Peoples  Und  A  Mfg.  Co      . 

Interstate  Lt.  A  Pr.  Co 

Portaae  El.  Lt,  Co- 

Rhinelander  Ltg.  Co 

Red  Cedar  Val.  Elec.  Co 

Ripon  Lt.  A  Water  Co 


Stevens  Point  Ltg.  Co 

Stevens  Point  Pr.  Co 

Tomah  Elec.  A  Tel.  Co 

Tomahawk  Lt.  Tel.  A  Impr.  Co 
Walworth  Ltg.  PUnt 

Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  Gas  A  Elec.  Co 

Waupaca  El.  Lt  A  Ry.  Co 

Whitewater  El.  Lt.  Co 

Weighted  average  No.  I . 
Weighted  average  No.  II    . 


Municipal 
Municipal  Electric  Light  Plant 


Weighted  average  No.  1 . 
Weighted  average  No.  II 


Capac- 
ity in 
kw. 


565 
555 
580 
825 
840 

350 
500 
600 
325 
702 

380 
1500 

107.5 

450 
2000 

295 
600 
200 
175 
430 

3187 
720 
450 
320 
225 

450 
300 
150 
275 
500 

150 
1700 
325 
250 


257 
425 

190 
250 
400 

390 
255 
275 
250 
225 


POWKR 


Oper- 
ation 


$28.26 
27.29 
.%3.52 
12.28 
12.10 

9.47 
17.61 
20.92 
6.79 
3.19 

35.76 
22.47 
41.45 
5.12 
13.74 

39.12 
17.65 
30.29 
20.71 
8.99 

52.65 
22.59 
11.33 
6.01 
37.77 

15.62 
4.65 
43.64 
15.13 
29.50 

24.13 

17.09 

7.84 

27.96 

123.48 
23.48 


$31.30 
32.26 
32.49 
30.45 
42.23 

30.95 
27.00 
36.50 
8.79 
36.24 

38.25 

$;il.»2 
31.92 


Main- 
tenance 


$0.10 

.77 
.67 
.14 

.38 

2.60 


3.81 


.66 

.25 

5.64 

4^7 

.17 

1.53 


9.79 


1.26 
3.27 


1.95 
.01 


1.32 
3.02 


.40 
.64 
.58 


$0.68 
.86 


$0.76 

.54 

1.25 


.28 
.34 


.93 


$0.76 
.89 


Total 


$28.36 
28.56 
34.19 
12.42 
12.48 

12.07 
17.61 
20.92 
10.60 
3.19 

36.42 
22.72 
47.09 
9.59 
13.91 

40.65 
17.66 
30.29 
30.50 

8.99 

52.65 
22.59 
11.33 
6.27 
41.04 

17.67 
4.66 
43.64 
16.45 
32.52 

24.13 
17.49 

8.48 
28.54 


$24.16 
24.16 


$32.06 
32.80 
33.74 
30.45 
45.24 

31.23 
27.34 
36.61 
9.09 
36.24 

39.18 


TrANBMIB8I0N  axd 
rORMA- 


Oper- 
atioQ 


$1.93 
.94 


.52 
.02 


2.26 
.79 

.74 


2.26 
.41 


1.28 


2.43 


$0.38 
.77 


$0.04 


$0.00 
.04 


Main- 


$0.04 
.41 
.02 


.18 
.54 


.53 
.17 


.54 
.21 


.09 
.09 


.02 


$0.13 
.22 


$0.39 


.08 


$0.06 


>  Includes  $600.00  contingencies. 
'  Storage. 

>  Includes  $73.21  contingencies. 


Digitized  by 


Google 


Statistics — Unit  Costs — Electric 


627 


KILOWATT  CAPACITY.    YEAR  ENDING  JUNE  30.  1914. 


Trans- 

TION 


Total 


$1.97 
.41 
.96 


J.23 
.W 


2.26 

..(*) 

1.32 

.91 


2.80 
.62 
.02 

1.37 
.09 

.13 


2.43 
.02 


SO. 51 

.80 


$0.30 


19.06 
.29 


DwrBiBunoN 


Oper- 
ation 


$1.84 
.66 
.01 
.20 
.25 

.39 
.81 
2.60 
.38 
.18 

1.10 
.38 
.70 
.23 
.08 

.60 

.44 

1.39 
1.19 


.41 

3.17 

.56 

.35 

3.65 


.01 
1.28 


4.02 

.78 

2.36 

2 


10.72 
.74 


$2.18 

.21 

2.88 

2.49 

.71 

.28 
1.30 
13.88 

.20 
4.28 

2.98 


12.56 
2.56 


Main- 
ten- 
ance 


$2.34 

1.40 

.93 

.52 


3.01 
.34 

4 
1.14 

4. 

.06 
2.46 
6.57 


3.34 


1.04 

1.59 

.08 

.11 
1.71 
3.83 
1.60 
2.07 

1.32 


4.24 


5.05 

.69 

1.56 

2.09 


$1.06 
1.10 


$1.41 
2.15 
6.49 
6.56 
9.23 

.73 
2.27 

.69 
2.27 


3.58 


$3.27 
3.62 


ToUl 


$4.18 

2.06 

.94 

.72 

.61 

3.40 
1.15 
2.68 
4.76 
1.32 

5.18 

.44 

3.16 

5.80 

.46 

3.94 


1.48 
2.98 
1.27 

.34 
2.12 
7.00 
2.16 
2.42 

4.97 


4.25 
2.14 


9.07 
1.47 
3.92 
4.98 


$1.78 
1.84 


S3. 59 
2.36 
9.37 
9.05 
9.94 

1.01 
3.57 
14.57 
2.47 
4.28 

6.56 


$5.83 
5.83 


Con- 
sump- 
tion 


$1.56 

2.87 

.61 

1.31 

.45 

2.. 36 

2.30 

2.04 

.66 

.51 

.38 

.91 

4.00 

4.29 

.22 

.92 
.04 

2.89 
.56 

2.33 

.08 
1.02 
2.70 
1.39 

.40 

1.41 


4.63 
.71 
.28 

3.20 

.81 

2.65 

2.94 


$1.06 
1.18 


$2.77 

2.09 

5.00 

.49 

.85 


2.72 


3.26 


$1.76 
1.76 


COM- 
M£R- 
CUL 


$3.57 

3.03 

1.16 

.83 

.34 

3.21 

2.72 

.64 

.71 

.52 

3.76 

.06 

1.21 

3.27 

.26 

.93 


2.27 

5.56 

.51 

.44 

.09 
1.01 
1.93 
3.89 


1.77 
.57 
.18 

3.00 
.95 
.24 


$1.01 
1.04 


$1.26 

1.27 

5.70 

1.31 

.93 


1.32 

1.64 

.25 

.26 

.54 


$1.06 
1.16 


Gknwul 


Oper- 
ation 


$15.43 
7.99 


1.82 

5.22 
2.93 
6.71 
16.72 
3.08 

11.64 

.91 

.63 

7.47 

2.38 

17.70 
.21 
4.16 
6.85 
9.17 

1.47 
5.44 
7.65 
3.68 
8.00 

8.67 
.23 
13.53 
4.63 
1.83 

9.99 
2.72 
6.79 
7.47 


$4.57 
4.57 


$1.69 

5.03 

8.94 

.26 

1.37 

1.41 
2.84 
1.02 
1.35 
2.42 

5.13 


$2.68 
2.68 


Mun- 
ton- 
anee 


$0.01 
.04 
.00 


.04 
.00 


.00 


.41 


$0.04 
.12 


$0.08 


$0.01 


ToUl 


$15.43 
7.90 
6.39 
4.90 
1.82 

5.22 
2.93 
6.75 
16.72 
3.08 

11.64 

.91 

.63 

8.52 

2.38 

17.70 
.21 
4.16 
6.85 
9.58 

1.47 
5.44 
7.65 
3.70 
8.17 

8.67 
.23 
13.53 
4.63 
1.83 

9.99 
2.77 
6.80 
7.47 


$4.61 
4.61 


$1.69 

5.03 

8.94 

.26 

1.37 

1.41 
2.84 
1.10 
1.35 
2.42 

5.13 


$2.69 
2.69 


UNDia- 

IRIBU- 
TED 


Total 
of  fore- 
going 


$2.34 

3.85 

2.71 

1.37 

.75 

1.90 
2.53 
1.51 
2.13 
.17 

9.44 
.24 

1.43 
.99 
.74 

3  47 
.01 
1.99 
3.65 
1.53 

.43 

.61 

2.22 

8.37 

2.08 

3.04 


2.17 
1.82 
1.72 

.06 

.45 

1.39 

4.07 


$1.45 
1.46 


$0.63 

.08 

4.41 

.10 

.95 

.30 
.93 


.45 


$0.67 
.99 


$55.44 
48.36 
46.00 
21.55 
16.45 

28.16 
29.24 
36.51 
35.99 
9.78 

66.81 
25.98 
57.52 
32.69 
18.53 

67.61 
17.91 
45.34 
50.10 
25.53 

56.32 
31.87 
34.71 
24.44 
58.02 

37.92 
4.98 
69.99 
^6.45 
37.36 

51.88 
23.96 
23.48 
48.98 


$34.58 
34.58 


$42.00 
43.63 
67.16 
41.66 
59.67 

35.03 
38.72 
54.12 
14.04 
44.58 

55.11 


$44.75 
44.75 


Deore- 
ciation 


$2.28 
12.06 

3.42 
2.39 

6.57 
2.93 
5.40 
14.41 


8.25 
3.68 


11.11 
3.49 

12.21 

.40 

7.32 


5.81 


10.78 
3.97 
9.38 

13.35 

4.16 
5 

17.69 
9.43 


2.41 
4.83 
11.31 


$4.09 
6.43 


7.37 

35.16 

2.40 


8.36 


9.63 
7.92 


$6.65 
12.63 


Taxes 


$7.68 

1.34 

1.60 

.54 


'7.03 
.72 
1.92 
6.10 
2.69 

3.86 

.31 

1.96 

3.50 

.54 

3.12 
.09 
•3.29 
2.44 
»5.01 

.76 

1.22 

1.75 

•15.43 

2.68 

2.72 
2.36 
2.01 
3.40 
l.iH 

4.84 
1.13 
1.30 
3.79 


$1.96 
1.96 


Total 
opera- 
ting ex- 


$65.40 
61.75 
47.60 
25.51 
19.20 

41.76 
32.89 
43.83 
56.50 
12.47 

78.92 
29.97 
59.48 
47.30 
22.56 

82.94 
18.40 
55.95 
52.54 
36.35 

57.08 
43.87 
40.43 
49.25 
74.05 

44.80 
13.23 
89.69 
39.28 
38.64 

56.72 
27.50 
29.61 
64.08 


$40.63 
40.63 


$51.66 
51.00 

102.32 
44.06 
59.67 

43.39 
38.72 
63.75 
21.96 
44.58 

55.11 


$51.40 
51.40 


'  Induded  in  distribution. 

» Includei  $1,442.65  discount  rtsister. 

■  Inchida  $2,017.00  contingencies. 
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CI>A5«  B.    LABOR  EXPENSE  PER  UNIT  OF  OUTPUT. 


Location 


NaUI  or  COIIPANT 


Kw.-hr.  sold 


power  per    pjwcr  pc 
kw-hr.  sold  kw-hr.  add 


Steam 


Hydraulic 


AntiffO 

Baraboo 

Beaver  Dam... 

Berlin 

Burlington 


Delavan. 

DePere 

Edgerton 

Grand  Rapids... 
Hudson....^ 


Hurley 

Ladysmith 

Lake  Geneva... 

Mayville 

Medford 


Mellen 
Menomonie 

MerriU 

Milwaukee 

Mineral  Point .. 


Monroe  

New  Richmond. 

North  Milwaukee  .. 
Oconto 


PlatteviUe 

Portage  

Prairie  du  Chien  . 

Rhinelander 

Rhinelander 


Rice  Lake. 

Rinon 

Sparta 

Stevens  Point .. 
Stevens  Point .. 


Tomah 

Tomahawk  . 

Walworth 

Washburn.. 
Waukesha... 


Waupaca 

Whitewater- 


Columbus  

Ft.  Atkinson... 

Kaukauna 

Marahfield 

Menasha 


New  London 

New  Richmond 

Oconomowoc 

Plymouth 

Port  Washington  . 


Reedsburg 

Richland  Center .. 

River  Falls 

Shawano „ 

Stoughton 


Sturgeon  Bay. . 
Two  Rivers 


Pnwate 

AntigoElec.Co 

Baraboo  Gas  4  EI.  Co '. 

Beaver  Dam  Lt.  k  Pr.  Co 

Berlin  Pub.  Ser.  Co 

Burlington  El.  Lt.  k  Pr.  Co 


Unitod  Ht  Lt.  A  Pr.  Co.... 

De  Pere  El.  Lt.  A  Pr.  Co 

Edgerton  El.  Lt.  Co 

Elec.  k  Water  Company 

Burkhardt  Mlg.  k  El.  Pr.  Co. 


Ironwood  k  BesKmer  Ry.  k  Lt.  Co. 

Ladysmith  Ltg.  Co „ 

EquiUble  El.  Lt.  Co.. 


Northwestern  Lt.  k  Pr.  Co. . 
Medford  Lt.  k  Mfg.  Co 


Mellen  W.  k  Lt.  Co 

Wis.-Minn.  Lt.  k  Pr.  Co 

Merrill  Ry.  A  Lt.  Co 

Badger  Ry.  A  Lt.  Co 

Mineral  Point  Pub.  Ser.  Co . 


Oconto Peoples  Land  A  Mfg.  Co. . 


Monroe  Electric  Co 

New  Richmond  Pr.  Co .. 
N.  Milw.  Lt.  A  Pr.  Co. . 
Oconto  Elec.  Co. 


Interstate  Lt.  A  Pr.  Co. 

Portage  El.  Lt.  Co 

Prairie  City  El.  Co 

Rhinelando-  Ltg.  Co 

Rhinelander  Pr.  Co 

Red  Cedar  Val.  El.  Co   . 
Ripon  Lt.  A  Water  Co 
0. 1.  Newton's  Sons  Co... 

Stevens  Point  Ltg.  Co 

Stevens  Point  Pr.  Co 


Tomah  El.  A  Tel.  Co 

Tomahawk  Lt.  Tel.  A  Imp.  Co. 

Walworth  Lt«.  Plant 

Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  Gas  A  El.  Co. 


Waupaca  El.  Lt.  A  Ry.  Co. 
Whitewater  El.  Lt.  Co 


Weighted  average  No.  I. 
Weighted  average  No.  II 


Munieipcd 
Municipal  Electric  Light  Plant 


Weichtpd  avoraeo  No.  I 
Weieht«^  averaso  No.  II 


598,429 
270, 518 
444,335.3 
896.573 
420,548 

128,393 
426,106 
208,349 
658,743 
560,103 

971,569 


cts. 

0.283 

.495 

.641 


.232 
.712 


286,240 

1.683,706 

165.000 

102.883 
404,849 
640,476 

1,398,911 

366,520 
855,000 
232,506 
169,374 
354, 481 

8, 385. 846 
920, 180 

443,827 
5,058,000 

333,141 
212,298 

574,500 
577,600 

254.271 
180.420 
327,069 
117,880 
1,712,378 

250,408 
167,562 


.424 
.174 
.818 

.125 

.001 

.222 

.434 

.393 


.688 


.143 
1.294 


.181 


0.144 


236,024 
424,  a33 
372,527 


0.224 
.198 


248,440 

"281,781 
329,679 
255, 152 


270,873 
194,021 
173, 796 
313,978 

180.884 


.666 


.437 
.018 


.655 


0.277 


0.183 

.385 

.434 

.228 

.201 


.305 


.440 


.220 


.858 


0.078 


0.325 


1.089 
1.090 


0.306 


'  St^jrage.  *  Superintendence  (construction). 

'  Undistributed  account  in  the  total  has  been  re-distributed  over  the  various  accounts,  so  that  labor  and  material 
units  will  not  agree  with  the  total  undistributed. 
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Steam 
sold 

Transm. 

and 
tranaf. 

OCT 

kw-hr. 
sold 

Distri- 
bution 

Dcr 
kw-hr. 

sold 

Con- 
sumption 
3om*l 
per 
kw-hr. 
sold 

Con- 
sumntion 

mun. 
con'r  per 
kw-hr. 

sold 

Com- 
mercial 

per 
kw-hr. 

sold 

General 

per 

kw-hr. 

sold 

Undia- 
tributed 

per 
kw-hr. 

sold 

Stock 
accounts 

per 
kw-hr. 

sold 

Kw. 
capacity 

Con- 
struction 
&  equio- 

ment 
per  kw. 
capacity 

Total 
labor 

per 
kw-hr. 

sold 

eta. 
0.271 

Ota. 

CtB. 

0.328 
.120 
.178 

cts. 

0.043 
.070 
.009 

cts. 

0.043 
.061 
.089 

eta. 

0.194 
.344 
.285 

eta. 

1.386 
.336 
.643 

eta. 
0.023 

cts. 

0.011 
.616 
.513 

500 
287 
555 
680 
325 

300 
200 

250 

430 

450 

325 

380 

1,500 

90 

11.04 
14.13 
6.31 

cts. 
2.668 

.389 

3.929 

.476 

3.497 

.000 

.102 

.153 
.202 
.241 

.141 

.072 

.128 

.028 
.116 

.031 

.315 

.039 

.112 

.304 
.136 

.008 

.032 

.036 

.115 
.008 
.132 

.020 

.007 

.008 

.020 
.096 

.005 

.026 

.082 

.515 
.187 
.538 

.041 

.014 



.222 
.006 
.079 

.012 

.159 

.033 

.068 

.037 
.610 
.014 

.000 

.631 

1.866 
.386 
.399 

.009 

.005 
.006 

3.63 
12.1? 

1.680 

.793 

.088 

4.797 

.166 
.228 

.000 

.013 

.019 
.121 

.002 

.lil 

.003 

.039 

.000 

.011 
.028 

.000 

1.911 

.464 

2.002 

0.016 
.069 

.050 

.792 

.102 

1.135 
.071 

.131 
.330 

.016 

.001 
.001 

9.85 

2.215 



.506 

.380 

6.76 

3.385 

.368 

1.230 

3.061 

i.ois 

.032 

.040 

650 



1.800 

260 
235 

1.312 

.040 
.406 

10.86 
.76 

.305 
.428 

.008 

.013 

.094 

.236 

1.200 
.016 
.156 
.225 
.826 

.028 

.013 

2.326 
2.752 



.015 
.490 

.134 
.033 

».457 

1.900 

.054 
.000 

1.248 

.001 

.096 

.285 

.039 
.002 

.636 

.182 
.189 

.265 

.057 
.104 

.174 

.030 
.014 

.068 

.103 

.183 
.266 

.067 

.676 

.197 
.696 

.455 

.033 

i.jkio 

320 
226 
350 
450 
450 

275 

500 

1,700 

325 
300 

5.62 
1.70 

2.370 
1.716 

.337 

V.054 

.073 

2.447 

.100 

.80 

1.268 

.220 

MOO 
.013 
.000 
.310 
.000 

.186 
.202 
.091 
.848 
.095 

'.'466 

.020 
.027 

.405 
.014 

.086 

.076 
.025 
.019 

.104 
.088 
.062 
.371 
.069 

.129 

.434 
.449 
.001 
.992 
.053 

"M 

4.'42 

2.26 

.984 

.122 

2.600 

.175 
.003 

1.988 

.385 

2.92« 

.286 

.018 
.117 

3.27 

1.122 

1.021 

.12 

4.225 

0.098 

0.034 

0.104 

0.024 

0.025 

0.066 

0.283 

0.014 

0.035 

S6.03 

1.146 

0.159 
.342 

o.ooe 

.076 

o.bio 

.053 

0.090 
.203 

.117 

0.392 
.322 



o.ddi 

0.005 
.003 

255 
200 
190 

360 

193 

400 

390 
226 

0.249 

$9.43 
10.01 

1  580 

.061 

2.094 



.257 

.056 

.003 

.104 

.003 

.026 

.084 

.299 



■•■ 

1.018 

..zzz: 

.313 

.788 
.026 
.654 
.364 

.479 

.020 

".oob" 

.016 

.132 

.186 

.019 
.174 

".224 

.531 

.369 

1.413 

.412 

.021 
•.634 
•.117 

.021 

.044 



290 
250 
276 
360 

210 

3.i27 
2.32 

1.969 

2.749 

.630 

.035 
.185 

1.773 

.019 

0.042 

.037 
.056 

.047 
.130 

2.296 

.895 

2.7&0 

0.282 

0.005 

0.425 

0.037 

0.045 

0.113 

0.233 

0.067 

0.001 

2.014 

$5.47 

•0.010  non-operating  incbded. 

»  Wiring  houses. 

•Heat 
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CLASS  B.    MATERIALS  AND  SUPPLIES  EXPENSE  PER 

(All.  Exranas 


Location 

Nam«  of  Company 

Kw-hr.  sold 

Power 

and  transf orm- 
atioo 

Antigo  

PrivaU 

Antigo  Elec.  Co „ 

Baraboo  Gas  &  Elec.  Co 

598.429 
270,618 
444.335 
896,573 
420,548 

128,393 
426, 106 
208,349 
668,743 
560, 103 

971.669 

cts. 
2.123 
2.664 
2.451 

2.022 

■606 

4.227 

""".isi 

2.070 

eta. 

Baraboo 

Ri^vm-  Hftm 

Beaver  Dam  Lt.  &  Pr.  Co 

Berlin  Pub.  Ser.  Co 

Berlin    

Burlington 

Burlington  M.  Lt  &  Pr.  Co ,  .... 

Delavan 

United  Ht,  Lt.  1  Pr.  Co „ 

De  Pere  M.  Lt.  k  Pr.  Co. 

De  Pere    

Edgerton 

Edgerton  El.  Lt  Co 

Grand  Rapids 

Elec.  4  Water  Co 

Burkhardt  Mlg.  k  Elec.  Pr.  Co. 

Ironwood  &  Bessemer  Ry.  &  Lt.  Co 

Ladysmith  Ltg.  Co 

Hudson „ 

Hurley 

0.009 
.623 

T.'^yfinith- 

Lake  Geneva 

Eouitable  El.  Lt.  Co                  

286,240 

1, 683. 706 

165,000 

102,883 
404,849 
640,476 

i,  398, 911 

366,520 
855,000 
232,506 
169,374 
354,481 

8.385,846 
920,180 

443,827 

5.508,000 

333,141 
228,340 

3.831 
1.849 
2.260 

1.735 

'.327 

1.461 

2.412 

MayviUe 

Medford 

Northwestern  Lt.  A.  Mfg.  Co 

.012 

Medford  Lt  k  Mfg.  Co. ..'. 

Mellen   

Mellen  W.  A  Lt  Co 

Menomonie 

MerriU 

Milwaukee 

Mineral  Point 

Monroe           

Wis.-Minn.  Lt.  and  Pr.  Co. 

MerriU  Ry.  4  Lt  Co 

Badger  Ry.  A  Lt  Co   

Mineral  Pt.  Pub.  Ser.  Co 

Monroe  Elec.  Co 

.004 
.048 

New  Richmond  Pr.  Company 

N.  Mil.  Lt  &  Pr.  Co 

Oconto  Elec.  Co  

Peoples  I^nd  &  Mfg.  Co 

Interstate  Lt  A  Pr.  Co . 

Portage  El.  Lt.  Co 

Prairie  City  El.  Co 

RbineUuider  Ltg.  Co 

North  Milwaukee 

Oconto 

Oconto 

Platteville         

2.605 
2.759 
1.089 

2.001 

.194 
.000 
.027 

.002 

Portage  

Prairie  du  Chien 

Rhinelander 

i'."i49 

.000 

RhinplandM- 

Rhinelander  Power  Co 

Red  Cedar  Val.  El.  Cx) 

Ripon  Lt.  &  Water  Co 

O.I  Newton's  Sons  Co             

RioeLake. 

.162 
3.019 

.021 

Ripon 

Sparta  

Stevens  Point 

Stevens  Point 

Tomah 

.000 

Stevens  Pt.  Ltg.  Co 

Stevens  Pt.  Power  Co 

Tomah  Elec.  A  Tel  Co 

Tomahawk  Lt  Tel.  A  Impr.  Co 

574.500 
577,600 

254,271 
180,430 
327,069 
117,880 
1,712,378 

250,408 
167,562 

1.171 
.022 

2.573 
1.506 
3.678 
3.070 
1.253 

3.094 

.008 
.005 

Tomahawk 

.006 

Walworth 

Washburn 

Waukesha   

Waupaca 

Whitewater 

Walworth  Ltg.  Plant 

Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  Gas  A  Elec.  Co 

Waupaca  El.  Lt  A  Ry.  Co 

Whitewater  El.  Lt  Co 

Weighted  av»«ge  No.  I 

.002 

1.747 

0.009 

Municipal 
Municipal  Electric  Light  Plant 

C(4umbuB           

236,024 
424,033 
372,627 

Ft.  Atkinson 

2.814 
1.138 

Kaukaxina 

„             „          „        „    " 

Marshfield 

Menasha. 

New  London 

;;    ;;  ;;  ;;  

248,440 

Wjsi"" 

329.679 
255,162 

'.""  270;873'" 
194.021 
173,796 
313,978 

180,884 

2.071 

2.075 

2"638'"" 

.082 
3.623 

.534 

3.000 

New  Richmond 

„        „      „     „  



Plymouth 

••        "      "     "  „ „ 

J\  Washington 

Richland  Center  1. 

River  Falls 

Shawano 

Stoughton 

Sturgeon  Bay 

Two  Rivers 

Weighted  average  No.  1 

0.016 

.000 

1.915 

0.003 

>  SuDcrintendence  (construction). 

>  Undistributed  account  in  the  total  has  been  redistributed  over  the  various  accounts,  so  the  \abcr  and  materia] 
units  will  not  agree  irith  the  total  undistributed  expense. 
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kilowatt-hour  sold,    year  ending  JUNE  80,  1914. 
ExcagT  Labor) 


Storace 

Distributian 

Conaumption 

Commercial 

Geoeral 

Undistributed 

Total 

-- 

CtB. 

0.067 
.046 
.080 

.041 

cts. 
0.061 

.119 

.261 

.189 

cte. 
0.143 

.046 

.093 

"'M 

.077 
.115 

cts. 

0.072 
.372 
.356 

""m" 

.043 
.304 

"M" 

2.122 

eta. 

0.198 
.158 
.481 

.259 

.160 
.608 

.107 

.123 

eta. 
2.664 
3.405 
3.721 

2.022 

— 

.077 
.035 

Ti36 

.888 

.020 
.191 

".'oil 

.374 

.978 
5.480 

.000 
.363 

.629 
6.663 

.559 
.012 
.090 

.275 

.043 
.042 
.044 

.083 

.276 
.000 
.000 

.110 

.420 
.010 
.041 

1.363 

1.253 
.022 
.093 

.087 

6.382 

1.947 

2.518 
3.643 

.093 

.155 

.070 

.268 

.069 

.986 

.028 
.206 

.019 
.022 

.005 
.008 

.104 
.224 

.094 
.278 

1.769 

^ " 

3.160 

».075 
.004 
.019 

.005 

.155 
.048 
.200 

.003 

.158 
.064 
.048 

.017 

.203 
.583 
.337 

.028 

.172 

(*) 

3.662 
3.458 

„ 

.186 
.015 

1.906 
2.071 

.073 

.025 
.049 

.042 

.000 

.099 

.192 

1.665 

(») 

.003 
.117 

.159 
.109 

.803 
.204 

1.173 

\026 

3.624 

.124 

.042 

.012 

.224 
.012 

.364 
.257 
.278 
.280 
.222 

.184 

1.766 
.089 

.065 
.125 
.037 
.305 
.051 

.177 
.058 
.023 
.001 
.049 

.000 
.000 
...._(») 

.128 
.164 
.263 
.007 
*.062 

3.307 



2.106 

4.279 

.011 
.026 

3.674 

1.665 

.276 

.235 

.018 

.263 

.222 

4.098 

0.043 

0.039 

0.027 

0.100 

0.108 

2.073 



0.078 
.136 

0.194 
.125 

0.037 
.088 

0.112 
.184 

0.008 
.223 

8.243 
1.844 

_ „ 

.062 

.125 

.001 

.089 

.053 

2.401 



.044 

.691 
.293 
.000 

.824 

.282 



"148 

.103 
.067 
.084 
.068 

.192 

.000 

.008 

.092 

2.'467 

""'"032 

"""* .m 

.063 

.093 
.000 
.313 
.025 

.065 

.000 

3.525 
.479 

.094 
.179 

.008 

4.114 
1.641 

3.610 

0.198 

0.120 

0.014 

0.097 

0.023 

2.370 

s  Probably  redistributed. 

«  0.010  ooihoperatiiig  induded. 
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CLASg  B.    CONSUMER  AND  METER  EXPENSE  PER 


Ant 
Bmi 
Bfftver  Dam.. 

Berlin. 

BurlingtoiL 

Ddavan 

Dc  Pere... 

Edgerton 

Grand  Rftpids 

Hudson. — 

Hurley 

Ladysmith 

Lake  Geneva 

Mayville....„ 

Medford „ 

Mellen 

Menomonie 

MerriU 

Mineral  Point 

Monroe 

New  Richmond .. 
North  Milwaukee. 

Oconto 

Oconto 

Platteville 

Porlage.„ 

Rhinelandcr 

Rhinelander 

Rice  Lake 

Ripon 

Sparta 

Stevens  Point 

Tomah 

Tomahawk 

Walworth 

Washburn 

Waukesha 

Waupaca 

Whitewater 


Columbus  

Ft.  Atkinson 

Kaukauna 

Menasha 

New  London 

New  Richmond .. 

Oconomowoc 

Plymouth 

Port  Waahimcton 
Richland  Center . 

River  Talk 

Shav?ano 

Stoughton 

Sturgeon  Bay 


Antigo  Eaec  Co „... 

Baraboo  Gaa  &  Elec.  Co 

Beaver  Dam  Lt.  &  Pr.  Ca._ 

Berlin  Public  Service  Co 

Burlington  EL  Lt.  &  Pr.  Co... 


United  Hi.  Lt.  A  Pr.  Co. 

De  Pere  El.  Lt.  &  Pr.  Co 

Edgerton  Elec.  Lt.  Co 

Elec.  A  Water  Co 

Burkhardt  Mlg.  dc  El.  Pr.  Co.... 


PriwU 


Ironwood  k  Bessemer  Ry.  k  Lt  Co... 

Ladj'smith  Ltg.  Co 

Eciuitable  Elec.  Lt.  Co 

Northwestern  Lt.  A  Pr.  Co 

Medford  Lt.  4  Mfg.  Co 


Mellen  W.  A  Lt.  Co 

Wi8.-Minn.  Lt.  A  Pr.  Co.... 

MerriU  Ry.  &  Lt.  Co 

Mineral  Point  Public  Service  Co... 
Monroe  Elec.  Co....„ 


New  Richmond  Power  Co 

N.  Milwaukee  Lt  &  Pr.  Co... 

Oconto  Elec.  Co 

Peoples  Land  &  Mfg.  Co 

Interstate  Lt  &  Pr.  Co 


Portage  El.  Lt  Co 

Rhinelandcr  Lighting  Co....„ 

Rhinelander  Power  Co 

Red  Cedar  Valley  El.  Co 

Ripon  Lt.  &  Water  Co 


0.  L  Newton's  Sons  Co 

Stevens  Point  Ltg.  Co 

Tomah  Elec.  &  Tel.  Co 

Tomahawk  Lt.  Tel.  &  Impr.  Co... 
Walworth  Lighting  Plant 

Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  Gas  &  KIcc.  Co 

Waupaca  El.  Lt.  &  Ry.  Co 

Whitewater  Elec.  Light  Co 


Weighted  average  No.  I 

Weighted  average  No.  II 


Municipal 
Municipal  Electric  Light  Plant 


Wcirlited  avcra^ro  No.  1 
WcsKlitctl  average  No.  II 


1,215 
806 
843 
483 
658 

345 
671 


731 

490 
351 
913 
467 
244 

226 
605 
822 
459 
798 

51 
299 
322 
398 

787 

634 

768 
2 

817 
442 

535 
741 
433 
366 
291 

368 
690 
370 
569 


452 
871 
659 
464 
645 

441 
552 
799 
376 
592 

475 
373 
679 
561 
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Commercial 
expense  per  consumer 

Commercial 

exDcnse 
per  consumer 

Number  of  meters 

Meter  main- 
tenance expense 
per  meter 

$0,356 

.266 

.887 

.302 

1.261 

1.081 

.001 ■ 

.248 
2.819 

.064 
1.102 

.821 

.087 
.075 
1.521 
.122 
.180 

.177 
.855 
.30S 
.428 
.180 

.503 
.330 

$1,658 
1.314 
1.994 
1.389 
1.039 

.835 
1.675 

.392 

.317 

.747 

1.561 

.209 
.533 

.553 

.681 
1.7S9 
1.170 

.346 

1.514 

3.022 

.5.51 

1.791 

.103 
.591 

1,242 

787 
826 
395 
658 

337 
616 
474 
985 
713 

492 

806 

445 
180 

1.50 
521 

806 
459 

5 
239 
315 
395 
749 

644 
772 

795 

487 

531 
674 
433 
339 
290 

368 
675 
372 
554 

$0,752 
.203 
.139 
.293 
.394 

.078 
.411 
.310 
.053 
.057 

.711 

.824 

.003 
.394 

.329 
.051 
.6/4 
.374 

.in 

.238 
.095 
.039 

.004 
.014 

.546 

.467 

.'911 

.267 
.135 

1.302 
.807 
.057 

.484 

.7.58 
1.979 

.116 
.541 
.613 
.435 
.316 

1.223 

2.353 

.215 

.432 

.021 
.255 

.031 
.492 
.378 
.001 

.438 
.129 
.291 

SO. 492 
.659 

$1,020 
1.040      • 



$0,266 
.278 

$1,187 
.409 
.882 

$0,715 

.618 

1.642 

.453 

.740 
.676 
.114 
.896 

.131 
.161 
.912 
.201 

456 

872 
592 

474 

441 
572 
631 
354 
620 

435 
205 
716 

$0,329 
.388 
.061 

.602 

.278 

" " ^322  

.852 
.277 

.202 

1.890 

1.914 

.049 

.164 

.105 

.177 

.180 

.619 
.318 

$0,378 
.466 

$0,531 
.613 

$0,557 
.640 
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CLASS  B.    MUNICIPAL  STREET  UGHTINO  EXPENSE 


Location 


Namx  or  Company 


Arcs 


lYimming,  and  in- 

soecting  municiDal 

contract    lamps 

per  arc 


Antigo 

Beaver  Dam... 

Ladyamith 

MayviUe 

Medford 

Menomoaie..... 

0<K>nU) 

Rhinelander... 

SparU.. 

Stevens  Point. 

Tomah..„ 

Tomahawk 

Walworth 

Waupaca 


Plymouth. 


PritaU 

Antigo  Elec.  Co 

Beaver  Dam  Lt  ft  Pr.  Co 

Ladyamith  Ltg.  Co. 

Northwestern  Lt.  A  Mfg.  Co 

Medford  Lt.  A  Mfg.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co 

Peoples  Land  &  Mfg.  Co 

Rhinelander  Ltg.  Co 

0. 1.  Newton's  Sons  Co 

Stevens  Pt.  Ltg.  Co 

T<Hnah  Elec.  db  Tel.  Co 

Tomahawk  Lt  Tel.  &  Imp.  Co.. 

Walworth  Lt.  Plant 

Waupaca  EL  Lt.  A  Ry.  Co 

Weighted  average  No.  I 

Weighted  average  No.  II 

Mwiicipai 
Municipal  ESeotric  light  Plant... 


83 
95 
51 


$3.77 
2.73 


43 

14.93 

32 

2.63 

64 

2.05 

77 

2.47 

78 

2,19 

86 

.44 

83 

4.70 

67 

2.92 

25 

.16 

17 

5,77 

30 

18.90 

13.72 

3.97 

SO. 66 
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PER  ARC.    YEAR  ENDING  JUNE  30,  1914. 


Munkipftl  eootnct 
rent  lamp  renewals  per  vo 

tract  lighting  and  supply 
expense  per  arc 

Maintenance  of 

municipal  contract  lamps 

per  arc 

Total   municipal   con- 
tract lighting  per  are 

11.18 

$0.44 
4.09 

i'.27 

2.33 

.18 
1.30 
7.71 
3.07 

$5.39 

$2.11 

8.93 

9.92 
3.16 

1.69 

".62 

2.21 

9.92 
19.88 
7.17 

3.92 

8.24 
2.42 

3.78 

10.79 
12.32 

3.61 

2.94 

7.64 

1.88 

.47 
1.64 

6.27 

2.11 

.09 

4.00 
5.77 

3.36 

3.49 

2.29 

28.04 

12.31 
3.14 

10.72 
1.70 

$2.03 
2.49 

$8.78 
8.78 

10.36 

$1.02 
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CLASS  B.    MUNICIPAL  STREET  UGHTING  EXPENSE 


Location 


NaMK  or  COKPANT 


Kw-hr.  con- 


Trimining  and  in- 
specting manici  pal 
ocmtnct  lampe 


AntiKO. 

Baraboo — 

Beaver  Dam.. 

BcrKn„ 

Burlington », 

Delavan 

Do  Pere 

Edgerton 

Grand  Rapids 

Hudson ^ 

Hurley 

Ladysmith 

Lake  Geneva 

MayvUle 

Medford 

Mellen. 

Menomonie 

MerrilL 

Mineral  Point 

Monroe 

New  Richmond.... 
Nwth  Milwaukee. 

Ooonto.. 

Oconto 

Platteville 

Portage 

Rhinelander 

Rice  Lake 

Ripon 

Stevens  Point 

Tomah 

Tomahawk. 

Walworth 

Waukesha 

Waupaca. 

Whitewater.. 


Cdumbus 

Ft.  Atkinson.. 

Kankauna. 

New  London 

Plymouth. 

Pt.  Washington.. 
Richland  Cento*. 

River  Falla. 

Shawano 

Stoughton. 

Starge(»i  Bay 


PHvaU 

Antigo  Elec.  Co 

Baraboo  Gas  &  Elec.  Co^ 

Beaver  Dam  Lt  1  ft.  Co 

Berlin  Pub.  Service  Co 

Burlington  El.  Lt.  db  ft.  Co 


United  Ht.  Lt.  k  ft.  Co 

De  Pere  El.  Lt.  1  ft.  Co.... 

Edgerton  El.  Lt.  Co 

Elec.  db  Water  Co 

Burkhardt  Mlg.  &  El.  ft.  Co... 


Ironwood  & 
Ladysmith  Lte.  Co... 

Equitable  El.  Lt.  Co 

Northwestern  Lt.  &  Mfg.  Co, 
Medford  Lt.  it  Mfg.  Co 


MeUen  W.  &  Lt.  Co 

Wis.-Minn.  Lt  &  ft.  Co 

McrriU  Ry.  &  Lt.  Co 

Mineral  Pt.  Pub.  Ser.  Co. . 
Monroe  Elec.  Co 


Ry.  4  Lt.  Co 


New  Richmond  ft.  Co 

N.  Mil.  Lt.  A  ft.  Co 

Ooonto  Elec.  Co 

Peoples  Land  db  Mfg.  Co... 
Interstate  Lt.  A  ft.  Co.. .. 


Portaae  El.  Lt.  Co 

Rhindander  Ltg.  Co 

Red  Cedar  Val.  O.  Co... 
Ripon  Lt.  k  Water  Co... 
Stevens  Pt.  Ltg.  Co 


Tomah  Elec.  A  Tel.  Co 

Tomahawk  Lt.  Tel.  k  Impr.  Co.. 

Walworth  Ltg.  PUnt 

Waukesha  Gas  k  Elec  Co 

Waupaca  El.  Lt.  k  Ry-XJo 


Whitewater  El.  Light  Co... 


Wdghted  average  No.  I. .. 
Weighted  ava-age  No.  II . 


MutUeijxd 
Municipal  Electric  Ught  Plant.... 


136,800 
100,873 

113, aoo 

51,434 
70,389 

52,048 
73,527 
32,908 
94,661 
102,560 

47,360 


28,080 
73,859 
45,000 

22,451 
137,080 
81,840 
81,332 
52,460 


81,997 
24,733 
95.328 
68,117 

155,200 
134,990 
58,400 
49,780 
178,700 

99,365 
35,200 
30,090 
333,815 
67,900 

37,168 


65.400 
67.073 
106,369 
120,843 
U4,336 

87,645 
49,230 
46,000 
57,030 
50,720 

50,160 


Weighted  average  No.  I 

Weighted  average  No.  II 


cts. 
0.229 
.115 
.229 
.217 
.214 

.195 
.047 
.837 
.946 
.106 

.137 


.078 
.896 
.187 

.199 
.095 
.055 
.022 
.078 


.267 


.200 
.062 


.131 
.127 


.218 

.168 
.011 
.326 
.078 
.835 

.492 


0.212 
.223 


0.007 

"  .009 

.042 

.102 
.111 
.109 

■"**;i59" 

.470 


0.058 
-076 
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PER  KILOWATT-HOUR  CONSUMED.    YEAR  ENDING  JUNE  30,  1914. 


Municipal  contract 

lamo  supplies  and 

incandescent 

lamp  renewals 

contract  lighting 
supplies  and  expenses 

Maintenance 

of  municipal 

contract  lamps 

Total 
contract  lighting 

ots. 

cts. 
0.072 
.008 

eta. 

0.026 
.334 
.344 
.189 

.169 
.002 
.048 
.050 
.007 

cts. 
0.327 

.457 

0.177 

.750 

.002 
.142 

.320 
.090 

.001 
.004 

.044 

.409 
.360 

.728 
139 

.818 
.226 

.415 

.096 
.073 
.095 

1.799 

1.295 

.208 

.552 

.241 
.030 
.157 

.078 

.319 

.184 

.035 
.078 

.074 
.166 

.013 
.009 
.293 
.366 
.115 

1.157 
.510 

.325 
.182 

.360 
.611 
.048 

.128 
.159 
.002 

.836 

1.158 

.243 

.127 

.394 

.262 
.122 

.305 

.105 
.005 

.080 
.445 

.872 
.189 

.058 

.269 

.140 

.712 

.184 

.184 

.137 

.355 

.107 

.027 
.116 

.302 

.150 

.007 

.284 
.326 

.093 

.075 
.101 

.409 

.246 

.148 
.334 

.155 

1.239 
1  235 

0.130 
.193 

O.Ml 
.094 

0.105 
.132 

0.488 
.503 

0.245 
.797 

0.004 

0.009 

0.265 

.797 

.139 
.057 

.030 

.079 

.347 
057 

.023 

.201 
.005 

.066 

.123 

.425 

.556 
.104 

.012 
.094 

.584 
.307 

.256 

.266 

.248 

.234 

.641 

.605 

.085 

1.160 

0.180 
.201 

0.012 
.040 

0.039 
.087 

0.289 
.289 
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CLASS  B— MUNICIPAL  STREET  LIGHTING 


LOCATIOM 


Namb  or  CoMpAirr 


Municipd 
con  tract 
lighting 
connected 

load 

kw. 


Trimming  and 

inspectuig 
municipal 

OOntHMTt 

lamps 
per  kw. 
connected 


Antiffo — 

Baraboo 

Beaver  Dam.. 

Berlin 

Burlington 


Delavan 

Dc  Pere 

Edgerton 

Grand  Rapids .. 
Hudson 


Hurley 

Lake  Geneva .. 

Mayviile 

Medford 

Mellen 


Menomonie 

MerriU 

Mineral  Point 

Monroe 

North  Milwaukee .. 


Oconto 

Plattevillc 

Portage 

Rhinelander... 
Rice  Lake 


Ripon 

SparU 

Stevens  Point... 

Tomah. 

Tomahawk 


Walworth 

Washburn 

Waukesha 

Waupaca 

Whitewater- 


Columbus 

Ft.  Atkinson.... 

Kaukauna 

Menasha 

New  London... 


New  Richmond 

Oconomowoc.... 

Plymouth 

Port  Washington... 
Richland  Center 


River  Falls 

Shawano 

Stoughton 
Sturgeon  Bay 


Privait 

Antigo  Elec.  Co 

Baraboo  Gas  A  Elec.  Co 

Beaver  Dam  Lt.  A  Pr.  Co 

Berlin  Public  Service  Co 

Burlington  El.  Lt.  &  Pr.  Co 

United  Ht.  Lt.  A  Pr.  Co 

De  Pere  Elec.  Lt.  &  Pr.  Co 

Fxigerton  El.  Lt.  Co 

Elec.  A  Water  Co 

Burkhardt  Mlg.  &  El.  Pr.  Co 


Ironwood  A  Bessemer  Ry.  A  Lt.  Co. .. 

Equitable  El.  Lt.  Co 

Northwestern  Lt.  A  Mfg.  Co 

Medford  Lt.  A  Mh.  Co 

Mellen  W.  A  Lt.  Co 


Wis.-Minn,  Lt.  A  Pr.  Co 

MerriU  Rv.  A  Lt.  Co 

Mineral  Point  Public  Servire  Co... 

Monroe  Elec.  Co 

N.  MUwaukee  Lt.  A  Pr.  Co 


Peoples  Land  A  Mfg.  Co. .. 
IntersUte  Lt.  A  Pr.  Co. . . 

Portage  El.  Lt  Co 

Rhindander  Ltg.  Co 

Red  Cedar  VaUey  El.  Co. . 


Ripon  Lt.  A  Water  Co 

0. 1.  Newton's  Sons  Co... 


Stevens  Point  Ltg.  Co. .. 

Tomah  Eaec.  A  Tel.  Co 

Tomahawk  Lt.  Tel.  A  Impr.  Co.. 


Walworth  Ltg.  Plant 

Washburn  El.  Lt.  A  Pr.  Co... 
Waukesha  Gas  A  Elec.  Co. . 
Waupaca  O.  Lt.  A  Ry.  Co. .. 
Whitewater  El.  Lt.  Co 


Weighted  average  No.  I.. . 
Weighted  average  No.  II.. 


Municipal 
Municipal  Electric  Light  Plant .   . 


Weighted  average  No.  I 

Weighted  average  No.  II. 


31.00 
31.78 
50.00 
40.24 
21.40 

26.40 
27.19 
9.10 
36.90 
35.08 

14.00 
17.50 
18.70 
15.00 


41.62 
20.00 
14.20 
30.60 
18.02 

31.80 
20.92 
37.40 
35.00 
23.90 

33.08 
27.97 
55.20 
23.90 
12.00 

11.05 
6.00 
56.46 
14.40 
18.50 


33.28 
37.75 
29.95 


21.21 

11.88 
38.00 
26.00 
18.20 
27.25 

32.00 
25.00 
51.80 
17.64 


110.10 
3.65 
5.18 
2.77 
7.02 

3.84 

1.26 

30.27 

24.25 

3.10 

4.63 

1.26 

34.33 

5.60 


3.15 
2.25 
.49 
1.33 
12.15 

5.98 
2.01 
5.42 
4.88 


1.34 

7.06 

6.97 

.33 


4.60 
39.38 
9.89 


16.55 
7.03 


$0.15 
3^51 


4.73 

1.87 

4.93 

.20 

1.56 


1.56 
13.38 


$2.22 
3.03 
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Municipal 

oontreot 

lamp  fupDlies 

lamp  renewals 
perkw. 
connected 

MifloeUaneous 

supplies 
and  exp^iaes 

connected 

Maintenance 
of  munidpal 

contract 

lamps  per  kw. 

connected 

Total 

municiDal 

contract 

lighting  per  kw. 

connected 

$3.16 
.24 

11.17 
10.54 
7.78 
2.42 

3.32 

.06 

1.74 

1.28 

.20 

•14.43 
14. 4S 

14.01 

16.97 

.03 
4.67 

6.31 
2.45 

.01 
.14 

.88 

5.23 
11.83 

14.35 
3.77 

29.60 
5.80 

14.02 

3.48 
1.88 
2.77 

65.09 

33.21 

6.07 

18.65 

3.86 
1.20 
4.72 

5.12 

7.26 

2.01 
4.97 

45.70 
15.29 

2.59 

14.72 

13.47 

.83 

5.78 

5.'i23 

3.52 
.03 

.28 
12.01 
8.07 
1.97 

6.02 
34.21 
25.55 

4.16 
17.93 

7.86 
3.98 
2.39 

9.15 

3.14 

.16 

3.34 

17.17 

26.13 
6.15 
11.15 

5.40 

2.76 

27.45 

2.76 

9.44 

10.78 

4.43 

11.49 

4.47 

1.13 
3.41 

12.57 

4.40 

.TO 

8.34 
8.88 

5.51 
6.99 
6.71 

7.28 

4.46 
4.78 
8.21 

14.57 
58.43 
24.81 

»4.00 
5.38 

11.25 
2.59 

$3.54 
4.54 

•15.33 
15.39 

»4.82 
14.16 

•0.08 

•0.17 

2.'8i 

•6.22 
14.16 

4.93 

1.06 

12.31 

3.26 

3.26 

'.ii 

1.35 

2.41 

2.09 

1.00 

9.70 

.10 

2.14 

"5."86   

10.04 

1.50 

8.96 

2.87 

20.40 

10.55 

4.41 

5.84 
2.43 
17.21 

2.29 

5.84 

6.28 

33.00 

15.55 
6.20 

1.035 
.97 

.11.37 
2.30 

•9.49 
9.79 

Digitized  by 


Google 


610 


Report  of  Railroad  Commission 

CLASS  B.    DEVELOPMENT  STATISTICS.    COMMERCIAL 


Location 


Antigo -.... 

Baraboo 

Beaver  Dam... 

Berlin 

Buriington. 


Delavan 

DePere 

Edgerton 

Grand  Rapids... 
Hudson.. 


Hurley 

Ladyamith 

Lake  Geneva... 

Mayville 

Medford 


Mellen 

Menomonie 

Merrill 

Mineral  Point- 
Monroe.  _ 


New  Richmond 

North  Milwauke 

Oconto 

Oconto 

Plattcvillc 


Portage 

RhineUndcr... 
Rhinelandcr... 

Rice  Lake 

Ripon. 


Sparta   

Stevens  Point.. 
Stevens  Point... 

Tomah  

Tomahawk 

Walworth 

Washburn  . . 
Waukesha 

Waupaca 

Whitewater 


Columbus. 

Ft.  Atkinson 

Kaukauna 

Marshfield 

Menasha. 

New  London 

New  Richmond.. 

Oconomowoc 

Plymouth 

Pt.  Washington.. 

Rcodsburji 

Richland  Center. 
River  Falls   . 

Shawano 

Stoughton 

Sturgeon  Bay 

Two  Rivers 


Namb  of  Compant 


1  Including  power. 


Private 

Antigo  Elec.  Co 

Baraboo  Gas  &  El.  Co.. 

Beaver  Dam  Lt.  A  Pr.  Co 

Berlin  Pub.  Service  Co 

Burlington  El.  Lt.  &  Pr.  Co 

United  Ht.  Lt.  A  Pr.  Co. . 

De  Pere  El.  Lt.  &  Pr.  Co 

Edgerton  H  Lt.  Co.. 

Hec.  AWaterCo    

Burkhardt  Mlg.  A  El.  Pr.  Co 


Iron  wood  A  Beiwemer  Ry.  A  Lt.  Co.. 

Ladvsmith  Ltg.  Co  ..  

Equitable  El.  It.  Co 

Northwestern  Lt.  A  Pr.  Co. 

Metiford  Lt.  A  Mfg.  Co 


Mellen  W.  A  Lt.  Co 

Wis.-Minn.  Lt.  A  Pr.  Co 

Merrill  Rv.  A  Lt.  Co 

Mineral  Pt.  Pub.  Service  Co  . 
Monroe  Elec.  Co. 


New  Richmond  Pr.  Co 

N.  Milw.  Lt.  A  Pr.  Co. 

Oconto  Elec.  Co.. 

Peoples  Land  A  Mfg.  Co.. 
Interstate  Lt.  A  Pr.  Co 


Portage  El.  Lt.  Co 

Rhint^lander  Ltg.  Co 

Rhinelander  Power  Co. 
Red  C-edar  Val.  El.  Co 
Ripon  Lt.  A  Water  Co . 


0. 1.  Newton's  Sons  Co 

Stevens  Pt.  Ltg.  Co 

Stevens  Pt.  Power  Co 

Tomah  El.  A  Tel.  Co 

Tomahawk  Lt.  Tel.  A  Impr.  Co. 


Walworth  Ltg.  Plant 
Washburn  El.  Lt.  A  Pr.  Co. 
Waukesha  Gas  A  Elec.  Co. .. 
Waupaca  El.  Lt.  A  Ry.  Co  .. 
Whitewater  El.  Lt.  Co 


Weighted  average  No.  II 


Municipal 
Municipal  Electric  Light  Plant... 


Wcithtpfl  .\veragc  No.  II 


Commercial 

lighting 
consjmntion 


371,043 
150,  .Wfi 
193, 347 
227.037 
148.030 

72,585 
176,624 
134,821 
358,212 
165,480 

165, 223 


191,167 
412,5fVt 
120,000 


214,292 
245, 530 
8P. 158 
189. 172 


66, 579 
144,641 
162,518 
234,618 

174, 156 
182,601 


191.427 
103.810 


248,800 

144,274 
145, 220 

37,634 
1117,880 
166, 973 
171,610 
120, 760 


116,629 
216,801 
154,868 


124,457 

180, 340 
185,621 
149, 465 


160,350 
105,021 
101,  745 
149,982 

123.2.59 


Population 

in 
hundreds 


72 
63 
68 
46 
32 

25 
45 
25 
65 

28 

30 
24 
43 
23 

18 

18 
50 
87 
29 
44 

20 
19 
56 
56 
45 

54 

56 
56 
46 
37 

40 
87 
87 
34 
29 

20 

38 
87 
28 
32 


25 
39 
47 
58 
61 

34 
20 
31 
31 

38 

26 
27 
20 
29 

48 

43 


Commwcial 
lighting  con- 
sumption per 
100  popula- 
tion 


5.154 
2,390 
2,843 
4.936 
4,627 

2,904 
3,925 
5. 393 
5.511 
5.911 

5,507 

4,446 
17,938 


4,286 
2,822 
3,074 
4,300 


3,504 
2,583 
2,902 
5,214 

3,225 
3,261 


4,161 

2.800 


4.243 
5,008 

1,882 
3,102 
1.919 
6.1-29 
3,774 


4,666 
5,559 
3,295 


3,661 


5,  SIS 
5.986 
3,933 


5,939 
5.251 
3,508 
3,125 


4.293 
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LIGHTING.    YEAR  ENDING  JUNE  30,  1914. 


Kw.  oonnecied 

comincrci&l  Ugh!* 

ingper  100 

populAtion 

Lighting 
oonsumers 

pwioq 

Lighting 
oonsumera 

Kw.  connected 
commercial 

consumer 

Commercial 
lighting  con- 
sumption per 
consumer 

Commercial 

lighting 

connected 
load 

lighting 
consumption 
per  kw. 
connected 

11.58 
8.96 
11.54 

8.74 
17.72 

10.67 
15.33 
17.05 

16.31 
12.46 
11.84 
9.61 
19.44 

13.60 
13.78 

1,174 

785 
805 
442 
622 

340 
620 

0.710 
.719 
.975 
.909 
.912 

.784 
1.113 

316 
192 
240 
514 

238 

213 
285 

833.00 
564.24 
784.50 
401.85 
567.00 

266.60 
689.85 
426.20 
1,227.00 
395.36 

239.00 

446 

267 
246 
566 
261 

272 
256 
316 

18.88 
14.12 

7.97 

14.43 
25.46 

16.00 
14.63 
18.40 
19.13 
13.56 

12.56 
11.62 
8.44 
15.28 
17.34 

938 
713 

480 
351 
791 
440 
244 

226 
581 
734 
443 
763 

1.308 
.565 

.498 

382 
232 

344 

292 
419 

691 

16.89 
26.80 

.918 
1.401 

242 
938 
492 

726.19 
616.40 

263 
669 

10.12 
7.30 
11.57 
14.20 

.871 
.865 
.757 
.819 

369 
335 
201 
248 

506.23 
635.00 
335.50 
626.00 

423 
387 
266 
303 

10.03 
6.96 
5.30 

13.62 

10.97 
10.00 

14.58 
5.54 
6.84 

16.39 

11.17 
13.27 

277 
310 
383 
733 

603 
743 

.688 

1.267 

.776 

.836 

.982 
.764 

240 
467 
424 
320 

289 
246 

190.50 
389.50 
297.00 
612.75 

592.20 
560.00 

350 
371 
647 
383 

294 
326 

9.30 
10.70 

10.21 

16.91 
11.32 

12.63 
8.24 

778 
419 

505 

717 

.650 
.944 

.809 
.717 

246 
248 

427.70 
395.68 

408.37 
613.96 

448 
262 

5.91 

347 

484 

8.24 

12.21 
12.07 

13.60 
9.63 
7.02 
12.71 
17.12 

415 
350 

272 
366 
611 
356 
548 

.675 

348 
415 

138 
1322 
273 
482 
220 

279.99 

515 

13.81 

1.016 

276.10 

136 

8.29 

1.180 

720.87 

232 

15.49 

.905 

495.75 

244 

11.08 

12.63 

0.866 

314 

271 
268 
272 

352 

18.68 
21.20 
12.60 

17.20 
21.56 
12.11 

430 
841 
569 

1.086 

.983 

1.041 

466.96 
826.91 
592.30 

250 
262 
261 

7.16 

18.68 
22.05 
16.00 
25.10 
9.32 

20.96 
23.76 
12.45 
13.68 

12.19 

436 

635 
441 
524 
778 
854 

566 

475 
361 
652 

524 

10.29 
11.45 

.551 
.519 

1.186 
.464 

1.243 

.538 

196 

344""*" 

239 
422 

283 

221 
282 
230 

235 

350.00 
228.96 
621.00 
863.00 
440.00 

304.56 

356 

11.39 
11.58 

11.28 

290 
526 
340 

627 

8.35 
15.04 

7.00 

.671 
1.107 

.574 

242.20 
721.70 

301.00 

420 
208 

410 

11  01              1            17. M 

0.813 

264 

320 

1 
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LOCATIOM 

Ukum  or  CoMPANT 

Power 
consumption 

Population 

in 
hundreds 

Power 
consumotion 

per  100 
pomilation 

Antigo       ....- 

Banboo 

PHnU 
AntigoElecCo 

90,586 

19,565 

62,377 

618, 102 

202,123 

3,700 

175,954 

40,620 

205,870 

292,063 

219,316 

72 
68 
68 
46 
32 

25 
45 
25 
65 
28 

30 
24 
31 
23 
50 

87 
29 
44 
20 
19 

56 
56 
45 
54 
31 

56 
56 
40 
37 
40 

87 
87 
34 
29 
8 

38 

87 
28 
32 

1,258 

Baraboo  Gas  4  E\.  Co.    ..                       , 

311 

BfATfrDam 

TWvflT  Ham  Lt.  A  Pr.  C^, 

917 

B«rlin 

Berlin  Public  Service  Co. 

13.436 

Burlingtoo.  _ 

Burlington  EL  Lt.  A  Pr.  Ca 

6,317 

Delavaa 

United  Ht.  Lt.  4  Pr.  Co 

Dc  Pere  El.  Lt.  4  Pr.  Co 

EdwiTton  El.  Lt.  Co..„ 

150 

De  Pere 

Edgerton. 

3,910 
1,625 

Grand  Raoids 

Elec.  4  Water  Co 

Burkhardt  Mlg.  4  EL  Pr.  Co 

Ironwood  4  BaBsemer  Ry.  4  Lt,  Co.  .„ 

Ijtdy<«mith  Lt«.  Co. 

3,167 

Hudson - 

10,428 

Hurley 

Ladysmith 

7,311 

Lake  Geneva 

Mayville 

Equitable  El.  Lt.  Co 

Northwestern  Lt.  4  Pr.  Co 

Wis.-Minn.  Lt.  4  Pr.  Co 

66,993 

1,166,902 

62,577 

169,106 
1,278.421 
124.488 
162.000 
83,930 

96^635 

7,778,291 
411,264 

126,236 

4, 537. 800 

83,314 

53,ir9o 

147,000 
10,632 
71, 129 

1,211,590 
10. 898 
9,634 

2,161 
50.740 

Menomonic 

1,051 

MerriU 

Mineral  Point...„ 

Monroe 

New  Richmond 

North  Milwaukee 

Oconto  ... 

MerrUl  Ry.  4  Lt.  Co 

Mineral  Pt  Public  Service  Co 

Monroe  Elec.  Co 

New  Richmond  Power  Co 

North  MUw.  Lt.  4  Pr.  Co 

Oconto  Elec.  Co. 

Peoples  Und  4  Mfg.  Co 

Interstate  Lt.  4  Pr.  Co 

Portage  El.  Lt.  Co 

Prairie  City  El.  Co 

Rhinehinder  Ltg.  Co 

Rhinehinder  Power  Co 

R«l  Cedar  ValK  El.  Co 

Ripon  Lt.  4  Water  Co 

0. 1.  Newton's  Sous  Co 

Stevens  Pt.  Ltg.  Co 

Stevens  Pt.  Power  Co 

Tomah  Elec.  4  Tel.  Co 

Tomahawk  Lt.  Tel.  4  Impr.  Co 

Walworth  Lt^.  Plant 

Washburn  El.  Lt.  A  Pr.  Co 

Waukesha  Gas  4  KIcc.  Co 

Waupaca  El.  Lt.  4  Ry.  Co 

Whitewater  EL  Lt.  Co 

Weighted  average  No.  II 

Municipal- 
Muni^cipal  Electric  Light  Plant  

WeiKhtod  average  No.  11 

1,944 

44.080 
2.830 
8.100 
4,418 

Oconto 

PhittevUle 

Portage 

Prairie  du  Chien 

Rhinelander 

Rhinelander _ 

1,725 

172,851 

7,616 

2,255 

81.035 

2.083 

Ripon 

Spart*. 

Stevens  Point 

Stevens  Point 

Tomah 

Tomahawk    

Walworth 

Washburn 

Waukesha 

Waupaca 

Whitewater 

1,459 

1,690 
313 

8,891- 

13,926 
389 
301 

Columbus 

Ft.  Atkinson 

Kaukauna 

Menasha 

New  London 

Oconomowoc 

53,988 
140, 159 
111,290 

3,140 

32,801 
29. 722 
18.042 
61.293 
43,000 

15,021 

113,276 

7,435 

25 
39 
47 
61 
34 

31 
31 
38 
27 
20 

29 
48 
43 

13,790 

2,160 
3,594 
2,368 

92' 

1,058 

Plymouth 

Port  Washington 

Richland  Center 

River  Falls 

Shawano  . , 

959 

475 

2,270 

2.150 

518 

Stoughton 

2,360 

Sturgeon  Bay 

173 

1,627 
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H.  p.  connected 

(coDunercial 

motors) 

per  100 

population 

Power 
consumers 

per  100 
population 

Power 
oonsumers 

H.  p.  connected 
(conmicrcial 

motors) 
per  consumer 

Power 

consumption 

per 

consumer 

Commercial 

motors 

connected 

load 

Power 

consumption 

per  h.  p. 

connected 

5.000 
2.159 
3.633 

0.570 
.333 
.559 
.891 

1.125 

.200 
1.133 

41 
21 
38 
41 
36 

5 
51 

8.781 
6.476 
6.500 

14.388' 

14.500 
15.883 

2,210 

932 

1.642 

15,075 

5,614 

752 
3,450 

360.00 
136.00 
247.00 

618.b0"  ■ 

725.00 
811.00 
278.00 
308.00 
109.00 

258.00 

252 
144 
253 

16.188 

2.900 
18.024 
11.120 

390 

.    52 
217 

146 

4.740 
3.893 

8.600 

.723 
.643 

.333 

3.936 

1.174 

.480 

1.012 

.552 

.795 

2.550  • 

1.158 

.214 
.268 
1.200 
.574 
.064 

.446 
.036 
.975 
.622 
.750 

.276 

47 
18 

10 

6.553 
6.066 

25.800 

4.873 
16,227 

21,932 

668 
2,680 

850 

8.339 

123.935 

3.120 

2.943 
31.655 
8.864 
7.400 
9.180 

1.893 

122 
27 
24 

88 
18 
35 
51 
22 

12 
15 
54 
31 
2 

25 
2 

39 
23 
30 

24 

2.119 

105.574 

6.500 

2.909 
57.378 
11.142 
2.902 
7.927 

8.833 
11.668 
84.960 
10.613 

4.000 

4.641 
500.000 
7.103 
6.870 
6.267 

14.437 

549 

43,229 

2,191 

1,922 
79,900 
3,557 
3,177 
3,815 

258.50 

2,850.50 

156.00 

256.00 
918.00 
390.00 
148.00 
174.40 

106.00 

175.00 

4.587.50 

329.00 

8.00 

116.00 
1,000.00 
277.00 
158.00 
188.00 

348.50 

259 
409 
337 

661 
1,393 

319 
1,095 

481 

3.125 

101.944 

6.094 

.258 

6,442 
144,042 
13,267 

552 
1,696 
1,250 

2.072 
17.858 
6.925 
4.270 
4  700 

5,050 

2.268,900 

2,136 

2.347 

1,088 

4,538 

301 

342 

3.983 

6,126 

424 

1.618 
1  009 

.529 

.652 

2.376 

.053 
.908 
.500 
.656 

18 
16 
19 

2 
79 
14 
21 

3.058 
1.828 
14.737 

591 

65.00 

29.25 

280.00 

193 

35.000 

3,744 

254 

30.054 

33.095 

15,336 
778 
459 

2,614.31 
36.00   ■ 

463 

1.125 

1.714 

268 

12.336 

0.703 

17.210 

18,489 

1,040 

5.901 
13.325 
7.674 

0.880 
.769 

1.915 
.459 
.294 

.903 
.677 
.579 
.963 

22 
30 
90 
28 
10 

28 
21 
22 
26 

6.705 
17.324 
3.956 

4.800 

6.000 
3.619 
8.886 
5.212 

2,454 
4,672 
1.237 

314  " 

1,171 

1,415 

820 

2,357 

147.50 
519.72 
356.00 

366 
270 
313 

1.412 

5.420 
2.452 
5.145 
5.019 
5.000 

48.00 

168.00 
76.00 
195.50 
135.50 
100.00 

106.00 
150.00 
71.00 

66 

196 
391 
92 
452 
430 

3.621 
3.125 
1.651 

.414 
.563 
.861 

12 
27 
37 

8.750 
5.556 
1.919 

1,252 

4,198 

201 

143 
755 
105 

5.030 

.779 

6.068 

1.804 

304 
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Antigo 

Baraboo 

Beaver  Dam.... 

Berlin 

Burlington 


Delavan. 

De  Pcre. 

Edgerion. 

Grand  Rapids... 
Hudson 


Hurley 

Ladysmith 

Lake  Geneva... 

Mayville 

Medford 


Mellen 

Menomonie 

MerriU 

Milwaukee 

Min^al  Point.. 


Monroe 

New  Richmond....... 

North  Milwaukee... 

Oconto 

Oconto 


Platteville 

Portage 

Prairie  du  Chien... 

Rhinelander 

Rhinelander 


Rice  Lake 

Ripon 

Sparta 

Stevens  Point.. . 
Stevens  Point. 


Tomah. 

Tomahawk.. 

Walworth 

Washburn 
Waukesha  . 


Waupaca     . 
Whitewater 


Cdumbus 

Ft.  Atkinson 

Kaukauna 

Marshfield 

Monasha 

New  London 

New  Richmond. 

Oconomowoc 

Plymouth „ 

Port  Washington. 

Reedsburg;^ 

Richland  Center... 

River  Falls 

Shawano_ 

Stoughton 

Sturgeon  Bay 

Two  Rivers 


Antigo  Elec.  Ca  ...- 

Baraboo  Gas  A  Elec  Co. 

Beaver  Dam  Lt  4  Pr.  Co..„.. 

Berlin  Public  Sovioe  Co.- 

Burlington  El.  Lt.  k  Pr.  Co... 


United  Ht.  Lt  &  Pr.  Co 

De  Pere  El.  Lt.  &  Pr.  Co 

Edgerton  EI.  Lt.  Co. „ 

Elec.  4  Water  Co 

Burkhardt  Mlg.  4  El.  Pr.  Co.... 


Prtnto 


Ironwood  4  Bessemer  Ry.  4  Lt.  Co... 

Ladysmith  Ltf.  Co 

Equitable  El.  Lt  Co 

Northwestern  Lt  4  Mfg.  Co 

Medford  Lt.  4  Mfg.  Co 


Mellen  W.  4  Lt  Co 

Wis.-Minn.  Lt  4  Pr.  Co 

Merrill  Ry.  4  Lt  Co 

Badger  Ry.  4  Lt  Co 

Mineral  Pt.  Public  Service  Co- 


Monroe  Elec.  Co 

New  Richmond  Pr.  Co 

N.  Milwaukee  Lt  4  Pr.  Co... 

Oconto  Electric  Co 

Peoples  Land  4  Mfg.  Co 


Interstate  Lt  4  Pr.  Co. . 

Portage  El.  Lt  Co 

Prairie  City  El.  Co. 

Rhinelander  Ltg.  Co 

Rhinelander  Pr.  Co 


Red  Cedar  Val.  El.  Co 

Ripon  Lt.  4  Water  Co 

0.  L  Newton's  Sons  Co.... 

Stevens  Point  Ltg.  Co 

Stevens  Point  Power  Co. . 


Tomah  El.  4  Tel.  Co 

Tomahawk  Lt.  Tel.  4  Impr.  Co. . 

Walworth  Ltg.  Plant 

Washburn  El.  Lt  4  Pr.  Co 

Waukesha  Gas  4  Elec.  Co 


Waupaca  El.  Lt  4  Ry.  Co... 
Whitewater  El.  Lt.  Co 


Total._„ 

Municipal 
Municipal  Electric  Light  Plant 


Total 


100.00 
100.00 
100.00 
100.00 


100.00 


88.22 
91.03 
100.00 

3.62 

1.36 

iOQ.OO 

100.00 


67.42 


100.00 


100.00 
ii.68 


6.80 
100.00 


100.00 


'100.00 
100.00 


28.30 


100.00 
36.84 


100.00 

67.73' 
100.00 
100.00 


100.00 


100.00 
1.72 


100.00 


57.33 


>  Current  generated  by  all  methods. 
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METHOD  OF  GENERATION.    YEAR  ENDING    JUNE  30.  1914. 


Gas 
power 

Hydraulic 
power 

Purchased 
power 

Total  power 

generated  and 

purchased 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 



31.22 

68.78 

89.85 

10.15 
100.00 
100.00 

100.00 
100.00 

lT.78 

100.00 
100.00 
100.00 

100.00 
100.00 
100.00 

ido.iJd 

100.00 
100.00 
100.00 
100.00 
160.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 

100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 

8.97 

96.38 

100.00 

98.64 

100.00 
100.00 

32.58 

100.00 

100.00 
100.00 

100.00 

100.00 
100.00 

88.32 
100.00 

100.00 

93.20 

100.00 

0.22 

32.13 

39.35 

100.00 

63.'l6 

100.00 
100.00 
100.00 

100.00 

iiod.oo 

::::::i:..::...::.. ":::  :::.:.:::::.... 

32.27 

100.00 
100.00 
100.00 

- 

100.00 
100.00 
100.00 
100.00 

100.00 

100.00 

98.28 



31.60 

11.07 

100.00 
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LOCATIOK 


Name  or  Compakt 


Munidpftl 
street 

lighting 


Commercuil 
lighting 


Antigo.  

Baraboo 

Beaver  Dam. 

Berlin. 

Burlington ~ 

Delavan 

De  Pere 

Edgerton. 

Grimd  Rapids — 
Hudson 

Hurley 

Ladysmith 

Lake  Geneva 

Mayville 

Medford 

Meilen 

Menomonie. 

MerriU 

Milwaukee 

Mineral  Point 

Monroe 

New  Richmond... 
North  Milwaukee 
Oconto 

Oconto 

Platteville 

Portage 

Prairie  du  Chicn 

Rhinelander 

Rhincbuider 

Rice  Lake 

Ripon. 

Sparta 

Stevens  Point 

Stevens  Point. 

Tomah.„„ 

Tomahawk. 

Walworth 

Washburn 

Waukesha 

Waupaca 

Whitewater 


Columbus 

Ft.  Atkinson 

Kaakauna 

Marshfield 

Menasha 

New  London. 

New  Richmond.. 

Oconomowoc 

Plymouth 

Pt.  Washington . 

Richland  Coiter. 

River  Fdb. 

Shawano 

Stonghton   

Sturgeon  Bay 

Two  Rivera. 


PnnU 

Antigo  Elec.  Co 

Baraboo  G.  A  E.  Co 

Beaver  Dam  Lt.  4  Pr  Co. 

Berlin  Pub.  Ser.  Co..„ 

Burlington  EL  Lt.  &  Pr.  Co 


United  Ht.  Lt.  &  Pr.  Co 

De  Pere  El.  Lt.  A,  Pr.  Co 

Edgerton  El.  Lt.  Co „ 

Elec.  A.  Water  Co 

Burkhardt  Mlg.  &  £1.  Pr.  Co. 


IronwoodA 
Ladysmith  Ltff.  Co. 

Equitable  El.  It.  Co 

Northwestern  Lt.  Jk  Mfg.  Co. 
Medford  Lt.  4  Mfg.  Co 


Meilen  W.  &  Lt.  Co 

Wis.-Minn.  Lt.  4  Pr.  Co 

Merrill  Ry.  4  Lt.  Co 

Badger  Ry.  4  Lt.  Co 

Mineral  Pt.  Pub.  Service  Co  . 


Ry.  4  Lt.  Co  . 


Monroe  Eaec.  Co 

N.  Richmond  Pr.  Co 

N.  Mil.  Lt.  4  Pr.  Co 

Oconto  Elec.  Co 

Peoples  Land  4  Mfg.  Co  . 

Interstate  Lt.  4  Pr.  Co 

Portage  EL  Lt  Co 

Prairie  City  El.  Co 

Rhindandcr  Lt«.  Co 

Rhinelander  Pr.  Co 


Red  Cedar  Val.  El.  Co 
Ripon  Lt.  4  Water  Co  .. 
0. 1.  Newton's  Sons  Co.. 

Stevens  Pt.  Lt«.  Co 

Stevens  Pt.  Power  Co 


Tomah  El.  4  TeL  Co 

Tomahawk  Lt.  Tel.  4  Impr.  Co... 

Walworth  Ltg.  Plant 

Washburn  El.  Lt.  4  Pr.  Co 

Waukesha  Gas  4  Elec.  Co 


Waupaca  El.  Lt.  4  Ry.  Co 
Whitewater  El.  Lt.  Co 


Total. 


Afunutpol 
Municipal  Electric  Light  Plant 


ToUl.. 


22.86 
37.08 
25.48 
6.74 
16.74 

40.54 
17.26 
15.80 
14.37 
18.32 

4.88 


9.81 
4.39 
27.27 


34.09 
12.78 


2.24 

14.32 

35.26 
14.60 
26.90 

.81 
16.87 
23.00 
30.41 


17.53 
23.45 


31.10 


39.07 
19.51 
9.20 


19.45 


27.12 
22.17 


8.78 


27.73 
15.82 
28.56 


48.68 


24.36 
34.68 
34.35 

18.17 
23.72 
83.84 
16.16 

27.74 


62.00 
55.68 
43.50 
25.34 
35.20 

56.53 
41.44 
64.70 
54.38 
29.64 

17.00 

"66.78 
26.31 
72.73 


52.92 
38.34 

6.37 

51.62 

28.64' 
85.40 
45.84 

2.80 
18.93 
77.00 
41.15 


57.47 
76.55 


43.30 


56.75 
80.49 
11.50 
100.00 
9.75 

68.53 
72.08 


19.46 


49.41 
61.13 
41.56 


50.11 

64.00 
56.30 
5S.58 

59.20 
54.13 
58.52 
47.76 
68.15 


26.05 


5S.S8 
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Power 

Traction 

Other  utUitieB 

AU  other 

Total  current  sold 

15.14 

100.00 

7.24 

100.00 

14.04 

16.98 

100.00 

68.92 

100.00 

48.06 

100.00 

2  93 

100.00 

41.30 

100.00 

19.50 

100.00 

31.25 
52.14 

100.00 
100.00 

22.57 

55.55 

100.00 

23.41 

100.00 

69.30 

100.00 



100.00 

12.99 

100.00 
100.00 

26.40 

22.48 

100.00 

100.00 

91.39 
34.06 

100.00 
100.00 

18.95 
36.10 

81.05 

100.00 
100.00 

100.00 

27,26 

100.00 

92.75 

3.64 
10.30 

100.00 

64.20 

28.44 

100.00 
100.00 
100.00 

89.70 
25.00 

100.00 
100.00 

100.00 

25  60 

100.00 

100.00 

100.00 

4.18 

100.00 

100.00 

21.76 

57.54 

100.00 

100.00 

70.80 

100.00 

4.35 

100.00 

5.75 

100.00 

62.16 

1.05 

8.55 

100.00 

22.86 

100.00 

33.05 

100.00 

29.88 

100.00 

1.26 



:::::::::: 

100.00 

11.64 

100.00 

9.02 

100.00 

7.07 

100.00 

32.63 

100.00 

22.16. 
8.64 



100.00 
100.00 

36.08 

100.00 

4.11 

100.00 

19.17 

100.00 

" 1 
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CLASS  B.  PERCENTAGE  ANALYSIS  OF  MONTHLY 


Location 


NaMK  or  COMPANT 


July 


August 


SeptanjiKr 


Autuo». -  - 

Bareboo 

Beaver  Dam 

Burlington 

DePere 

Edgerton 

Grand  Rapids 

Hudson 

Lake  Geneva 

Mayville 

Medford 

Mellen 

MerriU 

Min«td  Point 

Monroe..^ 

NOTth  Milwaukee 

Oconto 

Oconto 

Portage 

Prairie  du  Chien... 

Rhinelander 

Rice  Lake 

Ripon 

Tomah. 

Tomahawk 

Walworth 

Washburn 

Waukesha  : 

Waupaca 

Whitewater 


Columbus 

Fort  Atkinson 

Kaukaiina 

New  London 

Oconomowoc 

Plymouth. 
Port  Washington 
Richland  Center. 

River  Falls  „ 

Shawano „ 

Sturgeon  Bay 


PriwU 

Antigo  Elec.  Co 

BaralxK)  Gas  A  Elec.  Co. 

Beaver  Dam  Lt.  4  I'r.  Co 

Burlington  El.  Lt.  A  Pr.  Co. . 
De  Pere  El.  Lt.  &  Pr.  Co 

Edgerton  El.  Lt.  Co 

Elec.  A  Water  Co 

Burkhardt  Mlg.  A  El.  Pr.  Co.  , 

Equitable  El.  It.  Co 

Northwestern  Lt.  A  Pr.  Co 


Medford  Lt.  A  Mfg.  Co 

MeUen  W.  A  Lt.  Co 

Merrill  Ry.  A  Lt.  Co 

Mineral  Pt.  Public  Service  Co. 
Monroe  Elec.  Co 


N.  Milwaukee  Lt.  A  Pr.  Co.. 

Ooonto  Elec.  Co 

Peoples  Land  A  Mfg.  Co 

Portage  H.  Lt.  Co 

Prairie  City  Elec.  Co 


Rhinelander  Ltg.  Co. 

Red  Cedar  VaUey  El.  Co 

Ripon  Lt.  A  Water  Co 

Tomah  Elec.  A  Tel.  Co 

Tomahawk  Lt.  Tel  A  Impr.  Co. 


Walworth  Ltg.  Plant 

Washburn  El.  Lt.  A  Pr.  Co 
Waukc«ha  Gas  A  Elec.  Co  .. 
Waupaca  El.  Lt.  A  Rv.  Co.  . 
Whitewater  El.  Light  Co 


Total.. 


6.65 
4.76 
6.66 
5.31 
6.23 

5.17 
6.85 
7.47 
8.62 
7.12 


5.46 
7.66 
7.19 
7.18 

6.98 
7.06 
8.97 
7.08 


6.21 
5.91 
6.18 
5.68 
6.97 

10.67 
6.11 
7.16 
7.81 
6.27 


6.97 


Municipal 
Municipal  Electric  Light  Pbnt 


Total... 


7.03 
7.15 
7.09 
6.22 
11.41 

7.18 
8.03 
5.62 
5.80 
5.40 

7.14 


7.30 
4.50 
6.90 
6.38 
7.29 

5.31 
7.42 
8.09 
9.40 
7.02 


5.82 
7.82 
7.61 
7.42 

6.79 
7.73 
8.65 
7.46 


6.17 
5.49 
6.09 
6.31 
6.97 

12.04 
8.56 
7.46 

8.69 
6.82 


7.32 


6.77 
7.70 
7.52 
6.82 
9.94 

7.n 

9.17 
6.16 
6.90 
7.16 

7.51 


8.24 
5.30 
8.01 
7.65 

8.76 

7.52 
8.02 
8.47 
10.20 
7.36 


7.68 
9.02 
7.95 
8.20 

7.58 
6.77 
8.46 
7.99 


7.88 
7.13 
6.95 
7.75 
6.97 

12.24 
8.16 
9.21 
7.36 
7.98 


8.J4 


8.17 
7.70 
7.85 
7.51 
10.88 

7.33 
8.97 
7.23 
7.80 
6.25 

8.06 


7.05 


7.48 


7.04 
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STATION  OUTPUT.    YEAR  ENDING  JUNE  30.  1914. 


October 

November 

December 

January 

February 

March 

April 

May 

June 

Total 

9.66 

10.07 

11.45 

10.34 

8.27 

8.02, 

7.06 

6.46 

6.48 

100.00 

5.84 

8.69 

12.70 

12.66 

10.40 

10.31 

8.89 

8.42 

7.53 

100.00 

9.52 

9.n 

10.41 

10.26 

10.68 

7.76 

7.14 

6.51 

6.39 

100.00 

7.69 

7.62 

8.39 

7.37 

9.67 

9.91 

10.11 

10.10 

10.10 

100.00 

9.43 

8.87 

9.18 

10.46 

8.92 

8.24 

7.54 

7.78 

7.31 

100.00 

8.54 

9.86 

11.62 

11.77 

9.23 

9.23 

8.14 

7.48 

6.23 

100.00 

8.81 

9.23 

10.01 

10.37 

8.16 

8.40 

7.71 

7.68 

7.35 

100.00 

8.72 

8.97 

9.09 

8.97 

8.47 

8.47 

8.22 

7.72 

7.34 

100.00 

10.14 

8.29 

8.96 

8.80 

6.84 

7.20 

6.77 

7.34 

7.45 

100.00 

7.36 

7.00 

11.18 

16.42 

13.89 

14.68 

3.01 

2.86 

3.10 

100.00 

9.84 

12.20 

11.08 

12.30 

7.W"' 

8.35 



7.16 

6"67 

s.W 

iod.ob  " 

8.51 

9.34 

9.01 

9.41 

8.70 

7.97 

7.93 

7.10 

7.63 

100.00 

9.42 

9.09 

8.09 

9.20 

7.99 

9.60 

9.39 

7.22 

7.25 

100.00 

8.46 

8.32 

9.37 

8.95 

7.36 

9.31 

9.01 

8.23 

8.19 

100.00 

8.55 

9.48 

9.64 

9.80 

9.80 

7.62 

8.56 

7.81 

7.49 

100.00 

9.36 

10.51 

10.03 

9.20 

7.57 

8.67 

8.06 

7.41 

7.63 

100.00 

8.94 

8.60 

8.51 

8.48 

6.95 

7.12 

7.66 

8.84 

8.82 

100.00 

8.83 

8.56 

9.28 

9.33 

7.98 

8.71 

8.66 

8.06 

8.06 

100.00 

24.54 

26.97 

24.96 

23.53 

100.00 

9.31 

10.05 

10.46 

10.34 

8.59 

8.90 

7.84 

7.29 

6.96 

100.00 

8.83 

9.52 

11.71 

10.03 

9.14 

8.79 

8.34 

7.76 

7.35 

100.00 

8.81 

9.64 

10.70 

11.02 

8.42 

8.27 

7.85 

7.90 

8.17 

100.00 

9.36 

10.04 

11.15 

10.85 

9.13 

8.79 

7.60 

7.08 

6.26 

100.00 

6.97 

6.87 

13.45 

9.05 

10.67 

8.32 

8.83 

5.39 

9.54 

100.00 

10.13 

7.09 

5.33 

5.16 

6.35 

7.43 

5.58 

8.14 

9.84 

100.00 

9.69 

9.47 

10.84 

9.53 

8.21 

8.14 

8.21 

6.59 

6.59 

100.00 

10.12 

8.39 

6.92 

8.31 

7.58 

7.71 

8.41 

9.01 

9.73 

100.00 

8.74 

9.80 

10.59 

10.57 

8.32 

8.37 

7.26 

6.43 

6.06 

100.00 

9.58 

10.38 

10.96 

10.59 

8.28 

8.24 

7.04 

7.24 

6.62 

100.00 

8.80 

8.76 

9.47 

10.06 

8.92 

9.19 

7.65 

7.28 

7.36 

100.00 

9.83 

9.86 

10.20 

10.34 

7.81 

8.32 

7.35 

7.16 

7.16 

100.00 

8.02 

9.15 

9.34 

9.60 

7.95 

10.02 

8.14 

7.54 

7.69 

100.00 

8.30 

8.99 

9.93 

9.67 

9.70 

8.89 

8.05 

7.28 

6.73 

100.00 

9.50 

10.20 

11.15 

10.16 

8.33 

7.48 

8.34 

7.23 

7.06 

100.00 

10.58 

9.86 

8.67 

9.38 

6.70 

6.04 

4.54 

4.99 

7.01 

100.00 

8.27 

7.95 

10.13 

10.46 

9.49 

9.21 

8.18 

7.21 

7.48 

100.00 

8.62 

8.39 

9.11 

8.42 

7.31 

8.78 

7.93 

8.35 

6.92 

100.00 

8.39 

8.76 

9.85 

10.77 

8.63 

9.08 

8.68 

8.53 

8.30 

100.00 

8.91 

9.08 

9.76 

9.74 

8.52 

9.67 

7.46 

7.29 

9.07 

100.00 

8.34 

9.38 

11.38 

10.93 

9.22 

8.15 

8.70 

7.48 

7.62 

100.00 

8.62 

8.90 

8.94 

10.10 

8.62 

8.94 

7.93 

8.16 

7.08 

100.00 

8.72 

9.05 

9.80 

9.91 

8.48 

8.83 

7.81 

7.41 

7.62 

100.00 
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class   C.  PERCENTAGE  ANAL^'BIS  OF  OPERATING 


Location 


Cambridge... 

Chilton 

Darlington.... 
Dodgeville.... 
Durand 


Elkhart  Lake... 

Friendship 

Hayward 

Horicon 

Lancaster 


Maiiston — 

Milwaukee 

Milwaukee 

NeUlsville 

New  Richmond .. 


Park  Fallfl™ 

Peshtigo 

PhilUpe ..„ 

River  Falls 

Sheboygan  Falls.... 


Stanley 

Viroqua 

West  Bend... 


Algoma „ 

Bayfield 

Black  River  Falls... 


CedarburjL. 

CtintonviUe 


EMom. 

Evamville...., 

Hartford 

Jefferson ^ 

Kewaunee 


Knboum 

LakeMiDa.^ 
Waupon. 


NabIB  or  COMPANT 


PntaU 

Cambridge  Lt.  A,  Pr.  Co „ 

Calumet  Service  Company 

Darlington  El.  Lt.  &  W.  Pr.  Co 

Mineral  Pt  Pub.  Service  Co 

Durand  Lt.  &  Pr.  Company..^ „ 

Milwaukee  A  Fox  River  Valley  Ry.  Co 

Friendship  El.  Lt.  A  Pr.  Co. 

Hayward  El.  Lt.  A  Pr.  Co 

Horicon  Lt.  &  Pr.  Company..... 

Lancaster  El.  Lt.  Co 

Mauston  El.  Service  Co 

Molitor  &  Hummel  Co 

Milwaukee  Ry.  Exch.  Bldg.  Co 

NeillsviUe  Eloc.  Co „ 

Apple  River  Power  Co 

Park  Falls  W.  Lt.  A  Pr.  Co™ 

Peshtigo  Lumber  Co 

Phillips  Lt.  W.  Ht.  A  Pr.  Co 

River  Falls  Pr.  Co 

Falls  Lt.  A  Pr.  Co 

Northwestern  Lumber  Co 

Viroqua  EL  Lt.  Compaq - 

West  Bend  Lt.  A  Htg.  Co 

Total ^ 


Mttnicipdl 
Municipal  Electric  Light  Plant.„ 


Total™ 


PiB  Cknt  Division 


Power  including 

transmisaon. 

transform,  and 

storage 


77.87 
77.76 
63.30 
71.61 
33.20 

89.34 


29.79 
55.08 
54.43 

75.39 
95.30 
88.74 
72.77 
62.26 

62.60 
63.24 
61.07 
67.91 
49.72 

60.70 
75.16 
74.87 


66.86 


67.98 
76.M 


81.44 
85.40 

76.36 
65.16 
74.69 
68.80 
92.88 

67.48 
58.63 
78.67 


71.77 


Distribution 


1.13 
8.46 
5.14 
.94 
2.03 

5.00 

6  Sf 

15.66 

1.35 

7.50 


4.47 
13.29 
1.94 

12.17 
2.91 
3.46 
1.13 

13.42 

7.60 
14.55 
3.31 


6.07 


5.07 

.57 

28.90 

11.00 

5.40 

3.93 
11.51 
20.30 
14.73 


14.97 
7.53 
19.02 


12.20 
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EXPENSES.    YEAR  ENDING  JUNE  80.  1914. 


OP  OPBRATlNa  EXFINBBS 

Per  cent  of 
operating  ex- 
nenses  (exclud- 
ing taxes  and 
deiveciation) 
to  operating 
revenue 

Per  cent  of 
operating  ex- 

Coofluinption 

Commercial 

General 

Undistributed 

Total  cxnenaes 

taxes  and  de- 
preciation) 

penses  (includ- 

mg  taxes  and 

depreciation) 

to  operating 

revenue 

0.37 

0.73 

19.90 
9.80 
18.66 
15.18 
43.88 

3.74 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 

ioo.oo 

100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 

72.62 
96.56 
88.74 
68.84 
30.81 

70.63 

53.85 

48.26 
73.29 

86.74 
150.61 
133.12 

87.30 

25.72 

79.37 

45.18 
105.30 
112.89 

83.33 

95.48 
56.50 
78.31 

83.61 

3.08 

98.31 

8.09 

4.81 
9.41 

90.49 

2.60 
1.11 

0.36 
19.78 

86.76 
85.14 

1.92 

72.07 

28.61 
2.85 
2.76 

2.55 

8.94 
10.78 
10.52 

1.65 

18.75 
11.84 
23.29 

10.75 
4.70 
2.76 
5.13 
4.41 

19.56 
32.58 
30.46 
30.14 
21.10 

13.23 
2.48 
10.81 

8.40 
3.79 
7.65 

2.16 

55.65 
69.17 
73.29 

95.65 
226.04 

4.03 

133.12 

8.81 

89.97 

.07 

31.32 
1.12 

42.32 

3.95 
1.27 

.60 

90.43 
66.37 

1.95 
.82 

1.43 

1.63 

108.78 
112.89 

15.45 

.31 
4.99 

89.20 

13.26 
2.80 

.22 
5.01 
1.62 

95.47 
60.91 

4.37 

5.02 

78.22 

4.82 

2.53 

16.09 

3.63 

100.00 

69.20 

78.62 

2.01 
.36 

0.76 

2.25 

24.27 
16.38 
71.10 
8.98 
6.24 

2.31 
3.65 
5.01 
6.50 

2.54 
7.63 
1.42 

0.67 
5.29 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 

67.30 
65.70 
52.96 
92.11 
64.11 

67.56 
70.17 
67.28 
59.56 
64.23 

59.77 
66.11 
71.44 

85.47 
93.80 
52.96 

1.33 

109.00 

1.81 

1.15 

3.64 
.12 

73.39 

9.76 
8.07 

4.01 
11.49 

3.14 

1.88 

6.91 
24.19 

73.86 
79.52 
77.84 

3.86 
2.35 

7.94 
2.02 

2.97 
2.89 

.16 

73.73 
76.57 

67.03 
72.00 

.89 

71.44 

2.81 

4.82 

7.85 

1.05 

100.00 

67.56 

77.36 
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CLASS  C.    REVENUES  AND  EXPENSES  PER  UNIT. 


IlaUc  figuTCT  denote  deficite. 


Location. 


Cambridge 

Chilton 

Darlinffton...    . 

Durand 

Elkhart    Lake 

FriendshiD 

Hajrward 

Horicon 

Mauston 

Milwaukee „. 

Milwaukee 

NeiUBvine 

New  Richmond 

Park  Falk 

Peshtigo 

Phillips 

Sheboygan  Falb 

Stanley 

Viroqua 

Wert  Bend 


Algtnna 

Bayfield 

Black  Riv.  FallB 

Cedarbunr.„ 

ClintonviUe 

ElkhoHL 

E!van8viUe„ 

Hartford... 

Jeffemn..^ 

Kewaunee 

Kilboorn 

Lake  Mills 

Waupon..... 


NaMK  or  CoifPANT. 


Popu- 
lation 


Private. 

Cambridge  Lt.  &  Pr.  Co. 

Calumet  Service  Co 

Darlington  El.  Lt.  4  W.  Pr.  Co 

Durand  Lt.  k  Pr.  Co 

MU.  &  Fox  R.  Val.  Ry.  Co 

Friendship  El.  Lt.  A  Pr.  Co 

Hayward  El.  Lt.  k  Pr.  Co 

Horicon  Lt.  A  Pr.  Co 

Mauston  El.  Ser.  Co 

Molitor  A  Hummel  Cxt 

Railway  Exch.  Bldg.  Co 

Neillsville  Elec.  Co 

Apple  River  Pr.  Co 

Park  Fls.  W.  Lt.  &  Pr.  Co 

Peahiigo  Lumber  Co 

Phillips  Lt.  W.  Ht.  A  Pr.  Co 

FallsLt-APr.Co 

Northwestern  Lbr.  Co. 

Viroqua  El.  Lt.  Co 

West  Bend  Ltg.  A  Htg.  Co 

Weighted  average  No.  I" 

Wdghted  average  No.  II 


Muniripal 
Municipal  Electric  Light  Plant. 


Weighted  average  No.  1. 
Wei^ted  average  No.  II 


Con 
Burn- 
ers 


507 
1,530 

1,503 
490 

27« 
1,804 
1,881 
1,701 


1,957 

1,972 
1,975 

1,948 
1,630 
2,675 
2,059 
2,402 


2.082 
1,"' 
1,917 
1,777 
1.747 

1,707 
2,061 
2,982 
2.582 
1,839 

1,170 
1,672 
3,862 


Con- 
nected 
load  in 

kw. 


61.84 
312.00 
292.00 
338.00 


98.48 
151.00 
259.00 

65.23 

126.73 
131.33 
601.00 
216.40 
216.80 

223.20 
139.00 
322.30 
335.00 
350.00 


3U.70 
250.00 


299.00 
296.00 

363.45 
340.72 
773.56 
460.50 
192.10 

219.00 
166.00 
607.80 


Capac- 
ity in 
kw. 


26. 
137.5 


350. 
130. 


100. 

100. 
200. 

105. 
90. 
975. 
120. 
420. 

245. 
90. 

200. 
250. 


75 
190 
400 
425 
190 

175 
175 
190 
^5 
125 

85 
104 
232 


Opkeatino  Rivcmrss 


Per 

capita 


$6,166 
8.936 
6.208 
7.383 

12.535 


3.743 
4.400 
6.220 


3.383 

5.636 
6.767 

7.078 
4.199 
4.050 
6.865 

7.1 

6.666 
6.722 


3.440 
4.359 
3.644 
6.664 
6.172 

7.137 
6.060 
8.642 
0.617 
4.498 

6.886 
8.924 
5.853 


9.827 
0.827 


Per 


Per 
kw.  con- 
nected 


$23.81 
49.53 
25.79 
32.07 
28.56 


27.37 
39.98 
43.54 
631.92 

45.94 
36.98 
612.46 
40.54 
40.38 

45.61 
40.50 
37.36 
42.37 
66.00 


46.93 
46.93 


33.31 
26.48 
29.72 
41.81 
44.37 

34.01 
30.91 
35.89 
38.83 
32.31 

31.59 
44.02 
36.26 


35.68 
35.68 


$42.35 
43.82 
32.24 
32.83 


70.86 
54.82 
40.85 
48.44 

25.74 
60.40 
62.02 
46.80 
52.53 

61.78 
49.24 
33.62 
36.06 
56.26 


46.18 
45.18 


22.76 
29.46 

39.01 
36.56 

33.62 
36.06 
33.32 
37.10 
43.06 

31.46 
88.81 
82.37 


36.01 
36.01 


Per 
kw.  ca- 
pacity 


$100.74 
99.43 


31.71 
48.11 


69.78 

105.79 
15.80 

31.06 
73.66 
32.06 
82. n 
27.12 

56.28 
76,06 

80.88 
78.77 


47.83 
47.83 


96.48 
38.75 
17.46 
27.44 
56.74 

09.62 
71.37 
135.61 
62.13 
66.17 

81.04 
143.46 

84.81 


61.06 
61.06 
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YEAR  ENDING  JUNE  30.  1914. 


Opmumfo  ExFSifsu 

Taxis 

NoN-opuuTDro  RiviNua 

Per 
capita 

Per 
con- 
sumer 

Per 
kw.  con- 
nected 

Per 

kw. 
capacity 

Per 
capita 

Per 
con- 
sumer 

Per 
kw.  con- 
nected 

Per 

kw. 
capacity 

Per 
capita 

Per 
con- 
sumer 

Per 
kw.  con- 
nected 

Per 
kw. 
capac- 
ity 

$3,753 
8.636 
4.622 

$17.30 

47.87 

22.89 

9.88 

20.17 

$80.77 
42.35 
28.61 
10.12 

$73.18 
96.19 

$0,172 
.152 
.091 
.320 
.180 

$0,794 

.842 

.452 

1.390 

.411 

$1,413 

.745 

.565 

1.423 

$3,360 
1.689 

1.374 
.692 

$0,642 

.346 
.048 

$2,960 

"i.7i4 
.209 

$5,265 
.214 

$12,625 

2.275 
8.854 

97.70 
33.98 

.207 

.621 
.017 

2.016 
2.124 

14.73 

19.29 

37.33 

951.78 

61.15 
32.29 
131.78 
32.18 
18.25 

47.91 
33.75 
31.60 
23.94 
43.16 

38.15 
26.45 
35.03 
72.96 

34.26 
44.01 
13.38 
36.43 
23.74 

65.04 
41.04 
28.43 
20.37 
37.36 

37.58 

90.71 
23.79 

41.35 
64.22 
8.25 
65.70 
12.25 

59.25 
63.38 

.067 
.151 
.619 

.492 

1.371 

4.334 

30.804 

1.275 
1.879 
4.066 
2.361 

1.255 

.155 

.212 

5.333 

10.532 
.770 

'690 

.088 
.303 

.246 
.047 
4)14 
.259 
.192 

2.954 

.986 

35.955 

.707 

2.120 

1.584 

.449 

.129 

1.873 

1.564 

1.344 

3.650 

.800 

2.758 

2.150 

.545 

.116 

1.593 

1.354 

1.962 
2.250 
1.443 
1.424 

1.959 
.842 

2.669 
1.895 

14.978 
1.842 
1.417 

1.521 

.937 

3.998 

.263 

.220 

2.806 

7.452 
3.499 

2.397 
1.924 

1.237 
1.753 

3.426 

.325 
.130 

2.346 
1.055 

1.996 
.913 

3.314 
5.311 

34.12 
52.30 

3.343 
1.279 

4.114 
4.155 

30.60 
30.60 

30.42 
30.42 

31.61 
31.61 

0.179 
.181 

1.759 
1.789 

1.749 
1.803 

1.958 
2.018 

0.112 
.185 

0.927 
1.727 

.922 
1.351 

.918 
1.318 

2.315 
2.864 

22.41 
17.40 
15.74 
38.48 
28.44 

23.58 
21.70 
24.14 
23.14 
20.75 

18.89 
29.10 
25.19 

15.31 
19.36 

64.26 
25.46 
9.24 
25.27 
36.37 

47.03 
50.10 
91.24 
37.02 
42.51 

48.44 
94.84 
60.58 



0.183 
.182 

.247 

1.770 
1.106 

1.209 
1.230 

5.076 
1.618 

1.930 

6.043 
3.955 

35.91 
23.42 

22.64 
25.73 
22.41 
22.11 
27.66 

18.80 
58.72 
23.13 

1.574 

1.469 

1.033 

4.821 

;:::::: 



1.593 
.117 

.885 
.6X3 

7.796 
5.964 
3.675 
5.07/ 

.131 
2.404 

7.486 

.707 

3.411 

i.9S4 

.130 
4.850 

15.548 

4.253 
5.814 
3.943 

1.377 
13.887 
4.914 

2.889 

3.519 

.024 

.487 

.335 

5.900 

7.834 

4.181 

4.095 
4.095 

24.02 
24.02 

24.65 
24.55 

41.22 
41.22 

0.234 
.295 

1.373 
1.920 

1.452 
1.950 

2.355 
3.672 
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CLASS  D.    PERCENTAGE  ANALYSIS  OF  OPERATING 


Nakb  Of  Company 

Psa  CsMT  DtviBioM  or 

Location 

transmission, 
aadatorage 

Distribution 

Abbotsford 

Printe 
Abboteford  Elec,  Co - „ 

78.97 
86.44 
78.86 
44.40 
65.65 

73.00 
88.10 
48.59 
68.18 
43.78 

68.04 
36.90 
68.24 
89.55 
44.71 

56.87 
61.68 
49.50 
60.40 
82.25 

71.36 
67.08 
81.57 
69.18 
68.02 

21.55 
65.59 
66.38 
46.64 
66.75 

51.41 
87.20 
43.86 
68.29 
78.10 

73.21 
48.38 
86.60 
55.68 
38.72 

69.16 
34.52 
38.97 
68.11 
33.06 

7.94 

Ajnia 

A)ii>hF1a«»  T.t  Tn               

3.64 

Amery ■ . 

Amcry  Electric  Co 

4.17 

Amherst 

B.  E.  Dwinndl  .    .           

8.82 

Athens. 

Augusta.™ 

Bangor.... 

Bloomer 

BrillMML 

Athens  Elec.  Lt.  k  Pr.  Co „ 

Augusta  El.  Lt.  A  TcL  Co ^ 

Hussa  Bros.  El.  Lt.  &  Pr.  Ca    

Bloomer  El.  Lt.  A,  Pr.  Co,...„ 

F.  Paustian  Millmg  Co.... „ _ 

Rmdh«d  FI,  Co       

31.39 

5.34 
2.37 
1.91 
.61 
6.37 

Chctek 

Chetek  Lt.  A  Pr.  Co 

2.72 

Ellsworth 

Wi8.-Minn.  Lt.  A  Pr.  Co. 

Fountain  City 

Gays  Mills. 

Fountain  City  Lt.  A  Pr.  Co 

Gays  Mills  H.  Lt.  Plant 

Great  Northern  Pail  Co 

.35 
1.75 

GOlett.... 

52.40 

Glenwood. 

Glenwood-Downing  El.  Lt  &  Pr.  Co 

Grafton  Lt.  Ht.  &  Pr.  Co 

5.56 

Grafton 

18.18 

Hustiaford 

Hustiaford  El.  Lt.  A  Pr.  Co 

6.71 

Tola 

lola  EL  Lt  A  Pr.  Co. 

6.13 

Iron  River 

Iron  River  W.  Lt  A  Pr.  Co— 

1.49 

MUton  W.  Lt  A  Pr.  Co „ 

MoGowan  W.  Lt  A  Pr.  Co 

8. 48 

Milton. 

13.55 

Milton  Junction. 

8.92 

Mondnvi 

Mondovi  Lt  A  Pr,  Co ^ 

MonteUo  Granite  Co „ ^ 

Mt  Horeb  EL  Lt.  Co 

l.Oh 

Montdlo 

Mt  Horcb.... 

17.29 
19.77 

Moeinee. 

Mosinee  El.  Lt  A  Pr.  Co.- 

NA<«riiih  Mlg  A  Fl.  0<V 

3.40 

Neoedah ... 

3.67 

Neshkoro    

Neahkoro  Lt  A  Pr.  Co 

23.51 

Oakfield..... 

Oakfield  Lt  A  Pr.  Co 

27.05 

Omro.. 

Ontario.... 

Omro  EL  Light  Co 

Ontario  El.  Lt  Co 

John  S.  Owen  Lumber  Co „ 

PardeeviUe  EI.  Lt  Co..„ 

8.08 

Owen 

PardeeviUe 

35.44 
11.28 

PUinfii>H 

Starks  A  Sked „ 

Rio  El.  Light  Plant ^ 

Bark  River  El.  Lt  A  Pr.  Co 

Seymour  El,  Lt  Pl«»»t 

18.09 

Rio 

Rome 

1.45 

20.24 

Seymour 

H.47 

Westfidd. 

WiB.-Minn.  Lt  A  Pr.  Co _.. 

R.  Connor  Co.  EL  Lt  Plant „ 

Weatfield  Mlg.  A  El.  Lt  Co. .._ 

Neahonoo  Lt  A  Pr.  Co _... 

Weyauwega  El.  Lt  Co 

Winneoonne  Ht  Lt  A  Pr.  Co.    - 

Wittenberg  EL  Lt.  Co... 

.13 

West  Salem 

Weyauwega. — 

Winneoonne 

Wittenberg..^. 

32.09 
14.83 
1178 
7.04 

T^Hfl 

58.52 

10  50 
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EXPENSES.    YEAR  ENDING  JUNE  30,  1914. 


OraiUTINO  EXFBICBBS 

Per  cent  of 
operating 

Per  cent  of 

operating 

Total 

expenses 

expenses 

expenses 

(excluding 

(inchicfing 

Con- 

General 

Undistributed 

(excluding 

depreciation 
and  taxes)  to 

depreciation 
and  taxes)  to 

sumption 

depreciation 

and  taxes) 

operating 
revenue 

operating 
revenue 

10.37 

2.36 

0.36 

100.00 

89.96 

89.96 

1.52 

.72 

2.95 

4.73 

100.00 

76.97 

86.20 

2.06 

11.70 

1.97 

1.25 

100.00 

83.97 

107.32 

10.13 

8.80 

25.36 

2.50 

100.00 

42.63 

64.34 

5.77 

.63 

6.86 

.81 

100.00 

106.44 

121.63 

1.49 

.03 

20.14 

100.00 

72.47 

89.27 

.63 

8.80 

.10 

100.00 

72.37 

83.36 

3.58 

45.92 

100.00 

79.17 

82.50 

3.71 

3.67'" 

23.83 

100.00 

73.54 

77.02 

34.48 

.18 

15.24 

100.00 

82.25 

91.67 

3.83 

.91 

34.60 

100.00 

82.. -iO 

S5.70 

63.10 

100.00 

62.94 

6'.».80 

3.65 

7.93 

29.38 

.45 

100.00 

84.;J4 

CI. 34 

3.55 

2.14 

3.01 

100.00 

Sl.flO 

75.94 

1.73 

1.16 

100.00 

67.35 

HAM 

25.68 

4.59 

2.45 

.8.') 

100.00 

75.71 

90.16 

3.93 

1.81 

2.36 

12.04 

100.00 

67.79 

89.82 

11.42 

5.56 

11.42 

16.39 

100.00 

.')).40 

60.65 

2.43 

5.30 

14.40 

3.34 

100.00 

h0.04 

88.42 

1.98 

2.48 

6.83 

4.97 

100.0:) 

96.14 

10J.30 

16.94 

3.22 

100.00 

92.20 

95.46 

.57 

3.47 

14.13 

l'.20'" 

100.00 

128.55 

150.05 

.24 

1.79 

4.15 

3.53 

100.00 

131.42 

167.29 

6.51 

4.80 

11.91 

6.62 

100.00 

73.14 

103.98 

3.16 

.90 

7.96 

2.67 

100.00 

70.27 

89.06 

22.87 

.94 

34.87 

100.00 

101.42 

102.90 

6.96 

2.06 

16.88 

5.11 

100.00 

57.67 

72.78 

12.18 

4.20 

8.78 

4.79 

100.00 

59.14 

76.00 

5.56 

7.32 

14.65 

2.32 

100.00 

72.64 

76.97 

2.01 

2.06 

2.10 

.03 

100.00 

62.02 

101.63 

6.77 

7.30 

23.89 

2.55 

100.00 

96.24 

105.67 

12.80 

100.00 
100.00 

38.20 
72.52 

58.26 

6.09 

2.59"" 

10.72 

i'.io 

89.36 

9.61 

1.84 

8.07 

1.01 

100.00 

80.16 

82.42 

2.91 

100.00 

100.00 
100.00 

100.19 

82.97 
61.74 

103.86 

3.59 

21.75 
17.39 

93.68 

2.78 

11.21 

62.02 

2.26 

2.67 
39.52 

100.00 
100.00 

88.16 
39.67 

90.76 

3.36 

1.31 

63.64 

55.26 

6.02 

100.00 

72.63 

72.63 

30.84 

100.00 

54.02 

63.54 

2.22 

21.49 

9.08 

100.00 

68.79 

74.95 

6.02 

8.02 

25.37 

6.79 

100.00 

41.93 

78.44 

2.28 

5.83 

12.00 

100.00 

43.70 

51.79 

20.86 

7.80 

21.98 

6.26 

100.00 

50.30 

70.84 

9.63 

2.81 

10.98 

7.66 

100.00 

74.15 

86.33 
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CLASS  D.    PERCENTAGE  ANALYSIS  OP 


Location 


Arcadia. 

BaiTon 

Boecobel 

Cashton 

CraDdon  

Cuba  City 

Cumberland.. 

Feonimore 

Florence 

Lodi 

Masomanie 

MuBOoda 

New  Glarus . . 
New  Holstein 
New  Lisbon.... 

Princeton.... 

Randolph 

Reedsburg ...  . 
Rib  Lake 
Sauk  City 

Soooner 

SprinK  Green . 
Sun  Prairie  .. 


Namk  op  Compakt 


MunidmU 
Munidoal  Electric  Light  Plant.. 


Total.... 


Per  Cknt  Ditisiom 


Power  including 

trananuasioo. 

transformation 

and 

storage 


80.54 
64.18 
94.54 
55.98 
83.52 

66.96 
84.48 
98.96 
100.00 
89.31 

74.20 
80.96 
93.70 
86.46 
100.00 

63.50 
90.32 
78.06 
79.09 
92.92 

49.02 
80.76 
75.12 

82.20 


DistributioD 


6.44 
11.17 

4.62 

1.65 

11.37 

2.84 

9.59 

8.00 

3.14 

.20 


2. GO 
3.01 
10.08 
6.23 


3.86 
11.63 


4.64 
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operating  expenses,  l»14.-ConcIuded. 


orOpKSATiNO  EzraNssa. 

Percent  of 
operating  cx- 
poiaeeL  (ezchid- 
inx  deprecia- 
tion and  taxes; 

to  operating 
revenue 

Percent  of 

ConsumD- 
tion 

Commer- 
cial 

General 

Undu- 
tributed 

Total  expensea 

preciation  and 
taxo8) 

operating  ex- 
penses, (indnding 
depreoiaion  and 
taxes) 
to  operating 
revenue 

4.82 

6.69 
12.07 

2.43 
10.41 

1.15 

1.51 

7.07 

.50 

10.67 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 

94.62 
72.08 
84.52 
56.44 
113.33 

91.11 
92.65 
75.50 
61.73 
85.64 

76.75 
54,88 
67.17 
65.93 
77.45 

54.66 
95.94 
74.64 
86.20 
69.90 

29.14 
133.40 

77.86 

94.62 

5.51 

.25 

5.04 

12.72 

2.28 

12.38 

.96 

6.28 

85.90 
84.52 
80.36 
113.33 

14.97 

.42 

91.11 

11.06 

4.46 

92.55 

1.04 

4.86 
4.30 
1.78 
12.63 



14.23 

3.66 

75.50 

5.72 

2.13 

3.10 

61.73 
100.50 

6.64 
2.51 

1.61 
4.14 

76.75 
86.52 

.M 

.74 
.71 

9.32 

81.48 
73.80 

7.74 
1.48 

2.52 

5.19 

.36 

77.45 

66.52 
95.94 

4.S5 
14.68 
7.08 

3.51 

85.40 
86.20 
87.34 

4.22 

46.76 
1.30 
2.55 

29.14 

11.92 
2.19 

.72 
2.49 

1.44 
6.02 

138.20 
91.15 

5.36 

2.69 

2.85 

2.26 

100.00 

77.12 

84.25 
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CLASS  D.    REVENUES  AND  EXPENSES  PER  UNIT. 


Location 


Abboteford 

Alma 

Amery 

Amhmt 

Athens 

AugusUL. 

Bangor 

Bloomer^..^ 

Brilllon 

Brodhead. 

Chetek 

EUaworth. 
Fountain  City-    . 

Gaj-B  Mills 

Gillott 

Glenwood 

Grafton 

Hustisford 

lola. 

Menomonee  Fallt>. 

Milton 

Milton  Jet 

Mondovi 

Montello. 

Mt.  Horeb 

Moeince 

Neccdah 

Neahkoro 

Oakfield 

Omro 

Ontario 

Owen 

Pardeeville 

Plainfidd. 

Rio 

Rome^ 

Seymour 

Spring  Valley 

Stratford 

WestBeld 

West  Salem 

Weyauwega.     . 

Winneoonne 

Wittenberg  


N&llS  OP  COMPAlfT 


PHtat* 

Abbotaford  Elec  Co. 

Alma  Elec.  Lt.  Co 

Amery  Elec.  Company 

B.  E.  DwinnclL 

AthensEl.  Lt  APr.  Co... 


Augusta  El.  Lt.  A  Tel.  Co 

Hussa  Bros.  Elec.  Lt.  A  Pr.  Co . 

Bloomer  El.  Lt.  A  Pr.  Co 

F.  Paustian  Mlg.  Co 

Brodhead  Elec.  Co 


Chetek  Lt  A  Pr.  Co 

Wi8.-Minn.  Lt  A  Pr.  Co 

Fountain  City  Lt  A  Pr.  Co. 

Gays  Mills  El.  Lt  Plant 

Great  Northern  Pail  Co 


Glenwood- Downing  El.  Co 

Grafton  Lt.  Ht  A  Pr.  Co 

Hustisford  R  Lt  A  Pr.  Co.. 

lola  El.  Lt  A  Pr.  Co 

Men.  Fls.  Lt.  A  Pr.  Co.. 


MUton  W.  Lt  A  Pr.  Co 

McGowan  W.,  Lt.  A  Pr.  Co 
Mondovi  Lt  A  Pr.  Co 

Montello  Granite  (^o. 

Mt  Horeb  El.  Lt.  Co 


Mosinee  El.  Lt.  A  Pr.  Co... 

Neccdah  Mlg.  A  Elec.  Co 

Neghkoro  Lt  A  Pr.  Co 

Oakfield  Lt.  A  Pr.  Co 

Omro  EL  Lt.  C^ 


Ontario  El.  Light  Co 

John  S.  Owen  Lumber  Co. 
Pardeeville  El.  Lt.  Plant.. 

Stwks  A  Skeel 

Rio  El.  Lt  Plant 


Bark  River  EI.  Lt  A  Pr.  Co 

Seymour  El.  Lt.  Plant. 

\Vis,-Minn.  Lt.  A  Pr.  Co 

R.  Connor  Co.  El.  Lt.  Plant. 

Westfield  Mlg.  A  El.  Lt  Co 


Neshonoc  Lt.  A  Pr.  Co 

Weyauwega  El.  Lt.  Co 

Winneconne  Ht.  Lt.  A  Pr.  Co. . 
Wittenberg  El.  Co 


Weighted  average  No.  I 

Weighted  average  No.  II 


Popu- 
Utu>n 


947 
1.011 
659 
629 
904 

1.405 
692 

1.204 
998 

1.617 

829 

1.005 

1.031 

557 

610 

954 
818 
615 
850 
919 

833 

775 

1.325 

1.104 

1.048 

482 
1,054 
3.089 

522 
1,285 

383 
745 
987 
723 
704 

150 

1.109 
972 
763 
729 

840 

967 

940 

1.090 


Con- 
sumeffl 


55 
142 
108 

73 
137 

153 
178 
195 
135 
502 

153 
202 
131 
92 
105 

185 
107 
67 
109 


146 
74 
152 
198 
173 

125 
135 
269 
77 
141 

66 
121 
155 
123 

96 

53 
142 
164 
45 
99 

177 
118 
107 
159 


Con- 
nected 
load  in 

kw. 


55.00 
62.72 
68.80 
54.60 
120.80 

80.00 
83.70 
111.70 
119.00 


91.70 
251.41 
237.50 

33.70 


71,50 
226.00 
67.65 
77.60 
55.00 

78.40 

105.20 
144.50 
118.96 

109.50 
70.00 
158.00 


104.00 

27.70 
107.50 
137.00 
125.00 

69.00 

39.50 
222.25 
94.90 
43.75 
101.00 

92.06 
90.00 
40.60 
149.80 


Capac- 
ity in 
kw. 


50 
200 
60 
95 

140 
115 


120 
140 


180 
200 


75 


75 
150 

75 
105 


30 

22.25 

70 
120 
125 


225 
20 
57 

50 


60 
60 

75 
60 
90 


50 

60 
75 
25 
135 


OraftATntQ 


Per 
capita 


$1,491 
3.601 
6.048 
4.066 
5.331 

3.772 
7.346 
4.564 
4.455 
6.996 

4.913 
8.928 
6.338 
4.315 
3.997 

6.770 
5.954 
4.236 
4.593 
3.667 

3.233 
2.117 
3.316 
4.198 
5.781 

7.264 
3.953 
2.738 
3.747 
3.684 

3.684 
8.669 
4.023 
4.730 
4.721 

6.336 
4.705 
6.279 
4.965 
6.508 

6.716 
4.558 
2.921 
6.628 


14.702 
4.702 


Per  coti- 


126.68 
26.64 
36.91 
35.02 
36.18 

34.64 
28.56 
28.12 
32.93 
21.16 

26.62 
44.41 
49.88 
26.12 
23.22 

34.91 
45.52 
38.88 
35.81 
37.87 

18.45 
22.16 
28.91 
23.41 
35.02 

28.01 
30.86 
31.44 
25.40 
32.66 

21.38 
62.76 
26.62 
27.80 
34.63 

15.10 
36.75 
31.28 
84.01 
40.56 

27.13 
37.34 
25.66 
45.44 


$32.87 
32.87 
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YEAR  ENDING  JUNE  30,  1914. 


RXVEKUM 

OpERATINa    EXPXNSBS 

(excluding  depreciAtioD  and 
taxee) 

Taxes 

NON-PPKRATINO  RlVSNXTBS 

Ptr 

kw. 
con- 
nected 

Per 

kw. 

capfto- 

ity 

Per 
capita 

Per 
con- 
sumer 

Per 
kw. 
con- 
nected 

Per 
kw. 
capac- 
ity 

Per 
capita 

Per 
con- 
jumer 

Per 
kw. 
con- 
nected 

Per 
kw. 
capac- 
ity 

Per 
capita 

Per 
con- 
sumer 

Per 

kw. 
con- 
nected 

Per 

kw. 

capacity 

125.68 

$1,342 
2.771 
5.079 
1.734 
6.675 

2.734 
5.315 
3.605 
3.281 
5.753 

4.044 
5.619 
5.345 
2.238 
2.692 

6.126 
4.037 
2.135 
3.676 
3.382 

4.156 
2.781 
2.425 
2.960 
5.863 

4.180 
2.338 
1.989 
2.324 
3.449 

1.407 
6.214 
3.225 
4.739 
3.918 

3.294 
4.148 
2.094 
3.600 
2.975 

3.932 
1.911 
1.277 
3.334 

$23.10 
19.73 
30.99 
14.94 
37.45 

25.10 
20.67 
22.26 
24  .£5 
17.39 

21.91 
27.96 
42.07 
13.55 
15.64 

26.43 
30.86 
19.60 
28.66 
34.92 

23.71 
29.13 
21.14 
16.45 
35.52 

16.15 
18.25 
22.84 
15.76 
31.43 

8.17 
38.26 
20.54 
27.86 
28.73 

9.32 
32.40 
12.41 
61.03 
21.90 

18.66 
15.66 
11.22 

22.86 

$23.10 
44.67 
48.65 
19.97 
42.47 

48.01 
43.95 
38.86 
27.51 

$i56.'03 
16.74 
18.17 
54.00 

27.43 
31.99 

$0,116 
.036 
.424 
.191 

.106 
.328 
.152 
.150 

.168 
.572 
.102 
.075 

W.828 

.222 

3.650 

1.262 

.961 
1.277 

.940 
1.111 

.909 

2.844 

.803 

.452 

$1,876 

.349 

4.881 

1.431 

1.838 
2.716 
1.640 
1.260 

1.516 

2.285 

.443 

1.233 

$2,362 

.120 

4.441 

1.820 

1.050 
1.977 

1.250 

.772 
2.873 

58.06 

$72.82 
19.93 
42.61 
50.73 

37.86 
44.20 

37.06 
75.82 

22.63 
44.86 

32.04 

67.91 
46.83 
39.90 

66.25 

$0,690 
.912 

.474 

$4,214 
7.869 
3.126 

$6,612 
10.608 
3.645 

$2,274 
9.562 
4.507 

60.73 
49.06 

.315 
.370 

1.223 
2.285 

2.600 
3.990 

1.892 

37.36 

27.29 

18.62 
28.24 

16.62 

.927 

.196 
.410 

.196 
.268 

2.803 

1.055 
2.040 

1.185 
1.555 

10.047 

44.42 
35.69 
27.51 
71.31 

36.56 
22.46 
23.20 
37.00 

1.761 
1.639 

3.234 

.897 
2.060 

1.453* 

90.33 

86.12 
32.47 
34.73 
37.18 

89.76 
73.73 
62.79 
38.63 
48.47 

68.38 
14.61 
19.41 
40.27 
66.50 

44.16 

65.19 
22.01 
17.51 
29.76 

.140 
.105 
.190 

.120 

.034 
.027 
.147 
.092 
.086 

.237 
.239 
.119 
.332 
.115 

.347 
.101 
.092 
.174 
.165 

.015 
.122 
.491 

.524 

.352 
.320 
.236 
.464 

.721 

.805 

1.748 

i.237 

.197 
.281 
1.281 
.510 
.520 

.912 
1.869 
1.363 
2.250 
1.050 

2.015 

.620 

.583 

1.021 

1.213 

.041 

.963 

2.912 

3.861 

1.670 
2.620 
2.074 
3.114 

1.865 

.381 

1.731 

2.002 

.366 

1.779 

.575 

1.561 

21.55 
38.51 

.574 
.126 

4.385 

2.076 

3.128 

50.31 
61.29 

.980 

1.376 

1.017 

34.35 

115.39 
97.88 
45.91 
27.14 
49.16 

.966 
.935 
2.781 
.842 
.720 

.003 
.080 
.245 

.016 

.838 

2.135 

.031 

.080 
2.789 

41.77 
32.07 

30.55 
22.54 
51.65 

18.44 
35.20 
38.88 

42.61 

19.46 
43.07 
23.23 
27.41 
39.97 

12.51 
20.70 
21.45 
62.78 
21.48 

35.88 
20.53 
24.25 
24.26 

1.850 
.699 
.756 

1.041 
3.605 
2.320 

3.084 

4.635 

50.93 

31.97 

59.52 

53.51 

37.59 
97.81 
80.80 

28.25 
79.80 
49.64 
57.00 
55.40 

10.66 
86.97 
67.01 

80.30 

80.04 
58.77 
100.83 
53.52 

27.30 
60.65 
77.75 

17.80 
57.88 
39.79 
67.11 
46.97 

6.59 
76.68 
22.61 

43.38 

56.05 
24.64 
48.02 
26.92 

1.629 
8.660 
2.597 

2.660 
.938 
1.130 
2.094 
1.941 

.027 
.116 

.181 
1.067 

.698 

44.28 
50.94 

1.423 

4.802 

.698 

.660 

1.005 

1.688 

.055 

.609 

5.033 

3.785 

3.211 
3.435 
4.474 
3.304 

1.433 

2.615 

59.39 
28.98 
27.36 

.056 

.359 

.406 

.695" 

48.18 

20.26 

.333 

.126 

.042 
.346 

.943 

1.266 

.667 

23.48 

2.255 
5.306 

7.645 

4.927 
4.122 
8.876 
3.666 

M.07 
86.42 
39.76 

52.16 
48.97 
55.36 
48.33 

.744 

.198 
2.374 

1.286 

.380 
2.519 

1.356 

.683 
2.796' 

$42.63 
42.63 

$4S.08 
48.08 

$3,476 
3.476 

$24.29 
24.29 

$31.16 
31.16 

$35.42 
35.42 

$0,170 
.192 

$1,191 
1.331 

$1,644 
1.718 

$1,845 
1.991 

$0,151 
.322 

$1,053 
2.007 

$1,095 
2.341 

$1,950 
3.335 
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CLASS  a    REVENUES  AND  EXPENSES 


Location 


NaMS  or  COMPAKT 


Populfttion 


Conmimen 


Arcadia 

Barron . 
Boflcobel 
Caahton... 
Crandon.. 


Cuba  City     . 
Cumberland.. 

Florence 

Lodi 
Maxomanie. . 

MuBcoda 

New  Glarue  . 

Princeton 

Randolph 

Reedsburg 


Rib  Lake 

Sauk  City 

Spooner 

Spring  Green .. 
Sun  Ptairie 


Municipal 
Municipal  Electric  LijEht  Plant . 


Weighted  average  No.  I  .. 
Weighted  average  No.  II . 


1,212 
1.449 
1,525 
568 
1,833 

967 
1,445 
1,684 
1,044 

917 

798 
708 

1,269 
937 

2.615 

1,018 
867 

1,453 
730 

1,119 


265 
284 
272 
fiO 
105 

186 
186 
222 
113 
133 

139 
191 
209 
221 
594 

141 
163 
253 
144 
194 
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PER  UNIT,  1914— Conduded. 


Coi*. 
oeeted 

Capacity 
inkw. 

Opkratino  Revbhubs 

Oprratino  Expinbis 

load 
bkw. 

Per 
capita 

Per 
consumer 

Perkw. 
connected 

Perkw. 
capacity 

Per 

capita 

Per 

oonaumer 

Perkw. 

Perkw.. 
capacity 

193.2 
100.0 
134.0 
46.0 
66.0 

1M.5 
90.0 

120.0 
75.0 

14.605 
2.998 
6.133 
6.992 
2.503 

3.614 
4.423 
3.146 
3.936 
3.569 

5.093 
8.887 
4.819 
5.886 
6.872 

3.965 
4.173 
4.629 
7.130 
7.334 

$21.06 
15.29 
28,78 
44.13 
43.70 

18.78 
34.37 
23.87 
36.36 
24.61 

29.24 
32.94 
26.22 
24.96 
30.25 

28.62 
22.19 
26.98 
36.15 
42.30 

$28.89 
43.44 
68.41 
86.34 
69.52 

36.13 
35.10 

$33.52 
48.27 
65.23 
52.95 

$4,357 
2.161 
4.318 
3.946 
2.887 

3.292 
4.095 
1.942 
3.371 
2.739 

2.794 
5.969 
2.361 
6.647 
5.132 

3.418 
2.916 
1.360 
9.512 
6.710 

$19.93 
11.03 

.  24.21 
24.90 
49.54 

17.11 
31.81 
14.73 
31.14 
18.88 

16.04 
22.12 
14.34 
23.94 
22.59 

24.67 
15.51 

7.86 
48.22 
32.93 

$27,34 
31.31 
49.14 
48.72 
78.80 

32.92 
32.49 

$31.72 
34.79 
54.88 
29.88 

06.7 

182.1 

126.6 
62.0 
76.0 

100.0 

44.16 
66.28 
43.64 

40.64 

27.26 

56.76 

87.6 

77.0 
172.7 

37.36 

62.78 
36.43 
45.11 
28.26 
21.64 

48.50 
23.04 
63.04 
65.06 
34.63 

28.68 

28.96 
24.47 
24.66 
27.11 
16.16 

41.81 
16.10 
18.37 
86.79 
26.96 

33.49 
22,30 

121.5 
195.2 
830.42 

83.2 
157.0 
108.3 

80.0 
237.0 

60.0 
145.0 
250.0 

60.0 
35.0 

111.0 
76.0 

100.0 

91.34 
38.04 
71.89 

67.26 
103.35 
61.60 
69.41 
82.06 

49.94 
36,49 
53.68 

57.98 
72.25 
17.92 
92.69 
63.89 

14.806 
4.806 

$28.28 
28.28 

$35.95 
35.95 

$58.02 
58.02 

$3,739 
3.739 

$22.01 
22.01 

$28.15 
28.15 

$43.66 
43.66 
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CONDENSED  REPORT.    REVENUES  AND  EXPENSES 


Location 


NaMI  of  COICPANT 


Population 


Consumen 


Capacity 
in  kw. 


Albany 

Afton 

Auburndale.. 

Baldwin 

Bellcvine 


Bristol 

Birnamwood... 

Boyd 

Casenovia 

Cedar  Grove- 


Clayton 

Cleveland-. 

Colfax 

Elcho 

Elderon 


Elm  wood— 
EndeavOT... 

Fairchild 

Fairwato'... 
Frederick.... 


Giimanton..... 

Glidden 

Green  Lake... 

Gresham 

Hillaboro 


Honey  Creek „... 

Kiel „.... 

Kcwaakum 

La  Farge 

U  Valfe..-.. 


Lomira — 

Luok. 

Manawa. — 

Miflhicott « 

North  Freedom — 


Oofltbnrg. 

Pine  River 

Port  Edwardfl... 
Random  Lake„. 
Roaholt 


Soldiers  Grove... 

Theresa 

ThicnaviUe 

Trade  Lake 

Twin  Bluffs....... 


Warren 

Westboco 

Wild  Roee . 
Wilton^ 


PriwU 

Albany  El.  Lt.  A  Mlg.  Co 

J.  Hobnee  ic  Sons.. 

R.Connor  Co 

Baldwin  Elec.  Lt.  &  Fuel  Co.. 
B.  MiilB  &  Elec.  Lt,  Co 


Bristol  Elec.  Plant 

Birnamwood  El.  Lt.  Co 

Citizens  Committee 

Caienovia  Lt.  &  Pr.  Co 

Wis.  Foundry  &  Steel  Works  „ 


Clayton  Elec.  Co 

Cleveland  Lt.  A  Pr.  Co... 

Colfax  Mills  &  Pr.  Co 

C.  W.  Fiah  Lumber  Co... 
Elderon  Lt.  A  Pr.  Co 


Wi8.-Minn.  Lt.  A  Pr.  Co. 

Endeavor  Lt.  A  Pr.  Co 

N.  C.  Foster  Lumber  Co.... 
Elec.  Lt.  A  Auto  Co 
Frederick  Elec.  Lt.  Plant... 


Forrest  A  Kenyon  

Glidden  Lt.  A  Pr.  Co 

Green  Lake  Elec.  Co 

Gre»ham  El.  Lt.  A  Pr.  Co... 
Hillsboro  Lt.  A  Pr.  Co 


Honey  Creek  EI.  Lt  Co... 

Kid  Furniture  Co 

Kewaskum  El.  Lt.  Co 


La  Farge  Elec.  Co... 
La  Valle  Elec.  Ca.. 


Lomira  EI.  Lt  A  Pr.  Co 

P.  M.  C.  Pederson  El.  Lt.  Plant... 

Little  Wolf  River  Lbr.  Co.  ..„ 

Mishioott  n.  Lt  A  Pr.  Co 

N.  Freedom  El.  Lt  Co 


Arnold  TeRonde  El.  Lt  Plant.... 

Pine  River  Elec.  Co 

Nekwwa  Edwards  Paper  Co 

Random  Lake  El.  Lt.  A  Pr.  Co. . 
Roeholt  El.  Lt.  Plant 


S.  Grove  Elec.  Lt.  Co 

Theresa  Elec.  Lt.  A  Pr.  Co 

Thiensville  Elec.  Lt.  A  Pr.  Co. . 

A.  0.  DaMberg  Elec.  Co 

T.  B.  Mill.  Pr.  A  Lt  Co 


Geo.  Warren  Co 

Westboro  Elec.  Lt.  Plant... 

Rose  Milling  Co. .  „ ^.... 

Wilton  Lt  A  Pr.  Co 


Wnghted  average  No.  I 

Weighted  average  No.  11 . 


669 
115 
297 
584 
422 

500 
678 
527 
392 
498 

220 
550 
701 
100 
400 

585 
475 
678 
500 
511 

275 
900 
563 
350 
804 

300 
,244 
625 
654 
421 

539 
383 
820 
700 
647 

380 
136 
758 
408 
383 

667 
345 
725 
275 
150 

253 

600 
551 
510 


183 
17 
20 

138 
31 

25 
108 
33 
63 
57 


16 

107 

14 

17 

103 
66 
51 
42 

106 

35 
51 
73 
33 


21 
9 
77 
102 
76 

73 
61 
118 
61 
81 


17 
125 
59 
52 

119 
65 
61 

106 
74 

363 
55 
80 
78 


15 

7.5 
25 

16 


55 


12.5 
15 

5 

5.5 
50 
30 


15 
12 

7.5 


100 
30 


25.25 


25 
25 


100 
40 


7.5 


27.5 
17.5 


75 
18.3 


35 
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PER  UNIT.    YEAR  ENDING  JUNE  30.  1914. 


Opbratxng  Rxvbnubs 

Opkratiko  ExraNsss 

Per 
capiU 

Per 
oonsumer 

Perkw. 
capacity 

Per 
capita 

Per 
consumer 

Perkw. 
capacity 

$5,398 
1.413 
5.048 
6.885 

$19.74 
9.56 
74.95 
29.14 
39.34 

2^.61 
26.86 
54.43 
11.75 
26.96 

20.17 
30.03 
19.85 
41.67 
31.68 

32.20 
18.00 
20.55 
23.81 
20.75 

20.18 
20.43 
81.72 
36.24 
32.26 

7.10 
27.18 
45.01 
20.45 
19.45 

29.44 
19.40 
20.40 
31.97 
21.05 

17.58 
19.21 
13.62 
27.46 
24.46 

21.09 
28.91 
22.41 
20.75 
15.98 

20.77 
24.44 
23.85 
22.69 

$80.27 
21.67 
59.96 

77.38 

$3,676 
1.361 
4.125 
4.676 
2.607 

.812 
2.960 
3.402 

.205 
2.082 

3.251 
.779 
1.413 
10.913 
1.249 

4.620 
2.922 
3.025 
1.700 
3.615 

2.200 
.932 
9.520 
1.451 
1.632 

.280 

.145 

4.280 

1.986 

1.695 

4.461 
1.645 
2.120 
1.643 
2.295 

1,377 
2.684 
1.191 
2.876 
2.480 

2.865 
3.145 
1.692 
6.716 
6.000 

3.476 
1.988 
2.700 
2.353 

$13.44 
9.21 
61.25 
19.79 
35.48 

16.24 
18.58 
54.34 
1.27 
18.20 

18.34 
26.78 
9.25 
77.94 
29.39 

26.20 
21.03 
40.22 
20.24 
17.42 

17.28 
16.44 
73.42 
15.40 
15.44 

4.01 
20.00 
34.74 
12.74 

9.39 

32.33 
10.33 
14.72 

18.85 
18.32 

20.93 
21.47 
7.22 
'      19.88 
18.27 

16.05 
16.69 
20.12 

$54.65 
20.87 
49.00 

2.934 
1.130 

68.75 

4.280 
3.408 
1.889 
3.086 

3.576 
.874 
3.030 
5.820 
1.346 

52.74 

59.26 

102.43 

157.35 
87.36 
42.48 
19.40 

79.26 

36.48 

64.13 

69.14 

143.04 
77.90 
19.80 
36.37 

5.668 

2.501 
1.546 

92.53 

2.000 
4.304 

83.33 

70.83 

2.568 
1.158 

94.16 

80.87 

10.599 
3.417 
3.411 

.497 

.197 

5.544 

11.96 
91.40 

9.(59 

5.08 

43.41 

7.13 

3.191 
3.511 

4.064 
3.090 

59.i2 

86.00 

28.55 

94.40 

2.935 
2.786 
2.635 

24.06 

48.75 

58.56 

17.37 
28.74 

1.156 
2.401 

69.77 

2.245 

3.973 
3.321 

3.763 
5.446 

58.91 
72.68 

33.45 

74.70 

42.65 
54.28 

25.48 

1.886 
7.996 

67.06 

7.880 

2.979 

2.239 

3.463 

3.455 

70.48 

3.234 
3.234 

23.07 
23.07 

48.59 
48.59 

2.510 
2.610 
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Location 

Namb  or  Company 

Population 

Consumers 

CapMity 
in  kw. 

B^oniZZ"^  ".^^ 

Benton. 

Blair 

BlanchardviUe 

Browntown 

MuniduU 
Municipal  Electric  Light  Plant .'. 

603 
532 
652 
486 
643 

222 
869 
721 
665 
621 

664 
677 
625 
671 
550 

475 
703 
789 

130 
68 
136 
116 
117 

24 
105 
150 
133 
117 

107 
83 
132 
152 
54 

47 
185 
130 

60 
76 

50 

100 

20 

Colby 

50 

Grantsburg     

;;       ;;     ;;    ;;  zszsz:::::::::.. 

50 

Greenwood. 

Haiel  Green 

60 



Independence 

Loyal 

Mprrillan 

U                             ,1                     „                 .« 

37.5 

"             "          "  •     "    ,          

50 
50 

Monticello       .  . 

"               "           "         "    

60 

ReedsviUe 

South  Wayne-..„ 

Whitehall 

Woncwoc 

45 

20 
60 
75 

Weighted  average  No.  I  

Weighted  average  No.  II 
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EXPENSES  PER  UNIT.    1914-Conchided. 


OPBRATINa  RjETBNTTSS 

Opbrattno  Exfensbs 

Per 
capita 

Per 
oonmuner 

Perkw. 
capacity 

Per 
capita 

Per 
consumer 

Perkw. 
capacity 

13.952 
4.260 
3.785 

$J8.33 
33.32 
18.15 
18.31 
45.10 

42.12 
30.02 
21.64 
23.31 
18.91 

22.98 
37.64 
14.27 
26.22 
34.15 

19.33 
16.01 
25.17 

$39.72 
30.21 

$2,911 
3.530 
3.305 
4.078 
6.636 

5.820 
2.682 
4.122 
2.550 
3.071 

3.902 
4.985 
3.335 
4.202 
2.818 

3.893 
3.454 
3.926 

$18.50 
27.62 
16.84 
17.24 
35.92 

58.84 
22.20 
18.81 
12.75 
16.30 

24.22 
40.66 
15.79 
18.55 
28.70 

39.34 
13.12 

23.83 

$29.25 
25.04 

4.334 
8.208 

4.554 
3.626 
4.602 
4.662 
3.564 

42.13 
62.78 

50.52 
63.03 
64.93 
61.67 

39.65 
42.03 

64.61 
46.61 
59.44 
28.27 

3.703 
4.615 
3.013 
5.940 
3.351 

1.913 
4.213 
4.147 

65.58 
62.48 
37.66 
66.42 
40.98 

45,42 
49.37 
43.63 

69.10 
67.59 
41.67 
46.99 
34.45 

92.43 
40.47 
41.30 

14.267 
4.267 

$24.01 
24.01 

$49.83 
49.83 

$3,758 
3.758 

$21.14 
21.14 

$43.95 
43.95 

Digitized  by 


Google 


666 


Report  of  Railroad  Commission 


CD 
CO 

o 


0 


CO 

I 


n 
u 


CO 


s 


o  e8  a> 


i 


II 


'Ml 
si 


»^  -H«»  ^  « 


:cooo«o      w    :-^o»co 


«0  lO     :       00  lO     -:  O 


so      COM    •QO'^      r>.o»eccM«      ^pr-  — cmc^ 


r»i^c^a60      «QO»30oao      t«>'4'«o-r>o      eo«ou»o»9> 
i-i»i-i  — ^      a6?»-<o»o      o»ocoeM»      ooe^'*t>.o> 


St^ojico      .-icosooKs      oc*-^or^      c^i^^mjc* 
iO<S)-«^      i«oe»30o55      oo»«oo5—      to-^t^-eor^ 

u9ioic<-4<o     •o^r^'^io     ^ioPOo6«D      ^^cocoio 


?52S?5§    «S^^S    IS«S2ri    SScSjS^IS 


55    S^SfSg    S2S 


000      SeS-*2S 


^11.11 


S8SSS    8888a£    SS888    SSSS8    8 
8SSSS    8S8S8    S8SSS    SSSliS    8 


i 

6 


26 


-M-      .-^^ 


.s|l-s3    |.^|.s^    '§3  8 


I 


pSc§4m;3    S22S 


Digitized  by 


Google 


Statistics — Unit  Costs — Gas 


667 


«|  alalia 


00  — «  oo  «»  O 
000'^-<»- 


s 


tll«l 


SB 

8  ' 


gssss 


OOO  — <M        OO 


z 
3 


I 


S^SJSS:    §5SSS§    Siti§S    S2s5g 

N^c^wc^      «tj<»--h35      rHC«do«      «c^-^-^w 


-^  «o  ■*  55      ci  "M 


"  o<^ 


r^  CO  CO  CO  tG 


eDO»i>cn>0 
ooooo 


212§1:S 

ooooo 


COQO'^«OCC 


•SSi 


lii 


>0(0 

r«.  h-  _      . 

oooo 

8  '  " 


OO       OO 


r^oc«»o« 

OO  <©  0» -*•  h- 

ooooo 


C5  r«.»o  osuj 

SOC  lOCOQO 
oooo 


s 


I& 


5S 


—  co2»QO 
ooiA  Ar» 
ooSo 


}2§;2Sg 


gSg2^ 


«7S  «0  M  CO  ^ 
OOOOO 


®  OO  cc  CI  or 
oSooo 


OCMiO  — o 
OOOOO 


8 


E- 

O 


fiS|ScJJ|2 


o>*4(0ao^      oOto^fO 


fO  ^  I-  c^  O 

ifiOi-icocei 


^-Hh-eoc» 

o>o»«©-- 


8- 


liiiitligi 


«o^c»o»^ 


t^  o  —  lO  r^   I 

•-•  0^  .T>  OS  OO     I 
»«■*  O  »t««D 


1 


ir.  ,^  eo  to  or 
ri  00  —  -^  rr> 
O^OS^O 


O)  Oi  O  OO  C-l 
(M«CO«00 

00  «o  t»  o  t^ 


g§§i§ 

QOt^OOCC 
CO  t^OO  rt    ' 

OO  —  ^"^ 


o 


5 


d ; 


"is 


^^  isiS 


.•«^««J  >>coOd^  W^^j-S 

wcSi^^l  ^-^sai  -^J^a^ 

'^^.jS^a  .atgfSo  S^^cg 

-'«^;S:i  fllssi  giS-s-^ 

'^t-^^-S  iicjos  ll-^li 


lllil 


jS:!^^  ssssg 


1-^ 


I 


p 

6b3  (k^o 


i  ill! 


So    Sb'Er-    .ill  I  8 

^'  nils  mil 


Digitized  by 


Google 


668 


Report  of  Railroad  Commission 


I 


S8SSS    SSSSS    3SSSS    SSS88 

§li§§  §§§§§  §§§§!  §§§§§ 


I 


•OOkCO       Ob 


ssr^ 


SS$  i   sss 


SS  i 


£gsa 


&    S3 


£;SSS3    $SSSS;3    f;SSSS9    3S$^S 


J 


?§g5=£s  ^^^^^  ^^^^^.  ^.^m^.^. 

•o^io^o     toeot^iO'^     '^«e>coo«o     ^-^^co^ 


S8 

C4Q0 


^ 


^JS5:S&    S:fSga    SSits§    5j;S?jS 

«oeoc4e<ieo      ^iOecMeo      o<o>cco^      eoc^eo««s 


SS^qS^^    ^o^^S    ^^S52J^    =^^^^^ 

SSxsSS      lAtAtcioxs      otor^^w      toStocoto 


Eh 


o 


J 


i 


Digitized  by 


Google 


Statistics — Unit  Costs — Gas 


669 


gssss  s^s^s  gssss  ssss^i!; 
{3S^^s  ri^^sss  ^isssss  ^^;:sss 


2: 


5 

U 
>* 


55 


55 

< 


||8l|1|S 


ii 


H 


ill 


SSSSS    !^S$^2S    !::SSSS    S^S^S 
^ss^si   ^^S^^   s^^^s   s;:s^s 


SS88S  8SSS8  88888  88888 
SSSSS  88888  88888  88888 


<oesie>ie4^     ^et-^ioeo 


52S5S5    SS^5S    S^S5S    SS32S3 

■^  06  r>^  lA '<<•      ^cJodooh^      ^00i»«O«O      iC^OOOCJ 


82::^§3    SoSSS::    «S8S5    SSSSS 

•"■^ccmkJ      ^irJoi-^eo      o6»«t^ece>i      Md<Dt^^<c> 


t>-'^«^H<      r^a0'^«oc4      oaooS^S      oeS^ton 
t(3  CO  r^  t>^  t>I      «d-*oict^      t>^^ioO'«      tot^eoco-^ 


sss^s  ^^ssss  ss;sss  se^SoSS 


i 


i<3 


ii 


3  »  « 


SSSSd 


Digitized  by 


Google 


670 


o 
pi: 

pa 

Q 
o 


(I4 


3 


m^% 


Report  of  Railroad  Commission 

!55i2»^a;     122S2!9'®     ?2lr«2S!9     asooo*     00 

g^isi  sissg  iiisi  sisii  gg 


§^ii§  iggii  liiii  geesi 


i1 


!-'-S8 


m^r^ 


k 


iL«P^1l 


•5  8    2 


•=^11 


o 

a 

< 
7; 


Sj-^-^QO-^      icc^c^t^-c*     owaoooio      ^eo 
go<o«r«o      a»^<ocoa>      ipovia>a      oto 


e»2f  M 


00000    00000     :00c 


\%%  sl§i§ 


^gO'^l" 


30000       OO—iOO 


S3 


33 


SS 


—  0  —  00     S»-^ooS 


z:igS3 


*  *  si ' 


lliss  l§2ll  IIIS§  SiiSI 


fo»oo»o  ^cit»a»oi 


SPSS 


S2S"S  SSSSS  gS22S 


iiiii 


.;-ois 


Nil 


ss 


i  31 

1  -a-a 

I  '3'S 

1  ^^ 


3 

} 

3 

i 
I 


I 

1 


Digitized  by 


Google 


Statistics — Unit  Costs — Gas 


671 


5?: 


z 

a 


Digitized  by 


Google 


672 


Report  of  Railroad  Commission 


g 

o 

Q 


55 


s 


Q 

< 


06 


3 

^ 


i 


111 
III 


•I 


g 

a 


i 

5 

O 

5 


iiiss  siSig  ss§§^  iiiSs 

s 


SSeoo     SSSeS 


s 


«OQ0C 


sisis  iiiii  §i§§i  isiis 

s 


8  ■  ■ 


lis    SSioS    SS53S 


§2^82   2S22§g  gagss 

5oooo     oc5ooo     ooooo 


fss 


<ot»aoeo9      •w<Oica»te      «4«o«.-i|>« 

isiioS  issss^i  ^!:;Ssss 
si 


^S»gf3^    iS-$§    S^PiS    22S$gS 

^ciS5ior«.     o^a^o     oocoKSt*     oo-!«^^ 


SoSS''^  SSSSS  §3SS§  gssss 


££9:^3 


^-5 


.11 


if. 


Digitized  by 


Google 


Statistics — Unit  Costs — Gas 


673 


Z 


O 

z 


b3 


2 
-< 


lO 


^.|&8 


II  is* 


li..^: 


lil 


I 


a 

z 


j§i§§  eis§g  gig^g  ssssg 


ga»toe>«eO'^  t«.  o»  •«•«  e»  lO   a»o»oe4io   ■*^ec«u5 


i§§  Is 


« 


iiigi  $§§g§  isisi  §§s§§ 


«»•«•«  — .^^        ^IO^MC4        tOCOCOMM        CVv^eO        1-1 


jisii  §§i7g  iisis  iisis 


»3""      CMco      C'l'^M      eo      eoMsio      ■*      c>»e««      -^eo 


§§§§§  §§§!§  §§§§§  §§§§§ 


nimz  isssi  §§gi§  i§s§i 

a28""3  sss's's  ssass  gsaas 


§§ 


§§ 


5  i 

«8 


i<3 


si*j 


11 


i 


s:ss^ 


Digitized  by 


Google 


674  Report  of  Railroad  Commission 


Digitized  by  VjOOQIC 


Statistics — Unit  Costs — Gas 


675 


Q 


&i3 


o 

;3 


S 


Irs 

III 

c  S  * 
;goS. 


p 


11 


Hi 


ill 

Ml 


s' 


c 

a 

2 


§  §isi§  igiSi  §1^11 


isgSi  liili  lliil 


iS$52 


i§  §§$si  iiiSi  §§§ii 


s^s^i  ^am  inisU  lisii 


^      C4      CO      eo«e««'^«*      «oc<»      ij>'*      o»eoeo»-«- 


o^oo^<e     '^(0ot>>eS     oc4i-4e4t>> 
cDC4t«^a6co     £2SS!^!S^     SS^iSS! 


*-i  ^  .^  C4  i-H 


=»S::   s::2 


ACDOO 


SSSSSS^^    SSSSSS    SSSiSS 
S^*S2    g-^^-^si    ^n^^"^ 


zs  sss:?s 


5!;:SS§SS    ^S^SS    :SSo^:$S    ^S&SS 

s:s^sii  ^ssi^'s  ^g^ss^  oss^ssss 


o 

i 


65 


t^l^^s 


4lli 


U^ 


hi 


la  "Sii 


mJ 


Digitized  by 


Google 


676 


Report  of  Railroad  Commission  . 


Hi 


9SSSSSS    SSSrTSSS    SSSS8S    SS&^Q 


sss 


M 


g    2S222    2SSS5:    SSSSSg 


II 


SSSS   ^:S^§3S    SSSoSoS   :3;ssss 


s 


si 


s 

2 


I  If? 


S    SSS^::    ::S8$S    S 


Ills 


2    Sg882    2 


SS 


S88 


llH 


g2SS2  28282  S2222  88gS 
8 


% 
cq 


§ig§s  §§i§s  mm  §§sii 


I 


5      •* 


Hi 


i  lilii 


Sou     k«o4 


il 


5J  g; 


Mi 


Digitized  by 


Google 


Statistics — Unit  Costs — Gas 


677 


W 


§§§ss  §§§§3  nnm  3i§§i 


ss 


2 


1^1 


iiisi  §§iss  siiii  §3iig 


SS 

si ' 


3§i  ssiSi  3§s§§  §§i§i 


8  ' 


§§$li  S 


3§s  ii§i 


li 


ili 


u 


ll*i 

w 


l%% 


§  sgssa  §§s§§  Sss§§ 


S3 
8  ' 


8  ■  ■ 


g  tznii  % 


§i§  §§s 


is 

8  ° 


3 


i! 


s 


5 

5 


§§§si  siiii  iiii§  ggisi 

8 


8  ' 


ssiSi  ais^i  s§is§  i§ss§ 


w      «««•«•«•«•«      ««     tj'T      a»eoeo*^^ 


^1 

^li^l  li 


.5 


66i 


<«< 


'^  Tail; 


II 


^^Jii. 


'i  IIJL  lllll  Mi 


Digitized  by 


Google 


678  Report  of  Railroad  Commission 

CLASS  A.    UNIT  COMMERCIAL  EXPENSEa    YEAR  ENDING  JUNE  30.  1914. 


Location 


NaICB  or  COMPANT 


Meiers 


CoDuneraal 
per  meter 


CoDsumen 


IS&iuadL 

BcloiU 

fc  FtSk.. 

re .... 

Food  da  Lao. 

QreenBay 

JaneiTflle — 

Kftyifi^^     

Lft  Croae ^ 


MuHowoe. 

Marinette....... 

Blihraukee 

ClahkoalL..„ 


Sheboygan... 

Sapenor 

Watertown. 
Waosau 


Wk.  Tr.  Lt  Ht.  k  Pr.  Co  .„ 

Aahland  Lt.  Pr.  A  8t.  ^.  Co. . 

Beloit  W.  Gas  db  Elee.  Co 

WiB.-Mmn.  Lt  A  Pr.  Co 

Eau  Claire  Gas  Lt  Co 


Eastern  Wis.  Ry.  &  Lt  Co .. 

Wig.  Public  Service  Co 

New  Gas  Uaht  Co 

Wis.  Gas  A  taec.  Co 

La  Crosse  Gas  k  Elec.  Co.. 


Madison  Gas  &  Elec.  Co 

Manitowoc  Gas  Co 

Menomioee  k  Mar.  Lt  A  Tr.  Co  . 

Milwaukee  Gas  Light  Co 

Oshkoeh  Gas  Light  Co 


Wis.  Gas  4  Elec.  Co 

Sheboygan  Gas  Light  Co 

Superior  W.,  Lt.  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co.. 
Wausau  Gas  Co 


Weighted  average  No.  I 

Weighted  average  No.  II.. 


4.238 
M7 

2.877 
630 

3.061 

3.273 
3.162 
2.918 
4.167 
4.474 

6.363 

2.237 

702 

90.678 

5,845 

9,363 
3.826 
3.534 
1.532 


10.884 
.715 
.499 
.242 
.796 

1.031 
1.343 
3.540 
1.609 
.729 

1.685 
1.237 
1.820 
1.730 
.435 

1.715 
1.006 
1.189 
.916 
1.257 


11.532 
1.582 


4.182 
983 

2.892 
550 

3.059 

3,214 
2.925 
2.904 
4.156 
4.381 

6.286 

2.222 

659 

87.817 

4.523 

9,200 
3,822 
3.534 
1.498 
1.890 


10.896 
.70S 
.497 
.281 
.796 

1.060 
1.452 
3.557 
l.ftl2 
.745 

1.705 
1.345 
1.036 
1.787 
.562 

1,746 
1.007 
1.189 
.937 
1.260 


11.583 
1.583 


CLASS  A. 


MISCELLANEOUS.  GENERAL  AND  UNDISTRIBUTED  EXPENSE  PER  UNIT. 
YEAR  ENDING  JUNE  30.  1914 


Location 

Namb  or  Company 

M   cubic   feet 
sold 

General 

office 

sabries 

per  M  cu. 

ft  sold 

Law  ex- 
pense- 
general 
per  M  cu. 
ft  sold 

Injuries 
and  dam- 

sold 

Inniranoe 

per  M  en. 

ft  sold 

\ppleton    

Wis.  Tr.  Lt  Ht  A  Pr.  Co 

Ashland  Lt  Pr.  A  St  Ry.  Co 

Beloit  W.  Gas  A  Elec.  Co 

Wie.-Minn.  Lt  A  Pr.  Co 

Eau  Clabe  Gas  Lt  Co 

Eastern  Wis.  Ry.  A  Lt.  Co 

Wis.  Pub.  Ser.  Co 

New  Gas  Light  Co 

Wis.  Gas  A  laec.  Co 

La  Croese  Gas  A  Elec.  C^ 

87,138.000 

.  14,286,900 

69,834.600 

8,573.400 

45,743,800 

66.028,000 
63,181.000 
69,913,800 
135.146,400 
96,038.000 

195,829,000 

44,669,900 

12,739,300 

3,312.968,000 

107,702,000 

274,013,800 
59,017.700 
88,140,000 
29,430,000 
29,499,300 

$0,079 
.178 
.081 
.060 
.080 

.082 
.067 
.037 
.017 
.055 

.052 
.105 
.038 
.016 
.098 

.033 
.074 
.029 
.064 
.087 

$0,003 
.009 
.003 
.009 
.001 

.006 
.009 
.002 
.007 
.001 

.001 
.014 
.001 
.001 
.018 

.007 

.002 
.009 
.000 

$0,010 

.001 

.001 

.013 
.009 
.006 
.009 
.008 

.ooo"' 

.002  ■ 
.000 

.014 
-003 
.001 
.012 

$0,010 

Affhl^nd 

.022 

Beloit 

.005 

Chippewa  Falls 
Eau  Claire.    ... 

Fond  du  Lac.... 

Green  Bay 

Janwvi?l« 

.009 
.003 

.006 
.003 
.007 

Kenoeha....  , 
Tya  fVoBpe 

.009 
.006 

Madiaon. 

Manitowoc 

Marinette... 

MOwaukea. 

Oshlnwh 

MadiflonGasAElecCo 

Manitowoc  Gas  Co 

Men.  A  Mar.  Lt  A  Tr.  Co 

MUwaukee  Gas  Lt  Co 

Oehkoah  Gas  Light  Co 

.008"*' 
.012 
.001 
032 

Racine. 

Wis.  Gas.  A  Elec.  Co 

.009 

Sheboygan 

Supoior — 

Watertown. 

Wausau 

Shebovgan  Gas  Lt  Co 

.003 

Superior  W.,  Lt  A  Pr.  Co 

Watertown  Gas  A  Elec.  Co 

Wausau  Gas  Co 

Weighted  average  No.  I 

Weighted  average  No.  II 

.004 
.006 
.003 

$0,029 
.029 

$0,002 
.003 

$0,004 
.004 

$0,003 
.003 
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CLASS  A.    PERCENTAGE  ANALYSIS  OF  DISTRIBUTION 


NaU  or  COUPANT 

LoCAItON 

rand  lets 

1^" 

IH" 

iate:,.:::::::::: 

Wk.  Tr.  U.  Ht.  A  Pr.  Co.     „ „ 

0.77 

0.67 

0.81 

Beloit.. 

Beloit  W.  Gm  4  Elee.  da 

.«8 
.72 

3.M 

.88 
10.81 
7.tt 

.87 
3.58 

1.17 

ChhxMwt  Ftlli   ^~ . 

4.S4 

BaaCbiw ^ 

FoDddnLftff 

Ewi  CWwGm  Lt  Co. V 

EMtem  Wis.  Ry.  k  U,  Co - 

Wit.  PuHif  PWri^  rV> 

3.21 

.87 

QmnBftT 

0.06 

Jum^^ 

New  Gm  huhi  Oo^ 

KiniMht 

Wit.  Qm  A  Dffctrio  Co. 

Lft  Crone „ 

MsdiwiL.      

La  Oowe  Gm  k  Elee.  Co 

Madisoo  Gm  k  Elec.  Co.... 

.29 

.80 

.24 

Mtn^*^^«^ 

Manitowoo  Gm  Co „- 

3.80 

8.08 

MflTfm^t^        

Men.  k  Mar.  Lt.  k  Tr.  Co 

MOiwikM 

MOwaukee  Gm  Light  Co 

nffhk4?ffh  Gm  Ui\%  <>t 

.01 

.02 

f^Hk^h 

HMim 

Wm.  Gm  k  Eke.  Co 

.58 

ShffboygBQ 

raMkovgan  Gm  T'iffht  r!o 

2.68 

Superior 

SuperTor  W.  Lt  k  Pr.  Co. 

.62 

Watertown 

Watertown  Gm  k  Elec.  Co 

1.14 

2.84 

5.30 

'Wnifflui 

Waumu  Gm  Co      

6.03 

Total „- 

0.26 

0.70 

1.13 

CLASS  A.    PERCENTAGE  ANALYSIS  OF  METERS. 


LOCATIOK 


NaMB  or  COHPANT 


Sandleit 


Appleton 

Aahland 

Beloit... 

Chippewa  Falk. 
Eaa  Claire 

Fond  du  Lac 

Green  Bay 

JaneeviUe 

Kenoeha. 

La  Croeee 

MadiMUL..... 

Manitowoc 

Marinette » 

Mitwaakee — 

Oehlcoeb 

Racine 

Sheboygan 

Superior — 

Watertown. _ 

Wauiau 


Wi^  Tr.  Lt.  Ht.  A  Pr.  Co 

Ashland  U.  Pr.  k  St.  Ry.  Co 

Beloit  W.  Gm  ft  Elec.  Co. 

Wk-Minn-  Lt.  k  Pr.  Co 

Eau  Claire  Gm  light  Conu>any. 

Eastern  Wis.  Ry.  k  Lt.  Co 

Wis.  Public  Ser.  Company 

New  Gm  Light  Company — 

Wis.  Gm  k  Uto.  Co 

La  Crosse  GmA  Elec.  Co. 

Madison  Gm  k  Elec.  Co. 

Manitowoc  Gm  Company 

Men.  k  Mar.  Lt.  k  Tr.  Co 

Milwaukee  Gm  Light  Company. 
Oshkoeh  Gm  Light  Company„.... 

Wis.  Gm  k  Hec.  Co 

Sheboygan  Gm  Light  Co 

Superior  W.  Lt.  k  Pr.  Co 

Watertown  Gm  k  Elec.  Co 

Wausau  Gm  Cmnpany^ 

Total 


16.42 

81.33 

50.06 

48.60 

3.08 

94.85 

43.66 

58.21 

34.43 

63.35 

7.91 

80.34 

23.76 

78.38 

14.30 

58.30 

i.go 

96.33 

lO.W 

86.57 

15.07 

81.31 

36.92 

59.41 

24.60 

71.10 

1.22 

93.41 

5.57 

02.40 

32.93 

63.25 

12.31 

88.88 

21.60 

75.81 

56.09 

41.44 

8.50 

86.82 

8.55 


86.56 
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SooBS  Of  Maw  Pipb 

2" 

2H" 

3" 

4" 

6" 

8" 

10" 

12" 

16" 

Total 

21  30 

1.64 
13.54 

6.88 
17.80 
32.75 

25.36 
80.12 
10.02 

60.73 
4.36 
28.40 
13.84 
26.45 

40.07 
24.60 
52.08 
72.71 
16.45 

40.18 
48.22 
23.28 
68.43 
57.83 

58.47 
57.80 
42.75 
21.60 
30.57 

12.38 
3.46 
0.24 
4.07 
1.61 

10.38 
0.00 
18.58 

i8.n 

12.81 

15.00 
6.54 
14.26 
15.51 
13.61 

21.00 
17.18 
18.36 
13.40 
5.86 

1.70 
.44 

1.12 
.20 

1.61 

100.00 

78.12 



1.00 

2.26 

1.82 

100.00 

57.13 

100.00 

47.02 

100.00 

25.74 

.61 

5.60 
.50 
.44 

3.12 
.63 

2.55 
1.68 

.47 

100.00 

8.35 

100.00 

15.24 
10.56 

3.56 
1.58 

.63 
1.74 

.12 

100.00 
100.00 

5.40 

100.00 

26.20 

38.05 
24.57 

5.29 

....  ..^..... 

36.63 

1.44 
0.10 

38.05 
3.48 

14.43 

13.78 
3.08 
8.07 

13.79 
6.08 

.50 

.28 
2.08 
1.06 
1.26 
4.41 

.57 

.25 

4.70 

2.82 

.30 
1.73 

.68 

.68 
.22 

100.00 

100.00 
100.00 

22.45 

100.00 

.10 
6.07 

.01 

6.51 
3.65 

2.26 
2.23 
3.40 

3.81 

1.27 

100.00 
100.00 

1.10 

1.45 
.12 

.61 
.61 

100.00 

15.81 
21.11 

.79 

100.00 
100.00 

36.07 

2.74 

100.00 

40.66 

100.00 

13.45 

0.33 

10.15 

52.74 

13.03 

1.35 

3.66 

1.64 

0.60 

100.00 

YEAR  ENDING  JUNE  30,  1014. 


Size 

Of  MmBs— Lamp  Capacitt 

5« 

10 

20 

30 

45 

60 

80 

100 

150 

200 

250 

300 

Total 

1.80 
.72 
1.18 
1.88 
1.63 

1.10 
1.80 
1.16 
.65 
1.27 

1.70 
2.15 
2.85 
2.05 
.87 

.00 
2.88 
1.36 
2.48 
2.85 

0.28 
.31 
.21 

1.10 
.52 

.76 
.63 
.75 
.43 
.76 

.44 

.67 

1.13 

.86 

.48 

.84 
.37 
.23 
.72 
1.21 

0.12 
.21 
.60 

0.05 
.10 
.07 
.15 

100.00 

0.10 

.09 
.13 
.38 
.07 
.09 

.35 
.58 
.14 
.38 
.15 

.27 
.60 
.11 

100.00 

**" 

0.03 

0.03 

100.00 

100.00 

... 

0.07 

100.00 

.65 
.22 
.27 
.34 
.18 

.77 
.00 
.14 
.69 
.39 

.97 

.m" 

.07 
.57 

.06 

100.00 

100.00 

13.88 

.03 
.17 
.07 

.13 

".05 

15.49 
.02 

0.35 
.02 

100.00 

.02 
.07 

.14 
.09 
.14 
.36 
.11 

.30 

100.00 

100.00 

100.00 

.09 

100.00 

100.00 



.09 

.03 
.03 

.10 
.03 

.40 
.03 
.07 

.01 

.02 

.00 

0.00 

100.00 
100.00 

.02 
.03 

100.00 



100.00 

.25 
.20 
.05 

100.00 

*** 

100.00 





100.00 

.26 

2.34 

0.75 

0.52 

0.30 

0.25 

0.05 

0.10 

0.00 

0.31 

0.01 

0.00 

100.00 
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CLASS  A.    DISTRIBUTION  LOSSES.    Y£AB 


Location 

Namb  Of  Company 

Cubic  feet 
delivered 
to  mains 

Appleton 

Wis.  Tr.  Lt.  Ht.  k  Pr.  Co „ 

Ashland  Lt.  Pr.  k  St.  Ry.  Co 

99,060,000 

aSISSST 

16.637.134 

Bdoit 

ChipMwa  FallB_ 

Beloit  W.  Gas  k  H.  Co 

Wk -Minn  Lt.  *  Pr.  Co 

79.932.400 
9.808.400 

Eau'^?7iairff 

F«u  nair«  ^vi  J  A  Cnr^pmy 

50,768.400 

Fond  du  Lac 

K%fiUfm  Wiip.  Ry.  k  1f%-  Co 

70.989.502 

Green  Bay..... 

76.335,000 

Jaaesrille. 

New  Gas  Li^t  Company.^„  .„ _ 

Wis.  Qas  4  Elm.  Company                  

72.476.917 

Knmha 

171,918.800 

UCn»e.._ 

Madison. 

U  Crosse  Gas  k  Elec.'Co^. _ 

Madison  Gas  k  F3m.  Co 

118.642,100 
219,721,000 

Manitowoc.. 

Manit^^v^Oas C-n 

51.669.800 

Marinette 

Men.  k  Mar.  Lt.  k  Tr.  Co 

16.679.980 

Milwaukm 

Milwaukee  Gas  Light  Co 

3.512.132.000 
113,098.000 

r>hko#h 

Oifhknnh  ritit  T4ght  Hotfipaqy                

Racine 

Wis.  Gas  k  Elec.  Co 

476.083.000 

»h#hnyg|^ 

Shebnygan  (Hfi  T/t.  ^-o      

65.892.000 

Wat«rtown.„ .    . 

Watertown  Gas  k  Elec.  Co 

34.148,000 

Superior 

Superior  W.  Lt.  &  Pr.  Co  ..              

88.140.400 

Wauaau  

Wausau  Gas  Company 

Weighted  average  Na  II 

32.108.700 

CLASS  A.    PPIRCENTAGE  ANALYSIS  OF  ST.^TION  OUT 


Location 

Namb  or  Company 

July 

August 

Septonbcr 

October 

Bdoit 

Chippewa  Falls 

Eau  Claire.  „ 

Fond  du  Lao 

Green  Bay 

Ww.  Tr.  Lt.  Ht.  &  Pr.  Co 

Ashland  Lt.  Pr.  k  St.  Ry.  Co 

Beloit  W.  Gas  A  Elec.  Co 

Wis.-Minn.  Lt.  k  Pr.  Co 

Eau  Claire  Gas  Lt.  Company 

Eastern  WJB.  Ry.  &  Lt.  Co  

Wis.  Public  Service  Co 

New  Gas  Light  Company 

Wis.  Gas  k  Electric  Company   

La  Crosse  Ga««  k  Electric  Co 

Madison  Gas  k  Elec.  Co 

Manitowoc  Gas  Co      

Men.  k  Mar  Lt.  A  Tr  Co 

8.31 
8.26 
7.02 
7.92 
7.52 

8.69 
8.24 
7.42 
7.63 
8.82 

6.92 
9.43 
8.31 
7.17 
7.50 

7.55 

8.83 
7.79 
8.41 
7.79 

8.56 
8.08 
7.41 
8.55 
8.12 

8.29 
9.01 
7.76 
8.49 
8.43 

7.19 
9.86 
11.61 
7.43 
8.01 

7.33 
9.11 
7.99 
8.54 
8.10 

8.81 
8.76 
8.15 
8.69 
8.49 

8.38 
9.02 
8.54 
8.21 
8.41 

7.74 
8.94 
9.59 
8.28 
8.45 

7.38 
9.13 

8.77 
8.64 
8.28 

9.01 
8.96 
9.01 
8.ft4 
8.92 

s.ao 

8.69 

Janesville 

Kenosha 

LaCroBse 

Madison 

Manitowoc 

Marinette 

9.29 
8.29 
8.11 

9.22 
8.06 
9.41 

Milwaukee 

Oshkosh 

Racine 

Sheboy(?an 

Superior 

Watcrtown 

Wausau.  

Milwaukee  Gas  Light  Company 

Oshkosh  Gas  Light  Co 

Wis.  Gas  k  El.  Company 

Sheboygan  Ga*"  Litfht  Company 

Superior  Lt.  &  Pr.  Co 

Watertown  Gas  k  Elec.  Co 

Wauaau  Gas  Company   

Total 

9.13 

8.85 

8.30 
8.59 
8.M 
8.30 
8.42 

7.38 

7.63 

8.24 

8.96 
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ENDING  JUNE  30.  1914. 


Cubic  feet 

sold  and 

tnnsferred 

Lon  in  cubio  feet 

Per  eent  loss 

MiJeeofmain 

M  cabic  feet  lost 

permUeof 

main 

87.695.500 
14,386.900 
70.015.400 
8.573.400 
46.738.200 

65.028.000 
63.181.000 
70.731.900 
135.281.000 
96.573.000 

196,209,100 

45,528.500 

14.032.150 

3.347,650.700 

108.181.200 

435.562.500 
60.007.000 
29,698,000 
88.140,400 

11,364.500 
2.250.234 
9.917.000 
1.235.000 
4.031.000 

5.961.592 
13.154.000 

1.745.017 
36,638.800 
22.069.100 

23.511.900 

6.131.300 

2.647.830 

164.481.300 

4.916.800 

40.520,500 
5.885.000 
4.450.000 

11.47 
13.52 
12.40 
12.59 
7.94 

8.40 
17.23 
24.08 
21.31 
18.61 

10.70 
11.87 
15.88 
4.68 
4.35 

8.51 
8.93 
13.03 

53.01 
15.47 
33.58 
10.33 
37.08 

40.07 
60.24 
32.34 
42.16 
56.69 

67.55 
28.87 
13.65 
481.45 
42.98 

81.44 
39.20 
20.84 
38.67 
25.59 

214.3 
145.5 
295.3 
11.96 
108.7 

148.8 
218.3 
54.0 
869.0 
389.3 

348.1 
212.3 
193.9 
341.7 
114.4 

497.6 
150.1 
213.5 

30.393.000 

1.715.700 

5.34 

67.0 

6.75 

297.0 

PUT  BY  MONTHS.    YEAR  ENDING  JUNE  30.  1914. 


November 

December 

January 

February 

March 

April 

May 

June 

Total 

8.72 

9.18 

8.61 

7.30 

7.91 

7.48 

8.19 

7.92 

100.00 

8.79 

9.91 

8.86 

7.45 

7.08 

7.75 

7.57 

8.54 

100.00 

9.13 

9.23 

9.16 

8.17 

8.78 

8.40 

8.01 

7.53 

100.00 

9.00 

9,86 

8.90 

8.05 

.7.36 

6.89 

7.82 

8.02 

100.00 

9.01 

9.76 

9.09 

7.57 

7.92 

7.65 

8.00 

7.95 

100.00 

8.27 

8.66 

8.44 

7.83 

7.93 

8.08 

8.81 

8.42 

100.00 

8.22 

8.40 

8.17 

7.18 

7.97 

7.95 

8.74 

8.41 

100.00 

9.16 

9.42 

9.05 

7.70 

8.07 

7.69 

8.10 

7.80 

lOO.OO 

8.25 

9.24 

9.73 

7.63 

9.17 

8.82 

7.95 

6.69 

100.00 

7.64 

8.20 

8.11 

7.52 

8.26 

8.34 

9.03 

9.13 

100.00 

8.97 

9.44 

9.10 

7.94 

8.93 

8.55 

8.36 

7.64 

100.00 

8.17 

8.99 

8.23 

6.87 

7.66 

7.33 

8.20 

8.27 

100.06 

7.85 

7.99 

7.58 

6.95 

7.70 

7.38 

7.94 

7.69 

lOO.OO 

9.02 

9.47 

9.45 

8.12 

8.47 

8.01 

8.03 

7.42 

lOO.OO 

8.65 

9.27 

9.06 

7.75 

8.38 

7.94 

8.19 

7.95 

100.00 

8.69 

9.76 

9.78 

8.47 

8.67 

8.96 

7.64 

7.48 

100.00 

8.14 

8.88 

8.28 

6.95 

7.84 

7.28 

8.13 

8.84 

100.00 

8.82 

9.11 

8.94 

7.84 

7.93 

7.85 

7.70 

8.32 

100.00 

8.35 

8.59 

8.08 

7.46 

8.26 

8.04 

8.59 

8.65 

100.00 

8.81 

9.76 

9.57 

7.66 

8.19 

7.63 

7.91 

7.8H 

100.00 

8.86 

9.40 

9.32 

8.02 

8.46 

8.11 

8.06 

7.56 

100.00 
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Italic  figmw  denote  credif  or  deficiti. 


Report  of  Railroad  Commission 

CLASS  B.    PERCENTAGE  ANALYSIS  OF  INCOME 


Location 

NaMB  Of  COMFAKT 

tnciuamg  net 

eamingB 

from    rniduals 

Operating 
expenaea 

Aatigo 

Banboo 

City  Gm  Co 

Banboo  Gas  k  Elec.  Co 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 

121.00 
66.14 

BeftTfT  Dam 

Beaver  Dam  Fuel  ft  Light  Co  ^ 

40.50 

Bvlin. 

Berlin  Pub.  Ser.  Co.  .^ 

70.28 

Bnriincion 

Citiaens  Gae  Co 

Ft.  AtkineoD  Oft«  Co 

62.03 

Ft.  AtkuaoD. 

67.90 

HudeoiL -. 

Ironirood...  „ 

St.  Croix  Gas  Co .„ 

Ironwood  Qaa  Ckt. 

06.40 
98.08 

71.25 

Monroe.„ 

PlatteviUe 

Monroe  U.  4  Fuel  Co 

Platte>'iUe  Gas  Co 

62.72 

80.87 

^s^ns^^^ 

Portage  Am.  Gas  Co 

66.63 

Oneida  Gae  Co. 

85.82 

Ripoo 

Ripon  Lt.  k  W.  Co „„ 

72.78 

Stevens  Point 

Stevens  Point  Ltg.  Co 

Stoughton  Lt.  k  Fuel  Co. 

83.92 

Sloughton.       .   . 

50.89 

WftnVfwhft 

WaoW^iha  Ga<  ^.  Fl.  C^. 

66.86 

Wyiwimtoeft 

Wauwatosa  Gas  Co. 

70.09 

HiW  A»M 

West  Alfis  Gas  Co 

Total : 

70.78 

• 

100.00 

69.64 

Italic  figurea  denote  credits  or  deficits. 


CLASS  B.    ANALYSIS  OF  INCOME  ACCOUNT  PER  M  CU.  FT. 


Location 


Naiik  or  CoMrANT 


M  CU.  ft. 


Operating 

revenue  per 

Meu.ftof 

gas  add 


Operating 


Meuft  of 
gas  sold 


Antigo 

Baraboo.. 

Beaver  Dam.. 

Berlin 

Burlington 

Ft.  Atkinson^. 

Hudson 

Ironwood 

Meo(«nonie 

Monroe 

PUrttcville 

Portage 

RhineUnder.... 

Ripon. 

Stevens  Point. 

Waukesha 

Wauwatosa . 
West  Allis 


atyGasCo 

Baraboo  Gas  k  Elec.  Co 

Beaver  Dam  Fuel  k  Lt.  Co... 

Berlin  Pub.  Ser.  Co 

Citixens  Gas  Co 


Ft.  Atkinson  Gas  Co. 

St.  Croix  Gas  Co 

Ircmwood  Gas  Co 

MetUHDonie  Gas  Co. 

Monroe  Lt.  k  Fuel  Co.. 


Platteville  Gas  Co 

Portage  American  Gas  Ca... 

Oneida  Gas  Co 

Ripon  Lt.  k  Water  Co „.... 

Stevens  Point  Ltg.  Co 


Waukesha  Gas  k  Elec.  Co... 

Wauwatoea  Gas  Co 

W«it  Allis  Gas  Co 


Wdghted  average  No.  I 

Weighted  average  No.  II... 


5,749.700 
12,895.400 
16,094.000 

8,645.200 
11,398.900 

9,762.200 
3,911.600 
9,960.700 
8,430.900 
10.266.366 

6,288.900 
22,655.500 
7,178.900 
4,969.225 
12.614.700 

41,059.300 
29,849.300 
47,460.400 


$1,207 
1.598 
1.293 
1.548 
1.519 

1.291 
1.456 
1.324 
1.375 
1.405 

2.032 
1.665 
1.366 
2.410 
1.841 

1.557 
.860 
.854 


$1,347 
1.347 


$1,469 

1.063 

.640 

1.088 

.790 

.747 

1.404 

1.297 

.980 

.881 

1.827 
1.110 
1.172 
1.756 
1.645 

1.034 
.608 
.605 


S0.962 
.962 
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Mamtenanee 

CSPCIUMB 

Taxes 

Non- 
operatiiig 
revenue 

Interest  on 
funded  debt 
and  real  es- 
tate mort- 
gages 

Other  deduc- 
tions from 
gross  income 

Dividends 

Surplus 

5.83 

10.58 
3.54 
1.66 
6.70 
1.55 

3.42 
8.85 
7.04 
6.24 
3.63 

2.76 
4.03 
3.36 
3.61 
4.30 

4.81 
3.94 
1.27 
5.75 

2.80 
3.06 
3.02 
4.82 
.07 

2.71 
1.24 
1.95 

i.et 

4.97 
1.94 

.80 
4.04 

.54 

2.92 
6.07 
1.64 
.80 
1.66 

1.14 

.87 

7.11 

2.12 

11.48 

1.98 
1.92 
6.56 
8.79 

40. i7 
7.33 

5.88 

18.25 
4.80 

5.62 
4.76 

9.59 

11.74 
20.91 

19.31 
19.05 

4.42 

2.11 
.28 

10.40 

■   13.38 
13.15 

7.29 
2.95 
18.71 
9.93 

8.18 

3.47 

7.46 

56.44 

42.64 

6.75 

28.90 

.78 

13.04 

87.6i 

2.62 

58. SI 

6.03 

25.96 

4.75 

.84 

.78 

5.00 

'M 

1.76 
.92 
.72 
.86 

.82 
16.29 

8.31 

12.92 

25.42 
13.13 

6.79 

1.60 
5.64 

11.00 

9.69 
16.64 

11.60 

9.69 

4.14 

t4'»l 
17.36 

1.80 

2.60 

3.49 
8.07 
5.34 

9.39 

8.77 
3.08 

5.96 

7.12 

3.54 

5.36 

4.15 

1.25 

11.10 

3.42 

3.56 

0.48 

GAS  SOLD.    YEAR  ENDING  JUNE  30,  1914. 


Mainte- 
nance ei- 

ff^S^of 
gas  sold 

Depreda- 
tion per 

Mcu.frof 
gas  sold 

Taxes  per 

Mcu.ft.of 

gas  sold 

ng  revenue 
per  M  cu. 

Interest  on 
funded  debt 
and  real  es- 
tate mort- 
gages per  M 
cu  ft.  of  gas 
sold 

Other  do. 

Mca.ftof 
gas  sold 

Diyidends 
OCT  M  cu. 

Surphis 
perMouft. 
of  gas  sold 

Net  earnings 
fromresia- 
ualsperM 

10.070 

$0,127 
.056 
.021 
.104 
.024 

.044 
.128 
.093 
.086 
.051 

.056 
.067 
.046 
.087 
.079 

.061 
.011 
.049 

$0,033 
.048 
.039 
.074 
.001 

.034 
.018 
.025 
.Oit 

$6,291 
.062 

.053 

.096 

$0,060 
.031 
.010 
.062 
.008 

.038 
.075 
.021 
.011 
.023 

.023 
.014 
.097 
.051 
.211 

.029 
.057 
.075 

90.486 
.117 
.250 
.295 
.102 

.373 
.011 
1.169 
.6S7 
.365 

.117 
.04$ 

.gis 
.tss 

.459 

.146 
.051 
.060 

.008 

$0,328 

.073 

$0,124 

$0,152 

.073 

.132 

.067 
.027 

.158 

.318 

.004 

.173 
.036 

.177 
.181 

.148 
.049 
.255 
.239 
.151 

.054 

.069. 

.046 

.747 
.586 

.doi 

.085 

.006 

.017 
.013 
.068 
,03t 
.000 

.014 
.006 
.007 

.016 
.271 

.412 

.027 
.077 

.183 

.373 

.279 

.200 
.288 

.205 

.009 

.076 
.042 



.415 
.352 

.075 
.026 

10.049 
.068 

10.076 
.094 

$0,055 
.055 

$0,016 
.017 

$0,139 
.239 

$0,047 
.047 

$0,051 
.108 

90.006 
.006 

.136 
.308 

Digitized  by 


Google 


686 


Italic  figuTCT  denote  creditB. 


Report  of  Railroad  Commission 

CLASS  B.    PERCENTAGE  ANALYSIS  OF  CLASSES  OF 


Location 


Namk  or  Company 


Operating 


Antigo  

Bareboo 

Bearer  Dam. 

BerliiL 

Barl*ngton 


Fort  AtkiDaon. . 

Hudson _ 

Ironwood..„ 

Menonumie 

Monroe 


Platteville 

Portage 

Rlunnander 

Ripon. 

Sterons  Point.. 


Stoughton 

Waukesha  .. 
Wauwatom 
Wert  Allia 


City  Gas  Company 

Baraboo  Gas  &  El.  Co 

Beaver  Dam  Fuel  &  Lt.  Co... 

Berlin  Pub.  Ser.  Co 

Citiiens  Gas  Company 


Fort  Atkinson  Gaa  Co. 
St.  Croix  Gas  Company 
Ironwood  Gaa  Company 

Menomon*e  Gas  Co 

Monroe  Lt.  &  Fud  Co 


Platteville  Gas  Co 

Portage  Am.  Gas  Co  . . 
Oneida  Gas  Company...^ 
RiponLt.A  W.Co..  . 
Stevens  Point  Ltg.  Co. .. 


Stoughton  Lt.  <fc  Fuel  Co .. . 
Waukesha  Gas  A  Fuel  Co... 
Wauwatosa  Gas  C<Hnpany... 
Wert  Allis  Gas  Co 


Total  . 


86.07 
69.10 
59.14 
81.94 
55.76 

78.43 
95.96 
51.71 
52.10 
84.70 

84.28 
64.46 
71.13 
67.19 
67.16 

59.71 
72.50 
73.96 
75.50 


60.10 


CLASS  B.    PERCENTAGE  ANALYSIS  OF  OPERATING 


Namx  op  Compant 

Pbe  Cekt 

Location 

Production 

Dirtribution 

Antigo 

Baraboo                     

Anti  go  Gas  Company 

70.02 
75.37 
71.92 
76.42 
72.86 

77.36 
73.14 
67.49 
59.72 
67.38 

63.80 
72.35 
54.07 
63.34 

72.88 

72.93 
78.6ft 
99.82 
99.66 

4.68 

Baraboo  Gas  <k  Elec.  Co 

Beaver  Dam  Fuel  Sc  Lt  Co 

4.07 

BeavpT  Dam 

5.31 

Berlin 

Berlin  Pub.  Serrice  Co  

1.90 

Burlington 

Citiiens  Gas  Company 

Fort  Atkinson  Gas  Comoany 

St.  Croix  Gaa  Company 

Ironwood  Gas  Company 

5.85 

Fort  Atkinson 

2.14 

Hudson 

11.03 
11.39 

Menomonie._> 

Menomonie  Gas  Comoany..... 

Monroe  Lt.  A  Fuel  Co 

5.83 

6.12 

Platteville        

Plat  t-eville  Gas  ComTMmy 

5.68 

Portage 

Rhindander 

Portage  American  Gas  Co  

5.30 

Oneida  Gas  Company 

8.18 

Ripon  Lt.  &  W.  Company 

9.92 

Stevens  Pcrint. 

Stevens  Point  Ltg.  Co 

Stoughton  Lt  &  Fuel  Co 

Waukesha  Gas  &  Elec.  Co.„ 

5.88 

Stoughton 

WauK«>f!ha 

4.86 
6.31 

Wauwatosa. 

Wauwatosa  Gas  Comoany 

Weet  AUia  Gas  Company 

WertAllis                        

Tnt^l 

76.28 

5.05 
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MaintenaDce 
expense 

Taxes 

Interest  on 

funded  debt 

and  real  estate 

morteagos 

Other  deduc- 
tions from 
gross  incomes 

Dividends 

Total 
expense 

4.07 

7.39 
3.70 
1.98 
7.82 
1.66 

4.65 
8.80 
3.71 
4.57 
4.01 

2.59 
3.90 
2.79 
3.33 
3.45 

5.70 
4.30 
1.34 
6.14 

3.47 
2.02 

.96 
4.70 

.59 

3.95 

6.04 

.86 

.69 

2.25 

1.06 
.83 
5.89 
1.95 
9.19 

2.35 
2.10 
6.93 
9.37 

100.00 

6.12 

11.45 

ii.ii"* 

19.06 
5.74 

100.00 

6.n 

5.54 

14.02 
22.4b 

100.00 
100.00 

4.74 
2.87 

3.71 

10.10 

29"."78 

31.20 

100.00 
100.00 

.28 

100.00 

6.88 

7.06 
9.62 

6.84 
2.86 
15.51 
9.16 
6.65 

100.00 

1.92 

100.00 

8.14 

100.00 

4.46 

.77 
16.76 

100.00 

1.55 
4.68 

10.64 

100.00 
100.00 

10.70 

7.67 
10.34 

30.10 
14.34 

100.00 

3.31 

100.00 

2.14 

100.00 

2.94 

3.82 
8.52 
5.70 

100.00 

9.25 
3.29 

100.00 

100.00 

3.51 

5.32 

4.11 

ll.(^ 

3.40 

3.54 

100.00 

EXPENSES.    YEAR  ENDING  JUNE  30.  1914 


DnrmoN  of  OmunNO  Expbnbm 

Percent  of  oner- 
ftting  expense 
(excluding  de> 
preciation    and 
taxes)  to  opera- 
ting revenues 

Percent  of  apen^- 

Mnmdpal 
eootraet 
fichting 

Commercial 

General 

Total  expense, 

excluding  taxes 

anddepre- 

datiott 

ting  expense 
Onduding  depre- 
ciation and  taxes) 

to  operating 
revenues 

— 

0.33 
7.95 
5.20 
1.96 
.37 

1.74 

.62 

5.66 

11.60 

.03 

2.81 
3.94 
4.62 
6.13 
1.77 

6.17 

3.88 

.18 

.34 

21.04 
10.58 
14.58 
15.62 
19.02 

16.22 
12.78 
14.60 
20.16 
24.63 

20.89 
14.74 
23.52 
17.83 
14.21 

16.04 
10.33 

3.93 
2.03 
2.99 
4.10 
2.08 

2.54 
2.43 
.86 
2.69 
2.84 

6.92 
1.06 
9.61 
2.78 
5.26 

100.00 
100.00 
.100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 

127.52 
72.00 
55.12 
75.03 
56.45 

60.01 
96.68 
111.07 
73.87 
68.76 

94.62 

138.10 
75.54 

'~~    2^61 

66.37 
81.73 
68.40 

63.43 
105.53 
131.49 
93.26 
72.38 

104.67 

.79 

0.23 

3.32 

12.90 

2.22 

100.00 
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Report  of  Railroad  Commission 

class  b.  operating  unit  cofltb  pkb  m  cu. 


Location 

Name  or  Compant 

Mcu.ft.made 

Production 
made 

Production 

less  reaiduate 

perMcu.ft. 

made 

Antifo....- 

BanXoo. 

Antifo  Gw  Coinpaay ^ 

Btfftboo  Gm  A  El.  Co  .  .„ 

Beavw  Dwn  Pud  4  Lt.  Co.- 

Btflin  Pub.  8«r.  Co. 

7.525.800 
14.536.140 
17,965.500 

9,181.887 
11.470.300 

10,663.800 
4,332.710 

14.409.950 
8.961.300 

11.017.368 

7.331.500 
23.333.500 
7.822.478 
6.272.200 
15.151.000 

SO.  824 
.767 
.459 
.836 
.619 

.549 
.929 
.682 
.571 
.606 

1.052 
.798 
.662 

1.020 
.984 

10.834 
.474 

Beavvr  Dmd. 

B<rlm.„    

.459 
.711 

BurltiiKt4>n 

Citimw  Om  Onmimny 

.619 

Ft.  AtkiiuKm 

Fl.  AtkuMon  Gm  C^ 

St.  Croix  Gas  Company 

IitHiwood  Oai  Company 

.549 

Hudson 

.929 
.682 

Monroe  Lt.  ft  Fud  C-o 

Platteville  Gas  Co 

.569 

Monroe 

PlatteviUe 

.606 
.699 

PorUce 

Portae^  Am.  Gas  Co 

.435 

Oneida  Gas  Co 

Ripon  Lt.  k  W.  Co 

Stevens  Pt.  Lt.  Co 

Stoughton  Lt.  A  Fuel  Co 

.662 

Ripon.„ 

SUrrma  Point 

U.028 
.638 

wiukMha..;! 

WmwaUm 

WaukeshaGas  A  Elec.  Co 

Wauwatosa  Gas  Company 

W»t  AUis  Gas  Company 

Weighted  average  No.  I * 

Wei^ted  average  No.  II 

49.192.300 
29,874.900 
47.685.800 

.741 
.601 
.601 

.433 
.601 

W«tAll« 

.601 

10.700 
.700 

10.576 
.576 

CLASS  B.  OPERATING  EXPENSES  PER  M  CU. 


I  LOCATION 

Name  or  Compakt 

Meu.ftsold 

FlOuQOtion 

leasrwdoals 

perMeu.ft 

ioU 

IrodnecioD 
sold 

Antigo             

Antigo  Gas  Co  

5.749.700 
12.895.400 
16.094.000 

8.645.200 
11,898.900 

9.762.200 
3,911.600 
9.950.700 
8,430.900 
10,266.366 

6,288.900 
22.656.500 
7.178.900 
4.969.225 
12.614.000 

$1,078 
.535 
.513 
.756 
.623 

.599 
1.080 
.992 
.605 
.661 

.815 
.448 
.675 
1.297 
.767 

$1,078 

Baraboo  

Baraboo  Gas  A  El.  Co „ 

Beaver  Dam  Pud  A  Lt  Co..„ 

Berlin  Public  Ser.  Co 

.864 

Beaver  Dam       

.518 

Berlin.  - 

.887 

Burlington 

Citisens  Gas  Corapwy 

.623 

Ft,  A^nmn 

Ft  Atkinson  Gas  Co...:. 

St.  Croix  Gas  Cinunanv            

.599 

Hudson. 

1.030 

Ironwood  Gas  Co    

.992 

Menamooie 

Menomonie  Gas  Co 

.607 

Monroe 

Monroe  Lt  A  Fud  Co -  . 

PlatteviUe  Gas  Co 

.651 

PlatieviUe 

1.227 

Portage 

A  mfiri^n '^as  Company 

.822 

Oneida  Gas  Co 

.675 

Ripon 

Ripon  Lt  A  W.  Co „ 

Stev«M  Pt.  Ltg.  Co  

1.288 

Stevens  Point 

1.182 

Stouditon. 

Stoughton  Lt.  A  Fud  Co 

Waukfifha 

Waukesha  Gas  A  El.  Co 

43.059.300 
29.849.300 
47.450.400 

.495 
.602 
.603 

.846 

Wauwatosa. 

Wauwatosa  Gas  Co        

.602 

West  Allis      

West  Allis  Gas  Co 

Weighted  averase  No.  I   . 

.008 

80.629 
.629 

$0,706 

Weighted  average  No.  11  

.705 

1  Residuab  aooount  shows  a  debit  balance  of  $45.00  or  $0,008  per  M  cu.  ft. 
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eii.ft.iMde 

MuiieiMl 
eontiMtfi^t- 
ingpcrMea. 

ft.iMde 

Commereial 

XTrr 

iMde 

QcMnlex- 

•arr 

iMde 

Total  of  fore. 

M&SgrJ. 

duakpcrMeo. 

ft.  made 

Total  foreooing 

■stSS 

.084 



80.004 
.081 
.088 
.022 
.008 

.012 
.008 
.057 
.111 
.000 

.046 
.044 
.057 
.009 
.024 

.088 
.171 
.163 

.115 
.162 
.148 
.108 
.222 

.845 
.168 
.288 
.287 
.102 

80.046 
.021 
.019 
.044 
.018 

.018 
.081 
.000 
.025 
.026 

.114 
.012 
.118 
.045 
.071 

81.176 
1.018 

.688 
1.094 

.852 

.709 

1.270 

1.011 

.066 

.000 

1.640 
1.104 
1.225 
1.611 
1.850 

.688 

.021 
.050 

.960 
.852 

.015 

.700 

.140 

1.270 

.115 
.056 
.046 

1.011 
.964 
.900 

.002 

1.296 

.058 
.100 

.020 

.741 
1.225 

.160 
.070 



1.619 
1.004 

.050 

.087 
.001 
.002 

.007 

.007 

.941 
.602 
.608 

.633 



.602 
.608 

10.046 
.068 

10.002 
.029 

fO.080 
.080 

80.117 
.159 

80.021 
.020 

80.916 
.916 

80.703 
.702 

FT.  SOLD.    YEAR  ENDING  JUNE  30,  1014. 


DistribtttioD 
ezpeweper 
Meu.ftsold 

MunieiMl 
oootnot  fight- 
ing expeMe 
perMeu.ft. 
sold 

Ckmunereial 
eqMneeper 
Mou.ft.told 

Qounl 
eipeMeper 
Moo.  ft.  told 

Undietributod 
expenaeper 
Mca.ft.iold 

Total  of  fbve- 
Roing  without 
dedoetingrai. 
doakperMeii. 

ft.80ld 

Total  of  foi». 

dS^pcrM^. 
ftaoU 

10.072 

80.005 
.091 
.087 
.028 
.003 

.014 
.000 
.083 
.118 
.000 

.054 
.045 
.058 
.125 
.029 

10.324 
.121 
.104 
.181 
.163 

.125 
.180 
.215 
.205 
.238 

.402 
.168 
.204 
.362 
.280 

10.060 
.023 
.021 
.048 
.018 

.019 
.034 
.013 
.027 
.027 

.133 
.012 
.120 
.067 
.086 

81.530 
1.146 

.m 

1.161 

.857 

.774 
1.408 
1.470 
1.016 

.066 

1.023 
1.137 
1.240 
2.034 
1.621 

81.539 

.047 
.088 

.817 
.713 

.022 

1.029 

.050 

.857 

.017 

.774 

.155 

1.408 

.167 

1.470 

.050 

1.014 

.060 

.966 

.107 

1.511 

.060 
.102 

$0,030 

.763 
1.240 

.202 

2.043 

.005 

1.206 

.068 

.042 
.001 
.002 

.111 

.009 

1.076 
.603 
.605 

.725 

.608 

.605 

80.051 
.071- 

80.002 
.080 

80.032 
.032 

80.188 
.179 

50.023 
.032 

1.001 
1.001 

.865 
.865 
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CLASS  B.   PRODUCTION  UNIT  COST^. 


itaUe  fitnni  denote  (k6eH8. 


Locahoh 


NaID  or  COMPANT 


CoalQab 


PkoduetaonM 
00.  ft 


PkodttOUQB 


tm.t%. 


AntifD — 

BWMOO^ 


AntiooGM 

BmhooQuA 

B«Tw  Dam  Fu«l  *  Li.  Co^ 
Berlin  Pub.  Serrioe  Co... 
CltiMns  Gm  CompMQr... 


Fort  AtkiMon  Gm  Co.... 
St  Croix  Qm  Co..„ 


14.6M.140 


0.181.837 


10.787 

TSii' 


63S.90O 

mJoT 


Iranwood  €Im  CowipaBy^. 
Menomonie  Gm  Co... 


Monroe  Lt  A  Fuel  Co_.. 


FfakUeiTiUeGMCo.. 

Amerioan  Qm  Co. 

.Oneida  Gm  CaniMoy_ 

Rtpon  Lt  St  WTCo 

Steven  Foinft  Ltc  Co.... 


96LaOO 
017. 3tS 


7,331.500 
23.888.500 

15.161.000 


1.053 
.796 


1.030 
.984 


7.SS2.478 


Stooahton  Lt  A  Pod  Co 

WaukeehftOM  A  Etee.  Co... 
Waawatoea  Qm  Company... 
West  AUie  Gm  Company..... 


Wei^bted  averace  No.  L...... 

Weighted  averate  No.  H... 


49.193.300 


.741 


30.883 
.833 
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YEAfi  ENDING  JUNE  80,  1914 


Gas 

QA8  PUBOBABn) 

ToE4L  Qab  Madi 

AND  PUBOBABID 

Nr  EABimras  Fbom  Bmu- 

DUALS  Pn  M  Cb.  Ft.  Qas 

Madi 

Total  Ffodtto- 
tiookai 

lYodoetioii 

PurohasedM 
ou.ft. 

Ezpeue 
perMeuit. 

Production  M 
ca.ft. 

ProduotuMk 

PsrMcait 

OOSlgM 

PerMeuit 
wstergas 

lendttslDer 
Meu-ftT 

10.824 

7.526.300 
14.536.140 
17.965.500 

9.181.737 
11.470.800 

10.663.800 
4.332.710 

14.460.950 
8,961.300 

11,017.868 

7,331.500 
23.333.500 
7,322.478 
6,272.200 
15,151.000 

10.824 
.767 
.459 
.836 
.619 

.549 
.929 
.682 
.571 
.606 

1.052 
.798 
.662 

1.020 
.984 

mM'" 

10.834 

.459 



.474 
.469 

.125 

.353 
.363 

.008 
.346 

.711 

.619 
.549 

10.002 

.619 
.649 

M" 

.571 
.606 

4.332.710 

10.929 

.929 
.082 
.569 
.606 

" 



.699 
.435 

.662 

.662 



1.0S8 
.688 

49.192.800 
29.874.900 
47,585.800 

.741 
.001 
.601 

.308 

.438 

29,874.900 
47.585.800 

.601 
.601 

.601 

.601 

10.608 

10.618 
.618 

10.700 
.700 

10.294 
.294 

10.000 
.002 

80.576 

.603 

.576 
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CLASS  B.    CUSTOMERS  EXPENSE  UNIT  COSTS,    YEAR  ENDING  JUNE  30.  1914. 


Location 

Namk  or  Company 

Number 

of 
consumers 

Custom- 
er's prem- 

isra  ex- 
pense per 
consumer 

CoUection 
expense 
per  con- 
sumer 

Promotion 
of  buainen 
per  con- 
sumer 

Total 
commei^ 
cial  ex- 
pense per 
oonsumer 

Antko 

Baraboo 

Beaver  Dam 

B«lUL          .     . 

Antigo  Gaa  Company 

Baraboo  Gas  <fc  Elec.  Co 
Beaver  Dam  Fuel  A  Lt.  Co 

Berlin  Pub.  Service  Co 

Citisens  Gas  Company 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Company    

Ironwood  Gas  Company 

Menomonie  Gas  Company  

Monroe  Lt.  dc  Fuel  Company 

Platteville  Gas  Company 

Portage  Am.  Gas  Co 

Oneida  Gas  Company 
Ripon  Lt.  k  W.  Company 
Stevens  Pt.  Ltg.  Company 

Stoughton  Lt.  &  Fuel  Co 
Waukeaha  Gas  k  El.  Company 
Wauwatosa  Gas  Company 
West  Allis  Gas  Company 

Weighted  average  No.  I 
Weighted  average  No.  II 

359 
675 

844 
300 

688 

410 
258 
552 
544 
716 

330 

1.258 

439 

484 
810 

867 
1.874 

923 
1,454 

SO.  668 
.225 
.580 
.115 

.132 
.066 
1.315 
.517 
.120 

1.261 
.543 

1.025 
.136 

.291 
.240 

S0.084 
.883 
.478 
.215 
.054 

.146 
.125 
.894 
.416 
.004 

.705 
.630 
.285 
.479 
.386 

.246 
.436 
.035 
.068 

$0,861 
.230 
.179 

.176 
.007 
.607 
1.410 

326 
.178 
.658 
.801 
.063 

.486 
.523 

SO.  084 

1.744 

.708 

.394 

Burlington 

Ft.  Atkinson^ 

Hudwa 

Ironwood 

.054 

.321 
.132 
1.501 

Monroe 

PlatteviUe  

Portage 

1.826 
.004 

1.031 
.808 

Rbindander 

Ripon 

Stevens  Point 

Stoughton 

WittiKsh* 

Wsuwatosa 

West  Allis 

.943 
1.280 
.449 

.732 
.959 
.035 
.068 

S0.316 
.437 

10.346 
.346 

$0,322 
.467 

10.668 
.668 

CLASS  B.    COMMERCIAL    UNIT   CaSTS.    YEAR   ENDING   JUNE   30.    1914. 


Location 

Name  or  Compant 

Number 

of 

consumers 

Number 

of 
meters 

Commercial 
expense  per 
consumer 

Commercial 

expense  per 

meter 

Antigo 

Baraboo 

Beaver  Dam 

Berlin. 

Boriington. 

Ft  Atkinson 

Hudson. 
Ironwood 

Antigo  Gas  Co 

Baraboo  Gas  A  El.  Co 

Beaver  Dam  Fuel  &  Lt.  Co 

Berlin  Pub.  Service  Co 
Citixens  Gas  Co 

Ft.  Atkinson  Gas  Co 

St.  Croix  Gas  Company 

Ironwood  Gas  Company 

Menomonie  Gas  Company 

Monroe  Lt.  A  Fuel  Co 

Platteville  Gas  Company 
Portage  American  Gas  Company 

Oneida  Gas  Company 

Ripon  Lt.  A  W.  Co^ 
Stevens  Pt.  Ltg.  Co 

Stoughton  Lt.  A  Fuel  Co 

WaukohaGasAEl.Co 

Wauwatosa  Gas  Company 

West  Allis  Gas  Company 

Weighted  average  No.  I    

Weighted  average  No.  II       

359 
675 

844 
500 

.688 

410 
258 
552 
544 
716 

330 
1.258 
439 
484 
810 

867 
1.874 

923 
1,454 

359 

784 

844 

688 

259 
554 
546 

728 

333 

1.266 

440 

488 

1.077 

867 
1.881 

927 
1.454 

10.084 

1.744 

.708 

.394 

.054 

.321 
.133 
1.501 
1.826 
.004 

1.032 
.808 
.943 

1.280 
.449 

.731 
.959 
.036 
.068 

S0.084 
1.502 
.708 

;064   ' 

132  "* 
1.496 

Mooroe 

Portage 

RhiSander 

Ripon. 

SteveM  Point 

Stoughton. 

Wmkesha. 

Wauwatosa 

West  Allis 

1.819 
.004 

1.022 
.803 
.941 

1.270 
.338 

.731 
.955 
.035 
.068 

10.668 
.668 

$0,690 
.690 
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class  b.  development  of  business  and  8atu 


LooinoK 


Nam  or  Compjutt 


PofNiktioo 


Total  oon- 
■nmption 

MOLft 


Mou.ft 


perK 
popabtioa 


periqp 


Antifo 

Banboo 

Bmwfs  Dam... 

B«rliii._ 

BvriiogUMt........ 

Ft  AtikiMon 

Hodgm^ 

IroowoooL.. 

Moorot 

FhtteviOe. 

PdrtafB 

Blii]Mboder_ 

Upon 

StevnrPomk.. 

StouKhton. 

WMkHha. 

WanwatoM. 

WestAOk 


Antiso  Gaa  Coaoaoy 

Baraboo  Gaa  St  Efee.  Oo^ 


B«aT«  Dam  Fuel  A  Lt  Co 

Borim  Pub.  Sflrrioe  Co 

Citbeoa  Qm  Co 


Ft.  AtUBson  Oas  Co 

St.  Croix  Gai  Co 

Ltiowood  €bi  Co.- 


Gai  Co.., 


Monroe  Lt.  A  Fuel  Co.. 


PbttenDeGaaCo 

FnrtMm  Amar.  Qm  Co.. 

Ooflkto  Gaa  Co.» 

Ripon  U.  A  W.  Co. 

Stereni  Point  Ltg.  Co... 


StooKfaton  Lt  &  Fuel  Co.. 
Waubaha  Gas  &  EL  Co.„. 

Wauwatoea  Oai  Co_ ^ 

West  AOb  Gaa  Co. 


7,196 
•.SM 
9,768 
4,636 
8,212 

8,877 
2,810 
2,967 
S,086 
4,410 

4,462 
6,440 
6,637 
8.789 
8,692 

4,761 
8,740 
8,346 
6,646 


Weighted  aTcrate  No.  IL. 


6,760 
12,896 
16,004 

8,646 
11,899 

9,762 
3,912 
9,961 
8,481 
10,266 

6,289 
22,665 
7,179 
4,969 
12,616 


48.069 
29.849 
47,460 


79.90 
208.90 
288.20 
186.60 
864.90 

261.80 
189.20 
886.40 
167.40 
282.80 

141.80 
416.60 
127.80 
182.90 
146.10 


492.70 
892.10 
714.00 


288.70 


4.99 
10.67 
12.40 
10.79 
21 .42 

10.66 
9.18 
18.00 
10.80 
16.28 

7.41 
28.18 

7.79 
12.04 

9.32 

18.21 
21.44 
r.68 
21.88 


14.17 


CLASS  B.    PERCENTAGE  ANALYSIS  OF  SIZES  OF 


NaMI  or  COMPAlfT 

Snmor 

Loo&noR 

r'andlcm 

W 

IH" 

y 

BaSK»._„ 

Beayqr  Dam.. 

Antifo  Gaa  Company 

100.00 

Baraboo Oai  aSTCo 

Beavw  Dam  Fud  A  Lt  Co... 

Berlin  Pub.  Serrioe  Co 

84.01 
18.29 

Beifia 

Burfii«tOD 

Ft  AtkiMon....    . 

Citiaena  Gas  Compwy 

Ft  Atkinson  Gas  Company 

0.48 

6.90 
.48 

1.20 

98.S7 
18.12 

Hndeoa... 

St.  Croix  Gas  Company...^ 

Ironwood  Gas  Company 

60.54 

27.40 

2.18 

.09 

61.66 

18.26 

Movoe. 

Monroe  Lt  4  Fuel  Co  

Fbtterille  Gas  Company. 

49.28 

flaftteviDa... 

11.20 

Bipoo. ... 

fltetm  Point 

Portage  Am.  Gas  Compeny 

Oneida  Gas  Conmany_ 

Ripon  Lt  &  W.  Company.. 

1.13 

3.12 

16.81 

.18 

8.02 
.24 
.34 

0.48 

11.68 

1.69 

.77 

14.60 

7.26 

1.08 
.80 

26.02 
88.90 
61.46 

Sterens  Pt  Ltg.  Compwy — 

Stoushton  Lt.  A  Fuel  Co 

17.81 
68.22 

Waukeeha  Gas  &  Eleo.  Co.. 

2.40 

WauvatoM 

Wauwatosi  Gas  Comoany    ....  ....   . . 

.70 

West  Alba. 

West  AUia  Gas  Company. ., 

TWaL 

8.01 

1.17 

2.19 

4.60 

26.56 
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NuBlMrof 

Popubtk» 

par 
oonsumer 

Men.  ft.  of 
per  oonpimer^ 

Miks 

of 
main 

Coofloinen 
per  mile 
idmain 

M  eu.  ft  oon- 
lumptionper 
mikofmuD 

Popultttion 
per  mile 
ofnttin 

350 

m 

844 
600 

20,042 
0,370 
8,006 
0,272 
4.600 

0.456 
10.801 
5,376 
0,258 
6.160 

13,400 
4,324 

12,840 
7,727 

10,730 

6,402 
4,663 
3,625 
4,570 

16.02 
10.11 
10.07 
17.20 
16.57 

28.80 
15.16 
18.08 
15.50 
14.84 

10.06 
18.01 
16.85 
10.27 
15.58 

11.84 
11.10 

67.00 
75.42 

iioso"" 

1,488 

584'"* 

604 

088 

410 
258 
552 
544 
716 

330 

1,258 

430 

484 
810 

867 

10.43 

5.03 
6.88 
8.03 
10.66 
10.07 

5.73 
16.78 

8.87 
11.78 
11.30 

11.07 
24.77 
16.10 
10.72 

65.06 

60.14 
37.60 
68.74 
51.04 
71.10 

57.60 
74.07 
40.40 
41.26 
71.11 

72.4< 
75.66 
57.00 
73.74 

1,003 

1,646 
560 

1,230 
701 

1,010 

1,008 

1,850 

800 

424 

1,108 

308 

654 

408 
370 
472 
438 

777 
324 
686 
310 
768 

306 

,874 

023 

1,454 

22.07 
32.34 
32.68 

1.738 
1,844 
2,406 

853 
207 
337 

7,056 

20.67 

64.02 

1,350 

430 

MAIN&    YEAR  ENDING  JUNE  30.  1014. 1 


MAiHPin 

2W 

3" 

4" 

6" 

8" 

10" 

12" 

16" 

Total 

100.00 

1.58 

27.44 
31.84 

31.81 
28.86 

4.12 
4.76 

0.80 
.4& 

0.20 

100.00 

25.70 

100.00 

100.00 

6.43 

17.08 
20.08 
18.27 
7.08 
28.65 

43.20 
30.06 
24.82 
5.46 
12.32 

12.46 
5.25 

100.00 

31.36 

17.48 

3.03 

.48 

4.87 

100.00 

100.00 

7.61 

24.68 
8.81 
20.28 

30.56 
15.05 
12.48 
11.01 
47.64 

12.26 
73.33 
63.76 
68.00 

13.13 

7.62 

.85 

6.15 
7.23 
2.80 
1.82 
3.40 

2.04 
13.14 
10.12 
14.57 

8.06 
.20 
.04 

8.80 

100.00 

7.04 

1.17 

100.00 

100.00 

100.00 

100.00 

16.02 

.85 

100.00 





100.00 

2.87 

100.00 

1.21 
4.01 
7.73 
8.41 

.30 

.63 

17.60 

5.02 

100.00 

.25 

0.10 



100.00 
100.00 

100.00 

8.42 

15.30 

34.52 

6.05 

2.88 

2.41 

0.02 

100.00 
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CLASS  B.    PERCENTAGE  ANALYSIS  OF  SIZES 


NaMK  or  COMPAVT 

IX)CATION 

Sandloes 

5 

Antiffo 

AntTKoGasCo 

0.66 
56.50 

96.66 

Bantboo 

Banlioo  Gas  &  El.  Co 

42.60 

Beaver  DaoL. 

Beaver  Dam  Pud  ft  Lt.  Co 

96.56 

BerUn 

Berlin  Pub.  Service  Co 

Citiiens  Gas  Co 

Ft.  Atkinson  Gas  Co 

Burlington 

Ft   Atkiiiflnn 

98.98 

»^:s> 

St.  Croix  Gas  Co  ' 

Ironwood  Gas  Co 

Menomonie  Gas  Co 

Monroe  Lt.  ft  Fuel  Co 

17.51 

59.70 
.14 

3.00 
17.93 
11.14 
97.13 
79.29 

16.61 

13.66 

92.77 

.21 

98.46 
75.81 
37.92 
93.96 

Platteville 

Porta« 

Ripon : 

Stevena  Point 

Stouffhton 

Waukesha 

Wauwatosa 

WcetAllis 

Platteville  Ga-s  Co 

Portage  Amer  Gas  Co 

Oneida  Gas  Co 

Ripon  Lt.  &  Water  Co 

Stevens  Point  Ltg.  Co 

Stoughton  Lt.  &  Fuel  Co 

Waukesha  Gas  &  El.  Co 

Wauwatosa  Gas  Co 

West  Allis  Gas  Co 

Total 

92.20 
80.73 
87.50 
.82 
18.20 

78.32 
82.30 

96.84 

21.39 

75.23 

GASOLINE  AND  CARBIDE  PROCESSES.    PERCENTAGE  ANALYSIS 


Name  or  Compant 

Location 

Production 

Hortonville 

Priwte 
Hortonville  Lt.  Ht.  &  Pr.  Co 

Municipal 
Municipal  Gas  Plwit „ 

88.82 

Clinton 

Hammond 

Hubert 

88.48 
96.42 
71.23 
70.02 
n.78 

Juneau- 

Marion. 

Mftrk'^n 

"     "    "  :z::::..:::.:::.::' ::i::: ::::r::::.:::::::;:::.:;::: 

90.76 
90.60 
90.48 

Nekoosa 

91.68 

PlMmyr* 

85.07 

Sharon. 

Wantoma , 

96.55 
90.89 

TotaL 

87.02 
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Sm  or  McTKRs.    Lamp  Capacity 

10 

20 

30 

0.41 

.71 
.20 

.69 
.16 
.86 
.34 

45 

60 

80 

100 

150 

200 

300 

Total 

2.78 

.77 

2.37 

.87 

.38 
5.60 
1.28 
4.12 

4.50 
.55 
1.36 
1.65 
1.58 

3.11 
2.71 
4.42 
1.37 

0.13 
.95 

.15 

.38 

.90 

1.10 

1.23 

.30 
.08 

.20 
.93 

.35 
.85 
.33 
.41 

0.78 
.18 

.14 

.92 
.11 
.43 

0.12 

.97 
.48 

0.11 
.07 

0.16 
.14 

0.11 
.07 

0.07 

0.05 

100.00 
100.00 
100.00 
100.00 
100.00  • 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 

2.24 

0.54 

0.26 

0.13 

0.13 

0.01 

0.04 

0.01 

0.01 

0.01 

100.00 

OP  OPERATING  EXPENSES.    YEAR  ENDING  Jl  NE  30,  1914. 


Pbb  Cknt  Division  op  Opcratino  Expenses 

Percentage  of 

oDeretinx  expenses 

(excluding 

depreciation 

and  taxes) 

to  operating 

revenues 

Percentage  of 
operating  expenses 

Distributioo 

Municip*! 
contract 
liKhUng 

Commercial 

and  undJB- 

tributed 

Total  expense 
(excludins 
taxes  and 

depreciation) 

Cmcluding 
depreciation 
and  taxes) 
to  operating 

revenues 

8.54 

2.02 

24.43 
3.07 

4.13 
3.46 

.29 

2.64 

1.13 
1.56 

18.71 

3.81 

2.30 
4.11 

2.31 

100.00 

.00.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 

69.08 

75.71 

10.39 

28.77 

5.55 

.44 

5.43 
5.18 
3.76 
4.21 
14.93 

.85 
.11 

118.44 

128.88 
280.78 
249.61 
181.87 

131.90 
100.25 

98.96 
108.97 

74.42 

120.00 
222.81 

118.44 

128.88 
280.78 
249.61 
181.87 

131.90 
100.25 
104.66 
108.97 
74.42 

128.73 
222.81 

5.35 

3.66 

3.97 

100.00 

132.50 

134.30 
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Statistics  of  Public  Utili 

CLASS  A.    PERCENTAGE  ANALYSIS  OF 


Jteiie  figunt  denote  deficili. 


Location 

Same  or  Company 

Oocrating 
revenue 

Ooerating 
expense 

Maintenance 
expense 

AipkUrul 

AriiUmd  Water  Co .*^. 

Beloit  W.  Gas  4  Elec.  Co.- 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

35.76 
39.44 
8«.»7 
31  .M 
41.68 

28.79 
46.69 
40.64 
25.51 
27.17 

5.43 

BeWt-. „ 

5.0S 

ChippewB  Falk 

Wiii,.Mii)n.  lA-  A  Pr.  n«. 

3.00 

Green  B»y. — 

Green  Bay  Water  Co...„ 

JanftviDe  Water  Co. 

6.12 
1.58 

MariDette 

M«mlL„ 

aty  Water  Co 

City  Water  Works  Co.  

1.45 
2.44 

Oihkosh 

Odikoih  Water  Works  Co 

.56 

Rftfim^      

Radne  Water  Co.     

1.96 

Superior     

Superior  W.  Lt.  4  Pr.  Co 

4.16 

Total 

100.00 

32.13 

3.39 

Munidpal 
Mnnieinal  Water  WoricR  Punt 

AxmletOD. 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 

49.28 
37.04 
27.45 
31.18 
45.16 

39.42 
25.36 
28.85 
23.42 
20.56 

50.57 
68.30 
31.42 

7.45 

^^L.    :.:.::::::: 

8.10 

Food  da  Uc_ 

™-:::-: 

3.S3 

K-u?-)m 

8.31 

La  Crane 

6.05 

MadttOQ 

•  <                             <4                       «                     <l 

6.49 

«                             M                       tl                      tt 

.80 

Mflwwikee. 

„                             „                       „                      „         " 

2.12 

n«hlrnfh., 

3.34 

Sheboygikn 

Tftt.1^ 

2.65 

Watertown.. 

8.87 
21.77 

WauflMi 

8.79 

100.00 

31.77 

3.72 
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ties — 3.  Unit  Costs — C.  Water 

INCOME  ACCOUNT.    YEAB  ENDING  JUNE  80,  1914 


Deve. 
dfttkm 

Tim 

revenue 

Interest  OD 

funded  debt 

udmleitate 

maeigpgfiB 

Oiber 
deduetione 
fromgroeB 

income 

Diepoiitioa  of 
netineome 

Surplun 

19.28 
9.98 
10.66 
15.46 
8.49 

14.63 
23.07 
27.86 
10.98 
9.08 

1.25 
3.57 

24.71 
34.23 
21.73 
40.23 
20.04 

39.60 
40.53 
64.92 
37.31 
32.55 

7.07 

13.54  ' 

26.28 

27.93 

4.64 

t.91 

ts.st 

9.55 

10.44 

8.78 

1.30 

$.86 

.15 

1.50 
1.50 
2.83 
10.69 
1.86 

23.43 
8.37 

4.98 

4.06 
5.08 

3.84 
5.97 
.25 
4.97 
8.65 

.76 
tt.08 

5.27 
31.10 
12.04 

38.69 

3.81 
5.94 

4.9S 
1.47 

4.45 

13.22 

3.48 

35.W) 

4.21 

16.55 

6.47 

.80 

.63 

1.05 

2.65 

1.18 

53.65 

13.38 

1.14 

1.60 

5.36 

36.02 

26"  88 

8.05 

12.07 

9.74 

32.52 

9.77 

33.62 

63.26 

32.94 

10.03 

34.06 
16.24 
22.12 

6.35 

9.07 

11.37 
11.10 

53.24 

6.96 

27.35 

1.57 

36.87 

14.30 

25.58 

9.08 

37.40 

9.30 

10.31 

.20 

18.16 

16.32 

51.54 

2.26 

13.57 

30.23 

.69 

5.80 
12.56 

9.82 

22.54 

24.69 

8.56 

1.75 

4.53 

7.36 

0.34 

15.98 

35.06 
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Italic  figures  denote  deficits. 


CIJVSS   A.    ANALYSIS   OF   INCOME   ACCOUNT   PER   MILLION 


IXMATIOX 

Namk  of  Company 

Million 
gallons 
pumped 

Operating 
revenue 

per  million 
gallons 
pumped 

Operating 
expense 

oer  million 
gallons 
pumped 

Main- 
tenaaee 
expense 

m^ 
gaDons 
pomoed 

Ashland 

Beloit 

Green  Bay 

JanesviUe. 

Marinette 

Merrill 

jOahkoeh 

PnnU 

Ashland  Water  Co 

Beloit  W.  Gas  AElec.  Co 

Green  Bay  Water  Co. 

JanesviUe  Water  Co 

City  Water  Co 

City  Water  Works  Co 

Oshkosh  Water  Works  Co 

466.335 
612.881 
439.692 
426.170 
494.605 

353.033 

223.055 

1,253.841 

739.885 

1118.80 
71.70 
169.59 
110.44 
98.56 

69.54 
147.96 
112.86 
175.11 

$42.49 
28.28 
54.20 
45.98 
28.37 

32.40 
60.14 
28.78 
47.59 

$8.45 
3.62 

10.38 
1.74 
1.43 

1.70 
.82 

Racine 

Superior   

Racine  Water  Co 

Superior  W.  Lt.  A  Pr.  Co 

Weighted  average  No.  I 

Weighted  average  No.  II          

MvniHpal 
Municipal  Water  Work.s  Plant 

2.22 
7.28 

$119.46 
119.46 

$38.08 
38.08 

$20.46 
22.07 
40.27 
13.65 
18.46 

40.23 
24.83 
14.92 
21.61 
14.89 

41.42 
69.06 
14.69 

$4.03 
4.03 

Appleton   

Eau  Claire 

Fond  du  Lac 

Kenosha 

La  Crosse 

Madison 

Manitowoc 

744.520 

862.000 

413.737 

1,193,083 

1.142.915 

805.712 

440.166 

17,488.394 

662.270 

1,287.057 

269.904 
241.078 
967.257 

$41.52 
59.58 

146.70 
43.78 
40.88 

102.04 
97.95 
51.72 
92.23 

72.48 

81.92 
109.09 
46.75 

$3.09 
4.82 
4.88 
3.59 
2.72 

6.62 
.79 

Milwaukee 

M                                 li                          «.                        .1 

1.09 

Osbkoeh 

Sheboygan 

Watrrtown  

Waukesha 
Wauaau 

Weighted  average  No.  I 

WeightedaverageNo.il 

3.08 
1.92 

2.76 
23.75 
4.11 

$57.32 
57.32 

$17.66 
17.65 

$2.10 
2.10 

I  ' 
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GALLONS  PUMPED.    YEAR  ENDING  JUNE  30,  1914 


Depreciation 

Iter  miltion 

gallons 

pumped 

Taxes 

per  million 

gaUons 

pumped 

revenue 

gallons 
pumped 

Interest  on 

funded  debt 

and  real  estate 

mort^pes 

per  million 

gaUons 

pumped 

Other 
deductions 
from  gross 

incfune 
per  million 

gallons 

pumped 

net  income 

per  million 

gaUons 

pumped 

Surplus 

gaUons 
pumocd 

$1.37 
14.88 

4.00 

3.46 

4".3i"" 

12.16 

$22.91 

7.16 

26.22 

9.37 

14.43 

16.05 
41.22 
12.39 
15.90 

$1.50 
2.56 

.16 
1.47 

1.05 
4.19 
12.06 
3.26 

$29.36 
24.54 
68.23 
22.14 
39.02 

28.19 
96.06 
42.10 
56.65 

$8.40 

2.21 

3.79 

4.15 

.36 

5.61 

15.14 

$16.08 
18.84 

25.87 
8.24 

7.80 

35.09 
21.07 

tS,S9 
9.56 
8.63 
5.50 
.75 

t6.36 

6AM 

6.68 

•      2.58 

$4.99 
6.42 

$15.95 
15.95 

$4.37 
4.80 

$42.63 
42.63 

$5.31 
6.69 

$19.06 
22.65 

%e.tt 
e.it 

$14.33 

$7.19 

11.60 
10.87 

9.51 

$0.33 

.5/ 

1.53 

1.16 

.46 

54.76 

13.10 

.58 

1.48 

3.88 

.76 

$14.96 
39.45 
13.47 

26.79 

.81 

34.00 

10.35 

6.38 

5.87 

$5.80 
.18 

$4.10 

34.76 
15.90 
11.44 

11.12 

$3.34 
19.39 
49.30 
27.70 

9.25 
6.82 
4.70 
8.58 
11.83 

1.85 

10.54 

2.59 

54.34 
25.05 
19.34 
16.75 
37.37 

24.77 
10.71 
11.54 

$4.91 
5.83 

$1.01 
9.62 

$2.60 
2.60 

$4.22 

4.78 

$0.19 
2.03 

$9.16 
12.05 

$20.68 
20.68 
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CLASS  A.    PERCENTAGE  ANALYSIS  OF  DIFFERENT 


Location 


Nams  or  Company 


Opentiag  etpeose 


BeWi 

CUppewB  Falk 

Qren  Bay. 

JanesTiHe.^ 

Marinette. 

MeiriD 

OahkodL....„ 

Raoine 

Superior 


Appleton 

Ean  Claire 

Fond  du  Lac. 

Kenoeha. „ 

La  CroMe 

MacHaoiL. 

Manitowoe... 
MOwaokee..... 

OriiluMfa...„ 

SheboygML.  . 

Watertown.. 

Waukesha 

Waoiau 


Aahland  Water  Co. 

BekNt  W.  Oai  &  Elec.  Co.. . 
Wk-Minn  Lt  &  Pr.  Co.... 

Green  Bay  Water  Co. 

Janeeville  Water  Co..... 


City  Watef  Co 

aty  Water  Woria  Co. 

Odikoih  Water  Works  Co.... 

Raoine  Water  Co. 

Superior  W.  Lt.  ft  Pr.  Co. ... 


PrimU 


3S.80 
38.74 
33.47 
30.78 
43.75 

38.58 
37.71 
39.13 
32.M 
27.07 


Total-.. 


29.50 


Municipa]  Water  Worka  P*ant... 


JfiifiicifMi 


53.12 
55.33 
40.70 
79.15 
47.63 

39.37 
28.86 
46.36 
28.07 
38.20 

72.50 
60.66 
41.71 


Total... 


45.78 
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CLASSES  OF  EXPENSE.    YEAR  ENDING  JUNE  30.  1914. 


Main- 
tenanoe 
expcDie 

DepreoBUon 

Tuea 

■ 

IntercBton 

funded  debt 

and  real  estate 

mortgagee 

Other 

.groee 
meome 

DiepoeitioD 
of  net 
inoomee 

Total 

'     5.13 

18.23 
8.64 
9.66 

14.88 
8.92 

14.62 
18.67 
19.98 
9.49 
9.04 

23.36 
29.28 
19.67 
38.73 
21.06 

39.31 
32.79 
46.55 
32.27 
32.22 

16.68 

12.80 
22.49 
25.29 

24.61" 

8.80 

100.00 

4.32 

1.63 
8.66 
8.46 

100.00 

3.27 

100.00 

6.89 
1.6C 

1.26 

100.00 
100.00 

1.44 
1.98 

4.03 
4.02 

3.82 
4.83 
.17 
4.30 
8.61 

100.00 
100.00 

.39 

3.78 
26.90 
12.00 

100,00 

1.09 
4.14 

3.29 
6.92 

100.00 
100.00 

8.11 

4.08 

12.13 

32.13 

3.87 

16.18 

100.00 

8.04 

38.84 

100.00 

12.10 

18.03 

14.54 

100.00 

4.94 

14.49 

39.87 

100.00 

20.86 

100.00 

7.02 

34. n 

10.58 

33.92 
18.49 
34.70 

100.00 

6.46 

9.03 

7.98 

14.26 

11.16 

30.32 

3.24 

29.94 

11.82 
12.66 

100.00 

.92 

31.15 
2.46 
44.18 
26.66 

100.00 

3.33 

■.24 

100.00 

4.00 

12.36 

100.00 

4.92 

100.00 

4.82 

19.44 

100.00 

23.96 

6.38 
16.68 

100.00 

11.67 



100.00 

6.36 

12.32 

2.52 

10.60 

0.49 

22.99 

100.00 
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CLASS  A.    PERCENTAGE  ANALYSIS  OF  OPERATING  EX 


NaMB  or  COMPAIVT 

Pbb  Curr  DnnsioM  or 

L004TIOR 

Punqnng 

Distribution 

Commercial 

Kffhh>^ 

PHtaie 

Aahland  Water  Company.-- - 

Beloit  W.  Gaa  &  El.  Co^ 

35.04 
60.04 
69.62 
49.35 
40.84 

53.30 
63.95 
51.05 
29.66 
39.90 

13.22 
10.83 
10.90 
14.16 
12.50 

4.43 
3.23 
2.11 
6.15 
25.79 

6.70 

Bdoh. 

3.46 

CluppewaFalk. 

Green  Bv — 

Janesrille^. 

Wii.-MiiuL  Lt  A  ft.  Ca ^ .- 

Gmm  Bay  Water  ComDanv 

1.17 
2.35 

JaneiTflle  Water  Company 

CiW  Water  Company 

4.88 

Marinette- 

6.96 

MerriO 

City  Water  WoribCo 

4.30 

rkhknuh 

Oahkortk  Water  Work*  Co 

R*nm^     

RadiM  Watfv  Company 

7.63 

8«Derior.„ 

Suoerior  W.  Lt  A  ^.  ^ 

12.04 

Total 

Mwidpd 
Municipal  Water  Works  Plant 

45.21 

12.20 

5.90 

Aopfetoa 

66.70 
62.25 
68.18 
62.25 
73.24 

72.44 
67.16 
45.40 
64.83 
57.61 

71.81 
67.19 
68.93 

17.96 
16.43 
13.75 
21.82 
20.39 

10.09 
19.10 
24.65 
14.05 
10.95 

15.01 
17.51 
16.34 

3.54 

FVm  Claire  

6.99 

PondduLM.^ - 

KenodM 

Lft  Crone. ^ 

Madman 

"    "    "  :::::::::::::;;:::::::::::: 

2.97 
7.75 
1.88 

8.99 

Maoitowoe - - 

„       „    „    „  — — 

1.31 

Milvpiik^  

19.97 

Oriikodi  

FQieboygan 

M                             M                  «<               «< 

6.63 
1.39 

Watertown. 

1.42 
2.87 

Total -. - 

1.67 

55.48 

20.48 

12.74 
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PENSES.    YEAR  ENDING  JUNE  30.  1014. 


Opxratimo  Exraifsis 

Ratio  of  opermting 

txpBum  (Qxonidiiig 

depceoiatioii  and  taxea) 

Ratio  of  operating 
expenses  (including 

GenenJ 

Undistributed 

Total 

to  operating  revenues 

to  operating  rereniiea 

39.00 

5.05 

100.00 

41.10 

60.46 

23.36 

2.31 

100.00 

44.40 

56.40 

17.05 

1.26 

100.00 

40.57 

60.80 

27.26 

6.88 

100.00 

38.00 

62.32 

40.04 

.84 

100.00 

43.20 

51.70 

32.28 

3.03 

100.00 

30.24 

48.03 

25.50 

3.02 

100.00 

40.04 

77.06 

46.84 

100.00 

41.21 

60.06 

51.00 

4.57 

100.00 

28.60 

42.27 

21.67 

.60 

100.00 

31.32 

47.84 

33.51 

3.00 

100.00 

35.51 

63.17 

12.38 

0.42 

100.00 

56.70 

56.70 

10.00 

3.43 

100.00 

45.14 

57.20 

14.00 

1.10 

100.00 

30.78 

40.55 

7.51 

.67 

100.00 

30.38 

30.38 

2.74 

1.75 

100.00 

61.80 

51.80 

6.02 

2.46 

100.00 

45.01 

66.34 

10.71 

1.72 

100.00 

26.14 

44.22 

5.16 

4.82 

100.00 

30.07 

40.04 

10.76 

3.73 

100.00 

26.76 

46.30 

23.28 

6.77 

100.00 

23.20 

30.52 

0.88 

1.88 

100.00 

53.03 

66.10 

11.72 

.71 

100.00 

60.12 

85.06 

11.54 

1.52 

100.00 

40.20 

62.74 

7.66 

3.62 

100.00 

34.46 

44.77 
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CLASS  A.    UNIT  COSTS.    OPERATING  EXPENSES 


Locahon. 


NaMB  or  COMPAKT 


Total  pumpage 


Qnen  Bay 

JuMeviDe. 

Mwinefcte 


MerrilL.. 
OriikoslL.. 

Radne 

Superior... 


Aahhnd  Water  Co„. 
Beloit  W.  Gas  A  El  .Co.... 

Greeo  Bay  Water  Co.. 

JanesTille  Water  Co 

City  Water  Company 


aty  Water  Worka  Co 

Odikosh  Water  Works  Co„. 

Racine  Water  Company 

Superior  W.  Lt  k  Pr.  Co.„. 


PriwaU 


Weighted  average  No.  L  . 
Weighted  average  No.  II.. 


Appleton. 

Eau  Claire 

Fond  du  Lac... 

Kenosha 

La  Crosee. 

Madison.. 

Manitoiroo 

MBwaukee 

Oshkoeh... 


Sheboygan  — 

Water  towu».~... 

Waukesha 

Wausau. 


Municipal 
Municipal  Water  Works  Plant 


Weighted  average  No.  I 

Weighted  average  No.  II . 


466,335 
612.881 
439,692 
425.170 
494.605 

353.063 
223.055 
.253.841 
739.885 


744.520 

862.000 

413.737 

1.193.083 

1,142.915 

805.712 

440.166 

17.488.394 

662.270 

1.287,057 

260,904 
241.078 
967,257 
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YEAR  ENDING  JUNE  30,  1914. 


• 

Total  operating  ex> 

Pmniing  expense 

Distribation  per 

Commercial  per 

million  gafions 

Undistributed  per 

per  million  gallons 

minion  gallOQS 

million  KsOons 

preeiataon  and  taxes) 

I17.1S 

16.48 

$8.26 

$19.13 

$2.91 

$48.94 

19.16 

3.45 

1.10 

7.46 

.74 

31.90 

.31.86 

9.15 

1.52 

17.61 

4.44 

64.58 

19.48 

5.97 

2.33 

19.54 

.40 

47.72 

15.88 

1.32 

2.07 

9.62 

.91 

29.80 

21.81 

1.10 

1.47 

8.69 

1.08 

34.10 

31.12 

1.38 
1.91 

28.56 
16.12 

i'.'42 

60.96 

9.19 

2.'36 

31.00 

21.91 

14.15 

6.69 

11.89 

.38 

64.87 

118.42 

15.17 

$2.66 

$14.62 

$1.86 

$42.11 

18.42 

5  17 

3.77 

14.62 

1.41 

42.11 

$15.47 

$4.23 

$0.83 

$2.92 

$0.10 

$23.56 

16.74 

4.42 

1.88 

2.93 

.92 

26.89 

30.80 

6.20 

1.36 

6.32 

.49 

46.16 

10.73 

3.76 

1.34 

1.30 

.11 

17.24 

15.61 

4.32 

.40 

.58 

.37 

21.18 

33.95 

4.73 

4.20 

2.81 

1.16 

46.86 

17.20 

4.89 

.34 

2.74 

.« 

25.62 

7.27 

3.95 

3.20 

.82 

.77 

16.01 

16.02 

3.47 

1.63 

2.65 

.92 

24.69 

9.69 

1.84 

.23 

3.91 

1.14 

16.81 

31.73 

6.63 

.63 

4.36 

.83 

44.18 

62.35 

16.24 

2.67 

10.88 

.67 

92.81 

12.96 

3.07 

.32 

2.17 

.28 

18.80 

110.96 

14.05 

$2.63 

$1.51 

$0.71 

$19.75 

10-96 

4.05 

2.52 

1.61 

.71 

19.75 
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CLASS  A.    LABOR  UNIT  COSTS. 


Location 

Name  op  Company 

Miffion 
pumped 

Pumping, 
steam 
power 

power 

Punqiing, 
deetric 
power 

AfHttnil 

PritaU 

kMf^,\  Wfit^  Cn 

466.336 
612,881 
439.692 
426,170 
494,606 

363.033 

228.066 

1,263.841 

739.885 

14.28 
2.37 
5.12 
4.31 

3.87 

2.52 
3.72 
2.46 
8.01 

Baloit 

Bdoit  W.  Gas  &  El.  Co.  ... 

$0.03 

^10.18 

Qreen  Bay « 

Qnen  Bay  Water  Co 

1.10 

JwaviUe 

MwinHte 

Janearille  Water  Co 

Citv  Water  Commnv 

Merrin. 

City  Water  Worka  Co 

Oebkoth 

Oshkoeh  Water  Worki  Co 

Rifiiw 

Ra«ine  Watfr  Co 

Superior 

Superior  W.  Lt.  4  Pr.  Co 

Weighted  average  No.  I 

Munidad 
Municipal  Water  Worn  Plant 

14.06 

10.00 

80.22 

AppleUML 

744.520 

862.000 

413,737 

1.193,083 

1.152.916 

806.712 

440,166 

17.488.394 

662.270 

1.287.067 

269.904 
241.078 
967.267 

Em  Ckire... 

W.39 

2.51 
4.96 

5.16 

Fond  du  Ii*n 

It            t<          «t       « 

10.22 

KfiKni^ft 

•1            t<          .1       «« 

La  CrosBe. 



MwfisoiL. 

Mnnftofnw 

2.95 

Mawaukee. 

•i            tt          <t       «< 

2.36 
3.68 
2.02 

3.39 

10.47 

OBhkosh. 

'•      "     ••    "  z::~:z. 

Watertowa...^ 



Wtttkesha 

„      „     „    „ 

Waunu 

.42 

Weighted  average  No.  I 

12.75 

80.34 

f0.12 

iRepumpin^ 

sThttfisoreM  omitted  from  the '"total  of  foregoing*' due  to  the  fact  that  undistributed  account  has  be«n  re<fi8tri- 
buted  over  the  various  accounts. 
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TEAR  ENDING  JUNE  80.  1014. 


Steun 

genenr 

tios 

Power 
dueiion 

Dtstri- 
bation 

Com- 
meroial 

Q«Mral 

Uiidi»> 
tribated 

Totalof 
foregoing 

Stock 
Moounts 

Conrtnio- 
tionaod 
equipment 

Dm- 
eifttioo 

Total 

$2.79 

$3.80 

2.26 

6.70 

4.41 

.08 

.88 

.51 

1.50 

5.23 

$3.03 

.05 

1.47 

2.29 

1.08 

1.40 

2.20 
4.58 

$11.66 
5.07 
14.31 
15.05 
4.88 

4.71 
20.87 
2.93 
7.66 

$0.59 

$26.15 
13.01 
33.25 
20.68 
13.84 

11.47 
26.01 
10.00 
28.26 

$0.70 
.24 

$3.55 

17.50 

21.01 

.07 

1.17 

.77 

$0.40 

.18 

3.34 

$30.80 

1.43 

31.02 

4.80 

.07 

57.60 

3.62 

.40 

30.15 

2.22 

.41 
.20 

15.01 

1.76 

1.27 

13.51 

1.81 

26.01 

1.12 

.70 
».55 

3.52 
22.51 

14.51 

2.78 

.37 

S10.84 

62.08 

12.26 

$3.15 

$2.27 

$8.14 

$0.37 

$20.47 

$0.20 

$8.80 

$1.88 

$31.44 

14.71 

^ 

$4.44 

2.48 
3.52 

3.71 

$0.88 

1.21 

.40 

3.90 

$5.74 
.97 
.55 

.93 

$24.38 
8.86 
11.40 

21.08 

$24.38 

1.69 

$1.65 

$4.20 

14.80 

2.07 

11.40  / 

5.08 

$0.25 

26.15 

48.18 

.83 
1.54 

$0.16 

3.56 
2.82 
1.41 

2.00 

1.31 

.23 

.80 
1.61 
3.56 

«.31 
.10 
.51 

11.48 
11.06 
0.11 

.12 

1.65 
1.48 
5.14 

$0.08 

14.23 
12.54 

1.38 

.18 

14.43 

1.08 

2.56 

.31 

1.85 

10.46 

.06 

11.42 

$1.24 

$0.11 

$3.35 

$2.47 

$1.11 

$0.25 

$11.74 

$0.18 

$2.66 

$0.72 

$15.30 

*  Main  conneetionB. 

*  Siilaiy  of  wBter  waste  engineer  has  been  included  in  "undintribated"  instead  of  "general  labor  expense.' 
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CLASS  A.    MATERIALS  AND  SUPPLIES  UNIT  OO&TS  PER 


B«lott 

Qnea  Bay 

JioMviOe 

Marinelte. 

MerriD- 

(WAodL.- 

Ifaicmp 

Superior 

ApiiletoD 

Era  dure. 

Fond  do  Lac 

EffKMha.^ 

La  Cro«e 

Madiflon.. 

Manitowoc 

MiIWMikee.. 

OahkodL.. 

Sieboygan^ 

Watflrtown.. 

Waoaau 


PHmU 

AAhkad  Water  Co.  .^ 

Belott  W.  Gaa  &  El.  Co... 
Qreen  Bay  Water  Co — 

JaneiTiUe  Water  Co 

aty  Water  Company 


City  Water  Woria  Co 

Odikoah  Water  Wks.  Co 

Raeine  Water  Co 

Superior  W.  Lt.  &  Plr.  Co 

Weighted  average  No.  L... 


Mvnicival 
Municipal  Water  Worto  Hant 


Weighted  average  No.  I ., 


4M.335 
613,881 
489.002 
425.170 
494,605 

353.033 

233.065 

1.253.841 

739.885 


744.530 

862.000 

4ia.737 

1.193.083 

1,142,915 

805.712 

440.166 

17.488.394 

663.270 

1.287,067 

360,904 
967.257 


>lDohides  labor. 


Digitized  by 


Google 


Statistics — Unit  Costs — Water 


713 


MILUON  GALLONS  PUMPED.    YEAR  ENDING  JUNE  30,  1914. 


Pumping 

Distribution 

Undistributed 

General 

Total 

$10.09 
15.15 
21.26 
11.54 
9.79 

17.53 
25.59 

$2.68 

1.19 

2.36 

1.56 

.35 

.22 

.77 

.41 

8.92 

$0.23 
.15 
.05 
.04 
.09 

.07 

$2.32 

.74 

4.37 

.40 

.50 

.83 

$7.47 
1.48 
3.30 
4.48 
5.24 

3.98 
7.68 
13.19 
4.23 

$22.70 
18.71 
31.34 
18.02 
15.97 

22.63 
34.04 

5.62 
11.12 

.07 
2.01 

.72 
».33 

20.01 
26.61 

$11.88 

$2.02 

$0.38 

$0.98 

$6.38 

$21.64 

$17.48 
6.53 

8.49 

$1.76 

1.28 

.80 

1.02 

$0.47 
.13 

$0.49 
.11 
.37 

.91 

$0.58 
.33 
.03 

1.88 

$20.78 
8.38 
9.69 

20.76 

.30 

24.87 

3.45 
10.80 

6.29 

.39 
.66    • 
.43 

.21 
.32 

M 

.82 
.63 

.02 

1.04 

.35 

4.53 
13.63 
7.70 

7.22 

.51 

.01 

.28 

.32 

8.34 

$5.18 

$0.51 

$0.19 

$0.48 

$0.16 

$6.52 
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CLASS  A.    STEAM  AND  PUMPING  UNIT  COSTS  PER  MILUON 


Location 


NaMK  or  COMPANT 


MUlkmfoot- 
gaDoos 


ABhknd 

Bekrit 

CluDDewa  Falls 

Gmok  Bay 

Janetyille 

Marinette^ 

Merrill 

CMikosh 

Radne 

Sta>erior 


Api>leton 

Eau  Claire 

Fond  du  Lac. 

Kenoaha 

La  Croase 

Madison 

Manitowoo„» 

Milwaukee 

OahkoelL 

Sheboygan 

Watertown... 
Wsukesha .... 
Wauaau  


Pnnte 

Ashland  Water  Company 

Beloit  W.  Qas  &  Elec  Co 

Wi8.-Minn.  Lt.  &  Power  Co 

Green  Bay  Water  Company 

JanesviDe  Water  Company 


City  Water  Compi 
City  Water  Workfi 
Oshkosh  Water  Works  ( 
Radne  Water  Comoany  . 
Superior  W.  Lt.  &  Pr.  Co... 


Wdghted  average  No.  I 

Weighted  avosge  No.  II... 


Municipal 
Municipal  Water  Works  Plant 


Weighted  average  No.  I... . 
Weighted  average  No.  II. 


70.417 
70.727 


73.120 


52.055 


244,490 
118,382 


105,722 


103,279 
274.300 


I  Indudea  expense  of  steam  generation  tor  pumpii 
^This  cost  ittoludea  pumping  and  repumping  ex\ 
D  basb  of  7,465  mdlion  foot-gallons  pumped  by 


for  pumping  %Dd  r^ximping. 


>Onl 


steam  power. 
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FOOT-GALLONS.    YEAR  ENDING  JUNE  30,  1914. 


Poundt  (n 
coal  conmmed 

Poundiof 
oo«l  oonBomed  p«r 
millioa  foot-gaDons 

Steam  generaUon 
esqienaeper 

Total  cost  of 
mil^fboiSuoiisS 

2.485,380 
1.577,300 

35.30 
211.20 

$0.0696 
>.5013 

$0.1136 
>.1669 

3,177.800 
3.071,500 

2,449.600 

42.01 

.0818 

.1132 

2.391.800 

45.17 

.0982 

.1454 

4.081.020 
2.892.000 

16.69 
24.43 

.0300 
.0597 

.0472 
.1369 

10.0604 
.0604 

$0.1005 



29.11 

.1005 

1,182,000 

3,168,500 

11.18 

15'.70 

14.25 

35.04 
35.25 
11.05 
56.76 
36.26 

39.06 

$0.0574 

$0.1090 

3.034.000 
3,908.000 

6,494.047 
2.358,000 
28.968,496 
4,270,700 
4.106,990 

1.897,000 

.0372 
.0376 

.0625 
.0913 
.0276 
.1524 
.0787 

.1105 

.0608 

.0663 
.0646 

.1476 
.1132 
.0485 
.2331 
.1102 

.1763 

1,138,000 

•9.42 

.1036 

$0.0385 
.0385 

90.0670 

15.07 

.0670 

*  Included  in  municipal  plant. 

*  Includes  private  plant  operation. 

*  On  basis  of  120.^  million  foot-gaDons  pumped  by  steam  power. 
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CLASS  A.    RELATIVE  COST  OF  PUMPING  WATER. 


IXKATION 


A«hUnd 

Beloit 

ChippewA  FaUA 

Qreon  Bay 

Janesville 

Marinette 

M<«tI1 

Oshkoeh 

Racine 

Superior 


Appleton 

Eau  Claire. 

Fond  du  Lac. 

Kenosha 

LaCroase 

Madiaon. 

Manitowoc 

Milwaukee..... 

Oahkoeh. 

Sheboygan..... 

Watertown.. . 

Waukesha 

Wauaau 


NaMB  or  COMPAKT 


Private 

Ashland  Water  Comoany 

Beloit  W.  Gas  A  Elee.  Co 

WiB.-Minn.  Lt.  4  Pr.  Co 

Green  Bay  Water  Company. . 
Janeaville  Water  Company 


City  Water  Comnaoy 

City  Water  Works  Comp 


Oshkoah  Water  Works  (^Z. .. 

Radne  Water  Company 

Superior  W.  Lt.  4  Pr.  Co 


Weighted  average  No.  1. . 
Weighted  average  No.  II.. 


Mwudpai 
Municipal  Water  Works  Plant 


Weighted  average  No.  I  ... 
Weighted  average  No.  II ., 


MiOioa 

gaUoos  pumped  by 

steam  power 


466.335 
M.095 


398.563 
425.170 

494.605 
353.033 
223.055 
1,253.841 
789.885 


402.470 
1,193.083 
1,142.915 

805.712 

440.166 

17,488.394 

662.270 

1,287.057 

269.904 

966.572 
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YEAR  ENDING  JUNE  30.  1914. 


Steun  power  Dump- 
ing exoense  per 
mUHongtUoni 
pumped  by  steam 

pumped  by 
electne  power 

Electric  power  pump- 
ing ezpenie  per  mil- 
lion gftUons  pumped 
by  deotrie  power 

Minion  gillons 

pumoed  i^  hydrftuhc 

power 

Hydraulic    power 
pumoing  expense  per 

pumped  by  hydraulic 
power 

$17.15 

286'.i66 

101.79 

$17.74 

262.036 

$0.27 

29.63 

41.129 

54.60 

19.48 



15.88 

21.81 

31.12 

9.20 

21.91 

119.20 

$22.34 
22.34 

$0.27 

19.20 

.27 

ii".667 

$30.54 

$38.49 

862.000 

$8.85 

10.74 

15.51 
22.18 

710.260 

13.34 

17.08 
7.27 

16.02 

9.69 

31.73 

■.'685 

12.25 

1.01 

$9.60 

$14.76 
14.76 

$8.85 

9.69 

8.85 
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CLASS  A.    HYDRANT  UNIT  COSTS. 


Location 


Bdoit 

Chippewa  Falls 

Qreen  Bay...^ 

Janesville 

Marinette. 

Merrin. 

Racine 

Saperior 

Oihkoeh 


Appleton. 

£^u  Claire..... 
Fond  du  Lao. 
La  Croese.. — 
Koioeha 

Madiaoo. 

Manitowoc..- 
Milwaukee^.. 

Oshkosh 

Sheboygan^... 

Watertown.... 

Waukeeha 

Wauaau 


Name  or  Company 


Printe 

Ashland  Water  Co 

Bdoit  W.  Gas  A  Elec.  Co 

Wie.-Minn.  Lt.  A  Pr.  Co 

Gnax  Bay  Water  Company  .. 
JanesviUe  Water  Ca» 


City  Water  Company 

City  Water  Works  Co 

Racine  Water  Co 

Superior  W.  Lt.  k  Pr.  Co 

Oshkosh  Water  Works  Co.« . 


W^ghted  average  No.  I 

Weighted  avoage  No.  U... 


Municipal 
Municipal  Water  Works  Plant 


Weighted  average  No.  L .. 
Weighted  average  No.  II . 


Number 

of 
hydrants 


346 
218 
165 
426 
908 

264 
181 
698 


467 
244 
553 


482 

224 

3,420 

486 

506 

182 
246 
266 


>  Includes  only  actual  Morments  made  during  year. 
3  Included  in  mnnidpsl  water  works  plant. 
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YEAR  ENDING  JUNE  30.  1914. 


Hydnni 
rental 

Hydrant 
rental  per 
hydrant 

Population 

Hydrants 

per  100 

population 

Miles  of  main 

Hydrants 
per  mile 
of  main 

116,582.50 

16,990.72 

8,750.00 

28.545.95 

7,400.00 

9.844.68 

7,335.00 

17.071.39 

32,102.30 

167.41 
73.36 
53.02 
67.02 
24.02 

37.29 
40.52 
24.46 
3S.77 

11.594 
15,125 
8,893 
25,236 
13,894 

14.610 

8,680 

38,002 

40,884 

2.122 
1.441 
1.856 
1.688 
2.217 

1.807 
2.083 
1.837 
2.050 

30.70 
28.68 
17.36 
58.61 
32.10 

34.22 
21.32 
78.14 
68.41 

8.014 
7.601 
9.505 
7.269 
9.595 

7.716 
8.490 
8.933 
12.104 

143.07 
43.07 

1.890 

0.022 

16,773 
18,310 
18,797 
30,417 

15.000.00 
13,993.71 

132.12 
57.35 

2.550 
1.298 
1.818 

42.68 
35.83 
66.30 
46.88 

75.96 
32.82 
507.91 
60.82 
72.72 

21.01 
27.46 
32.48 

10.940 
6.810 
8.340 

17,300.00 
9,672.02 
17,446.30 
22.648.35 
14.225.00 

35.60 
43.17 
5.10 
46.61 
28.11 

25,531 
13,027 
373,857 
33,062 
26,398 

8,829 
8,740 
16,560 

1.888 
1.720 
.915 
1.470 
1.917 

2.062 
2.015 
1.546 

6.345 
6.826 
6.734 
7.991 
6.958 

8.663 

7,335.00 
10,240.00 

20.82 
40.00 

8.958 
7.881 

117.29 
19.36 

1.197 

7.035 

*  Indndes  private  plant  operatbn. 
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CLASS  A.    PERCENTAOfi  ANALYSIS 


LocAnoN 

NaMB  op  Ck>llPAMT 

H" 

H" 

1" 

IH" 

1«" 

2" 

2H" 

Aiihhknd 

PHtat» 

AAWnA  WAifrOntDpaiiv 

0.92 
.11 

3.12 
.80 

2.88 
.14 

1.18 
.83 

0.88 

3.91 

.48 

3.27 

20.12 

17.31 
28.38 
6.66 
1.69 
1.84 

B«loit^ 

BeloHW.Qas4Eke.Ck> 

Wk-MiuL  Lt  A  Pr.  Co 

ChiRpew»Falls^. 

Qnm  Bay. 

JaiMiimDe 

Green  Bay  Water  Company  . 
JaiyoiDe  Water  Company  ^... 



Vsd"" 

.77 

8.18 
l.iS 

8.03 

3.26 

.38 

.41 

.36 

.82 
.82 

.12 
.32 
.12 
.06 

* 

6.29 
1.14 

4.64 
.36 

0.80 

MariiMt^ 

City  Water  Company.. 

0.81 

MorrOL 

Ci^  Water  Worb  dompany... 

0tbk»4> 

Os^koah  Water  Works  Co 

Racine  

Raoine  Water  Company^ 

.07 
.28 

Soperior...^ 

Superior  W.  Lt  4 IV.  tJo 

.15 

Tot*l  

0.06 

0.27 

2.44 

0.43 

1.33 

6.69 

0.10 

Mwidval 
Municipal  Water  Works  Plant 

Aopfoton 

0.88 

4.31 

0.83 
.07 

2.76 
.14 

16.01 

.13 

7.21 

7.61 

Rftn  Cbirf 

M                    (t                        <•                •• 

t<                    «                        ««                M 
«                    U                       41                •< 

<i                    ••                        M                tl 

Fond  da  L«c 

21.08 
.84 

Kfnofhft 

.17 

3.01 

iMCtom^^.   .. 

Madwwi 
Manitowoo.   .. 



.31"" 

.43" 

6.32  ' 

.06 
6.86 
14.44 

.28 

— —. 

MOwMikee.    .  .. 

Oi^Klrn^ 

.38 
.34 

.12 
1.29 

Sheboygan 

Watertown..    ^ 



.61 



Waokciha. 

Wwimn 

4.12 

2.79 

..... 

0.03 

0.03 

0.26 

0.27 

2.60 
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OF  SIZES  OF  MAlNa    YEAR  ENDING  JUNE  30,  1W4. 


3" 

4" 

5" 

6" 

8" 

10" 

12" 

14" 

16" 

18" 

20" 

24" 

Total 

0.02 

3.88 

18.65 

18.45 

.63 

3.23 

.70 

1.45 

12.27 

1.61 

2.87 

60.09 
53.04 
68.04 
53.47 
50.30 

45.52 
33.63 
57.27 
64.91 
58.54 

9.64 
11.42 
5.08 
7.16 
15.03 

16.59 
16.85 
11.25 
22.17 
10.42 

4.77 

io:5i 

2.02 
10.70 
3.89 

2.11 
2.55 
4.41 
2.63 
8.69 

7.28 
4.55 
10.93 

7.84 
1.48 

3.40 
4.60 
4.12 
3.08 
17.28 

5.06 
.61 

0.33 

100.00 

1.54 

0.11 

100.00 

100.00 

1.25 
1.71 

0.50 



:zz::: 

100.00 

100.00 

100.00 

7.96 

100.00 

1.88 

1.74 

1.47 
2.99 

100.00 

.02 

1.24 

0.64 
1.33 

100.00 

.30 

100.00 

0.36 

4.66 

0.39 

56.10 

13.18 

4.85 

6.83 

0.06 

1.68 

0.08 

0.24 

0.32 

100.00 

0.39 

5.98 
15.27 
10.61 

9.75 
.49 

52.79 

2.47 

.72 

12.61 

27.79 

13.41 
8.12 
22.30 

47.89 
65.13 
29.20 
59.38 
57.72 

34.23 
67.22 
60.84 
56.82 
83.62 

70.49 
67.24 
50.58 

14.43 
3.78 
25.35 
12.03 
20.91 

9.62 
10.60 
12.65 
71.15 
10.22 

5.02 
13.25 
8.69 

3.54 
5.30 
2.20 
2.96 
.34 

.43 
3.79 
2.25 
4.88 
4.21 

5.86 
6.83 

2.59 
1.71 

5.63 
4.33 
2.96 

1.42 
.47 

100.00 

2.37 

100.00 

... 

100.00 

1.39 
11.60 

1.90 
.49 
7.02 
4.10 
4.05 

1.85 
8.47 

100.00 

2.21 

.80 
7.04 
2.88 
1.73 
2.72 

2.17 
1.09 

5.90 

0.88 

100.00 

.39 

.25 

100.00 

1.24 

100.00 

2.52 

1.64 

.42 

100.00 

1.86 

100.00 

.92 

.29 

.42 

100.00 

100.00 

100.00 

2.52 

100.00 

1.45 

9.72 

0.10 

60.09 

12.48 

2.61 

5.16 

0.55 

2.13 

0.05 

1.22 

0.26 

100.00 
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CLASS  A.    PERCENTAGE  ANALYSIS  OF  SIZES  OF 


Location 

Namb  or  CoMPAirr 

H" 

H" 

H" 

1" 

Aflhknd.^ 

PHkU 

Ashland  Water  Ca 

Beknt  W.  Qae  &  EL  Co..   „ - 

14.20 

0.04 
83.88 

76.82 
9.30 

6.81 
5.62 

Chippewt  FikUa. 

Qrten  Bay-     - 

Wk-Mmn.  U.  A  Pr.  Co« 

Ormm  Bay  Watflr  Company 

98.23 

.77 

jAn«<non#i 

Janfffrflfe  Wf^t«r  Company 

MftrinHtf 

City  Wat^  Company 

83.31 

13.92 
97.62 

1.05 

MerrOL    . 

City  Water  Worfcs  (lompany..  . . 

.92 

OiMfk»>>> 

Oiriilrofh  WaW  WorW  ^^,  ' 

Racioe -„ 

Superior 

Radne  Water  Company.   ~ 

Superior  W.  Lt  AftTCo. 

19.22 

46.44 

31.85 
97.77 

.89 
1.16 

Total „ 

Mvmdpd 

Municipal  Wat«r  Works  Plant 

15.13 

21.97 

59.65 

1.86 

Appleton...^ 

EftMCIiirf 

92.66 

4.16 

2.22 

Fond  du  Loe 

..                           <.                        .1                14 

93.60 

4.49 
2.78 
96.54 

8.25 
8.26 
8.07 
19.05 
1.47 

.90 

Kenorfa. 

Lft  Crosse   ^ 

95.10 

87.36 
87.36 
87.96 
51.61 
95.51 

98.22 
6.46 

.57 
1.29 

MsdisoiL 

MfuiitovOQ 

2.07 
1.84 

Milwaukee.^. 

Sheboygan. 

i,            „          „       ,1   ~ - 

27.63 

"66.90 

1.53 
.44 

Watertown. - 

Wwikftha 

_ 

1.16 
.50 

Wftuiiu       M, 

20.50 

8.53 

Total   . 

5.08 

78.17 

12.88 

1.61 
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SERVICES.    YEAR  ENDING  JUNE  30.  1914. 


IH" 

IH" 

IH" 

2" 

2H" 

3" 

4" 

5" 

6" 

8" 

10" 

12" 

Totel 

0.29 
.12 

0.33 
.12 

0.9S 
.32 

0.04 
.08 

0.16 
.16 

0.333 
.40 

100.00 

100.00 

.18 

.34 

.36 

.04 

.04 

.04 



100.00 

.20 
.31 

.21 

.14 

1.00 
1.00 

.58 

.59 

.04 

.22 
.15 

".30 

.07 

.11 





— 

100.00 

100.00 



.20 

o.oi 

.27 

.26 

O.oi 



ioo.oo 

100.00 

0.13 

0.23 

0.«2 

0.00 

0.08 

0.17 

0.16 

0.00 

100.00 

0.27 

0.13 

0.28 

.08 
.24 
.96 

.12 
.70 
.48 

0.28 

'.ii 

.29 
.17 

.10 
.06 
.27 
.31 
.63 

.06 
.51 

100.00 

""0.20 
.12 
.15 

.13 

.60 
.84 
.08 

.16 



.41 

.38 
.68 

.20 
1.14 
.00 
.11 
.02 

.30 
1.04 

.26 
.52 
.79 

.46 
.51 
.77 
.11 
.64 

.61 
1.71 

100.00 

100.00 

0.04 
.18 

0.08 

1.35 

o.di 

oloi 

*o'.'oo 

100.00 
100.00 

0.00 

100.00 
100.00 

100.00 

**" 

100.00 

.22 
.19 

100.00 

100.00 

0.00 

0.12 

0.00 

0.70 

0.00 

0.38 

0.25 

0.10 

0.11 

0.00 

0.00 

0.00 

100.00 

Digitized  by 


Google 


726 


Report  of  Railroad  Commission 


CLA8S  A.    PERCENTAGE  ANALYSIS  OF  SIZES  OP 


I/OCATION 

NaMB  or  COMPAKT 

H" 

W" 

H" 

1" 

AffhYftnd 

PrinU 
Afhlapd  Wf4fr  Company 

78.64 
94.90 
82.00 
97.76 
94.45 

65.35 
89.14 
88.48 
96.86 
97.25 

17.02 
1.82 
6.63 
1.15 
2.98 

8.66 
6.52 
7.15 
1.27 
1.29 

1.70 

BdoU                   .    . 

Beloit  W.  Gas  A  Elec.  Co...„ 

2  24 

ChippewftFaHi.... 

Green  Bay 

W».-Minn.  Lt  *  Pr.  Co - 

2.37 

Green  Bay  Water  Comnany „ 

JanmriUf  Water  <>>mpany 

.58 

JuMSTiUe - 

1  34 

Marinette    

City  W^t#r  OomnMiy 

9.45 

7.09 

MerriD 

City  Water  Worta  do 

2.17 

C^hhf»h 

Oslikoeh  WaterWorka  Co 

.08 
.01 
.11 

1.60 

Racine 

Racine  Water  Conpany 

.66 

Superior 

Supwior  W.  Lt.  k  Pr.  Co 

TotaL..„ 

Munidpd 
Municipal  Water  Wo^ks  Plant. »       . 

.62 

0.09 

95.48 

2.29 

0.S6 

KWI    C^T^r 

92.66 
92.72 
96.66 
93.74 
87.46 

88.60 
87.44 
88.24 
89.08 

4.16 
5.29 
1.38 
4.06 
7.65 

8.45 
8.42 
7.93 
6.39 
14.14 

1.48 

2  22 

.97 

Fond  da  Lac 

<t                     44                  44            •< 

.83 

EenoeluL..^ 

44                              44                          44                  44 

.62 

La  CroMe....„„ 

M                              44                          44                  44 

1.97 

Madimn 

44                               44                          44                  44 

2.12 

Manitowoe 

(4                                 4<                             4<                   44 

1.85 

Mihfaukee...™ 

„                                 „                             „                   „         

0.07 
69.15 

1.52 
1.71 

Bhfboygan     , 

* - 

6.68 

Watertown...    ._ 

95.48 
98.22 
73.40 

1.17 

Wankeaha. 

4t                                 44                             44                    44 

Wwimn    

t<                                 44                             4i                   44 

8.26 

10.09 

Total 

0.32 

88.72 

7.27 

1.52 

Digitized  by 


Google 


Statistics — Unit  Costs — Water 


727 


METER&    YEAR  ENDING  JUNE  30,  1914. 


IH" 

IH" 

2" 

3" 

4" 

6" 

8" 

10" 

12" 

Total 

0.77 
.32 

1.00 
.30 
.30 

1.57 

2.17 

1.43 

.28 

.13 

1.24 
.52 

5.60 
.18 
.62 

7.09 

0.31 
.05 
.94 
.02 
.21 

.79 

0.16 
.06 
.47 

0.16 
.05 

100.00 

0.05 

• 

100.00 

100.00 

0.02 

100.00 

.10 

100.00 

100.00 

100.00 

1.01 
.48 
.46 

.25 
.16 
.06 

100.00 

.28 

100.00 

.08 

100.00 

0.36 

0.56 

0.11 

0.10 

0.03 

0.01 

0.01 

100.00 

0.27 
.29 
.69 
.37 
.95 

.29 
1.02 

.64 
1.12 
3.09 

.62 
.50 
.91 

0.13 
.38 
.46 
.72 

1.20 

.40 

.51 

.76 

1.34 

4.88 

.55 

.89 

4.59 

0.28 
.15 
.04 
.21 
.49 

.12 
.70 
.48 
.29 
1.03 

0.28 
.15 
.04 
.19 
.21 

.02 
.06 
.25 

100.00 

0.05 

100.00 

100.00 

0.09 
.07 

100.00 

100.00 

100.00 

100.00 

b.io 

.06 

.01 

0.01 

0.00 

100.00 
100.00 

1.03 

.62 
.22 

100.00 

.08 
.06 

100.00 

.61 
2.75 

100.00 

100.00 

0.07 

0.63 

0.75 

0.43 

0.22 

0.05 

0.01 

0.01 

0.00 

100.00 
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CLASS  A.    MONTHLY  PUMPAOB  IN 


Looahdii 

NaMB  or  COMPANT 

July 

August 

Sentembv 

Aahluwl 

PHmk 

8.«2 
8.63 
11.42 
0.01 
9.17 

8.08 
9.38 
8.45 

8.63 
8.98 

10.71 
8.94 

10.66 

10.17 
9.23 
8.06 

8.18 

Beloit^ 

B«loit  W.  Qm  &  Etoetrie  Co 

Omn  Bay  Wat«r  Oomptny 

9  46 

QrMoBay   

7.83 

jKnfff«flU 

Jaiieinri1krWat«r  Compiuiy' 

8.00 

Mwhw^ 

(^  Wator  Company.! ' 

9.27 

MfnilL 

CHy  Wattr  Worka  Conpany 

9.84 

ntdm 

IRafint  Wakr  Comoany! ' 

8.39 

Boperior.^ „... 

Sqpariar  W.  Lt  4  Power  Co    _ 

8.13 

Ttp^    ,   , 

9.10 

9.27 

8  63 

Munkipal  Water  Worka  Plants       - 

<•          «•        <•       «« 

U                      M                  <•               «« 

^e%i;- 

9.39 

10.98 
8.70 
9.30 

9.06 
8.34 
9.09 
8.83 
9.89 

8.70 

9.26 

9.02 

8.76 
8.83 
9.41 

9.82 
9.03 
8.99 
8.23 
8.46 

9.26 

9.00 

Fond <ia Lac     ....    . 

7.72 

Ki-w'ffKft 

8.90 

UOnff 

7.84 

i^mlW^ 

M                        M                    «<                M 

8.69 

Manitowoo 

Mflwwkee „. 

nMrtmh 

SbtbOTBiui.. 

M                        MUM 
M                      M                  M               M 
M                      M                  M              M 
M                      M                  tl               M 

M                      l<                  M               M 

9.18 
8.72 
8.64 
9.44 

Wftt^^inwn 

8.62 

Wfi^Vwht. 

**                      "                  "               "...„.       .„.. 

W«q0n 

9.01 

7.49 

T4«tal 

9.06 

8.90 

8.64 
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GALLON&    YEAR  ENDING  JUNE  30.  1914. 


October 

November 

Deoember 

January 

February 

March 

April 

May 

June 

Total 

8.88 

8.43 

7.42 

7.89 

7.97 

7.92 

8.21 

8.82 

9.03 

100.00 

8.96 

8.30 

8.46 

8.27 

7.71 

8.35 

7.62 

7.27 

8.00 

100.00 

8.06 

7.74 

7.89 

7.85 

7.89 

8.12 

7.25 

7.81 

7.43 

100.00 

8.14 

7.74 

8.15 

8.09 

8.50 

8.45 

8.01 

8.22 

8.15 

100.00 

7.36 

6.86 

6.96 

7.61 

8.81 

8.36 

7.37 

8.83 

9.35 

100.00 

6.83 

6.13 

7.38 

7.99 

8.85 

10.09 

8.29 

8.33 

8.02 

100.00 

8.81 

7.16 

8.74 

7.75 

7.54 

7.88 

7.75 

8.56 

8.82 

100.00 

8.90 

8.07 

7.86 

8.05 

7.87 

8.81 

8.78 

8.58 

8.45 

100.00 

8.43 

7.57 

8.02 

7.92 

7.95 

8.37 

7.91 

8.34 

8.49 

100.00 

7.89 

7.64 

7.61 

7.89 

7.78 

8.84 

8.07 

8.45 

9.02 

100.00 

100.00 

7.85 

7.91 

8.43 

8.56 

8.21 

8.08 

7.13 

7.69 

8.68 

100.00 

8.43 

7.62 

8.15 

8.08 

8.07 

8.74 

8.08 

8.35 

8.55 

100.00 

7.33 

6.67 

8.10 

7.89 

7.02 

8.78 

8.38 

10.24 

8.98 

100.00 

8.26 

7.76 

7.78 

7.74 

7.36 

8.24 

8.00  . 

8.87 

9.03 

100.00 

8.86 

8.76 

7.39 

7.12 

7.54 

8.65 

7.90 

8.42 

8.83 

100.00 

8.44 

7.96 

7.99 

7.85 

7.55 

8.24 

7.82 

8.47 

8.88 

100.00 

8.00 

8.10 

7.76 

8.43 

8.98 

9.62 

7.46 

8.09 

8.36 

100.00 

8.86 

7.96 

8.04 

7.88 

7.66 

8.02 

7.92 

8.10 

8.79 

100.00 

8.97 

7.99 

8.15 

8.22 

7.79 

7.92 

7.92 

7.76 

•8.80 

100.00 

16.06 

14.83 

17.02 

16.88 

18.21 

17.06 

100.00 

7.60 

8.32 

7.40 

7.99 

8.75 

9.39 

9.59 

7.28 

7.88 

100.00 

8.29 

7.87 

7.92 

7.92 

7.69 

8.40 

7.96 

8.50 

8.85 

100.00 
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CLASS  B.    PERCENTAGE  ANALYSIS  OP 


ItaHc  figuni  denote  defidta. 


Location 

NaMS  Of  COUFAKT 

Operating 
revenue 

Opermting 
eipense 

Maintenance 
expense 

Antigo 

BeftYfr  Dmd 

Priwt$ 
Antigo  Water  Company 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 

35.40 
40.10 
13.87 
35.80 
42.54 

35.63 
40.84 
37.80 

0.02 

Bmv«r  Dam  Watfr  Co 

.35 

M«n«n 

PeoDlea  Water  ft  Lt  Co 

1.26 

.83 

Oooato 

Ooonto  Qty  W.  Supply 

3.34 

Ripoo 

Ripon  r^ght  A  Wat4Y  Co    , 

4.58 

8tevent  Point 

Stevens  Pt  Water  Company 

.01 

Wadiburn 

Waahbum  Water  Work& .  .' 

3.75 

T<^ 

100.00 

40.40 

1  64 

Mumdpd 
Municipal  Water  Works  Plant 

Baraboo             . .   . 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100,00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 

wo.oo 

100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 

21.42 
23.12 
75.10 
37.51 
33.44 

41.33 
35.25 
58.53 
41.27 
54.93 

23.38 
34.20 
32.77 
41.01 
25.30 

54.30 
50.18 
27.55 
44.23 

37.18 

46.80 
58.43 
58.14 

S:tJ 

70.70 
33.08 
45.41 
134.00 
77.40 

18.13 
83.66 
20.41 

21.24 

Berlin 

3.10 

Buriington. 

Cohunbui. 

7.09 

De  Pere 

9.35 

Edgerton. 

VI   Atkinimn 

U                       <«                    t<                <1 

3.09 

3.86 

Kwikwina 

•t                      11                  It               u 

21.92 

Lake  Genera 

•1            (•          «t        •< 

7.72 

lAnoaitfir 

(1                        ••                    «•                «4 

12.57 

M^^TOffha 

14                        ..                    1.                « 

1.59 

Monroe 

!•                        <•                    •«                It 

4.83 

Neenah „ 

M                          (t                      <l                 <( 

3.38 

New  London 

It                          «                      <>                 11 

7.50 

•4                        41                    44                44 

29.95 

4.             •           4.                      44                 44 

2.73 

Plattevflle. 

44                          44                      44                 44 

.92 

Plymouth. 

44                          44                      41                 44 

5.76 

Portage. 

44                          44                      14                 44 

9.51 

Pt.  muihington. 

44                        44                    44                41 

2.82 

.4                        44                    .4                44 

.10 

RieeLake.„.. 

44                        41                    44                44 

5.06 

TUnhUnrf  Cmf 

14                        44                    44                «4 

3.18 

River  Fkllff 

44                        14                    44                44 

4.86 

^lawano ~    

South  Milwaukee. 

.4                    .4                44 

18.73 

Sparta.... 

Stoughton 

6.60 

4.                        14                    44                44 

2.65 

Sturseon  Bay 

44                        4«                    44                44 

.80 

^IsSr  ^ 

13.45 

Waupaoa^ 

3.84 

WeatAlIiB 

15.66 

'Whitewater 

14                        44                    14                l« 

M.74 

Total „ 

100.00 

44.34 

8.11 
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INCOME  ACCOUNT.    YEAR  ENDING  JUNE  30,  1914. 


Deprecmtkm 

Taxes 

revmue 

Interest  on 

funded  debt  and 

real  estate 

mortgages 

Other  deduc- 
tions  from 
gross  income 

of  net  income 

Surplus 

11.70 
8.69 
13.26 
12.24 
20.24 

7.93 
10.08 

18.86 
9.74 

12.10 

21.83 

12.60 

19.72 

24.48 

0.14 

11.69 
1.24 
4.01 

4.86 

39.26 

s.oe 

46.68 

3.21 

5.68 

24.29 

10.72 

1.91 
3.61 
1.76 

18.64 
21.00 
33.40 

14.66 
22.06 

4.90 
.i7 

16.24 

2.67 

4.43 

6.38 

10.68 

0.66 

19.34 

4.10 

6.79 

11  42 

1.10 

23.22 
18.46 
9.36 
12.77 
26.61 

16.63 

7.84 

40.93 

27.98 

6.43 

24.49 
17.24 
16.79 
28.69 
23.96 

36.22 

7.48 

6.61 

40.16 

6.99 

16.66 

13.67 

4.01 

10.83 

22.14 

31.60 

63.78 

27.92 

.08 

16.71 

23.21 
1.32 

69.62 

13.77 

19.86 
1.31 

46.03 

43.40 

66,01 

10.14 

29.60 

18.47 

8.60 

17.43 

28.11 

12.02 

13.19 
2.72 

.37 
17.79 
1.76 

24.16 

7.83 

19.02 

32.64 

24.66 

5.0f 

20.64 

22.81 

23.66 

128.36 

171.33 

13.00 

26.96 

26.94 

10.67 
2.23 
1. 10 

13.90 
4.71 

27.76 

8.77 

10.67 



33.21 

61.10 

13.36 

39.76 

18.97 

.78 

18.32 

88.68 

32.20 

6.20 
2.92 

26.66 
9.43 

28.26 

.70 

.48 
.43 

61.62 

U.60 

9.83 

9.83 

21.29 

10.87 

16.62 

36.42 

18.12 

69.61 

9.06 

10.67 

14.62 
11.92 
30.11 

62.94 

4.36 
1.46 

6.8S 

12.87 

4.33 

9.97 

1.28 

6.78 

14.33 

2.63 

3.87 

21.26 
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CLASS  B.    ANALYSIS  OF  INCOME  ACCOUNT  PER  MILUON 


Itdie  figures  denote  de6cits 


I/>CATION 

Namb  op  Compakt 

Million 
pumped 

Operatmg 

revenue 

per  million 

g^lftlMI 

pumpM 

Operating 

expoM 

pernulbon 

pumped 

Antigo. 

PriwU 

Antigo  Water  Co 

Bcarfr  Dam  Witw  <^^ 

263.139 
256.641 
98.880 
162.646 
106.707 

238.154 
141.775 

199.18 
86.97 
167.92 
110.21 
143.74 

99.93 
96.88 

136.19 

Bearer  Dam. 

42.72 

Menomooia  Water  Worka  Co — „... 

Ooonto  City  Water  Supply- — - - 

Ripon  Lt,  i  Water  Co - 

Stereni  Point  Water  Co .- 

60.10 

Ooonto 

46.89 

Ripon.  .               

61.22 

Stevena  Pmnt 

49.79 

Wishbum 

Washburn  Water  Worka  Co^...- „... 

Wflichtad  averace  No.  L 

37.42 

1107.80 
107.30 

$44.48 

44.48 

Municipal 

Municipal  Water  Works  Plant.    ..-- 

Baraboo 

253.611 
62.632 
77.234 
29.378 
45.136 

48.017 
95.984 
89.986 
60.000 
40.000 

122.640 
100.000 
156.710 
29.676 
45.626 

41.811 
47.369 
40.100 
177.607 
77.242 

860.986 
122.796 
86.602 
97.245 
25.348 

251.350 
108.718 
104.216 
54.456 
64.548 

88.747 
160.215 
59.440 

160.46 
213.48 
76.21 
221.63 
219.45 

134.65 
102.81 
79.64 
289.50 
142.66 

93.34 
186.26 
107.12 
160.82 

96.08 

84.96 
243.91 
198.87 

83.83 
121.00 

44.63 

85.48 
90.64 
58.14 
197.39 

68.50 
112.40 
127.75 
60.06 
81.95 

102.57 
115.18 
189.86 

112.95 

Berlin. 

49.82 

Burlingtoo „ 

57.21 
83.30 

DePere 

Edgerton. 

"- 

78.39 
45.64 

Ft.  Atkinaon. 

36.24 

Ka^ikwina 

U                            (>                       (4                     11 

46.63 

I<«k^Ofni«va 

„                             „                       „                     „        

119.45 

huumstn 

78.37 

Menaaha. 

• ._ 

21.82 
63.86 

Keraah 

<                             t<                       It                     .< 

35.12 

New  London-™ 

*•                             •*                       "                     "         „             „... 

67.19 

New  Richmond. 

26.29 

•  (                           ••                     4«                    •• 

46.14 

PlatteriUe 

•  (                             (4                       44                     44 

144.23 

Plymouth 

14                             44                       41                     41 

54.80 

Portace 

87.06 

PortWaihiJagton. 

44.96 

20.89 
49.96 

RioUand  Center     

KiTn*  Fa>lff 

"                             "                       "                     •*         „ 

52.71 
16.57 

Shawano 

44                             41                       .«                     44 

91.10 

South  Milwaukee. 

Sparta..„ „... 

.SinqgktAif 

44                           l«                     44                   44 
44                           <4                     4«                   44 

48.46 

37.50 
58.01 

Sturgeon  Bay 

Tomah „ 

Waupaca.- 

Wwt  AIIi» 

78.34 
63.50 

18.60 

44                           41                     <4                   4« 

96.18 

Whitewater 

66.8S 

Waflhted  aTsace  No.  I            

1103.66 
103.66 

145.95 

Weighted  arerage  No.  II  

46.96 

>  Contingencies. 
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GALLONS  PUMPED.    YEAR  ENDING  JUNE  80,  1914. 


Main- 

tenjuioeper 

ttimion 

pumped 

Depre- 
ciation per 
miUkm 

gdlODS 

piimped 

Taxes 
nluon 
pumped 

aiing  reremie 

per  minion 

gallons 

pumped 

Intension 

funded  debt 

and  real  estate 

gallons 
pumped 

Other 
dedaoti<ms 
Crom  grora 

income 

gallons 
pumped 

Dispontion 
of  net  income 

gallons 
pumped 

Surplus 

mim^n 
gaUoDs 
pumped 

10.02 

$11.63 

7.47 

20.55 

22.27 

11.39 

10.07 

$18.70 
8.46 
78.38 

$12.00 

$21.64 

.30 

110.88 

17.14 

1.39 

2.10 
4.43 
6.97 

5.41 

3.69 

6.15 
16.40 

28.78 

6.69 
.90 

$2.75 

3.60 
/.75 

26.80 

20.99 
33.00 

$21.08 
22.04 

7.04 

.te 

3.71 

116.04 

2.54 

4.39 

$1.79 
1.79 

$6.08 
11.55 

$11.23 
12.65 

$0.71 
1.86 

$21.66 
24.75 

$4.09 
6.71 

$5.92 
21.75 

$12.86 
12.86 

$12.84 

$0.66 

$14.04 
28.74 
7.12 
28. 2» 
56.10 

22.39 

8.05 

32.60 

81.00 

7.72 

27.52 
32.10 
17.98 
45.83 
23.01 

$21.28 

6.82 

•15.98 

$11.97 

$85.71 

14.94 

11.88 

15.73 

30.30 

8.89 

23.95 

49.05 

20.52 

69.35 

4.16 

72.42 

28.72 

.06 

48.40 

31.24 
1.36 

93.64 

3.97 

14.16 
34.67 
29.38 
26.32 

16.28 
22.39 
20.37 
39.56 
19.72 

$20.42 
1.04 

47.33 

17.46 

Bi.eo 

22.34 

85.73 

17.90 

12.25 

1.48 

26.24 

9.00 

.67 
19.05 
2  82 

45.00 

14.68 

3.62 

14.13 
^.36 

34.95 

12.02 

6.8t 

28.78 

21.92 

ts.64 

145.66 

2.32 

109.06 

2.21 

31.73 

53.58 

8  86 

65.  4 

11.45 

21.21 
1.85 
1.32 

27.63 
3.94 

56.20 

17.42 

7.98 

27.84 

3.41 

73.93 

.04 

5.96 

17.74 

4.32 

16.22 

.67 

15.66 

2.88 

36.05 

2.82 

18.72 

3.60 
5.72 

17.50 
10.61 

16.43 

1.42 

.33 

.48 

101.99 

12.82 

9.94 

7.43 

11.04 
21  23 

11.04 

23.94 

11.67 

3.26 

45.25 

2.35 

10.93 

Vd 

11.03 

3.93 

10.83 

14.90 
13.73 
57.18 

54.32 

18.04 

5.01 
2.77 

6.76 

46.97 

24.43 

8.21 

$8.41 
•  8.69 

$10.34 
19.92 

$1.33 
12.00 

$5.99 
10.06 

$14.85 
17.88 

$2.73 
26.89 

$4.02 
26.46 

$22.02 
22.02 

Digitized  by 


Google 


734 


Report  of  Railroad  Commission 


:SiCI23S    q^^^^    ^S^S$ 

ooo't^QOt^     aooftod^ot     oaoeoo^ 


ss^ss  sss^q  ^nn%^ 

«90«oa»«e>     •eQO^«^QO     ^^SSS 


3 

SK 

:4 


2 

CO 

O 

o 

DC 


z 


m\ 


mmn  i§g| 


.i§i§§  §§§§§  sissg 


I 


llfll 


^^ 


IIIJ] 


11 


idni  lll^l  lil^* 
3llS2  i^iSs  iU&£ 


Digitized  by  VjOOQIC 


Statistics — Unit  Costs — Water 


735 


^SSSeS    9Sr:S^    ^SS3S    SsS^ 

30eooftM<^     aicit^coci     Ok<oQ0^<o     ai^t^ 


S8 


^^^^^  ^^.^?^.^  ^^^^^  ^.^^ 

w»ooaoa»oo     ooeoislao^     M^eoeoo     <>^o 


ss 


Sssil  i§§0i  ll§s§  slg 


Js 


IS 


Digitized  by 


Google 


736 


Report  of  Railroad  Commission 


CLASS  B.    PERCENTAGE  ANALYSIS  OF  DIFFERENT 


Location 

NaMB  op  COMPAlfT 

Operating 
expense 

Mainten- 
ance 
eipeose 

Dttirecta* 
tion 

Antifo 

PriKU, 
Antigo  Water  ^-ompany 

45.38 
61.17 
12.06 
36.08 
66.21 

36.73 
47.96 
40.36 

0.04 
.44 

1.22 
.86 

4.42 

4.72 

.86 

4.00 

BfATfir  Dmi 

B«av«r  Dam  Water  Co,  M. 

15.58 

Iffitttn 

PeoplM  Water  4^  T/t.  Co 

23.72 

Ooooto  

OooDto  City  W.  Suoply 

7.86 

RipOIL. 

Ripoo  light  A  Water  Co 

11.05 

Stevens  Pt.  Water  Co 

Wuhburn 

Washburn  Water  Wks.  Co 

Whitewater  Water  Works. 

17.80 

Whit««mt«r.„ 

Total  ,  ,. 

45.27 

1.85 

7.15 

MmidpaL 
Mumcipal  Water  Works  Plant - 

B«nboo 

32.51 
24.84 
88.03 
45.81 
48.80 

40.05 
43.05 
35.64 

32.24 
3.44 

8.67 

13.67 

3.67 
4.71 
13.20 

Berlin 

8.04 

BurliMton..._ 

Cdumbua 

DePfere 

"                   •*               ••              M 

16.60 

Ediiertoii 

Ft   Atkinimn 

16.80 

KaukaunA  

26.13 

Hudson 

•  4                           M                     tt                    U 

Lake  Genera^. .  .„ 

LAncMter...„ 

•;          •;        ;;        ;; 

47.37 

60.14 
32.51 
37.OT 
38.50 
30.77 

21.30 
95.21 
80.05 
27.04 
64.06 

02.04 

77'.'67 

70.86 
94.82 

28.50 
94.00 
61.50 
36.71 
70.32 

85.50 
85.21 
38.53 

74.06 

30.28 

8.86 

13.74 
2.21 
5.22 
3.07 
7.11 

24.25 
4.70 
1.24 
5.65 

13.81 

7.06 

1.18 

6.13 
5.18 

4.86 

16.28 
7.34 
3.95 

2.57 
14.70 
8.15 

r4.22 

25.47 

11.65 

20.10 
24.26 

Monroe  ..                    ... 

•  •                             U                      «                      41 

13.00 

Kfi^ni'h 

•  4                              44                       44                      44 

22.88 

" 

28.42 

New  Richmond      .    ..      . 

16.61 

"      "     "     "  :; ■ :■• 

Platteville 

17.80 

Plymouth 

26.44 

Portage „ 

15.32 

Pt.  Washington...- 

44                                44                         41                        44 
44                                44                         44                        44 

Reedsburg 

RhinAlandfT 

RiccLake 

Richland  Center 

23.01 

Rlvm>FiJlii 

44                             44                       44                      44 

32.10 

Shawano.„ 

44                             .4                       44                      44 

So.  Milwaukee 

Sparta. 

10.01 

RtniightAn 

44                                44                         44                        44 

25.73 

Sturgeon  Bay 

•; 

Tnmah 

Waupaca 

44                              44                       44                      44 

22.45 

Two  Rivos 

"                              "                       "                      "        

WeatAUis. 

Whitewater...^ 

44                                44                          44                        44 

13.25 

Total 

52.44 

0.60 

11.80 
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CLAJSSES  OF  EXPENSE.    YEAR  ENDING  JUNE  30.  1914. 


Taxes 

Interest  on  funded 

debt  and  real 
estate  mortgages 

Other  deductions 
income 

Deposition  of 
net  income 

Total 

14.99 
10.70 

24.12 
12.11 

15.47 

100.00 
100.00 

12.84 

11.23 
1.29 
5.31 

5.00 

88.03 

100.00 

12.64 

48.24 

100.00 

26.70 

100.00 

8.17 
9.71 

19.22 
20.23    • 
35.61 

15.11 
21.24 

100.00 
100.00 

2.73 

100.00 



.  .. 

11.85 

21.67 

4.60 

7.61 

100.00 

35.25 
14.48 
11.07 
15.59 
37.44 

19.74 
9.57 
24.64 

100.00 

6.03 

43.17 

100.00 

100.00 

13.20 

100.00 

100.00 

27.64 
1.62 

100.00 

24.25 
.79 

100.00 

100.00 

32.12 

5.93 
41.02 
18.63 
19.71 
27.12 

19.38 

100.00 

100.00 

100.00 

26.11 

100.00 

15.49 

100.00 

2.58 

100.00 

18.46 

100.00 

100.00 

100.00 

13.64 
6.81 

27.23 

100.00 

100.00 

100.00 

22.15 

100.00 

100.00 

100.00 

6.19 

5.91 

22.22 

10.48 

28.26 

100.00 

100.00 

100.00 

10.91 

23.65 

100.00 

100.00 

11.93 

100.00 



100.00 

30.87 

100.00 

"*"' 

***""* 

10.82 
31.00 

100.00 

100.00 

**■ 

1.52 

16.96 

3.11 

4.58 

100.00 
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CLASS  B.    PERCENTAGE  ANALYSIS  OF 


Location 


NaMB  or  COMPAKT 


Pn  Cbnt  DnmoK 


Pumping 


Diatributkn 


Antigo 

Beaver  Dam  . 

Mellen 

Menomoiue 

Oconto 

BiDoa 

Stevens  Point. 
Washburn 


Baraboo 

Berlin... 

Burltnston.. ,. 

Cohunbus 

De  Pcre 

Edgerton 

Ft.  Atkinson 

Kaukauna 

Lake  Geneva ». 

Lancaster „ 

Menasha- 

Monroe 

Neenah 

New  London.. 

New  Richmond 

Oconomowoc 

Plattevillc 

Plymouth. 

Portage 

Port  Washington. 

Rhindander .» 

Rice  Lake 

Richland  Center... 

River  Falls 

Shawano 

South  Milwaukee. 

Soarta 

Stoughton 

Sturgeon  Bay 

Tomah 

Waupaca 

WeatAllis 

Whitewater 


Antito  Water  Co 

Beaver  Dam  Water  Co 

PM)piei  Water  &  Lt  Co.     . 

Menomonie  Water  Works. 

Oconto  aty  Water  Supply .. 


Ripon  licbt  &  Water  Co ...... 

Stevens  Point  Water  Co ^. 

Washburn  Water  Works  Co. . 


Total.. 


Municipal 
Municipal  Water  Works  Plant 


42.82 
45.86 


39.69 
66.07 

43.87 
53.08 
68.64 


50.45 


78.79 
72.94 
96.54 
65.56 
49.34 

87.10 
74.72 
48.16 
64.27 
86.61 

84.32 
75.56 
66.93 
73.38 
79.82 

74.09 
67.19 
60.72 
74.93 
85.26 

87.65 
63.82 
81.36 
80.14 
91.78 

94.37 
69.13 
77.16 
88.25 
76.48 

49.99 
70.66 
73.86 


4.68 
3.16 
8.62 
1.21 
7.43 

2.43 
5.21 
4.34 


4.32 


10.64 
3.49 
3.46 
20.69 
19.92 

8.14 
8.85 
28.01 
3.30 
4.13 

7.14 
7.9S 
13.82 
13.04 
18.21 

4.01 
5.18 
14.07 
7.33 
4.82 

6.66 
20.65 

6.01 

11.75 

.24 

2.07 
15.34 

6.36 

.56 

14.11 

11.72 
21.66 
11.73 


Total... 


75.00 


10.52 
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OPERATING  EXPENSES.    YEAR  ENDING  JUNE  30.  1914. 


or  OpcRATINO  BZPBlfBBS 

Ratio  of  oper- 

ating  expeDses 

(ezeluding 

Ratio  of  oper- 

depredatioii 

and  taxes) 

and  taxes) 

CommerdaJ 

Q«oeral 

Undiitributed 

Total 

to  operating 
rerenufs 

to  operating 
rarenues 

51.70 

0.80 

100.00 

35.51 

47.21 

47.80 

3.18 

100.00 

49.45 

70.54 

11.60 

79.78 

100  00 

14.63 

52.36 

59.20 
14.61 

8.10 

100.00 
100.00 

36.63 
45.88 

48.87 

3.79 

71.70 

9.16 

38.60 

6.85 

100.00 

40.21 

58.86 

40.40 

1.31 

100.00 

50.75 

60.83 

1.11 

24.20 

1.71 

100.00 

41.61 

57.85 

1.73 

40.62 

2.88 

100.00 

42.04 

59.00 

0.68 

9.89 

100.00 

42.66 

42.66 

1.94 

20.63 

1.10 

100.00 

26.31 

39.40 

100.00 

75.10 
44.60 

75.10 

4.10 

7.60 

2.05 

58.27 

30.74 

100.00 

42.79 

42.79 

2.78 

.37 

1.61 

100.00 

44.42 

44.42 

2.87 

13.34 

.22 

100.00 

39.11 

52.88 

1.06 

17.75 

5.03 

100.00 

30.45 

123.85 

23.57 

8.86 

100.00 

48.99 

59.13 

.10 

8.72 

.44 

100.00 

67.50 

85.97 

6.56 

1.98 

100.00 

24.97 

42.40 

.16 

16.01 

.34 

100.00 

39.12 

51.14 

3.16 

13.75 

2.34 

100.00 

36.15 

68.37 

4.14 

7.06 

2.38 

100.00 

49.41 

76.79 

.00 

1.41 

.56 

100.00 

56.25 

76.79 

.52 

20.84 

.54 

100.00 

57.03 

57.03 

25.19 

2.44 

100.00 

60.05 

73.05 

.74 

21.53 

2.94 

100.00 

33.31 

60.25 

16.64 

1.10 

100.00 

53.74 

64.31 

l.ll 

4.86 

3.95 

100.00 

40.00 

40.00 

5.30 

.39 

100.00 

46.90 

46.90 

1.84 

7.49 

1.20 

100.00 

63.49 

82.46 

.16 

12.47 

100.00 

61.32 

61.32 

.83 

5.96 

1.32 

100.00 

33.35 

65.55 

2.46 

3.76 

1.77 

100.00 

46.16 

46.16 

.41 

2.85 

.30 

100.00 

80.43 

89.43 

.88 

7.77 

6.88 

100.00 

39  68 

59.34 

.67 

14.55 

1.36 

100.00 

47.96 

64.58 

1.04 

9.64 

.51 

100.00 

134.39 

134.39 

6.86 

2.55 

100.00 

90.94 

90.94 

36.53 

1.76 

100.00 

21.97 

32.54 

4.41 

.40 

2.97 

100.00 

98.32 

98.32 

4.3A 

7.17 

2.89 

100.00 

54.15 

67.02 

1.32 

10.61 

1.95 

100.00 

52.45 

63.70 
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CLASS  B.    OPERATING  EXPENSES  PER  MILUON 


liocinoir 

Namb  or  Company 

Total  pamping 

Pumping  cx" 

Antign,  ,-  -    , 

PrinU 
AntiffO  Water  CVnnnany 

263.139 
256.641 
98.380 
162.646 
106.707 

238,154 
141,775 

$15.06 

B<i»vfrT>tm 

P4*vef  Pam  Water  Co 

19.72 

Oconto_ 

RipoiL...... » 

Stevens  Point 

Menomonie  Water  Worka-.... 

Oconto  City  Water  8aDi)iy.»„    

Rapon  Lt.  &  Water  Co 

24.36 
33.41 
25.36 

StevoM  Pt.  Water  Company 

26.91 

Waahburn 

Waahbum  Water  Works  Company.  .„ 

28.23 

123.65 

W«ihiiid  ftv«>i»  No  11 

23.65 

Municipal 
MuflAopal  Water  Works  Plant. 

Baraboo 

253.511 
62.632 
77.234 
29.378 
45.135 

48.017 
95.984 
89.985 
60.000 
40.000 

122.640 
100.000 
155.710 
29.675 
45.625 

41.811 
47.369 
40.160 
177.607 
77.242 

360.986 
122.798 
86.602 
97.245 
25.348 

251.350 
108.713 
104.216 
54.456 
64.548 

88.747 
160.215 
59.440 

$30.32 
40.95 

BiirHPKtxm 

;;      ;;     ;;     ;;  z::::::::::: :: 

55.22 

Columrms ,   

64.S4 

DePwe- 

Edgerton... 

46.33 
52.09 

Ft.  Atkinson^ 

30.01 

Kaukauna.     

30.86 

lAkeGwwra 

Lancaster 

Menasha - 

91.10 
8$.35 

19.66 

Monroe „ 

Neenah 

55.06 
25.93 

New  London 

New  RKhmond 

58.10 
43.17 

35.90 

Plattcvillc - 

Plymouth -    

" 

98.39 
40.23 

Portage ...„ 

33.75 

Pt.  W^hington. 

Rice  Lake„.. 

1^hlft»l1  OntM* 

41.25 

18.35 
37.35 
45.23 

Ri¥«-FaI1« 

15.55 

Bhawano      

83.61 

So.  Milwaukee - 

Snarfca...™    _ 

..  ::;ii:"":z;;;:;. :." 

57.82 
30.81 

Stougbton 

StargiBon  Bay 

47.28 
71.20 

Tonmh 

Waupaca. 

Weet  Allis. 

57.00 
11.26 

Weighted  average  No.  L 

Weighted  average  No.  U 

80.00 

Whitewater^.- 

75.93 

' 

$41.10 
41.10 
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GALLONS  PUMPED.    YEAR  ENDING  JUNE  30.  1914. 


Distribution  expenses 

permilHon 

gaUons 

CkHnmereial  expenses 

per  million 

gaHons 

General  expenses 
permilUon 
gallons 

Undistribated 
mimon^^ 

Total  operating 

taxes)  per  milUon 
gallons 

SI. 65 

$18.20 
20.56 
36.39 
7.39 
22.36 

20.47 
9.95 

$0.28 
1.37 

4.10 

3.38 

.67 
.70 

$35.21 

1.37 

43.02 

.74 

61.49 

3.7« 
1.41 

2.64 
1.79 

SI. 92 
5.30 

» '.46 

50.58 
57.81 

50.69 
41.13 

11.97 
1.97 

$0.74 
2.29 

$18.56 
18.56 

$1.35 
1.47 

$46.27 
46.27 

$2.74 

$0.18 
1.04 

$2.55 
11.57 

$25.79 

1.96 
1.99 

$0.62 

56.14 
57.21 

20.47 
18.70 

4.06 

7.53 
28.89 

.22 

5.36 

11.37 

33.42 

8.40 

1.63 
11.66 
6.32 
5.60 

.n 

10.10 
36.88 
14.26 
7.49 
2.35 

1.11 
4.07 
6.93 
1.15 
3.41 

1.74 
3.47 
8.91 
7.78 
5.11 

8.23 

.46 

7.37 

2.03 

.96 

.09 

3.23 

12.58 

.43 

.46 
.25 
.91 
1.89 
.27 

.27 
3.69 
1.95 

.49 
1.91 

.08 
.65 

.'26 

1.61 

.19 

3.07 

.83 

.41 

1.91 

.39 
3.37 
2.98 

98.93 
93.92 

4.87 
3.56 
17.95 
4.69 
3.99 

1.66 

1.66 
1.16 
.68 

'.'lb 

59.80 
40.21 
64.09 
141.79 
W.27 

23.30 

6.77 
5.35 
10.34 
9.84 

1.94 
7.58 

.12 
1.23 
3.28 

.02 

.25 

72.86 
38.74 
79.21 
54.07 

48.46 
146.44 

9.32 
3.31 

.49 

66.25 
45.04 

2.34 
1.39 

.54 

48.39 
20  93 

11.21 

3.34 

2.27 

.22 

1.27 

6.84 

3.90 

.46 

10.51 

1.00 
.09 
.16 

2.25 

.25 
.39 
.35 

.84 

54.28 
55.59 
19.39 
91.10 

61.27 
44.68 
61.27 
80.69 
74  53 

2.64 

22  52 

34.40 
12.06 

4.99 
4.47 

113.23 
102.80 

S6.72 
5.72 

$0.72 
1.06 

$6.76 
5.91 

$1.06 
1.20 

$54.36 
54.36 
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CLAS8  B.    LABOR  UNIT  COOTS  PER  MILUON 


LOCATWK 

Namb  or  CoMFAirr 

Pumning 
steam 
power 

Pumpmg 
electric 
power 

Steam 
geoer- 
a^oQ 

Antigo 

Beaver  Dun. 

Prinh 

Antigo  Water  Co „.  .„ 

Beaver  Dam  Water  Co. 

MenomoDie  Water  Works  Co.  ...„ 

Oconto  City  Water  Supply „ 

Ripon  Lt.  k  Water  Co 

$6.86 
2.81 
1.83 
6.66 
4.86 

6.50 
1.92 

$2.76" 

MnwnioDK 

$6.06 

Oeooto. 

5.42 

Ripo*n 

1.38 

Steveof  Point 

Stevens  Point  Water  Ca „ 

WMhbumWat«r  Works  Co 

Weighted  average  No.  I 

WMfabuni         

$4.30 

$0.39 

$1.37 

Munieijml 
Munidnal  Water  Works  Plant 

Berlin 

$4.M 
14.62 
4.32 
4.67 
30.04 

11.26 
6.12 
6.67 
9.68 

$0.18 

3.71 
10.16 

Edgerton. 

$14.62 

Ft  Atkinson. 

2.88 

KwiWum 

4.39 

hakfCntPvn 

7.83 

TA^fVf^ 

'*            "         **         "    

11.25 

Monroe  .    . 

9  06 

Nfffwh 

4.38 

Newl/ondon 

24.90 

New  Richmond.^ 

Pkttcville. 

M 

2.83 
9.06 
13.47 
4.32 
4.66 

6.12 
10.28 
30.64 
6.32 
4.77 

10.80 

2.83 

FlyinouUL 

*'                           "                     *•                    "        

PorUge. 

3.69 

Rhinelander 

Rice  Lake 



1.41 

3.82 

9.88 
5.62 

3.24 
3.99 

9.77 
11.88 

South  MQwaokee 

Sparta. 

Stoughtoo. 

Sturgeon  Bay 

20.55 
5.21 

"                           "                     ."                    "        " 

7.61 
6  61 

Waupaca. 

WestAIlk 

Whitewater 

«                           «<                     «l                    li 

10.60 

10  45 

Weighted  average  No.  L 

$9.20 

$1.16 

$6.73 

I  Non-operating  ezoense. 
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GALLONS  PUMPED.    YEAR  ENDING  JUNE  80.  1914. 


Distribution 

Commercial 

General 

Undistributed 

CoMhutioa 

aad 
•qiii|»ent 

Total 

11.57 

$8.32 
4.68 

22.36 
2.18 

13.84 

17.36 
9  16 

$0.55 

$15.74 

,79 

U  59 

29.27 

3.30 
.80 

11.70 
5.29 

.36 

$2.18 
.86 

$4.33 
4.98 

25.06 
31.60 

2.27 

35.13 

1  79 

46 

.70 

14  03 

$1.62 

$0.72 

$10.14 

$0.24 

$0.30 

$0.98 

$30.06 

10.48 

$0.26 

1.66 

.74 

.27 

$1.63 

$0.11 

$7.44 

1.25 

31.05 

1.31 

4.29 
9.71 
29.00 

7.60 
10.00 
4.91 
2.35 
.77 

34.09 
4.18 
6.81 
2.18 
1.11 

3.94 
1.18 

$0.67 

14.21 

0.57 

$2.68 

31.47 

4.69 

11.41 

40.01 

122  98 

30.00 

2.49 

.12 
1.12 
3.28 

26.79 

4.32 

4.81 

26.21 

8.96 

49.16 

9.84 

14.32 

3.30 

14.25 
28.00 

57.30 

5.91 

.49 

57.80 

2.70 

.48 
1.35 

27.15 

2.09 

14.50 

.96 

1.00 

2.25 

.25 

.10 

.25 

.32 

10.94 

9.55 

29.38 

25.59 

1.27 

52.71 

2.19 

1.92 
8.64 

6.61 
8.07 

.27 
12.12 

16.01 

1.71 

38.92 

.46 

.13 
.39 

' 

24.61 

.80 

4.99 

4.22 

.37 
5.'55 

19.51 

11.28 

21.84 

9.36 

7.03 

1.25 

47.55 

$8.66 

$0.76 

,      $4.86 

$0.52 

$0.10 

$2.75 

$S0.63 
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CLASS  B.    MATEWALB  AND  SUPPLIES.  UNIT  COSTS  PER 


LOCATIOIC 


NaMX  or  COMPAKT 


Mmjan 
gaDcKis  pumped 


Antigo — 

Beaver  Dun... 

Mcflen. 

Meoomoiiie 

Ooonto.... 

Bipoo — 

Stevens  Point. 
Weehbum. 


Banboo 

Berlin 

Burlington 

ColonibuB. — 

De  Pcre. ^ 

Edgerton. 

Ft.  Atkinson...^ 

KjHikauna.« ~......«, 

Lake  Geneva 

Laocaiter..... 

Marshfidd..- 

Menaiha. „...- 

Monroe. — 

Neenah. „... 

New  London — 

New  Richmond 

Ooomnnowoo 

Platteville. 

Plynuxith ^ 

Portage .„- 

Port  Washington. 

Reedrirarap. », 

Rhindander 

Rice  Lake 

Richland  Center 

River  FaDa.  — 

Shawano .._ 

South  Milwaukee 

&)arta. 

^ou^iton. 

Sturgeon  Bay...„ 

TomaL... 

Two  Rivert...- 

Waupaca... 

Weat  AlliB. 

Whitewatar..„ „. 


Antigo  Water  Co. 

Beaver  Dam  Water  Co... 


Peoplea  Water  &  Lt.  Co. 

Menomooie  Water  Works  Co.» 
Ooonto  City  Water  Suiqply — 

Ripon  Lt  &  Water  Co 

Stevens  Point  Water  Co 

Washburn  Water  Works  Co... 


Weighted  average  No.  L 


Municipal  Water  Works  PUnt.. 


Mmieipal 


263.139 
256.641 

98^380" 

162.646 

106.707 
238.154 
141.776 


253.511 
62.632 
77.234 
29.378 
45.135 

48.017 
95.964 
89.965 
50.000 
40.000 


122.640 
100.000 
155.710 
29.675 

45.625 
41.811 
47.369 
40.160 
177.607 

77.242 

122.798 
86.602 

97.245 
25.848 
251.850 
108.  n3 
104.216 

54.456 
64.548 

88.747" 

160.215 

59.440 


Weighted  average  No.  L... 
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million  gallons  pumped,    year  ending  JUNE  30.  1914. 


Pamping 

Diftribation 

CommercUl 

General 

Undistributed 

Total 

19.23 

$0.08 
.58 

$9.88 
15.88 

$0.28 

.82 

$19.47 

14.16 

31.43 

17.46 

.74 
.37 

.52 
.37 
.00 

14.03 
5.21 

8.52 

3.11 

.79 

32.22 

22.44 

19.12 
21.41 

$0.22 
.01 

3.74 

3.38 
.67 
.00 

31.98 

31.55 
25.56 

26.31 

27.10 

S17.59 

$0.35 

$0.02 

$8.42 

$1.11 

$27.49 

$35.99     . 

$1.48 

$0.78 

$9.94 

$0.51 

$48.70 

23.06 
22.84 
21.62 
53.23 

3.62 
2.25 
8.38 
.00 
3.99 

.00 
.42 
.41 

.22 
1.07 
1.66 
4.42 

.90 

.96 

.09 

3.23 

1.17 

.43 

27.85 
26.67 
35.30 
58.82 

60.85 

.10 

66.27 

40.88 
14.88 
23.63 

39.46 

3.28 
1.03 
1.38 

.00 

.00 
.11 
.00 

.02 

1.66 

.41 

3.25 

.00 

.26 

.91 

1.89 

.27 

46.07 
17.34 
30.05 

39.75 

92.73 

4.28 

3.41 

.61 

.25 

2.79 

10.08 

.68 

.17 

3.59 

1.95 

.01 

.56 

103.39 

21.01 
16.59 

.00 

36.45 
17.89 

32.28 

.54 

33.80 

9.80. 

.43 
1.66 

.00 
.13 

.08 
.65 

10.31 

22.46 

.00 

24.90 

61.46 

6.63 

19.28 

31.08 

33.79 

.22 

.00 

4.65 

2.19 

.00 

.00 
.00 
.29 
.10 

.84 

2.23 

1.74 

1.55 

.27 

1.17 

1.61 
.19 

3.07 
.83 

.28 

65.51 
8.56 
28.84 
34.47 

56.08 

1.38 

1.84 
13.17 

2.69 

.16 
.46 

.34 

.00 
3.37 

2.98 

3.38 

74.38 
54.79 

.00 
.25 

91.38 
61.05 

125.90 

12.89 

$0.10 

$1.08 

$0.75 

$30.22 
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CLASS  B.    MISCELLANEOUS  UNIT 


Location 


Antigo 

Beftyer  Dam.. 

MencHDoiue.. . 
Ooonto 

Ripon 

Stevens  Point 
Washburn 


Banboo.. 

Bcrtin^ 

Burtington. 
CdumboB  . 
DePere 


Edgerton.  

Ft.  AtkiiMoo.. 
Grand  Rafiids  . 

Hudson. 

Kaukauna 


Lake  Geneva.. 

Lancaster 

Manhfield 

Menaafaa 

Monroe 


Neenah.„ 

New  I 

New  Richmond... 

Ooommiowoc.- 

Platteville 


Plymouth .. 


NaMB  or  COMFAICT 


PntaU 

Antigo  Water  Co 

Beaver  Dam  Water  Co 

Peoplea  Water  4  Lt.  Co 

Mencmooie  Water  Works  Co  .. 
OeoDto  aty  Water  Supply 


Ripon  Light  A  Water  Co 

Stevens  Ft.  Water  Company . 
Washburn  Water  Works  Co . . 

Woghted  average  No.  I . 
Weights  average  No.  II 


MufUeipal 
Municipal  Water  Works  Plant 


Portage  , 

Pt.  Washington.  . 

Reedsburg 

Rhjndander 


Rice  lake 
Richland  Center... 

River  Falls 

Shawano „ 

So.  Mflwauker 


^larta. 

Stoughton 

Sturgeon  Bay.. 

Tomah 

Tomahawk. 


Two  Rivers. . 

Waupaca. 

W««tAllM.. 
Whitewater  . 


Weighted  average  No.  I.. 
Weighted  average  No.  II 


Total 
commercial 


780 

230 
574 
716 

775 
739 
486 


431 
701 
388 
700 


691 


554 


342 
621 


604 
618 

740 

231 
384 
969 


1,001 
569 


918 
3.432 


435 
210 
721 


827 
91 
717 


551 


388 


Totals 
maintenance 
per  service 


10.0217 
.0420 


.1521 


10.0306 
.0761 


10.0784 
.4095 


.3612 


.0321 


.0090 
.1421 


.0874 


.1420 
.0257 


.0617 


.0793 


.2008 
.8002 


10.0098 
.1642 
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COSTS.    YEAR  ENDING  JUNE  30,  1914. 


ToUl 
metcn 
in  UK 

Meter 
maintenaDce 

meter 

MilMof 
main 

Distribution 
expense  oer 

nuleof 

main 

Total 
commercial 
consumers 

Collectioa 
expense  per 
commercial 

CommercvU 
exDense  per 
oommercial 
consumer 

20 

14.29 
16.67 
3.70 
n.39 
14.59 

11.69 
16.41 
6.67 

$30.35 

20.97 

18.27 

6.45 

41.91 

12.86 
38.32 
37.98 

761 
1,367 
216 
684 
686 

691 
690 
477 

$6,420 

7 
44 

$0,420 

268 

10.510 
.212 

147 

139 
231 

.419 
.335 
.136 

.455 

.818 

2 

.136 

10.121 
.366 

$26.92 
26.92 

$0,125 
.326 

$0,191 

.499 

536 
432 

10.137 

14.36 
9.58 

14.06 
7.26 

11.13 

7.06 
8.89 

10.63 

7.82 
9.56 

$48.43 
12.84 
10.91 
82.94 
75.86 

33.10 
38.45 

151.92 

29.99 
16.66 

1,055 
606 
684 
387 
700 

480 
662 

52l"' 

349 
605 

$0,042 
.019 

.m 

.167 
.168 

".W 

$0,042 
.107 

700 



388 
293 

.067 
.227 

.063 
.263 

■562""' 

.207 

.308 

493 
670 

"" 229' 

358 

.167 
.170 

'liir"" 

52 

.006 

.006 

604 

.024 
.512 

.166 
.180 

13.27 
9.50 

14.11 
7.33 
3.33 
8.74 

16.22 

4.43 
18.58 
7.75 

15.37 
60.78 

59.02 
41.85 
134.90 
9.30 
23.61 

84.50 
31.59 
23.28 

32  ■74' 

129.10 
36.87 
42.91 
.93 
39.90 

67.36 
20.15 
13.69 
88.04 

574 
586 

701 
170 
228 
374 

947 

543 

1,040 

462 

879" 

630 
605 
422 
202 
706 

443 
807 
82 
705 

600 

719 
217 

.021 

.lU 
.507 
.003 
.028 

.036 

.021 

.272 
.572 
.003 

384 
806 

.037 

.028 

592 
1 

.118 

3.130 

136 

.036 

501 

.090 
.195 

.090 

3 

5.916 

.177 
.031 

15.37 

10.66 
7.85 
5.16 
6.01 
8.02 

12.96 

13.94 

1.84 

7.71 

485 
355 

.195 
.018 

26 

.037 
.282 
.091 

.097 
.046 
.557 

.087 

209 

.282 

728 

481 
408 
24 

.067 

.370 
.155 

.091 

.097 
.045 
.557 

413 

.066 

52 

9.78 

23.95 

617 

1,844 

373 

.595 
.565 

.905 

189 

.267 

8.73 

82.02 

.713 

10.140 
.174 

$46.66 
46.65 

$0,108 
.160 

$0,120 

.179 

* 
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CLASS  B.    HYDAaNT  RENTAL  UNIT  COSTS 


Location 


Nams  op  Comtakt 


Number  of  hydrants 


Antigo  

Bcftver  Dam . 
Mellen 
Menomonie.. 
Ooonto 


RiDon. 

Steveof  Point... 
Washburn 


Antigo  Water  Co 

Beaver  Dam  Water  Co „_. 

People*  Water  A  Lt  Co 

Menomonie  Water  Works  Co. . 
Ooonto  City  Water  Supply 


Rioon  Light  A  Water  Co 

Stevens  Point  Water  Co 

Washburn  Water  Works  Co... 


PrimU 


Weighted  average  No.  I. . 
Weighted  average  No.  II 


Baraboo. 

Berlin  .^ 

Burlington.. . 
Columbus... 
DePere 


Municipal  Water  Works  Plant. 


Municipal 


Kdgerton 

Ft.  Atkinson  ... 
Grand  Rapids.... 

Hudson 

Ka^ltw^"» 


Lake  Geneva^... 


Marshfield.. 

Menasha. 

Mmroe  .  .  . 


Neenah 

New  London 

New  Richmond... 

Oconomowoe 

PlattcviUe 


FtymoutL. 

Portage 

Port  Washington.. 

Reedsburg 

Rhinelander 


Ric?e  Lake.... , 

Richland  Center... 
River  Falls. 


Shawano... 

South  Milwaukee... 


SpMia 

Stoughton 

Sturgeon  Bay.. 

Tomah. 

Tomahawk 


Two  Rivers... 

Waupaca. 

West  Allis 

Whitewater  . 


Wdghted  average  No.  I 

Weighted  average  No.  IL.. 


119 
146 
22 
119 
122 

107 
156 
76 


14S 
84 
90 
54 
01 

67 
103 


103 

78 


100 
104 

110 
62 
40 
70 

151 

65 
lOS 
63 


144 

73 
71 
45 
56 
128 

79 
105 
24 
67 
41 

78 
81 


101 
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AND  STATISTICS.    YEAR  ENDING  JUNE  30,  1914. 


Hydrant 

Hydrants 

Hydrants 

rental  per 

Population 

per  100 

Miles  of  main 

per  mile 

hydrant 

population 

of  main 

175.86 

7,196 

1.654 

14.29 

8.328 

52.02 

6,758 

2.161 

16.67 

8.748 

56.40 

1,833 

1.200 

3.70 

5.946 

49.11 

5.036 

2.363 

11.39 

10.446 

80.33 

5,629 

2.167 

14.59 

8.362 

58.08 

3,739 

2.861 

11.69 

9.153 

39.24 

8,692 

1.795 

16.41 

9.506 

69.74 

3,830 

1.984 

6.67 

11. 3M 

159.26 

59.26 

2.030 

9.087 

130.00 

6,324 

2.261 

14.36 

9.969 

60.00 

4,636 

1.812 

9.58 

8.770 

3,212 

2.802 

14.06 

6.401 

48.15 

2,523 

2.140 

7.26 

7.448 

50.00 

4,477 

2.033 

11.13 

8.176 

35.09 

2,513 

2.268 

7.06 

8.074 

35.72 

3,877 
6,521 

2.657 

8.89 

11.586 

2,810 

■ 

21.06 

4,717 

2.162 

10.63 

9.596 

56.32 

3,079 

2.533 

7.82 

9.974 

2,329 

3.692 

9.56 

9.006 

~.  . 

5,783 

50.00 

6,081 

1.645 

13.27 

7.535 

74.13 

4,410 

2.358 

9.50 

10.949 

49.88 

5,734 

1.918 

14.11 

7.796 

35.49 

3,383 

1.833 

7.38 

8.458 

29.00 

1,988 

2.012 

3.33 

12.011 

3,054 

2.292 

8.74 

8.010 

16.46 

4.452 

3.392 

15.22 

9.922 

41.79 

3,094 

2.101 

4.43 

14.672 

25.00 

5.440 

1.893 

18.58 

5.543 

45.00 

3,792 
2.615 

1.661 

7.75 

8.130 

45.56 

5,637 

2.556 

15.37 

9.370 

59.25 

3.968 

1.840 

10.66 

6.849 

42.26 

2,662 

2.677 

7.85 

9.045 

45.00 

1,991 

2.260 

5.16 

8.722 

39.47 

2,923 

1.916 

6.01 

9.319 

20.00 

6,092 

2.101 

8.02 

16.961 

55.70 

3,973 

1.988 

12.96 

6.095 

37.14 

4,761 

2.206 

13.94 

7.532 

50.00 

4,262 

.563 

1.84 

13.042 

8,419 

1.960 

7.71 

8.691 

2,907 

1.410 

4.850 
2,789 

1.608 

43.55 

2.904 

9.78 

8.283 

6,645 
3,224 

41.24 

3.132 

8.73 

11.669 

134.66 

40.85 

2.149 

8.789 
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CLASS  B.    DEVELOPMENT  OF  BUSINESS  AND  SATURATION  . 


Location 


NaMK  or  COWANT 


Population 


Million 
gaHons 
pumped 


Antigo 

Beaver  Dam... 

Mdlen. 

Menomonie 

Oconto  

Ripon. 

Stevens  Point 
Washburn. 


Antigo  Water  Comi»ay.. 


PnwU 


Beaver  Dam  Water  Company„. 

Peoples  Water  k  light  Co 

Menomonie  Water  Works  Co .. 
Oconto  City  Water  Supply 


Ripon  Light  dc  Water  Co 

Stevens  Point  Water  CtHnpany ... 
rks  Co.. 


Baraboo 

Berlin. 

Burlington.... 

Columbus 

De  Pere 


Washburn  Water  Works  ( 
Weighted  average  No.  II . 


Mvnieipal 
Municipal  Water  Works  Plant 


7.106 
6,758 
1,833 
5.036 
5.629 

3.730 
8,602 
3,830 


Edgerton. 

Ft.  AtkiMon^ .... 
Grand  Rapids... 

Hudson 

Kaukauna 


Lake  Geneva... 

Lancaster 

Marshfield 

Menasha 

Monroe 


Neenah 

New  London 

New  Richmond .. 

Ooonomowoc 

Plattcville 


Plymouth 

Portage 

Port  Wanhington... 

Roedsburg 

Rhinelander 


Rice  Lake 

Richland  Center 

River  Falls    

Shawano 

South  Milwaukee .. 


Sparta 

Stoughton. 

Sturgeon  Bay.. 

Tomah 

Tomahawk 


Two  Rivera . 

Waupaca 

West  AUis . 
Whitewater 


Weighted  average  No.  II 


6,324 
4,636 
3.212 
2,523 
4,477 

2.513 
3,877 
6.521 
2,810 
4,717 

3.079 
2,329 
5,783 
6.081 
4,410 

5.734 
3.383 
1,988 
3,054 
4.452 

3,094 
5.440 
3,792 
2,6«5 
5.637 


2,652 
1,991 
2.923 
6,092 

3,973 
4,761 
4.262 
3.419 
2.907 

4.850 
2.789 
6,645 
3,224 


263.139 
256.641 


98.880 
162.647 

106,708 
238.154 
141.776 


253.512 
62.682 
77.234 
29.379 
45.136 

48.017 
95.985 


50.000 
40.000 


122.640 
100.000 

155.711 
29.675 
45.625 
41.812 
47.370 

40. 161 
177.608 
77.243 

360.986 

122.799 
86.603 
97.246 
25.348 

251.350 

108.714 
104.216 
54.457 
64.549 


88.747 
160.215 
59.440 
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OF -TERRITORY  UNITS.    YEAR  ENDING  JUNE  30,  1014. 


Minion 
population 

Me- 
tered 
eon- 
sumers 

Water 

tCougk 

metcfs, 
miUion 
gaUons 

Million 
gallons 
water 
passed 
through 
meters 
per  metered 
consumer 

Total 
con- 
sumers 

Total 

pumiMge 

peroon- 

sunur, 

thousand 

gaDou 

Population 
per 
con- 
sumer 

Mile* 
of  main 

Services 

Services 
per  mile 
of  main 

3.657 
3.708 

26 
5 

43 
268 
140 

138 

231 

2 

51.011 

1.062 

012 
1,370 
261 
608 
840 

823 

805 
487 

288.5 
187.3 

7.80 
4.08 
7.30 
7.22 
6.70 

4.54 
0.72 
6.63 

14.29 
16.67 
3.70 
11.80 
14.50 

11.60 
16.41 
6.67 

003 

63.18 

258 
608 
841 

885 
805 
568 

68  30 

1.054 

2.800 

3.853 
2.740 
3.702 

38.386 
16.425 

13.555 

08.007 

.305 

.143 
.110 

.083 
.428 
.152 

140.0 
103.6 

120.6 
266.1 
201.2 

61.28 
57.64 

75.70 
54.54 
84.41 

3.100 

0.260 

210.4 

6.70 

63  08 

4.000 
1.851 
2.404 

564 
455 
700 
388 
203 

403 

78.000 
15.166 

0.138 
.033 

1.000 
718 
700 
448 
700 

568 
703 

232.6 
87.2 

110.3 
65.6 
64.5 

84.5 
121.0 

5.80 
6.46 
4.50 
5.63 
6.30 

4.42 
4.80 

14.36 
0.58 

14.06 
7.25 

11.13 

7.06 
8.80 

1,231 
516 
706 
380 
700 

85.72 
63.87 
56  61 

1.164 

53.66 

1.008 

62  00 

1.010 

22.231 
64.048 

.045 

2.475 

800 

89  09 

753 
226 

341 
52 

664" 

587 

710 

644" 

441 
627 

760' 

725 

858 
28? 
272 
382 

978 

632 

1.168 

501 

139.7 

113.4 
63.8 

173.0 
137.0 

181.5 
103.4 
167.7 
100.5 
48.4 

63.5 
152.1 
154.2 

7.33 

6.98 
3.71 

9.90 
6.08 

6.68 
11.70 
7.31 
8.00 
4.55 

4.90 
4.66 
7.57 

10.83 

7.82 
0.55 

13.27 
9.50 

14.11 
7.33 
3.33 
8.74 

15.22 

4.43 
18.58 
7.75 

662 

342 
627 

m 

722 
857 

1.908 

63.29 

1.624 
1.717 

2.017" 
2.268 

2.716 
.877 

34.577 
4.172 

72.635 
87.205 

28.020 

.101 
.080 

ri2b 

.140 
.040 

43.74 
65.67 

45.51" 

76.02 

60.73 

2.205 
1.360 
1.064 

1.208 
3.265 
2.037 

217 

384 

540 

1 
501 

• 2" 

486 
355 
23 
208 
727 

472 
401 

24 
418 

24 

743 
52 

0.466 
41.812 
27.055 

14.652 

.073 

58.069 

21.403 

45.012 
11.680 

.044 
.100 

.027 
.073 
.118 

10.701' 

.005 
.033 

271 

456 

1,127 

672 

1.107 

638 

81.38 
52.18 
74.05 

151.68 
64.42 
82.33 

6.404 

3.005 
3.265 

1,062 

736 
634 
480 
214 
850 

472 
038 
116 

787 

340.0 

166.8 
130.6 
202.6 
118.6 
292.6 

230.3 

111.2 

469.4 

82.0 

5.31 

5.39 
4.18 
4.15 
13.66 
7.09 

8.42 
5.08 
36.72 
4.34 

15.37 

10.66 
7.85 
5.16 
6.01 
8.02 

12.96 
13.94 
1.84 
7.71 

1.062 
3.432 

69.10 
322.00 

4.883 

485 
267 
849 

93  99 

.867 
4.127 

2.736 

23.340 
183.231 

85.854 

36.432 

.060 

.112 
.252 

.182 
.001 
.040 

44.43 
105.86 

2.180 
1.278 
1.888 

933 
116 

787 

66.92 
63.04 
102.08 

3.182 
2.411 

10.454 

.201 

633 

1,708 

400 

140.2 
93.8 
121.3 

4.41 
3.89 
6.68 

9.78 

630 

65.34 

1.844 

186 

18.005 

.008 

8.73 

400 

66.13 

2.445 

0.110 

145.0 

5.93 

78.67 
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CLASS  C.    PERCENTAGE  ANALYSIS  OF  OPERATING 


NaMB  or  COUPANT 

Pbr  Csnt  DiTiBiozr  or 

LoCATIOlf 

Pumping 

Distribution 

Commercial 

Hurley 

PriKU 

Hurley  Water  Company..- 

Sand  Rock  Water  Company.  „.    .„ 

Phfllipe  Lt.  Ht.  W.  A  PrTCo 

Total 

Municipal 
Municipal  Water  Works  Plant 

66.90 
65.10 
75.71 

10.83 

N.FondduLw:   

Phiffips. 

1.00 

1.37 

69.59 

5.55 

0.46 

Akoma 

66.21 
79.62 
82.16 
58.10 
82.70 

85.60 
63.68 
80.28 
83.84 
60.58 

19.34 
67.45 
81.37 
72.54 
79.53 

86.01 
67.01 
74.25 
76.58 
70.10 

84.67 

17.15 
3.82 

Bayfield 

0.64 

Bbok  River  Falk..^ 

Bloomer  ...„ 

II                        •<                    II                    14 

32.15 
8.41 

7.30 
19.93 
10.34 

5.89 
20.18 

80.66 
17.64 
9.87 
10.35 
14.34 

6.76 

30.37 

16.32 

21.85 

.    26.10 

13.38 

1.60 

CUatonTiUe. 

II                        14                    11                    It 

DftriingtoD ,    

•1                        II                    11                    II 

DeUvrnn. 

II                        tl                    II                    11 

9.47 

Elkhart  JmV^ 

•  1                        M                    II                    I* 

7.54 

raVKom 

14                        II                    11                    II 

4  15 

FvftlVIVl'llA 

«4                        41                    II                    II 

10.44 

Hartford 

II                        11                    II                    M 

Jefferson 

II                        41                    it                    II 

3.80 

KUboum „-      

•1                        II                    II                    It 

Uk«Minff  , 

II                        II                    II                    II 

1.87 

MayvUle.. 

II                        41                    14                    14 

Medford..    „ 

•1                        II                    11                    II 

1.19 

Stanley 

Virooua 

41                        44                    II                    II 

8.14 

Wanpun _ 

Wauwatoea 

U                        II                    II                    II 

3.80 

Wert  Bend 

II                        11                    44                    44 

Total 

68.51 

22.28 

2  68 
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EXPEN8E&    YEAR  ENDING  JUNE  30.  1914. 


OraBATiMQ  Expenses 

Batioofoperetiiig 

expenie  (exdudins 

a^predatioQ  uid 

revenuee 

Ratio  of  operating 
expenae  Oncluding 

Genenl 

Total 

dq)reciatioD  and 

taxes)  to  operating 

revenues 

20.87 
34.33 
20.36 

1.40 

.57 

1.56 

100.00 
100.00 
100.00 

46.43 
41.87 
102.53 

73.15 
64.68 
ia5.80 

23.08 

1.32 

100.00 

55.80 

77.22 

15.44 
13.87 
17.84 

1.20 
2.05 

100.00* 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 

75.82 
72.40 
35.06 
76.42 
167.27 

69.94 
50.63 
68.56 
70.05 
68.17 

94.94 
57.53 
55.98 
86.20 
111.22 

36.80 
98.52 
75.50 
66.57 
67.28 

55.31 

116.64 
88.55 
35.06 

8.16 

76.42 

7.60 

6.95 
6.92 

1.39 
.15 

190.62 

96.46 
60.68 

1.84 

78.86 

2.35 
7.64 

3.77 
1.16 

81.38 
79.30 

106  17 

10.43 
2.55 

16.24 
6.13 

.59 
6.21 

71.02 
66.87 
86.20 
111.22 

5.75 
2.62 

.29 

49.58 
98.52 

.09 
2.07 

1.20 

91.12 
65.57 

67  28 

1.95 

142.50 

5.68 

0.90 

100.00 

69.83 

83.61 
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CLASS  C.    UNIT  COSTS  OF  OPERATION  AND  UNIT 


LoCATIOIf 


NaMB  or  COMMNT 


Htioaiit 


Hydnnto 


Pq[)aIation 


Hurley 

North  Food  du  Lao. 
PhfllipB 


PriwOe 


Hurl^  Water  Company.. 

Sand  Rock  Water  Company..... 
Phillipa  U  Ht  W.  A  ft.  Co.... 

Wei^ted  averafre  No.  I 

Weighted  average  No.  II... 


45 
30 
14 


Bayfield 

Black  River  Falli 

Bloomer 

dintonviOe.... 

Darlington 

Delavan 

Elkhart  Lake 

Elkhom. 

EvanaviUe. 

Hartford... „.... 

Jefferson 

Kilboum, 

Lake  Mills 

Mayvilte. 

Medford 

Stanley 

Viroqua 

WauDun 

Wauwatoea 

West  Bend. 


Muiticipal 
Munidoal  Water  Works  Plant... 


42 


31 
29 


12 
52 
54 

61 
57 
32 
55 


29 
27 
26 
56 
210 

59 


Weighted  average  No.  I 

Weighted  average  No.  II.. 


2,967 
1.960 
1.948 


2,082 
1,689 
1,917 
1,204 
1.747 

1,808 
2,450 
499 
1,707 
2,061 

2,9S2 
2,582 
1,170 
1,672 
2,282 

1,846 
2,675 
2.059 
3,362 
3.346 

2,462 
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REVENUES.    YEAR  ENDING  JUNE  30.  1914. 


RlNTALS 

ComaRCiAi. 

AND    Industkial   OraRATiNa 

RBvbniicS 

OraRATiMO    ExraNtn     (exclud- 
ing  depreoiation   and   taxes) 

Rental 

per 
hydrant 

Rental 

vex 
canta 

Commercial 

and  indiutrial 

operating 

capiU 

Consomers 
(except  hy- 
drants) 

Commercial 
andindnvtrial 
operating 
revenues 
per  consumer 
(excent  hy- 
drants) 

Operating  ex- 
ptmae  (exdud- 
mg  tax,  depre- 
ciation and  in- 
terest) per 
capita 

Operating  ex- 
pense, (exchid- 
ing  depreciation 
tax  and  interest) 
per  consumer 
(excluding  hy- 
drants) 

$88.90 
32.67 

$1.35 
.50 

$2.45 

1.89 

.76 

331 
266 
103 

$21.94 
13.94 
14.12 

$1.80 
1.00 
1.94 

$16.09 

7.38 

36.79 

$55.96 

$0.72 
1.01 

$1.81 
1.81 

$17.74 
17.74 

$1.61 
1.61 

$15.83 

66.40 

15.83 

$39.87 
29.76 
27.39 
9.M 
36.00 

$0.73 
.74 
.33 
.25 
.59 

.58 
1.14 
1.20 
1.70 
1.21 

.20 

1.04 

.96 

.       .81 

$0.95 

2.38 

1.77 

1.07 

.35 

1.94 
1.88 
1.70 
2.63 
1.54 

2.21 
1.63 
2.44 
1.07 
1.32 

.76 

.56 

2.03 

1.40 

1.66 

1.17 

196 
341 
353 
124 
71 

466 
422 
75 
277 
336 

020 
452 
320 
177 
272 

137 
238 
559 
602 
665 

306 

$10.14 
11.78 

9.60 
10.40. 

8.72 

7.53 
10.90 
11.33 
16.22 

9.45 

10.65 
9.29 
8.93 
10.12 
11.11 

10.23 
6.31 
7.47 
7.83 
8.36 

9.38 

$1.30 

1.85 

.77 

1.04 

1.65 

1.78 
1.60 
2.13 
3.06 
1.88 

2.60 
1.56 
1.98 
1.63 
1.59 

.73 

.55 

1.63 

1.43 

1.31 

.90 

$13.75 

11.18 

4.17 

10.07 

40.51 

6.90 

41.18 
50.00 
65.77 
46.30 

9.84 
47.09 
35.12 
24.85 

9.28 
14.17 
18.89 
11.51 

12.51 
8.88 
7.22 
15.43 
13.35 

72.00 

1.13 

9.85 
6.21 

2.31 
7.01 
1.91 

.03 
.12 
.12 

6.02 
8.00 
6.50 

7.25 

' 

$23.17 

$0.56 
.64 

$1.53 
1.53 

$9.50 
9.50 

$1.55 
1.65 

$9.63 

25.44 

9.63 
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CLASS  D.    PERCENTAGE  ANALYSIS  OF  OPERATING 


NaMK  or  COMPANT 

Location 

Pumping 

Hilbiboro 

HiUaboro^ 
Iron  River 
Milton  Jun< 

Total... 
MumdpalT 

•« 
•< 

Total... 

ater  Worki  .. 
W.  Lt.  &  Pr.  ( 
rtion  Water  ^ 

PHnU 

95.05 

Iron  River..- 

73.00 

Milton  Junction... 

rorka. 

78.20 

79.50 

¥atflr  Works  1 
•<          •< 

«          it 

Mvmdval 
Plant 

Arcadia. „... 

74.60 

Auguita..- 

76.09 

•'  •"' :::::::::::::;: 

82.96 

BoacobeL 

Boyd 

90.46 
55.60 

Brodhead. 

„ 

58.34 

Cariiton. 

M 

76.50 

CaasviUe 

•  • 

Clinton. 

•• 

60.03 

Cuba  City 

69.79 

Cudahy 

„ 

54.15 

r^iq^hHand 

« 

82.26 

Dodgeville. 

•  « 

100.00 

Durand 

•  • 

62.76 

Elbworth. 

" 

30.77 

Fennimore. 

„ 

99.06 

Florence 

•« 

100.00 

Fox  Lake....„ 

•• 

42.83 

GaleaviUft.... 

„       " 

73.23 

Glenwood 

82.73 

Johnaons  Creek 

lAdysmith. 

" 

48.45 

78.68 

•I                                        ' 

95.70 

Mauston 

4< 

80  04 

Masomanie  , 

« 

80.53 

Mondovi 

„ 

71.60 

NewGlarus 

«• 

95.07 

North  MUwaukee 

•  < 

84.82 

Onalmka  

•  • 

83.62 

Oregon  .„ 

" 

79.12 

Owen 

;;  

23.38 

Park  FalU 

65.00 

Randolph 

•• 

Reedsburg.. 

M 

72.80 

Sharon. 

t« 

88.79 

Shullaburg 

100.00 

Spooner 

<l 

94.96 

^X.^ 

■> 

56.30 

„       •••" " 

77.17 

Walworth„._ 

59.92 

Waterford. 

„ 

18.00 

W«t  Salem..... 

« 

87.47 

77.36 

.Digitized  by 


Google 


Statistics — Unit  Costs— Water 


759 


EXPENSES.    YEAR  ENDING  JUNE  30.  1014. 


Pi&  CxNT  Dirmon  or  Opbratino  Expknsb 

Ratio  of  oper- 
ating expense 
(excluding  de- 
preciation and 
taxes)  to  oper- 
ating revenues 

Ratio  of  opera- 
ting expense  (in- 

Dktribaiion 

Commercial 

General 

Undistributed 

Total 

dation  and 
taxes)  to  oper- 
ating rerenues 

4.95 
8.27 
13.06 

4.41 
9.59 

100.00 
100.00 
100.00 

76.56 
82.54 
77.24 

82.93 

3.30 
1.06 

11.02 
3.09 

87.98 
116.96 

1.98 

6.54 

8.05 

3.93 

100.00 

79.83 

91.00 

14.67 
4.11 

0.16 
17.92 

0.05 
1.88 
8.17 
4.77 

1.53 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 

98.94 
61.82 
88.74 
64.30 
59.00 

143.94 
73.26 

98.94 
73  46 

8.87 

51.64 

4.77 

64  80 

44.40 

59.00 

82.34 

9.42 
6.46 

143.94 

16.60 

2.44 

86  60 

9.54 
22.86 

13.99 
7.36 

2.93 

4.51 

100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 

65.57 
97.02 

135.09 
50.08 
68.06 
19.82 
69.47 

73.60 
128.63 
113.18 
60.71 
85.80 

67.19 
79.32 
66.16 
87.10 
86.23 

24.63 
62.69 
121.33 
66.14 
74.22 

26.66 
65.94 
34.20 
72.40 
100.13 

76.53 
75.26 

128.63 
78.83 

134.26 

79.46 
27.52 

65.67 
97.02 

12.33 

31.97 

1.56 

135.09 

16.73 

1.01 

50.08 

68.06 

37.24 
27.90 

19.82 

39.16 

2.17 

94.61 

.94 

73.60 

128.63 

54.74 

2.43 
4.32 

118.18 

4.63 
6.48 

16.74 
10.79 

11.75 
3.11 
4.30 

1.08 

60.71 
108.66 

31.38 

8.42 
2.10 

i.62 

6.87 

25.10 
2.16 

90.00 

16.11 

79.32 

66.16 

18.84 

87.10 

4.33 
3.30 

6.62 

1.76 

86.23 
24.63 

1.86 

.92 
4.73 

63.69 

ip.io 

12.37 

.36 
3.59 

121.38 

.42 
6.59 

^42 
2.33 

2.86 

1.67 

76.14 

14.29 

98.77 

74.20 
9.35 

61.63 

1.25 

.07 

26.66 

23.32 
38.37 

56.94 
34.20 

22.61 
9.47 

.49 

81.86 
109.00 

76.53 

5.02 

75.60 

31.51 

12.19 
.45 

157.63 

10.14 

11.63 
40.08 

6.35 
9.17 

.71 

90.96 
108.60 

71.88 

3.17 

79.46 

3.36 

27.52 

13.72 

2.51 

5.93 

0.48 

100.00 

75.36 

80.77 

Digitized  by 


Google 


760 


Report  of  Railroad  Commission 

CLASS  D.    UNIT  COSTS  OF  OPERATION  AND 


Namb  or  CoifPAifT 

Htvbant 

LOCATIOM 

Hydrants 

Rental  per 
hydrant 

Hillsbaro ,.. 

Iron  River     -.... 

PHvaU 

Hilliboro  Water  Works...... 

Iron  River  Water  Lt.  A  Fr.  Co 

14 
38 

114.28 
39.47 

Milton  Janetion. 

Milton  Junction  Water  Worka._         

Weighted  average  No.  I 

132.69 

Weighted  average  No.  II - 

32.69 

Mmidval 
Monicipal  Water  Works  Plant_ 

28 
31 
29 
16 

2 

30 

19 
80 

23 

120.00 

Auffusta^          

5.00 

Barron. „ — 

Boyd 

BrodhewL      

It           (I          ft       It 
«           •<          ii       i« 

48.00 
25.00 

t<                   •«                «           u 

Owhton - 

Caosyille   

••                        «                     «t              M 
M                           •«                        M                •« 
«l                            i«                        <(                •• 

67.50 

Clinton.     -^ 

30.00 

CnbftCity 

•<                            ii                        (I                ii 

Cudaliy 

Oumbflfland 

(4                           it                        it                t« 
««                           ii                        it                M 

60.00 

DodgeviDc    

Ellsworth. 

EIt^     .  ..,.-1 

It                           it                        II                ii 

It                            II                        It                il 

29 

25.00 

FflnniiiKiK 

II                            II                        M                II 

28 

34 
33 
24 
2 
31 

29 
28 
40 
14 

27 

53.57 

Florence.....^ _ 

M                           il                        l«                II 

41.18 

Fo?{lAk«    . 

9.70 

Galeerille.. 

II                            II                        I*                II 

Glenwood        

It                            tl                        It                It 

Johnsou  CroA 

U                           M                        II                II 

12.50 

Jun«u..„ „ 

lAdTwaith...... 

Lodl 

Mftuston.               .  ... 

23".'27 

It                             .1                        II                It 

35.00 
42.00 

MftMmftniif 

Ii                            II                       •«                It 

11                           II                        II                II 

Mondfl»i 

Ii                            II                        II                II 

40.00 

NdDsville. 

II                           II                        II                II 

New  Gbnn... 

II                           Ii                        MM 

24 
59 

• 

50.00 

M                            II                        II                It 

Ooonto  ... ..  .  ~ 

M                           It                        it                11 

OmilMhi 

II                           M                        11                M 

23 
20 
24 
16 

36 
50 

52.17 

Orcfon.... 

Ow«n - -„......, 

II                            tl                        II                11 
It                            M                       l«                11 

20.00 

PftrkFalh. -... 

IUndobl> 

II                           M                        M                M 

11                            It                        M                It 
M                           «t                        If                11 

67.50 

KmdibuTs. 

40.80 

flhtfnn 

t<                            M                        M                II 

»Siis    ; 

M                           It                        MM 

31 

41 
13 
36 

33 

28 

*««r. 

M                          II                      11              M 

M                         M                      l(               N 
It                           II                        II                M 

4.63 

fern  ft^iwA 

30.00 

ThorpL..   — 

Wihrorth.   

It                           U                        MM 
M                         M                      .«               M 

Waterford. 

Watflfloo  

M                           M                        tl                M 
1                            It                      tl               H 

- - -~ 

WeBiSaloL.   

Wertby-. — 

M                         II                      It               *l 
M                           U                       U                t4 

Weighted  a  wage  No.  I ...                    

18.00 

$21.00 

WiS^tefl  ft«^  Na  TT 

82.66 
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BaifTALS 

COIUIBBCLIL 

AND  InDTTSTHUL  OpBHATING 

RincNUES 

OpKRATINO  ReVKNURS 

(excluding  depreciation  &  taxes) 

Population 

Rental  oer 
raoita 

Commercial 
and  induBtrial 
operating  rev- 
enues 

per  capita 

Ckmsumen  (ex- 
cept hydrants) 

Commercia] 
and  industrial 
operating  rev- 
enues per  con- 
sumer (except 
hydrants) 

Operating  ex- 
penses (exclud- 
ing depredation 
and  taxes)  per 
capita 

(iperating  ex- 
penses (exclud- 
ing deoreciatioB. 
and  taxes)  per 
eonsumn*  (ex- 
cept hydranta) 

804 

1,007 

776 

SO.  25 
1.50 

$1.55 
1.21 
1.04 

166 
208 
67 

17.62 
5.84 
11.97 

S1.51 

2.26 

.84 

$7.29 
10.91 
9.72 

S0.94 
.94 

11.26 
1.26 

17.40 
7.40 

11.60 
1.60 

$9.37 

9.37 

1,212 
1,405 
1.449 
527 
1,517 

568 
800 

S0.46 
.11 
.96 
.76 
.64 

.20 

11.00 

.68 

1.47 

1.20 

.16 

3.10 

150 
101 
227 
84 
234 

143 

$8.11 
9.52 
9.35 
7.51 
1.04 

12.30 

11.71 

.76 

.94 

1.24 

1.01 

2.42 

$13.84 
10.63 
6,00 
7.80 
6.52 

9.61 

807 
967 

1.00 

1.29 

1.14 

.41 

1.06 

.66 

1.19 

167 
208 
405 

274 
112 
126 

6.95 
5.30 
3.72 

5.60 
10.56 
9.63 

1.62 

1.13 

.76 

1.01 

.96 

1.44 

8.16 
5.23 

3,601 

6.95 

1,445 
1,701 
1,005 
1.729 
1,159 

1,684 
851 
973 

.95 
.75 
.73 

6.32 
16.33 
11.62 

1.29 

.83 
.37 

1.62 

.68 

.66 

.87 

1.16 

1.44 

196 

148 
62 
71 
96 
69 

9.60 

7.74 
9.13 
11.96 
11.51 
8.87 

2.15 

1.94 

1.26 

.61 

.99 

1.73 

12.70 

22.10 
17.26 
8.42 

954 

9.82 

425 
1,003 

.91 

10.67 

2,352 

1,044 

1,701 

917 

.29 
.94 
.98 

1.03 

1.40 

1.06 

.97 

231 
219 
223 
31 

10.52 
6.66 
8.07 

28.86 

1.23 

1.67 

1.80 

.84 

12.52 
7.97 
13.76 
24.89 

925 

1,325 

1.957 

708 

1,860 

.81 

.90 

135 

8.80 

.45 

4.43 

1.70 

1.42 
2.23 

131 
331 

7.68 
12.56 

1.64 
2.73 

8.88 
15.32 

1,427 

1,146 
712 

1.05 

1.09 

1.24 

.37 

.40 

.76 
2.81 
2.38 

192 
94 
36 
44 

67 
544 
241 

6.50 
9.39 
7.70 
18.08 

12.48 
18.62 
8.68 

1.44 

1.07 

.27 

.64 

.26 
2.68 
3.52 

8.60 
8.07 

745 
1,972 

937 

.64 
.55 

5.62 
24.29 

4.27 

2.615 
879 
902 

.78 
1.14 

12.90 
12.86 

1,063 

1.12 

1.90 

.36 

1.80 

204 

287 
48 
210 

6.83 

9.59 
7.28 
9.69 

.87 

1.44 

.65 

2.29 

4.56 

1,453 

7.28 

872 

1,119 

741 

.06 
.96 

11.10 
12.18 

755 

.74 
.38 

71 
35 

7.86 
6.33 

.99 
1.08 

10.54 

681 
1,220 

.98 

17.97 

840 

.60 

144 

62 

M     /V> 

902 





10.62 
.74 

11.14 
1.14 



18.49 
8.68 

$1.33 
1.33 

r-^                T 
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CONDENSED  FORM  OF  REPORT.    UNIT  COSTS  OF  OPERA 


Nami  of  Cohpant 

Htdramt 

Location 

Hydrants 

Rental  per 
hydrant 

Union  Grove 

Privat* 
Union  Grove  Water  Works 

Munirival 
Municipal  Water  Works  Plant 

20 

117.00 

Ajmn 

Mmn  P^nt^ 

12 
14 
23 
15 

1ft 

4 

9 
11 

16 
13 
12 

16 

13 

95 
19 

1 

72 
24 
36 

118.75 

Avoca.. .,.~ 

25.00 

Baldwin 

"            •*         **        •*    „ 

Belleville 

25.00 

Beimoni 

..                           ••                     M                    1. 

26.25 

Benton... 

••                   at               II              ii 
<•                   i«               ii              ii 

Birnunwood 

Blair 

i<                   «•               It              II 

13.64 

Blanchardvillc 

Cambridge. „ 

Cameron. 

40.00 

Chetek 

Clear  Lake....^.. 

Colby 

II                   II               11              •• 

"iiW 

Deeraeld „   

- " 

De  Forest 

East  Milwaukee. 

Fart  Troy    

46.00 

Qreenwood.„»..„^ 

II                   «i               II              II 

Haiel  Green.. 

Horioon 

44.88 

II                   II               II              11 

20.83 

Kierz„::::::::::::::::. 

LaFarge 

Linden.. „ 

Loyal 

MecriUan. „ 

Middleton. 

„                   „               „              „      - 

"'"ii"""" 
15 
20 

13.83"* 
21.25 

Montieello „... 

Montfort 

II 

18 
12 

NcMlh  Freedom-..^ 

II      .                    M                     II                    .1 

12.00 

Prescott ..... 

11                           II                     11                    II 

Readatown _ 

„                           „                     „                    „        •••" 

i 

15 

Soldien  Grove  ...       .  . 

St.  Croix  Falls 

Viola. 

•  r::: :;::::: 

15.57 

Whiti^han 

17 
- 

Winter 

Weighted  average  No.  I. 

Withee-. 

Wonewoc..„ „ 

$15.64 

Weighted  average  No.  IL „.._... 

29.04 
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TION  AND  UNIT  REVENUES.     YEAR  ENDING  JUNE  80.  1914. 


R1.VTAL8 

COMMIRCUL 

AND    IhDUSTRUL    OpBRATINO 

Rbwnubs 

Opbrating  Expinsxs  (exclud-  . 
ing  depreciation,  taxes  and  in- 
terest) 

Population 

Rental 

per 
capita 

Commercial 

and  induBtrial 

operating 

revenue 

per  capita 

Consumers 

fexcept 
hydrants) 

Commercial 
and  industrial 

operating 
revenue  per 
consumer  (ex- 
cluding hy- 
drants) 

Operating  ex- 
pense (exclud- 
ing depreciation 
mterestand 
taxes)  per 
capita 

Operating  ex- 
pense (exclud- 
ing depreciation 
mt«>restand 

taxes  per 
Oonsumer  (ex- 
cept hydranU) 

616 

10.55 

SI. 41 

136 

S6.40 

SI. 22 

S5.51 

1,011 

30 
48 
22 
168 
72 

69 
72 
31 
108 
55 

60 
64 
26 
22 
13 

37 
53 
233 
65 
23 

45 

196 
82 

158 
41 

48 
42 
63 
110 
52 

88 
130 
8 
35 
62 

.      66 
87 
75 
16 
35 

145 

S17.42 
6.70 
6.14 
5.43 
4.62 

7.04 
8.41 
7.97 
7.05 
11.14 

6.73 
9.51 
7.80 
14.12 
8.35 

6.83 
5.93 
9.16 
9.76 
5.65 

5.97 
13.81 

6.03 
10.03 
11.90 

5.71 
6.96 
8.87 
7.62 
15.26 

10.50 
4.90 
1.55 
5.67 
7.06 

8.3') 
6.23 
7.67 
9.16 
10.30 

7.36 

S0.G4 

1.18 

.28 

1.21 

1.13 

1.10 
.90 
.80 
.98 

1.73 

.58 
.22 
.03 
.61 
.30 

.53 
1.04 
3.53 
2.48 

.63 

.87 
1.38 

.84 
1.13 

.85 

1.05 
.55 
.87 
.53 

1.35 

.73 
1.44 
.32 
.46 
.72 

1.37 
.94 
.60 
.32 
.61 

.70 

S21.44 

417 
436 
584 

10.54 
.80 

SO.  77 

.31 

1.56 

.79 

.91 
.93 
.36 
1.57 
.95 

.79 
1.08 
.25 
.62 
.12 

.47 
.73 
3.02 
.94 
.19 

.43 
1.44 

.74 
1.27 

.75 

.47 
.43 
.8^ 
1.23 
1.18 

.71 
.98 
.01 
.38 
.65 

.96 
.80 
.82 
.53 
.81 

1.35 

10.25 
5.68 
4.21 

422 

532 
652 

.89 
.79 

6.60 

8.49 
8.21 

678 

17.48 

486 
643 

507 
562 

.30 
1.24 

1.18 

4.43 
20.20 

4.93 
1.95 

829 

20.12 

498 
869 

533 
431 

.26 
.69 

.36 

18.77 
19.92 

7.71 
8.47 

707 

10.70 

673 
665 

1.27 

25.65 
18.16 

621 

12.00 

1.881 
664 

1.244 

1.70 
.75 

13.20 
6.80 
8.90 

654 

13.50 

580 

12.70 

677 

8.93 

625 
679 
671 

55S 

.32 
.62 
.75 

8.68 
3.27 
17.43 

10.75 

647 
936 

.22 

7.14 
37.95 

515 

6.86 

667 

7.74 

569 
671 
703 

.41 
.75 

11.83 
7.24 
5.70 

275 
443 

" 

5.57 
7.72 

789 

.25 

3.82 

SO.  89 
.80 

SO.  86 
.86 

S8.29 
8.29 

S0.96 
.96 

S9.31 

9*31 
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Italic  figures  denote  deficits. 


Financial  and  Operating  Statistics 

INCOME  ACCOUNT. 
Otbrattko 


Naihe  op  Road 


RttU  Operatunt 


OperatioR 
revenues 


Operating 


Net  operating 
rercnue 


A.  Wisconsin 
a.  InUrataU  Roadi 

Chicago  *  North  Western 

Chicago,  Burlington  A  Quincv* 

Chicago,  Milwaukee  A  St.  Paul' 

Chicago,  St.  Paul.  Minneapolis  A  Omaha  . 
Duluth,  South  Shore  A  Atlantic 


£)Udn,  Joliet  &  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  &  Saalt  Ste.  Marie> 
Northern  Pacific 


Wisconsin  &  Michigan  (Receiver  acct.).. 
Total 


h.  IntrMlate  Road* 

Ahnapee  &  Western 

Ashland,  Odanah  &  Marengo 

Bayfield  Transfer . 


Chippewa  Valley  A  Northern... 
Green  Bay  &  Western* 


lola  A  Northern 

Kewaunee.  Green  Bay  &  Western . 

La  Crosse  &  Southeastern' 

Marinette.  Tomahawk  A  Weston . 
Mineral  Point  A  Northent 


Northwestern  Coal  Railway  Co 

Stanley,  Merrill  &  PhiUipe^ 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northwestern 


Total.. 


B.  Enttrb  System 
Interttale  Roadt 

Chicago  A  North  Western 

Chicago,  Burlington  A  Quincy 

Chicago,  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  A  Omaha .. 
Dulutii,  South  Shore  A  Atlantic 


Elgin,  Joliet  A  Eastern 

Great  Northwn 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie>  . 
Northern  Pacific 


Wisconsin  A  Michigan  (Receiver  acct.) 
Total 


125,345,038  12 

4.894,429  85 

20,659,540  54 

8.217,830  76 

448.564  14 

84,775  60 

2.354,450  22 

170.158  36 

11,843,469  55 

589,795  45 

•79^237  61 


1116.770.446  28 

3,465.033  84 

13.839.138  05 

»6, 187. 736  37 

482,177  50 

77,957  29 
2,031,927  58 

210.175  18 
7,829,991  72 

665.749  31 

78,730  94 


1S8. 574.501  84 
1,429.396  01 
6,820.402  49 
>2, 030, 094  39 

6,818  31 

322.522  64 

40,016  8M 

4.013,477  83 

75.955  86 

506  67 


174,687,290  20 


$51,639,064  06 


$23,048,226  14 


$110,995  55 

76,696  82 

30,542  27 

16,569  58 

757.736  72 

8,362  75 
196,907  57 


$65,115  26 
62.949  35 
21.686  20 
13.953  24 

507.353  27 

7,989  69 
105,824  34 


44,447  08 
90,101  76 

274  50 
99.193  21 
16,441  05 
95.489  92 
38.897  54 


40,636  45 
71,330  17 

894  84 

107.409  84 

9,221  90 

61,456  33 

28,874  89 


$45,880  29 
13,747  47 
8,856  07 
2.616  34 

260,383  45 

423  06 
91.083  23 

3,810  63 
18, ni  59 

6i0  54 

8,il6  63 

7.219  15 

34,033  59 

10.022  65 


$1,582,656  32 


.$1,104,645  77 


$478,010  55 


$84,210,988  94 
94,724,884  04 
92.929,002  21 
17.480.300  04 
3.523,189  58 

12,998,175  37 
79,535,384  75 
65,503,896  78 
30.987,073  58 
72,000,275  29 

»1 17,831  76 


$59,851,699  80 

64.027,175  70 

63.976.049  61 

12,257.797  89 

2,827,025  76 

8.214.388  64 
47,427,864  92 
50.661,785  63 
19.843,430  71 
45,140.182  64 

117.078  99 


$24,359,289  14 

30.007.708  34 

28,952.952  60 

5,222,502  15 

606,163  82 

4,783,786  73 
32.107,519  83 
14,842.111  15 
11.143,642  87 
26,860.092  65 

752  77 


$554,011,002  34 


$374,344,480  29 


$179,666,522  05 


1  Wisconsin  proportional. 

'  Wisconsin  estimated. 

'  Includes  Wisconsin  Central. 
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of  Railroads. — A.  Steam  Railroads 

YEAR  ENDING  DECEMBER  31.  1913 
Inoouk 


Outride  OperaHoM 

Total  net 
revenue 

Taxes 
accrued 

Revenues 

Expenses 

Net 
revenue 

Pperating 
income 

$283,537  19 

76,744  00 

386.422  5i 

iI33,787  13 

17,917  93 

'$242,645  92 

89.168  01 

316,385  46 

U30.450  79 

13,376  54 

'$40,891  27 
l!,m  04 
40,137  08 
»3.336  34 
4.541  39 

'$8,615,483  11 

1,416.971  97 

8,800.539  57 

■2.033.430  73 

29.071  97 

6,818  31 

325.088  56 

40,016  8i 

4.015.516  30 

75.P55  86 

750  fit 

'$1,419,100  40 

213.971  82 

1.243,953  24 

409.035  71 

20,588  45 

2.780  62 
166,897  24 
13.144  25 

'$7,196,382  71 
1.203,000  15 
5.616,586  33 

'1,624,395  02 
49,680  42 

4  037  69 

8.339  61 
124,031  01 

5,773  69 
12i,"992  54 

2,535  92 

i2,03847 

158.191  32 

58,161  07 

4,015.516  30 

47,000  00 
3.554  55 

122,953  86 
4,805  86 

1,257  48 

t,957  48 

$1,030,779  41 

$950,950  46 

$79,828  95 

$23,128,055  09 

$3,540,026  28 

$19,588,028  81 

$46,880  29 
13.747  47 
8.856  07 
2.616  34 

250,383  45 

423  06 
91,083  23 

$4,651  27 

1.910  44 

497  15 

544  95 

32.269  85 

165  79 
9.492  37 

$41  229  02 

11  837  03 

8.358  92 

2  071  39 

218.113  60 

257  27 

81.590  86 

3.810  63 
18,771  59 

6iOS4 

8,216  65 

7,219  15 

34.033  59 

10.022  65 

1,668  07 
3,697  44 

1.263  55 
2.366  49 

2  142  56 

15.074  15 

1,888  89 

10,688  12 

7,219  15 

6.117  98 
1.064  92 

27.915  61 

8,957  73 



$478,010  55 

$65,710  27 

$412,300  28 

$884,645  04 

912.532  67 

1,831,386  44 

214,267  33 

84,729  72 

$885.265  44 

1.060,262  08 

1.641.163  32 

208.280  11 

77.379  81 

se*o  40 

147.739  41 

190,223  12 

5,987  22 

7.349  91 

$24,358,668  74 

30,549,978  93 

29,143.175  72 

5.228.489  37 

703.513  73 

4.783.786  73 
32.212,098  86 
14,811,983  74 
11,261,216  86 
27.185,416  13 

6O4  71 

$3,765,159  80 

3,726,850  56 

4,280.308  81 

880.971  98 

231,746  32 

461,414  29 
4,624.617  50 
3.075,102  93 
1.301,229  85 
4.270,225  60 

7.676  18 

$20,593,508  94 

26.823.128  37 

24,882.866  91 

4,347.517  39 

471,767  41 

4,322,372  44 

1,569.838  82 
526.393  37 
559,459  34 

2.001,334  24 

1,465.309  79 
556,520  78 
441,885  35 

1,676,010  76 

1,257  48 

104,579  03 

SO, 197  41 

117,573  99 

325.323  48 

1,S67  48 

27,587,481  36 
11,736.880  81 
9.959.987  01 
22.915.190  63 

8,180  89 

$8,584,636  97 

$8,013,334  92 

$571,302  05 

$180,237,824  10 

$26,605,303  72 

$163,632,520  38 

*  Entire  line. 

*  Joint  facilities  revenue. 
*Norq;>ort. 


Dr.  and  Cr.  are  not  included. 
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INCOME  ACCOUNT.    YEAR  ENDING 


Oran 

NAia  or  Road 

Rents  accrued 

from  lease  of 

road 

Other  Bttaf-CrediU 

Hire  of  equip- 

Jomt 
facilities 

rents 

A.  WucoNstN 
a.  InterttaU  Road$ 

Chicago  4  North  Weet«rn 

Chic^,  Burlington  A  Quincy* 

Chi3io,  Milwaukee  A  St.  Pauh 

Chicago.  St.  Paul.  Minneapolis  &  Omaha 

1903  17 

$13,606  55 

1,200  00 

47,832  06 

39.634  88 

$24,444  20 

1,081  93 

20.716  14 

980  67 

Duhith.  South  Shore  A  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northern 

14.436  35 

107.728  61 

Illinois  Central 

Minneapolis.  St.  Paul  &  Sault  Ste.  Marie 

Northern  Pacific 

4  58 

62,900  49 

6  998  92 

Wisconsin  &  Michigan  (Receiver  aoct.) 

7.730  26 

Total 

Ahnapec  A  Western 

Ashland,  Odanah  A  Marengo 

Bayfield  Transfer 

11.000  00 

Chippowa  ValW  A  Northern 

$15,166  16 

11,077  59 
846  54 

1.600  00 
241  83 

Green  Bay  A  Western". 

lola  A  Northern 

Kewaunee,  Green  Bay  A  Weetem 

$192  62 

La  Crosse  A  Southeastern" 

Marinette.  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  Railway  Co 

Stanley,  MerriU  A  Phillips 

Tomahawk  A  EastenL 

Wisconsin  A  Northern 

Wisconsin  Northwestern 

Total 

SI. 000  00 

$25,732  12 

$192  62 

B.  EirmuB  Ststbii 
Int«r§UUe  Road$ 

Chicago  A  North  Western  

Chicago.  Burlington  A  Quincy 

Chicago.  St.  Paul.  Minneapolis  A  Omaha . 
Duhi^.  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 

$3,276  37 
4,771  11 

2,051  00 
287,407  43 

490.536  48 
11,778  96 

$104,561  88 

463,923  24 

252,678  58 

127,750  19 

9.944  27 

18,310  72 

487,475  15 

1,234.675  81 

1.686.947  15 

10.745  07 

$73,075  91 
20.669  70 

109.435  49 
15,327  48 

6.791  81 

Great  Northent 

nUnois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

246,078  17 
180,925  06 

302,212  91 

Wisconsin  A  Michigan  CReodver  acct.) 

Total 

^97.505  91 

$502,315  43 

$4,397,012  06 

$954,506  55 

» Wisroann  proportionaL 

<  Includes:  Net  profit  from  land  grants  (excluding  taxes),  $331,032.97;  and  rent  from  material  loaned  logging  and 
indtntnal  connmnies,  $1,145.21. 

'  Net  profit  from  land  grants  (excluding  taxes),  $397,669.00;  rent  from  material  loaned  logging  and  industrial 
eompanie),  $3,059.22;  inoome  fron  sinking  fund),  $33,332.75. 

*  Wiseottsin  estimated. 

•  Inehides:  Release  of  premhnns  on  funded  debt,  $5,130.71:  and  net  profit  from  mtscellaaeous  physical  proparties. 
$16,510.71. 
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Income 

Dividends 
declared 
on  stocks 
owned  or 
oontroUpd 

Interest 

accrued  on 

funded  debt 

owned  or 

controlled 

Interest 
on  other 
securities, 
loans  and 
accounts 

Miscellaneous 
income 

Totil  other 
income 

Gro&s  Corpohatb 
Incobix 

i$447.615  82 

7.619  93 

398,597  46 

i21,423  43 

1.832  00 

i$l,566  00 

18,347  02 

5,155  69 

'5,519  82 

995  13 

t$210,264  13 

5.991  14 

428.203  00 

17.720  27 

837  09 

>$341,178  02 

183,413  19 
»21,838  63 

1.537  55 

»$1,038,674  72 

34.239  99 

1,074.500  45 

197,117  70 

3,604  22 

4.436  35 

107.728  61 

1.542  13 

69,899  41 

7,730  26 

>S8.235,057  43 

1,237,240  14 

6,691.095  76 

4.721,512  73 

45,996  90 

8,474  04 

■; 

265,919  93 
61,618  94 

5$, 064  45 

3,434  90 

$2,366  28 

$2,366  28 

$43,595  30 

11.837  03 

8,358  92 

10.404  28 

594  58 
9,227  74 

258  30 

34,1567  94 

594  58 
20,497  95 

2.104  84 

1,668  94 
241  83 

2,071  39 

$8,937  50 

262,621  54 
851  85 

102.088  81 

$31  06 

I..::::.:;:.:.::::... 

4,247  40 
15,074  15 

S,45»  8S 
10,34t  S9 

7.219  15 
27.915  61 

8,957  73 



$8,937  50 

$23,851  18 

$31  06 

$58,744  48 

$471,044  76 

$1,657.836  39 

301 , 182  00 

2,105,639  00 

46,351  00 

10,000  00 

4.493,74657 
1,526,551  31 

4.750.632  00 

$5.80000 
725,178  61 
S7,iS6  02 
11.942  50 
5,435  65 

i.062,647  43 
2.401.525  34 

1,136, 794  25 

$778,756  05 

236.804  05 

2,262,033  79 

16,703  31 

4,572  37 

102,072  15 
968,039  39 
643.989  03 

510.247  62 

)$434.061  06 

968,902  27 

•29,488  02 

1.321  81 

^38,959  11 
"40.520  33 

25.005  01 

$3,054,091  29 

1.751.023  97 

5.676.225  22 

247,562  50 

31.274  10 

127.174  68 

7.298.996  82 

6.028.187  80 

•974.673  72 

9.189.782  85 

22,524  02 

^23,647,600  23 

28,574.152  34 

30.559,092  13 

4,595,079  89 

503.041  51 

4.449,547  12 
34.886,478  18 
17,765,068  61 
10.934,660  73 
32,104,973  48 

$14,8vl.938  27 

$5,322  08<<  76 

$5,523,218  66 

$1,538,257  61 

$34,401,516  97 

*  Includes:  Release  of  premiums  on  funded  debt,  $1 1,100.63 ;  and  net  profit  from  misoellaneo! 
$17,960.71. 

'  Includes  net  profit  from  miscellaneous  physical  property,  933,377.19. 

*  Includes  income  from  sinking  and  other  reserve  fmuls  $10,000.00.  and  net  profit  from  n 
property.  $19,065.29. 

*.  Details  not  given. 
^'^  Entire  line. 
»» No  report. 
R.R.C.-49 
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Italic  figures  deooto  de6cite. 


INCOME  ACCOUNT.    YEAR 


Dbddctions  Pftou  Gbou 

Nami  op  Road 

Rents  accrued 
for  lease  of 
other  roads 

Other  Rentt-DebiU 

Hire  of  equip- 

Joint 
facilities 

Miscellaneous 
rents 

A.  Wbconbim 
a.  Inttrdate  Roadi 
Chicago  A  North  Western. 

$16,092  75 

>$208,491  46 

4,223  13 

73,443  78 

47,405  70 

13,780  94 

$50,031  98 
16.842  06 

136,152  02 
36,241  64 
10,995  79 

$80  00 

Chicago,  Borlington  ft  Quincy«..» 

65  00 

Chicago,  Milwaukee  i  S't.  Paul" 

Chioaeo.  St.  Paul,  MinneapoUs  ft  Omaha 

Dulutb,  South  Shore  ft  AtUntio 

8,009  85 
264  92 

Elgin,  JoUet  ft  Eastern . 

11,500  00 

Great  Northern 

23,210  63 

802  48 

Illinois  Central... 

Minneapolis,  St.  JPaul  ft  Saulit  Sto.'  Marie 

Northern  Pacific 

4.909  76 
4,884  81 

18  45 

Wisconsin  ft  Michigan  (Reodver  aeet.) 

Total 

6.  IntradaU  Roadt 

AhiufM^  A:  WMftfrn 

r— 

$7,990  52 

$300  00 

Ashland,  Odanah  ft  Marengo x 

50  00 

Bayfield  Transfer 

4,221  50 

Chippewa  VaUey  ft  Northern 

Green  Bay  ft  Western* _ 

21.739  45 

lola  ft  Northern 

392  50 

Kewaunee.  Green  Bay  ft  Western. 

La  Crosse  ft  Southeastern*.. . 

Marinette,  Tomahawk  ft  Western „ 

$1,794  25 

Mineral  Point  ft  Northern 

2,401  08 

130  00 

Northwestern  Coal  Railway  Co 

fltftnVy .  Murrin  ft  PhiHim 

$600  00 
1,000  00 

600  00 

Toma^Awk  ft  FA^rt^m 

847  00 
2,478  11 

Wisnoifirin  ft  Northern 

Total 

12,100  00 

$18,330  71 

$1,794  25 

$22,219  45 

B.  EnTIKB  SfSTBM 

InlertlaU  Road$ 
Chieago  ft  North  Western. 

8206,629  79 

$664,613  50 

173.079  19 

864.666  23 

106.817  69 

75.305  68 

1.024.521  88 
56.794  72 
291.119  91 

$299,421  76 

1,036,987  93 

719,239  41 

322.575  87 

38,983  96 

413,638  55 
812,108  71 
663,079  02 
164,164  42 
420.062  20 

7.363  29 

$20,865  79 

Chicago,  BurUngton  ft  Quinoy „ 

14,459  68 

Chicago,  MHwaukee  ft  St.  Paul „ 

15,899  87 

Chicaco,  St.  Phul,  Minneapolis  ft  Omaha 

Duluth,  South  Shore  ft  Atlantic 

2,128  11 
72  00 

^n,  Jnfifit  A  Riiiit«rB 

1,214,074  86 

3.830  00 

3,810.587  18 

3,475,802  54 

125,451  86 

1,585  41 

Gr«at  Northern. 

Tllinniiinflntnl 

23.434  88 
8,276  13 

Northern  Pacific 

8,091  00 

Wisconsin  ft  Michigan  (Receiver  aoot.). 

Tat^ 

$8,835,876  18 

$2,756,918  80 

$4,897,619  62 

$04.812  87 

1  WiseoDSUi  proportions. 
*  MlaedlaneoQs  tax  accruals. 


*  Inetttdes  misceQaaeous  tax  aoeroals,  $13,  814.75. 

•  Includes  misoellaneoas  tax  accruals,  $13,825.99. 
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ENDING  DECEMBER  31.  1913— Continued 


CORPORATI  InCOMI 

Interest 
accrued  on 
funded  debt 

Other 
interest 

Sinking  fund 
chargeable 
to  income 

Other 
deductions 

Total  deduction 

from  gross 
corporate  income 

Nrp 

CORPORATK 

iNcom 

112,382.663  61 

212,  06  04 

2.350.229  14 

111.901  99 

29.370  27 

13.013  64 

SI48.973  61 
15,992  99 

%9,S59  76 
230  53 

i$2,698,975  65 

250,059  75 

2,592,205  06 

'993,332  17 

178,786  00 

11,500  00 
35,679  09 
106,700  77 

i$5, 536,081  78 

967,180  39 

4,098,890  70 

1892,562  17 
154,520  95 

«13,844  10 
611  68 

1728,180  56 
tH,78t  to 

S,0t5  96 

'11,665  98 

230.240  84 

106,700  77 

168,510  71 

4,928  21 
4.922  46 

67,98S  66 

37  65 

1,497  66 

121,250  00 

$29,540  52 

50  00 

4.221  50 

9,190  87 

21,739  45 

392  50 
20,400  00 

$14,054  78 

11,787  03 

4,137  42 

7,551  84 

$1.639  03 

7,1/9  48 

230,882  09 

459  35 

20,400  00 

81,688  81 

4,247  40 

22.500  00 

2,671  39 
4,808  51 

14,201  32 

31,026  65 

2.671  39 
30.408  51 

1.847  00 
26.751  21 

6,210  58 

16,96S  60 

6,1X4  89 

35.000  00 

40,749  80 

5,372  15 

22,050  00 

5,'7i0  58 

$2,223  10 

1,164  40 
2,747  15 

■■ 

196,701  84 

131,168  93 

$9,911  90 

$2,223  10 

$184,450  18 

$286,594  58 

I8.824.6S0  01 
8,717,460  72 

$7,044  41 

>$82.373  39 
655.450  28 

$9,859  76 
9,447  77 

$10,096,368  93 
10,606,885  57 
13,670,325  42 
2,383,047  63 
1,037,949  34 

3.153.874  83 
12.651.570  47 
10.983.719  78 

6.929.821  10 
12.150.804  13 

7,419  27 

$13,551,231  30 
17,967.266  77 

12,415,367  92 

155,151  99 
6.520  20 

16,888,766  71 

1.931,116  77 

M3,889  49 
H6.719  53 

2,212,032  26 

877.868  17 

654,907  88 

600,000  00 

54  13 

909.664  70 
^63.304  09 

1,295.672  29 

10,765,278  10 
5.945,608  34 

>80,963  49 

87 
n.750  16 

22,234.907  71 
6,781,348  83 

3,289,354  14 

4,005,339  63 

11,202,125  00 

288.333  33 
55  98 

106,740  74 

19,954.169  35 

6,923  86 

164,468.854  20 

81.630.128  83 

$818,787  16 

$168,288  81 

(83.671,286  47 

$104,362,750  88 

*  Includes  separately  operated  properties— loss. 
'  Interest  deductions  for  unfiinded  debt. 

■  Entire  line. 

•  No  report. 
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Italic  figures  denote  deficits. 


INCOME  ACCOUNT.    YEAR 


DispoflrnoN  or  Nrr 

Namk  or  Road 

DindtndM  Dedared 

On  preferred 
stock 

On  common 
stock 

On  other 
securities 

A.  Wisconsin 
a.  IntergtaU  RoatU 

Chicago  &  North  Westerni 

Chicago,  Burlington  A  Quincy' 

$483,732  00 

1,536.213  61 
364,202  50 

$2,459,164  05 

224,338  34 

1.097,428  89 

600.367  30 

Chicago.  Milwaukee  &  St.  PauH 

Chicago.  St.  Paul.  Minneapolis  A  Omaha» 

Dulutb,  South  Shore  &  Atlantic 

Elgin,  Joliet  A  Eastern  

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  &  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  &  Michigan  <^Receiver  acct.) 

Total 

b.  IntMtaU  Roadi 

Ahnapee  A  Western  _  

Ashland.  Odanah  &,  Marengo 

Bayfield  Transfer 

Chippewa  Valley  4  Northern 

Green  Bay  A  Western* 

$125,000  00 

$73,750  00 

Tola  A  Northern 

Kewaunee,  Green  Bay  A  Western 

La  Croasc  A  Southeastern* 

Marinette.  Tomahawk  A  Western. 

Mineral  Point  A  Northern 

5,6oo(io 

Northwestern  Coal  Railway  Co 

Stanley.  Merrill  A  PhiUip^ 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northwestern 

Total 

$130,000  00 

$73,750  00 

B.  Entire  Stbtem 
Inierttcte  Roods 

Chicago  A  North  Western 

ChicaKO.  Burlington  A  Quincy 

Chicago.  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  A  Omaha  

Duluth,  South  Shore  A  Atlantic 

$1,791,600  00 

8,115,233  00 
787.976  00 

$9,108,015  00 
8.867,128  00 
5.797.300  00 
1.298.934  00 

Elgin,  Joliet  A  Eastern 

Great  Northern  

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

14,698,663  00 

400.000  00 
17,360.000  00 

Wisconsin  A  Michigan  (Receiver  acct.) 

Total 

$25,393,472  00 

$42,831,377  00 

'  Wisconsin  proportional. 

*  Appropriations  of  income  to  sinking  funds. 

'  Wisconsin  estimated. 
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ENDING  DECEMBER  31,  1913— Concluded 


CORPOR\TK  InCOMK 

Additions  and 

bettermenta  charged 

to  income 

Appropriations 
toreservcB 

Miscellaneous 

Total 

SURPl.DB 
POltTHE 

Ybab 

1310.428  36 

'$53,987  24 

$2,996,883  29 

534.766  70 

2,633,642  50 

964,569  80 

$2,539,198  49 

452.413  69 

1,465.248  20 

gSe,S89  26 
m,78i  to 

S,0t5  96 

256,331  64 

256,331  64 

te,090  80 

168, SW  71 

ti7,98i66 

$14,054  78 



$27,000  00 

$225,750  00 
5,080  00 

11,787  03 
4.137  42 

7,ti9  48 

5,132  09 

459  35 

81,688  81 

—•••■•'■•'••■•■■  ■• 

752  60 
16,932  60 

6,124  22 

40,749  80 
5,372  15 

1,164  40 
2.747  15 

$27,000  00 

$230,750  00 

$55,844  58 

$7,647,743  21 

$199,952  75 

$11,099,567  75 
16,514,871  21 
13.912,533  00 
2,086,910  00 

$2,451,663  55 
1,452,395  56 

$750,000  00" 

2,976,233  71 
125.122  26 
534,907  8S 

4.250.000  00 

1.686.235  18 
1.256,331  64 

2,086.235  18 
20,204,994  64 

790,562  89 
2,029.913  07 
6.781.348  83 
4,005,339  63 

18.110.000  00 

1,844,169  35 
6.923  86 

111.897.743  21 

$750,000  00 

$3,142,519  57 

$84,015,111  78 

$20,347,639  10 

*  Entire  line. 
» No  report. 
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OPERATING  REVENUES. 


Italic  figures  denote  deficits. 


Revenue  from  Tranbpor 

Nami  of  Road 

Freight  revenue 

revenue 

A.  WmcoNsw 

a.  InUr$taU  Roadt 

Chicago  k  North  Wettern 

117,494,083  28 

3,589,463  89 

13.831,518  84 

5,417,497  65 

275,710  61 

72,643  60 
2,152.063  30 

71.568  96 

8.856.466  11 

290.984  11 

71.939  31 

$6,176,493  93 

921.800  18 

4.637.251  63 

2,279,387  66 

147,354  61 

99,968  44 

74,732  01 

2,372,529  77 

193,781  16 

3,994  60 

$1,291,031  89 

Chicatco,  Burlington  A  Qulnoy^ 

341.823  04 

Chicago,  Milwaukee  d,  St.  Paul         

Chicago.  St.  Paul,  Minneapolis  ft  Omaha 

Duluth.  South  Shore  ft  Atlantic 

1,508.146  67 

427.138  60 

17.270  07 

Elgin.  Joliet  ft  Eastern 

Great  Northern 

14,836  38 

Illinois  Central 

21,891  06 

MinneapoUs.  St.  Paul  ft  Sault  Ste.  Marie^ 

Northern  Pacific 

437.106  24 
26  482  80 

Wisconsin  ft  Michigan  (Receiver  aoct.).. 

1.246  30 

Total 

$52,123,939  66 

$16,007,293  99 

$4,066,973  14 

6.  IntrtutoU  Roadi 

Ahnapee  ft  Western 

Ashland.  Odanah  ft  Marengo      .  .     . 

150,787  59 
75,464  82 
28.640  15 
15.932  08 

513.982  90 

5.702  91 
133.852  56 

$48,248  92 

$10,582  54 

Bayfield  Transfer 

1.262  75 

637  50 

175.494  13 

1,787  32 
46.735  35 

Chippewa  Valley  ft  Northern 

Green  Bay  ft  Western* 

lola  ft  Northern 

36,630  05 
660  52 

Kewaunee.  Grera  Bay  ft  Western 

10.434  72 

Marinette.  Tomahawk  ft  Western 

39.435  02 
79.503  64 

4.337  92 
3.516  91 

12.561  19 

1,561  10 
18,980  59 
2.143  05 

416  64 

Mineral  Point  ft  Northern. 

1.019  85 

Northwestern  Coal  Railway  Co 

Stanley.  MerriO  ft  Phillips 

83.683  88 
14.631  29 
72.079  56 
36,754  49 

1.541  54 

Tofnahftwk  ft  Ea5t«rn 

248  66 

Wisconsin  ft  Northern    

1.356  29 

Wisconsin  Northwestern 

Total 

$1,150,450  89 

$317,266  73 

$62,880  8t 

B.  Eimm  Ststim 

InterdaU  Roadi 

Chicago  ft  North  Western 

$55,043,126  52 

64.255.441  02 

66.555,849  28 

11,081,089  52 

2,215.124  38 

12.823.265  52 
58.562,816  55 
43,630,101  17 
22,426.818  24 
51,157.647  30 

107,275  84 

$21,189,816  15 

22.041.555  15 

18.730.410  92 

5.223,358  40 

1.077.099  14 

117.54 
15.812.253  37 
13.604.730  06 
6,812,111  07 
16,193.832  61 

5.608  30 

$5,754,468  95 
5.868.848  98 

Chicago.  Milwaukee  ft  St.  P^ni 

Chicago,  St.  Pkul,  Minneapolis  ft  Omaha 

Duluth,  South  Shore  ft  Atlantic 

5.092,971  80 
802,615  68 
118.203  52 

Ebon.  Joliet  ft  fiutem 

Great  Northern....  ....          

4.149.223  32 

lUinois  Central 

Minneapolis,  St.  Pkul  ft  Sault  Ste.  Marie> 

Northern  Piwrific 

3,279.285  55 
1.251.834  42 
2.639,594  32 

Wisconsin  ft  Michigan  (Receiver  aoct.) 

2,563  48 

Total         

S387.8S8.555  34          $120,690,892  71 

$29,049,600  02 

>  Wtaconsin  estimated. 

*  Inchides  Wisconsin  Central. 
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YEAR  ENDING  DECEMBER  31,  1913 


Revenue  from 

operations  other 

thantnuuw 

portation 

Joint  facUitiee 

Joint  faoOitiee 
revenue— O. 

reyenue  from 
tmwportation 

Total 

$224,503  73 

$158,842  79 

13.897  U 

181.827  05 

28.077  40 

505  83 

12.132  00 
12.177  99 
767  33 
61.040  24 
13,201  65 

187  98 

$7  60 
200  82 

SJSS  90 

$25,345,038  12 

18.484  23 
500.706  35 

55.485  09 
5.619  62 

$8.750  95 

18.978  17 
2.103  40 

4.804.429  85 

20.659.540  54 

8.217,880  76 

448.564  14 

84.775  60 

44.393  92 

1.199  00 

116.327  10 

e,47s.si 
4.m  8t 

31.010  19 

2.354,450  22 

170.158  36 

n. 843,469  55 

38.457  25 
1.869  42 

33.361  79 

589.795  45 
74,352  80 

$1,007.225  80 

$482.658  00 

$14,898  70 

$80,213  50 

r4, 682, 405  39 

$600  00 

$68650 

$110,995  55 

1,232  00 

76.696  82 

639  37 

30.542  27 

16.560  58 

22.426  00 

9.203  64 

222  00 
1.041  44 

757.736  72 

8.362  75 

4,843  50 

196,907  57 

257  50 
1,468  57 

44.447  08 

4.502  79 

90.101  76 

274  50 

274  50 

1.221  00 

185  60 

99,193  21 

16.441  05 

1.266  00 

1,807  48 

95.489  92 
38.897  54 

$36,545  79 

$15,512  10 

$1,582,656  32 

$1,451,971  96 

1,483.433  06 

1.745.817  87 

176,383  69 

20,265  97 

801  91 

641.602  11 

4.402.473  28 

200.093  64 

953.887  10 

1.799  50 

$751,803  21 

944.291  85 

626.244  38 

83.582  60 

80.264  87 

173.881  01 
339.066  56 
518.186  25 
278,751  03 
873.753  14 

594  64 

tS,46S  41 

5,403  74 

lOS  77 

19,941  11 

tooo 

B6,199  90 
38,660  46 

17,196  63 

7.363  t9 

$23,265  53 
136.717  72 
177.811  73 
43.211  26 
12.261  70 

109  89 

'  55.622  74 

12.780  93 

17.465  18 

198.757  45 

10,745  07 

$84,210,988  94 

04,724,884  04 

02.929,002  21 

17,480.300  04 

3.523.189  58 

12.908,175  37 
79.535,384  75 
65,503,896  78 
30,987.078  58 
72.000.275  29 

121.213  54 

$11,168,530  09 

$4,670,400  57 

ills, 362  31 

$688,748  70 

$554,014.^  12 

*  Entire  Kne. 

*  No  report. 
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OPERATING  EXPENSES. 


Naicb  op  Roa© 

Maintenance  or  way 
and  structures 

equipment 

A.  Wmcowsin 
a.  InUrdait  Road$ 

Chicago  k  North  WeaUsnii 

Chiea^.  Buriiogton  k  Quinoy* 

Chicago.  MUwaukee  k  St.  Paul* 

Chicago.  St.  Paul,  Minneapolis  A  Omahai 

Duluth.  South  Shore  k  AtUntic 

Elgin.  Johct  k  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  k  Sault  Ste.  Marie^ 

$3,451,239  81 

707.310  92 

2,307.102  68 

1,187,389  34 

135,202  91 

13,302  70 
434,246  77 

58. OU  41 

1,450,966  28 

139,151  26 

19,391  21 

$3,359,347  49 

1.009.210  91 

2,984.653  58 

1.113.844  25 

73.446  58 

13,251  26 

304. S75  99 

34,310  60 

1.742.565  56 

Northern  PadHc 

Wisconsin  k  Michigan  (Receiver  acct) 

117.068  38 
19.770,10 

Total..: 

$9,903,348  35 

$10,772,344  70 

6.  IfOrtutale  Roadt 

Ahnapee  k  Western 

.\shland,  Odanah  *  Marengo 

BayEeld  Transfer 

Chippewa  Valley  k  Northern 

Green  Bay  &  Western* 

toU  k  Northern 

Kewaunee,  Green  Bay  k  Western 

La  Cro»e  k  Southeastern* 

Marinctt*;.  Tomahawk  k  Western 

Mineral  Point  k  Northern 

Northwwtern  Coal  Railway  Co 

Stanley.  Memll  A  PhUlipe 

Tomahawk  k  Eastern. 

Wisconsin  k  Northern 

Wisconsin  Northwestern 

$22,328  61 
25,0S0  70 
4,131  91 
4,001  83* 

148,340  50 

950  37 
19,739  38 

13.343  09 

31,709  02 

642  66 
35.254  77 

2,586  58 
17,372  43 

7.838  17 

$7,408  94 
13,152  64 
3.787  92 
2,474  58 
101,303  48 

565  24 
26,991  43 

5,988  '49    ■ 

11.257  16 

191  94 

30,261  46 

1.755  15 

9.459  72 

6.043  03 

Total 

$333,320  02 

$220,641  18 

B.  ENTTRiS  StBTEM 

IniersiaU  Roadi 

Chicago  k  North  Western   

Chicago.  Burlington  k  Quincy 

Chicago,  Milwaukee  k  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  k  Omaha 

Duluth,  South  Shore  k  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie* 

Northern  Pacific 

$12,317,058  59 

12,949.332  76 

11.239.564  46 

2,375,936  07 

792,700  07 

1,714,405  31 
12,823,979  61 
8,902.579  18 
3.755.293  03 
10,429,065  52 

28.836  23 

$11,989,105  95 

16.364.989  72 

14,470,762  96 

2.207,653  56 

430U62O  17 

2,353.649  60 
9.784,872  87 
14.425.633  05 
4,511.356  47 
8.750.671  43 

Wisconsin  A  Michigan  (Receiver  acct.) 

29,399  66 

Tobil „ 

$77,328,750  83 

$85,318,715  44 

1  Wisconsin  proportionaL 

» Wisconsin  estimated. 

'  Includes  Wisconsin  Central. 
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YEAR  ENDING  DECEMBER  31.  1913 


Traffic 
expenses 

Transportation 
expensps 

General 
expenses 

Total  operating 
expenses 

$381,885  98 

82.126  57 

384.961  95 

176,388  63 

18.607  70 

$9,102,616  58 

1.541,796  64 

7,822,641  44 

3,483.111  37 

234,727  26 

$475,356  42 

124.588  80 

339,778  40 

209,348  50 

20,133  05 

$16,770,446  28 

3.465.033  84 

13.839.138  05 

6.170.082  09 

482.177  50 

889  32 

19.541  43 

7.440  18 

299,026  76 

16.188  14 

47,470  67 
1,223.524  36 

101.724  56 
4.089,485  73 

374,436  20 

3.043  28 
49,739  03 

8,655  43 

247.947  39 

18.905  33 

77,957  29 
2.031.927  58 

210.175  18 
7.829.991  72 

665.749  31 

1,610  45 

31.214  19 

6.744  99 

78.730  94 

$1,388,727  11 

$28,052,749  00 

$1,504,240  62 

$51,621,409  78 

$1,100  65 

28'94'" 

118.43 
5,124  24 

$28,884  78 

21.67P  43 

10.377  92 

6.755  86 

225,980  68 

$,5,392  28 

3.036  58 

3,359  51 

602  54 

26,604  37 

565.115  26 
62.949  35 
^1.686  20 
13,953  24 

607,353  27 

18  39 
1,268  71 

5,721  46 
48.392  66 

684  23 
9.432  16 

7.939  69 
105.824  34 

1.215  29 
1.385  39 

16.638  89 

20.311  52 

3.450  69 

6.667  08 

40.636  45 
71.330  17 

2.448  89 
396.46 
127  00 

33.494  34 

3.726  94 
27.217  34 
11.583  12 

60  24 

5.950  38 

756  77 

7.279  84 

3,410  57 

894  84 

107,409  84 

9.221  90 

61,456  33 

28.874  89 

$13,232  39 

$460,764  94 

$76,687  24 

$1,104,645  77 

$1,362,905  01 

1,615.722  97 

1,879,453  29 

349.599  13 

109.449  45 

$32,486,140  53 

30.652,690  82 

34.720.565  56 

6.909.461  47 

1.376,215  17 

$1,696,489  72 

2.444.43 >  43 

1,665,703  34 

415.147  66 

118.040  90 

$59,851,699  80 

64.027.176  70 

63,976,049  61 

12.257,797  89 

2,827.025  76 

67.868  80 

1,325.431  99 

1,277.456  09 

658,419  38 

1,343,591  25 

3,840,319  75 
22,000.330  36 
21.513.846  77 
10,233,126  29 
23,524,741  86 

238,145  18 
1.493.250  09 
1.542.270  54 

687.235  54 
1,092.112  58 

8,214.388  64 
47,427,864  92 
50,661,785  63 
19,843,430  71 
45.140.182  64 

2,3«4  87 

46,417  92 

10.030  31 

117.078  99 

$9,990,292  23 

$190,303,856  50 

$11,402,865  29 

$374,344,480  29 

*  Entire  line. 
'No  report. 
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MILEAGE  OF  ROAD  OPERATED  (ALL 


Naiii  op  Road 

Miles 

of  single 

track. 

Miles 

of  second 

track. 

A.     WlSCONSIH 

a.    ItOmUiURoadt 
Chi«M?o&NorthW«t«rn 

Chic««o.  Milwiukee  4  St.  Paul 
Chicago.  St.  Paul.  Minneapolii  A  Om»h» 
Duhith.  South  Shore  A  Attontic 

Elgin.  JoBet  A  Eaatorn 

Great  Northern 

2.170.03 
223.02 

1.783.05 
775.15 
115  38 

19.04 
44.27 
91.14 
1.379.99 
144.79 

77.36 

231.87 
104.46 
234.41 
157.09 

21.92 

lUinob  Central 

MlnneapoIiB  St.  Paul  A  Sault  Ste.  Marie* 

Northern  Paci  6c 

Wisconsin  A  Michigan  (Recdver  aoct.) 

14.86 
10.35 

ToUl 

6.823.22 

774.96 

Ahnapee  A  We«tem 

Ashland.  Odanah  A  Marengo 

Bayfield  Transfer  

Chippewa  Valley  A  Northern 

Green  Bay  A  Wertem* 

loU  A  Northern 

Kewaunee.  Green  Bay  A  Western 

La  Croase  A  Southeastern' „ 

Marinette.  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  R'y  Co.« 

Stanley.  MerriU  A  PhiUipe 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

34.00 
32.00 
15.86 
15.64 
248.00 

4.70 
36.70 

21.90 
30.60 

51.99 

19.87 
56.51 

Total    

567.77 

B.    Enties  Stbtsii 
Inlerttate  Roadt 
Chicago  A  North  Wee<«m 
Chicago.  Burlington  A  Quincy 

Chicago,  MUwaukee  A  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  A  Omaha 
DulutL.  South  Shore  A  AtlanUc 

Elgin.  Joliet  A  Eastern 

Great  Northern 

niinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie* 

Northern  Pacific 

Wieoonsin  A  Michigan  (Receiver  acot.) 

8.090.58 
9.128.51 
9.710.02 
1.746.82 
627.26 

804.34 
7.812.24 
4.762.70 
4.017.92 
6.692.01 

135.95 

918.27 
894.96 
749.61 
183.03 
6.55 

57.n 
209.19 
762.28 

67.05. 
629.46 

Total  

53,528.35 

4.473.16 

1  Connecting  track. 

*  Inchidee  49.40  miles  of  connecting  track. 
'  Fourth  track  and  additional  main  track. 

*  Includes  Wisconan  Central. 
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TRACKS).  YE.\R  ENDING  DECEMBER  31.  1913 


MUes 

of  third 

track 

Miles 

of  fourth 

track 

Miles  of 
yard  track 
and  sidings 

Total  mileage 
operated 
(an  tracks) 

Total  mUes 
of  line  operated 
(single  track) 

Total  mUes 
of  line  owned 
(single  track) 

39.58 

35.54 

1.087.75 

69.41 

953.28 

265.58 

22.03 

.45 
123.53 

12.90 
460.28 

63.46 

17.00 

3,564.77 

396.89 

2,990.12 

1,201.01 

137.41 

19.49 

189.72 

104.04 

1,855.13 

218.60 

94.36 

2.170.03 
223.02 

1,783.05 
775.15 
115.38 

19.04 
44.27 
91.14 
1.379.99 
144.79 

77.86 

2,145.26 
222.49 

4.74 
3.19 

U4.64 

1.774.07 
773.87 
110.09 

38.39 

91.14 

1,342.96 
143.85 

70.68 

47.51 

50.18 

3.075.67 

10.771.54 

6.823.22 

6,712.80 

3.62 
1.00 

37.62 
33.00 
15.86 
18.93 
279.48 

5.40 
44.30 

34.00 
32.00 
15.86 
15.64 
248.00 

4.70 
36.70 

34.00 

32.00 

15.86 

3.29 
31.48 

.70 
7.60 

15.64 

225.00 

4.70 

36.70 

7.25 
3.16 

29.15 
33.76 

21.90 
30.60 

41.77 

26.40 

3.34 
1.05 
13.37 

55.33 
20.92 
69.88 

51.99 
19.87 
69.88 

42.19 

69.88 

76.86 

643.63 

581.14 

544.14 

104.49 
42.40 

95.36 

3.447.14 

2.854.03 

3,138.31 

596.81 

187.07 

316.27 
2,016.16 
^2, 024. 27 

999.73 
2,272.97 

31.08 

12,650.84 
12,919.89 
13.687.73 
2.535.53 
820.88 

1.178.38 
10.059.92 
7.726.26 
5.084.70 
9.598.46 

167.03 

8.094.94 
9.128.51 
9.710.02 
1,746.82 
627.26 

804.34 
7,812.24 
2,762.70 
4.017.92 
6.692.01 

135.96 

7.945.50 
8,808.29 

25.35 
6.37 

'64.44 
2.50 

9,373.31 

1,674.44 

601.55 

9.28 

27.77 

13.65 
149.24 

234.85 
6.946.94 
2.273.00 
3,949.08 

4.02 

6.685.91 

127.05 

219.68 

334.59 

17,883.84 

76,429.62 

51.532.71 

48.619.92 

*  Entire  line. 

*  No  record. 
'No  report. 
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INCOME  ACCOUNT.    YEAR 


Italie  fiifures  denote  deficits. 

CoMPAinu  Ubiko 

Namx  or  Road 

Total  revenue 

from 
transporUtion 

Revenue  from 
operations 
other  than 

transportation 

Total 

operating 
revenue 

BiK  Falla  Railway  Co 

Casenovia  A  Southern' 

Chicago.  Harvard  A  Geneva  Lako» 

Chicago  &  Lake  S  J  perior 

Dunbar  and  Wa-jaaukce  

Fairchild  and  Northern 

Hazelhuret  and  Southeastern  

Hillsboro  4  Northeastern 

Lake  Superior  Terminal  A  Transfer  

Laona  A  Northern 

Marathon  County  Railway  Co  

Robbins  Railway  Co* 

Roddis  Lumber  &  Veneer  Co* 

Superior  A  Southeastern* 

Whitcomb  A  Morris 

$12,432.90 

.      7.052.82 

13.523.62 

4,910.34 

30,052.36 

30.890.93 
18  377.20 
17,263.93 
110,2^(1.44 
17,165.90 

29,528.71 
2.351 '35 

$51.88 

16.17 

7.60 

*113.75 

168.80 
*78.583.80 

_ 

$12,484.78 

7.052.82 

13.539.79 

4.P17.94 

30,166.11 

31.059.73 
18.377.20 
17.263.93 
ias,825.24 
17.165.90 

29.528.71 
2,351.35 

Total  

$293,791.50 

$78.942. JO 

$372,733.50 

Itali''  figures  denote  deficits. 


LESSOR  COMPANIES-ENTIRE  SYSTEM-INCOME 


Income  krosi 

Lease  or 

Road 

Joint  facilitiei« 
credit 

Othkb 

Namk  or  Road 

Miscellaneous 
rents 

Milwaukee.  Bay  V^iew  A  Chicago 

Oshkosh  Transportation  Co 

Winona  Bridge  Company* 

Wisconsin  Central* 

$11,500.00 
16.121.50 

3.475.802.54 

$47,099.29 
24.114.28 

$5,623.69 

Total 

$3,503,424.04 

$71,213.57 

$5,623.69 

DiDrcnoNB  mou 

Name  of  Ro*d 

Joint  facilities 
debit 

Interest  accrued 
on  funded  debt 

Miscdlancous 
rents 

Milwaukee,  Bay  View  A  Chicago 

Oshkosh  Transportation  Co 

Winona  Bridge  Company* 

Wisconsin  Central* 

$442,52L31 

$19,200.00 
1.608.624.98 

$60.00 

Total 

$442,521.31 

$1,627,824.98 

$60.00 

>  Receiver's  report  for  one-half  year,  July  1,  1913  to  Jan.  1,  1914. 

^  Wisconsin  account. 

^  No  record. 

*  Joint  facilities  revenue— Cr. 
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ENDING  DECEMBER  31,  1913 

CONDENSBD  FORM  Of  RePORT 


Net  operatinK 
revenue 

Taxes 
accrued 

Operating 
income 

MiLKAOB  Statistics 

Total  operating 
expenses 

Miles  of 
road  owned 

Miles  of 
road  operated 

$12,193.75 
5.896.76 
13,200.42 
8,739.14 
25.799.04 

25,870.60 

9.756.29 

14,151.89 

188,825.24 

20,998.53 

27,119.84 

$291.03 
1,156.06 
339.37 
3,821. SO 
4.367.07 

5,189.13 
8,620.91 
3,112.04 

.    3^83i.63 

2,408.87 

isi.So 

$295.81 

106.62 

471.66 

79.52 

1.124.08 

1.419.89 
1.122.84 

(') 

7.545.08 

C) 

r») 

$4.78 

1,049.44 

13g.SP 

3,900.72 

3,242.99 

3,769.24 
7,498.07 
3,112.04 

7,645.08 
3,838.63 

2.408.87 

10.00 
6.00 
6.34 

C) 

16.44 

62.00 

C) 

5.50 
23.62 
20.00 

18.00 
6.97 

10.00 
6.60 
6.34 

P) 

16.44 

62.00 

C) 

5.50 
24.06 
20.00 

18.00 

2,538'  70 

17L49 

364^84 

6'.'97 

$355,090.20 

$17,643.30 

$12,342.99 

$5,300.31 

174.87 

175.91 

' 

ACCOUNT.    YEAR  ENDING  DECEMBER  31.  1913 


Incomk 

Dividends  de- 
clared on  stock 
owned  or 
controlled 

Interest  accrued 

on  funded  debt 

owned  or 

controlled 

Int^^st  on  other 

securities,  loans, 

and 

accounts 

Miscellaneous 
income 

Total  other 
income 

Gross 

Corporate 

Incoub 

$11,500.00 

$1,500.00 
10,697. 3 < 

$48,599.29 
40.955.34 

16.121.50 

$520.00 

48.599.29 
3,516,757.88 

$520.00 

$12,197.37 

$89,554.63 

$3.. 592  978.67 

Gross  Corporate  Income 


Taxes  accrued 


$1,237.86 

2,753.^0 

518.705.82 


$522,697.08 


Other  deductions 


'$5,176.76 
•195.227.52 


$209,404.28 


Total  deductions  from 
gross  corporate 
income 


$6,414.62 

21,953.40 

2,765,139.63 


$2,793,507.65 


Dividends 
Declared 


*  No  report. 

*  Entire  line  account. 

'  Maintenance  of  wavs  structures  $4,062.00.  general  expense  $1,114.76. 

*  Hire  of  equipment— balance. 


$9,900.00 


$9,900.00 


Balance  Carried 

Forward  to 
Profit  and  Loss 


$11,500.00 

IV.  It 

26.645.89 

751,618.25 


$789,571  02 
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CAPITAL  STOCK  AND 


Capr-al  Stock 

Nami  or  Road 

NtrnXmakam 

Common 

Preferred 

Debentura 

ToUl 

Chicago  A  North  Western  .... . 

12.000.000 

1.108.301 

1.668.554 

300.000 

120.000 

100.000 

2,000.000 

Chicago,  Burlington  A  Quincy 

Chicago,  MUwaukee  k  St.  PauL...„.. 

ChioaffO,  St.  Paul,  MinnMnnlk  Jk  Omaha 

1.108,391 

1.163.049 
200.000 
100.000 

2,831,608 
500,000 

Doluth,  South  Shore  ft  Atlantic 

220,000 

I^gifi.  Jnliflt  Jk  R^i^fn 

100.000 

Qwat  Northern. 

2.500.000 

'"  ido.iido 

2.500.000 

nUnoia  Central 

1.235.520 

280.000 

2,500.000 

r..ooo 

1.835,520 

140.000 

420.000 

Northern  Rwjlfic "    

2,500,000 

Wm^pnain  ^  l/fUMe^ 

15,000 

Total..    „    

9.327.465 

4.103,049 

100.000 

13,630.514 

Ahnapf*  ft  W^tttfm 

5.000 

1  000 

80.000 

150 

7.000 

17.000 
4,800 

10.000 
2.500 
5.500 

10.000 

1,000 

250 

15.000 
3,000 

1.500 

5,000 

AHhlami,  Olan^K  ft  Mftmiiro 

1,000 

Bayfield  TramfCT 

30,000 

Chippewa  Valley  ft  Northern. 

Oreea  Bay  ft  Weatem. 

150 

>25.600 

32,600 

lola  ft  Northern „ 

17,000 

Kewaunee,  Green  Bay  ft  WeatenL ^ ». 

2.000 

6.800 

10.000 

Marinette.  Tomahawk  ft  Weitem. 

2,500 

Mineral  Point  ft  Northent                           

5.600 

Northwestern  Coal  R  v  Co .- . .                  

10,000 

JHftnl'fy,  Mmt'II  A  PhiiKpa 

1.000 

To*nftha«k  ft  l^'iM^i-m 

250 

Wiiconsin  ft  Northtfn 

15.000 

3,000 

Waupaca  ft  Green  Bay 

„ 

1.500 

Total „ 

113.700 

27.600 

141.800 

*  Indudcs  preferred. 

*  Indudes  25,000  shares  of  2nd  praferred. 
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DIVIDENDS,  1914 


ON  JCKB  30.  1914 


AuthorUtd 

Total  Par  Value  Authorited 

Par  value  of  each 
share 

Common 

Preferred 

Debenture 

Total 

1100  00 

1200,000,000  00 
110,839,100  00 
166,855,400  00 
30.000,000  00 
12.000,000  «) 

10.000,000  00 

123,552.666  06 

28.000.000  00 

250.000.000  00 

1,500.000  00 

$200,000,000  00 

100  00 
100  00 
100  00 
100  00 

100  00 
100  00 
100  00 
100  00 
100  00 

100  09 

$116,304,960  66 
20.000,000  00 
10,000,000  00 

2.6,oo6r66o  66 
i4.o66,o66  00 

$16,600,000  00 

110,839.100  00 
283,160,300  00 
50.000,000  00 
22,000,000  00 

10,000,000  09 
2.50,000.000  00 
133,552,000  00 

42.000,000  00 
250,000,000  00 

1,500.000  00 

- 

1932.746.500  00 

$410,304,900  00 

$10,000,000  00 

$1,353,051,400  00 

$100  00 
100  00 

$500.000  00 
100.000  00 

3.000,000  00 
150,000  00 

7,000,000  00 

1.700,000  00 
480.000  00 

1,000.000  00 
250,000  00 
550,000  00 

1.000,000  00 
100.000  00 
25.000  00 

1,500,000  00 
300.000  00 

150,000  00 



$500.000  00 
100.000  00 

100  00 
1.000  00 

3.000,000  00 
150.000  00 

(») 

100  00 

4$3. 100,000  00 

10.100,000  00 
1.700,000  00 

100  00 
100  00 
100  00 

200,000  00 

680.000  00 

1.000.000  00 

250.000  00 

100  00 

550.000  00 

100  00 

1,000.000  00 

100  00 

100,000  00 

100  00 

25,000  00 

100  00 

1.500,000  00 

100  00 

300.000  00 

100  00 

150.000  00 

$17,805,000  00 

$3,300,000  00 

$21,106,000  00 

^  2iid  preferred  $100;  aU  other  $1,000. 
« Indudea  2nd  preferred  $2,500,000. 
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CAPITAL  STOCK  AND 


Capital  Stock  cm 

Name  or  Road 

Total  Par  Value  (hd$tanding 

Common 

Preferred 

Debenture 

Total 

a.  Inter^aU  Road* 
Chicago  4  North  Western 

»$132,455,530  97 
110.839,100  00 
116.855,400  00 
21,400,473  33 
12,000,000  00 

10,000,000  00 

«lb9.294.500  00 
25.206,800  00 
247,998,400  00 

1.500.000  00 

3$22.398,954  56 

116,274.900  00 
12.643,721  66 
10.000,000  00 

'230,966,120  00 
12,603.400  00 

$154,854,485  53 

Chicago.  Burlington  A  Quincy 

Chicago.  Milwaukee  &  St.  Paul 

»$7,854.372  80 
'9,991.200  00 

*1,600  00 

110.839.100  00 
233,130,300  00 

Chicago.  St.  Paul,  Minneapolis  &  Omaha 
Duluth,  South  Shore  4  AtUntic 

34,044,194  99 
22.000,000  00 

10,000.000  00 

Great  Northern 

niinois  Central 

Minneapolis,  St.  Paul  &  Sault  Ste.  Marie 
Northern  Pacific 

Wisconsin  &  Michigan  

238.820.492  80 
119,285,700  00 
37.810,200  00 
248,000,000  00 

1.500.000  00 

Total 

$787,550,204  30 

$439,500  00 

100.000  00 

1.675,40a00 

58,000  00 

7,000,000  00 

71,400  00 
465,750  00 
955.000  00 
250.000  00 
550,000  00 

1.090.000  00 

100,000  00 

1.000  00 

1.339.900  00 
300,000  00 

61.400  00 

$«)4.887,096  22 

$17,847,172  80 

$1,210,284,473  32 

b.  IntravtaU  Roaia 
Ahnapee  &  Western 

$439,500  00 

Ashland.  Odanah  &  Marengo 

Bavfiold  Tranafer 

100.000  00 
1,675,400  00 

Chippawa  Vallev  4  Northern 

Green  Bay  &  Western 

lola  &  Northern 

Kewaunee  Green  Bav  A  Western 

La  Crosse  &  Southeastern 

Mariaette,  Tomahawk  4  Western 

Mineral  Point  4  Northern  

•$3,100,000  00 
199,200  00 

■;";;■;■■■■■;•■■;■"■;;■■ 

58.000  00 
10,100.000  00 

71.400  00 
664,950  00 
955.000  00 
250,000  00 
550,000  00 

Northwestern  Coal  R'v  Co 

Stanley,  Merrill  4  Phillips 

Tomahawk  4  Eastern 

Wisconsin  4  Northern 

Wisconsin  Northwestern 

Waupaca  4  Green  Bay 

1,000,000  00 

100,000  00 

1.000  00 

1.339,900  00 
300.000  00 

m 

61.400  00 

Total 

$14  367,350  00 

$3,299,200    0 

$17,66^.550  00 

CAPITAL  STOCK  ISSUED  DURING  YEAR  ENDING 


NuHBER  or  Sharks  Ibsuvd 

Naub  or  Road 

Common 

Prefared 

Debenture 

Chisago.  Milwauke;  4  St.  Paul 

Great  Njrtharn. 

9,094 

209.754'^ 

Total 

9,094 

209,754  V.; 

Marinette.  Tomahawk  4  Wi»tern 

Fairchild  4  N  »rtheastem 

Hillsboro  4  Northeasxjrn  

2,500 

4.995 

16 

Total _ 

7,511 

>  In^udev  scrip  $2,730.97. 
>Incbde8  scrip  $254.56. 

*  Includes  scrip  $202.15. 

*  Includes  soip  $134^. 


>  Receipts  outstanding  for  insuUments  paid, 
•Includes  crip$900.aj. 

7  Includes  receipt  oatstanding  for  'mrtallmcints  i 
$1,500.00. 
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DHTOENDS,  ] 

1014-Condudeci 

June  30.  1914-Ooncluded 

DiviDKNDs  Dkciabsd  Durinq  Ykar 

Common 

Preferred' 

Debenture 

Common 

Preferred 

Debenture 

Rate 
pcrct. 

Amount 

Rate 
per  ct. 

Amount 

Rate 
per  ct. 

Amount 

*I2.338.602  15 

«|3,834  56 

429,100  00 
1,386,921  66 

146,800  00 

7 
8 
5 
7 

4 

5" 

7 
7 

$9,108,015  '0 
8.867.128  00 
5,819.770  00 
1.298,934  00 

400.000  00 

5.464.800  06 
1.764,476  00 
17.356,108  00 

8 

$1,791.600  00 

$4,763  60 

5.300  00 

7 
7 

8.109,206  00 
787.976  00 

2,844,206  64 

7" 

15.663,648  66 

•0.883  33 

7 

882.238  00 

54,000  00 
11,800  00 

•7 

>$]12  00 

$5,263,602  12 

11,966.656  22 

$4,753  60 

$50,079,231  00 

$26,634,068  00 

$112  00 

$36,000  66 
43,756  06 

36 

^ 

45,000  00 

105  ■ 

»»$i25,6o6  66 

-,15  ■ 

"$30,666  66 

17  400  00 



162  400  00 

$79,75    00 

$125,000  00 

$3o.roo  00 

JUNE  80.  1914.  AND  PURPaSE  OF  THE  ISSIE 


Cash  Rkauzed  on  Amount  Issikd 

Common 

Preferred 

Debenture 

Total 

Purpose  or  thi  Issub 

$945,583  87 

$7,957,348  00 

«$7. 849,539  20 

$945,583  87 
15.806,887  20 

Inued  for  cash. 

Issued  for  cash  and  for  acquisition  of  secu- 
[rities 

$945.583  87 

$7,957,348  00 

$7,849,539  .0 

$16,752,471  07 

$250.000  00 

499,500  00 

1,60)00 

$250.000  00 

409,500  00 

1.600  00 

Issued  for  cash. 
Issued  for  cash. 
Issued  for  additions  and  betterments. 

$751,100  00 

r51.100  00 

Undndes  scrip  $483.33. 

'  Includes  2nd  preferred  $2,500,000.00. 

"2nd  preferred. 

R.B.C.-50 


"  Ist  preferred. 

"  Outstanding  receipts. 
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FUNDED  DEBT  OF  CHICAGO  4  NORTH  WESTERN 

A.      MORTOAOE  BOND6.   MiaCSLLANVOUS 


DEsroNATioN  or  Bo^fI>  or  Obuoation 


Tbrh. 


Date  of 
issue 


Date  of 
maturity 


Total 
Par  Valub 
authorizxd 


Total 
Par  Value 
outstandimo 


MoBTOAGE  Bonds 
C.  A  N.  W.  Ry.  consolidated  sinking  fund  currency 

Cedar  Rapids  k  Mo.  Rir.  R.  R.  3d  Div.  Ist  mortgage    

W.  k  St.  P.  R.  R.  (Ext.  Western  Div.)  1st  mortgage 

North  Western  Union  Ry.,  Ist  mortgage 

M.  L.  S.  k  W.  Ry.  consolidated  Ist  mortgage 

M.  L.  8.  k  W.  Ry.  Marshfield  Extension.  1st  mortgage 

M.  L.  S.  4  W.  Ry.  Ist  mortgage  (Mich.  Div.)   

M.  L.  S.  4  W.  Ry.  Ist  mort^  (Ash.  Div.) 

M.  L.  S.  k  W.  Ry.  ext.  and  imp.  sinking  fund  mortgage 

Wis.  Northern  Railway  Ist  mortgage 

C.  4  N.  W.  Ry.  gen.  mortgage  gold  of  1987— 3H  PCi"  cent 

C.  4  N.  W.  Ry.  gen.  mortgage  gold  of  1987—4  per  cent 

C.  4  N.  W.  Ry.  gen.  mortgage  gold  of  1987 

Boyer  Valley  Ry.  Ist  mortgage  

Minnesota  4  Iowa  Ry.  1st  mortgage 

Princeton  4  North  Western  Ry.  first  mortgage 

Peoria  4  North  Western  Ry.  Ist  mortgage 

Mankato  4  New  Ulm  Railway  1st  mortgage 

Minnesota  4  South  Dakota  Ry.  Ist  mortgage 

Iowa,  Minn.  4  North  Western  Ry.  Ist  mortgage 

Sioux  City  4  Pacific  R.  R.  1st  mortgage 

Milwaukee  4  State  Line  Ry.  1st  mortgage 

Man.,  Green  Bay  4  North  Western  Ry.  1st  mortgage 

St.  Paul  Eastern  Grand  Trunk  Ry.  1st  mortgage 

Milwaukee.  Sparta  4  North  Western  Ry.  1st  mortgage    

Dee  Plaines  Valley  Railway  1st  mortgage 

St.  Louis,  Peoria  4  North  Western  Ry.  1st  mortgage 

Fremont.  Elkhorn  4  Mo.  Valley  R.  R.  consolidated 

Wyoming  Central  Ry.  1st  mortgage 

Wyoming  Central  Ry.  1st  mortgage 

Dakota  Central  Railway  1st  mortgage 

Dakota  Centra]  Railway  1st  mortgage 

Dakota  Central  Railway  1st  mortgage '. 

Dakota  Central  Railway  Ist  mortgage 

Tdedo  4  North  Western  Ry.  1st  mortgage 

Maple  Valley  Railway  1st  mortgage 

Sioux  Valley  Railway  1st  mortgage 

Unn  County  Railway  1st  mortgage 

Iron  River  Railway  1^  mortgage 

Iron  Range  Railway  l.H  mortgage 


Paint  River  Railway  1st  mortgage 

Janesville  4  EvansviUe  Ry.  1st  mortgage 

Lake  Geneva  4  State  Line  Ry.  1st  mortgage  . 

Junction  Railway  Ist  mortgage 

Stanwood  4  Tipton  Railway  Ist  mortgage 

Sheboygan  4  Western  Ry.  Ist  mortgage 

Menommee  Railway  Ist  mortgage  

Cluktfield  Railroad  1st  mortgage 

Chicago  4  Dakota  Ry.  1st  mortgage 

Rook  River  Railway  1st  mortgage 


DakoU  Central  Ry.  1st  mortgage  (A) 
Dakota  Central  Ry.  Ist  mortgage  (B) . 
DakoU  Central  Ry.  1st  mortgage  (C) 
DakoU  Central  Ry.  Ist  mortgage  (D) 
DakoU  Central  Ry.  1st  mortgage  (E) 


Jan.  16.1865 

May  1,1866 

Dec.  1, 1871 

June  1,1872 

May  2.1881 

Oct.  1.1892 
June  20, 1884 
Mar.  2.1885 
Feb.  1.  1889 
July  15,1896 

Nov.  1.1897 

Nov.  1,1897 

Nov.  1,1897 

Dec.  1.1898 

June  1,1899 

Jan.  1. 1901 

Mar.  1,1901 

April  1,1899 

Jan.  1, 1900 

Jan.  1. 1900 

Aug.  1.1901 

Jan.  2. 1906 

Jan.  2,1906 

Jan.  1. 1913 

Mar.  1,1912 

Mar.  1.1912 
July  1,1913 
Oct.  1,1883 
April  15, 1886 
July  15.1887 

July  15,1886 
Aug.  16.  1886 
Sept.  15. 1886 
July  15.1887 
Aug.    2.1886 

Aug.  2.1886 
July  15.1887 
Aug.  15. 1887 
July  15.1887 
Oct.  16,1887 

Oct.  13,1890 
Sept.  15, 1886 
Feb.  15, 1888 
May  15, 1889 
Apnl   1,1880 

May  1.1880 
April  1.1880 
April  1,1880 
July  30, 1879 
May    2,1881 

July  30, 1879 
April  1.1880 
May  2.1881 
Sept.  30, 1882 
Oct.     1. 1885 


Feb.  1, 1915 

May  1,1916 

Dec.  1,1916 

June  1,1917 

May  1.1921 

Oct.  1, 1922 

July  1. 1924 

Mar.  1.1925 

Feb.  1,1929 

July  15,1931 


Nov. 
Nov. 
Nov. 
Dec. 
June 

Jan. 
Mar. 
Oct. 
Jan. 
Jan. 

Aug. 
Jan. 
Jan. 
Jan. 
Mar. 


1. 19871 
1.1987> 
1, 1987] 
1.1923 
1.1924 

1. 1926 
1.1926 
1.1929 

1. 1935 
1.1935 

1. 1936 
1.1941 
1.1941 
1.1947 
1.1947 


Mar.  1.1947 
July  1. 1948 
Oct.  1.1933 
Aug.  15. 1926 
Aug.  15. 1926 

Aug.  15. 1926 
Aug.  15. 1926 
Aug.  15. 1926 
Aug.  15. 1926 
Aug.  15, 1926 

Aug.  15, 1926 
Aug.  15, 1926 
Aug.  15. 1926 
Aug.  15. 1926 
Aug.  15, 1926 

Aug.  15. 1926 
Aug.  15. 1926 
Aug.  15, 1926 
Aug.  15, 1926 
Oct.  1,1929 


Oct. 
Oct. 
Oct. 
Oct. 
Oct. 


1.1929 
1,1929 
1,1929 
1,1929 
1.1929 


Oct. 

1,1929 

Oct. 

1,1929 

Oct. 

1,1929 

Oct. 

1.1929 

Oct. 

1,1929 

These  bonds  are 
resCTVcd  for  in 
C.  4  N.  W.  Ry 
gen.  gold  mort- 
|;agcori987and 
in  order  to  avoid 
duplication 
authorization 
no  amounts  are 
shown  hcrdn. 


$165,000,000  00 

1.440.000  00 
1.904.000  00 

2,100,000  00 

2.125.000  00 

416,000  00 

528.000  00 

3.900.000  00 

4.000.000  00 
2,500.000  00 
3.750.000  00 
1,120.000  00 
15.000.000  00 

2,500.000  00 
10.000.000  00 
18.400,000  00 
1,510.000  00 
1.020,000  00 

570.000  00 
1,125,000  00 
450,000  00 
120.000  00 
270.000  00 

360.000  00 
162.000  00 
100.000  00 
630.000  00 
700.000  00 

300,000  00 
320,000  00 
90,000  00 
200.000  00 
105.000  00 


710 
135 
150 
600 
75 

1,020 

1,620 

1,770, 

75 

330 


000  00 
000  00 
000  00 
,000  00 
.000  00 

,000  00 
000  00 
000  00 
000  00 
000  00 


$12,832,000  00 

2,332.000  00 
4.241.000  00 
3.500.000  00 
5.000.000  00 

400,000  00 
1.281.000  00 
1.000.000  00 

4.in.ooooo 

440.000  00 

31.316,000  DO 

30,554.000  00 

140.000  00 

1.440.000  00 

1,904,000  00 

2.100.000  00 

2,125,000  00 

416.000  00 

528.000  00 

3.900,000  00 

4,000.000  00 
2,500.000  00 
3.750.000  00 
1.120.000  00 
15.000.000  00 

2.500,000  00 

10.000.000  00 

18.400,000  00 

1,540.000  00 

1,020,000  00 

570,000  00 
1,125,000  00 
450.000  00 
120.000  00 
270.000  00 

360.000  00 
162.000  00 
100.000  00 
630.000  00 
700,000  00 

300.000  00 
320,000  00 
90.000  00 
200.000  00 
105,000  00 

710.000  00 
135.000  00 
150.000  00 
600.000  00 
75,000  00 

1.020.000  00 

1.620.000  00 

1.770.000  00 

75.000  00 

330.000  00 
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RAILWAY  COMPANV.  JL^NE  30.  19H 
Obuoationb  and  Incomx  Bonds 


Total  Par  Value  Held  bt  Respondent. 


In  treasury 


Pledged  as 
collateral 


In  sinking 
or  other  funds 


TbTAL  Par 
Value  Not 

Held  bt 
Respondent 


Interest 


Rate 


When 
payable 


Amount  accrued 
during  year 


Amount  paid 
during  year 


$202,500  00 
135.000  00 


$29,000  00 


440.000  00 


$10,675,000  00 
1,540.000  00 
1.020,000  00 

570.000  00 
1,125.000  00 
450,000  00 
120.000  00 
270.000  00 

360.000  00 
162,000  00 
100.000  00 
630.000  00 
700.000  00 

300.000  00 
320.000  00 
90,000  00 
200,000  00 
105,000  00 

710.000  00 
135.000  00 
150.000  00 
600.000  00 
75.000  00 

1,020.000  00 

1.620.000  00 

1.770.000  00 

75,000  00 

330,000  00 


440.000  00 
489.000  00 


$12,832,000  00 

2,332,000  00 
4.038,500  00 
3,365,000  00 
5,000.000  00 

400.000  00 
1.281,000  00 
1.000.000  00 
4,148.000  00 


30,827,000  00 
30,554.000  00 


160.000  00 


416,000  00 
74.000  00 


1.440.000  00 
1,904.000  00 

1,940,000  00 
2.125.000  00 


19.000  00 


528.000  00 
3.900.000  00 

3.926.000  00 
2.500.000  00 
3.750.000  00 
1.120.000  00 
15,000,000  00 

2,500.000  00 
9,981,000  00 
7,725,000  00 


6 
5 
4 

4 

3H 
3H 

3h 

m 

3H 

3^2 

33^ 

3h 
34 

4 

5 
6 
5 
5 

5 
5 
5 
5 
5 

5 
5 
5 
5 
5 

5 
5 
5 
5 


/Feb. 

lAug. 
May 
June 
Mar. 
May 


l,May  1 
I.  Nov.  1 
I.Nov.  1 
I.Dec.  1 
l.Sept.  1 
1,  Nov.  1 


AprU  I.Oct.  1 
Jan.  l.July  1 
Mar.  l,Sept.  1 
Feb.  1.  Aug.  1 
Jan.   15.  July  15 

Feb.    1,  May  1 


Aug. 
June 
June 


1.  Nov.  1 1 
1.  Dec.  ■ 
I.Dec. 


Jan.  l.JuIy  1 

Mar.  l.Sept.  1 

April  I.Oct.  1 

Jan.  l.July  1 

Jan.  I.July  1 

Feb.  1,  Aug.  1 

Jan.  l,Ju!y  1 

Jan.  l,July  1 

Jan.  l.July  1 

Mar.  l.Sept.  1 

Mar.  1.  Sept.  1 
Jan.  I.July  1 
April  I.Oct.  1 
Feb.  15,  Aug.  15 
Feb.  15.  Aug.  15 

Feb.  15,  Aug.  15 
Feb.  15.  Aug.  15 
Feb.  15,  Aug.  15 
Feb.  16,  Aug.45 
Feb.  15,  Aug.  15 

Feb.  15.  Aug.  15 
Feb.  15.  Aug.  15 
Feb.  16,  Aug.  15 
Feb.  15.  Aug.  15 
Feb.  15.  Aug.  15 

Feb.  15,  Aug.  15 
Feb.  15,  Aug.  15 
Feb.  15,  Aug.  15 
Feb.  15.  Aug.  15 
April   I.Oct.  1 

April  I.Oct.  1 

April  I.Oct.  1 

April  l,Oct.  I 

April  l,Oct.  1 

April  l.Oct.  1 


April 
April 
April 
April 
April 


l.Oct.  1 

I.Oct.  1 

I.Oct.  1 

I.Oct.  1 

I.Oct.  1 


$898,240  00 

163,240  00 
282,695  00 
235.550  00 
300.000  00 

20,000  00 
78,860  00 
60,000  00 
207.400  00 


1,078.944  99 
947.429 


50.400  00 
66.640  00 

67.900  00 
74.375  00 


18,480  00 
136.500  00 

137,410  00 
87.500  00 

131.250  00 
50,400  00 

600.000  00 

112,500  00 
270.358  33 
463,500  00 


$895,160  00 

162,487  50 
279.825  00 
235.637  50 
301,800  00 

19,925  00 
76,200  00 
60.120  00 
206,125  00 


1,077,230  00 
889,495  78 


51,957  50 
65,712  50 

67.900  00 
74,480  00 


18.480  00 
136,500  00 

137,340  00 
87.500  00 

130,637  60 
50,400  00 

600,820  00 

112,500  00 

75,094  45 

462,900  00 
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FUNDED  DEBT  OF  CHICAGO  A  NORTH  WESTERN 
A.  MoRTOAOK  Bonds,  MiscnxAinouB 


DuioNATioN  or  Bond  or  Obligation 


Tkrm 


Date  of 


Date  of 
maturity 


Total 
Par  Valuk 
autborizxo 


.    Total 
Par  Valus 

OmTAJTDINO 


MoRTOAQB  Bonds— concluded 
Toledo  k  North  Western  Ry.  Irt  mortgage  (A)  ■ 
Toledo  &  North  Western  Ry.  let  mortgage  (B).... 
Toledo  A  North  Western  Ry.  Ist  mortgage  (C) ... 
Toledo  A  North  Western  Ry.  1st  mortgage  (D).... 
Toledo  t  North  Western  Ry.  lot  mortgage  (E).... 


Iowa  South  Western  Ry.  Ist  mortgage 

Menominee  River  Railroad  1st  mcn-tgage... 
Menominee  Riyer  Railroad  Ist  mortgage .. 


COLLATBRAL  TrUBT  BoNDB 

C.  k  N.  W.  Ry.  extension  of  1886 

C.  t  N.  W.  Ry.  sinking  fund  of  1879.  6  per  cent.. 
C.  ft  N.  W.  Ry.  sinking  fund  of  1879,  ft  per  cent... 


Plain  Bonds,  Dbbbnturbs  and  Notbs 

C.  4  N.  W.  Ry.  30-year  debentures 

C.  k  N.  W.  skg.  fund  debentures  of  1933 


None. 
None. 
None. 


Incomb  Bonds 

MiflCBLLANBOUB  FUNDBD  OBLIGATIONS 
RbCBIPTS  OdTSTANDINO  FOR  FlTNDRD  DbBT 

Total 


April  1,1880 
Aug.  1,1880 
May  2,1881 
AprU  1.1882 
Sept.  30, 1882 

May  2.1881 
July  1.1881 
July    1.1882 


April  1ft.  1886 
Oct.  1. 1879 
Oct.     1, 1879 


Feb.  28, 1891 
May    1,1883 


Oct. 

1.1929 

Oct. 

1.1929 

Oct. 

1.1929 

Oct. 

1,1929 

Oct. 

1. 1929 

Oct.  1, 1929 
Oct.  1, 1929 
Oct.  1. 1929 


Aug.  1ft.  1926 
Oct.  1. 1929 
Oct.  1, 1929 


Apr.  1ft,  19211 
Nby    1.1933J 


|73ft.000  00 

2.08ft. 000  00 

1.020.000  00 

840.000  00 

lOft.OOOOO 

67ft, 000  00 
28ft.000  00 
ft2ft.000  00 


$73ft.000  00 

2.085.000  00 

1.020.000  00 

840.000  00 

lOft.OOOOO 

67ft. 000  00 
28ft,000  00 
52ft,000  00 


$187,713,000  00 


These  bonds  are 
reserved  for  in 
C.  k  N.  W.  Ry. 
gen.  gcAd  mort- 
pge  of  1987  and: 
m  order  to  avoid 
diiplication  in 
auth(Hisationno 
amounts  are 
shown  herein. 


118,632.000  00 
ft.lft4,000  00 
ft.950.000  00 


129.736.000  00 


110,000.000  00 
9.69&,000  00 


119.605.000  00 


j  1237.144,000  00 


B.    Equipiunt  Tbcst 


Dbitbrkxd 

SiRiBS  OR  OfHBR  Designation 

Cash  paid  on 
delivery  of 
equipment 

PaiNaPAL 

Original 
amount 

Amount 

C.  4  N.  W.  Ry.  Equipment  Trust  Certiacates  of  1912: 

Series  A 

13.000,000,00 
3,000,000  00 
4.000.000  00 

H. 000.000  00 

12,700,000  00 

Series  B                        .    .                                             

2.700  000  00 

Series  C 

C.  k  N.  W.  Ry.  Equipment  Trust  Certificates  of  1913: 

Series  D 

4.000.000  00 
H.OOO.OOO  00 

Total 

114,000.000  00 

$13,400,000  00 

^  This  amount  of  bonds  is  due  from  toustee  and  for  which  certificates  have  been  issued  to  the  company,  the  bonds  having  not  yet  beeo 


*  These  bonds  amounting  to  $18,632,000.00  were  taken  up  by  the  C.  4  N.  W.  Ry .  Co.  and  deposited  with  the  Union  Trust  Company  of 
New  York,  trustee,  as  seciirity  for  an  equal  amount  of  this  company's  extenaon  bonds  of  1886,  issued  in  lieu  tbereol,  which  latter  bcmds 
are  outstanding  and  included  in  the  Fun<ted  Debt  of  the  company,  as  shown  above. 
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RAILWAY  COMPANY,  JUNE  30.  1914-Concluded 
Obliqationb,  and  Income  Bonds— Concluded 


Total  Par  Valui  Held  by  Respondent 

Total  Par 
Value  Not 

Held  bt 
Respondent 

Interest 

In  treMiiry 

Pledged  as 
collateral 

In  sinking 
or  other  funds 

Rate 

When 
payable 

Amount  accrued 
during  year 

Amount  paid 
during  year 

$735,000  00 

2,085.000  00 

1.020.000  00 

840,000  00 

105.000  00 

675,000  00 
285.000  00 
525.000  00 

6 
6 
6 
6 
6 

6 
6 
6 

April   I.Oct.  1 
April   I.Oct.  1 
April   I.Oct.  1 
April   l.Oct.  1 
April   I.Oct.  1 

April    l.Oct.  1 
April   I.Oct.  1 
April   I.Oct.   1 

u 

• 

$169,000  00 

$31,492,000  00 

$1,935.500  00 

$154,116,500  00 

$6,537,572  43 

$6,276,227  73 

$962,000  00 

$17,670,000  00 
5.154.000  00 
5.950.000  00 

4 

6 
5 

Feb.  15.  Aug.  15 
April   l.Oct.  1 
AprU   l.Oct.  1 

$706,800  00 
310,615  00 
299,632  39 

$706,580  00 
310,480  00 
299,546  14 

$962,000  00 

$28,774,000  00 

11.317,047  39 

$1,316,606  14 

$4,000  66 

$181,000  00 

$9,819,000  00 
9,691.000  00 

5 
5 

April  15.  Oct.  15 
May    l.Nov.  1 

$490,950  00 
484,562  77 

$489,727  50 
482,996  11 

$4,000  00 

$181.000  00 

$19,510,000  00 

$975,512  77 

$972,723  01 

$173,000  00     $31,492,000  Ool 

$3,078,500  00 

$202,400,500  00 

$8,830,132  59 

$8,565,557  48 

Obuoations 


Paturnts 


Interest 

Interest 

Original 
amount 

Amount 

Amount  accrued 
during  year 

Amount  paid 
during  year 

Rate 

$742,500  00 
742,500  00 
990.000  00 

$486,000  00 
546.750  00 
810,000  00 

$121,500  00 
124.875  00 
162,500  00 

$121.500  00 
128,260  00 
162,500  00 

$2,475,000  00 

$1,842,750  00 

$408,875  00 

$412,250  00 

s  These  Bonds  amounting  to  $12,860,000.00  were  taken  up  by  the  C.  A  N.  W.  Ry.  Co..  tocher  with  $2,140,000  other  bonds  which 
have  since  been  canceled,  and  deposited  with  the  Farmers'  Loan  and  Trust  Co.,  trustee,  as  secuntv  for  an  equal  amount  of  this  company's 
sinking  fund  bonds  of  1879  issued  in  lieu  thereof,  of  which  latter  bonds  $11,104,000  are  outstanding  and  included  in  the  Funded  Debt 
of  the  CiHnpany,  as  shown  above. 

*  These  certificates  are  on  hand  in  the  treasury  of  the  company. 
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Italic  figures  denote  credits. 


FUNDED  DEBT  OF  CHICAGO,  MILWAUKEE  k  ST. 

MORTGAQI  BONDB,   MUCILLANSOUS 


•                                                                                                                                           yr 

Term 

Total  Par 
Value 

AirrHORIZBD 

Total  Par 

Designation  or  Bond  or  Obuoation 

Date  of 
issue 

Date  of 
maturity 

Value 
Otttbtandino 

Mortgage  Bonds 

Terminftl  Mortgage 

La  Croese  &  Davenport  Division  

Dubuque  Division 

Wisconsin  Valley  Division            

Chicago  A  Pacific  Western  Division 

Wisconsin  &  Minnesota  Division 

Chicago  A  Lake  Superior  Division 

Chicago  &  Missouri  River  Division 

General  Mortgage 

General  Mortgage 

Milwaukee  A  Northern  First  Mortgage 

DakoU  A  Great  Southern  Railway 

'Milwaukee  A  Northern  Consolidated 

Fargo  A  Southern  Railway  

Chicago,  Milwaukee  A  St.  Paul  Railway 

General  A  Refunding  Mortgage 

I.  A  D.  Division  Ext'n 

M.  A  \.  Consolidated  

Debentures: 

25  Year  Gold  Bonds 

European  Loan 

Convert.  Gold 

1884 
1879 
1880 
1880 
1881 

1881 
1881 
1886 
1889 
1889 

1889 
1913 
1886 
1913 
1883 

1909 
1913 

1878 
1884 

1909 
1910 
1912 

1914 
1919 
1920 
1920 
1021 

1921 
1921 
1926 
1989 
1989 

1989 
1934 
1916 
1934 
1924 

1949 
2014 
1908 
1913 

1934 
1925 
1932 

», 000.000 
3.000,000 
6.500.000 
U. 700,000 

(») 

(') 

{*) 

(*)-. 

150,000.000 

2,155,000 

(•)   - 

8,000,000 
1,250,000 

200.000,000 

(')      .    . 

50,000,000 

•250,000,000 

50.000.000 

$4,748,000 
2,500.000 
4,587.000 
1,829.000 

25.340.000 

4.755.000 
1,360.000 
3,083,000 
8,950.000 
49.000.000 

39,741,000 
2,155.000 
2,856.000 
5.092.000 
1.250.00(h 

27,175,000 
170,913.500 

33.369.000 
48,176,654 
50.000,000 

Total 

1486.880.154 

^  In  addition  to  the  authorised  issue  of  $1,700,000.00  under  the  mortgage  securing  this  issue,  provision  is  made  that 
like  bonds  may  be  issued  at  a  rate  of  $  15,000.00  per  mile  for  extension.  The  excess  outstanding  for  the  latter  purpose  on 
June  30,  1914,  is  $129,000.00. 

>  Authorisation  under  the  mortgage  securing  this  issue  provides  that  there  may  be  issued  $20,000.00  in  bonds  per 
mile  for  each  mile  of  completed  railway  on  which  said  bonds  are  secured,  whether  now  built  or  hereafter  to  be  built; 
for  construction  of  two  bridges  across  the  Missouri  River  and  one  across  the  Mississippi,  a  sum  not  to  exceed  $500,000.00 
for  each  bridge:  and  for  additional  rolling  stock  a  sum  not  to  exceed  $3,000,000.00. 

'  Authorization  under  the  mortgage  securing  this  issue  provides  that  $20,000.00  in  bonds  per  mile  of  comi^eted 
railway  mav  be  fssued,  and  in  addition  thereto  there  may  be  issued  not  exceeding  $250,000.00  tor  a  bridge  acron  the 
Missisappi  River,  and  a  sum  not  exceeding  $100,000.00  for  a  bridge  across  the  Missouri  River. 

*  The  mort^^age  securing  this  issue  limits  the  issue  to  the  extent  of  $20,000.00  per  mile  of  completed  railway;  otbcr> 
wise  the  authorisation  is  unlimited. 
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PAUL  RAILWAY  COMPANY.    JUNE  30,-1914 
Orlioationb  and  Income  Bonds 


Total  Pak  Value  Held  bt 
Respondent 

Total  Par  Value 
NOT  Held  by 
Respondent 

iNTBRBaT 

In  treasury 

In  sinking  or 
other  funds 

Rate 
per  ct. 

When  payable 

Amount  accrued 
during  year 

Amount  paid 
during  year 

$4,748,000 
2,496.000 
4.587,000 
1,526.000 

25.334.000 

4.755.000 
1,360.000 
3.083,000 
8.950,000 
48,241.000 

39.741.000 
2.117,000 
2,850.000 
5,072.000 
1.248,000 

26,175,000 
17.500.000 

33.286,000 
48,176.654 
49.980.800 

5 
5 
6 

3H 

^H 

4H 

4^ 

4 
4 

4H 

Jan.  and  July 

Jan.  and  July. 
Jan.  and  July..  . 
Jan.  and  July 
Jan.  and  July. ... 

Jan.  and  July 

Jan.  and  July 

Jan.  and  July 
Jan.  and  July.. 
Jan.  and  July 

Jan.  and  July 

June  and  Dec 

Jan.  and  July 
June  and  Dec.. 
Jan.  and  July 

Jan.  and  July 
Aug.  and  Oct 

$237,400  00 

124.800  00 

276.220  00 

91,560  00 

1,266.700  00 

237.750  00 

68.000  00 

154.150  00 

313,250  00 

1.929,640  00 

1.531,426  12 
94.199  38 
142.500  00 
223.442  37 
74.880  00 

1.047.000  00 
34,062  50 

$237,100  00 

$4,000 

303,000 
6,000 

124.700  00 

274,860  00 

91 ,740  00 

1.266,425  00 

235.275  00 
68,276  00 
153,776  00 

$159,000 

600,000 

312,401  25 
1,930,360  00 

1.360.684  87 

38.000 
6,000 

20,000 
2,000 

1.000.000 
83.000 

91.653  13 

153,413,500 

142,400  00 
221,443  62 
74.820  00 

1.046.060  00 

iet,81t  60 

176  00 

Jan.  and  July 
June  and  Dec 
June  and  Dec 

1,260.520  00 
1.930,000  00 
2.218.322  52 

210  00 

1.149.421  93 
2,816,273  37 

19,200 

2.175,122  86 

$163,572,500 

$2,081,200 

$331,226,454 

$13,254,822  89 

$13,609,363  53 

'  The  mortgage  securing  tlus  issue  limits  the  issuance  of  bonds  to  the  extent  of  $20,000.00  p&  mile  of  completed 
railway,  and  in  addition  thereto  a  sum  not  exceeding  $600,000.00  for  a  bridge  and  apin'oaches  across  the  Missouri  River 
at  or  near  Chamberlain.  South  Dakota.  Additional  bonds  may  be  issued  when  properly  certified  for  rolling  stock  in 
excess  of  mortgage  requirements  per  mile  of  completed  railway. 

•  The  mortgage  securing  thi.«  issue  authorises  the  issuance  of  bonds  not  exceeding  $18,000.00  per  mile  for  every 
mile  of  railway  constructed;  otherwise  the  issue  is  unlimited. 

'  The  aggregate  iMincipal  amount  of  bonds  which  at  any  time  may  be  issued  and  outstanding  under  this  indenture 
is  limited  to  an  amount  which,  together  with  the  other  funded  debt  of  the  railway  company  in  respect  of  which  bonds 
to  i>e  issued  under  this  indenture  are  or  must  be  set  amde  and  reserved,  shall  not  exceed  three  times  the  par  value  of  the 
then  outstandinz  capital  stock  of  the  railway  company  or  of  a  successor  corporation. 

«  Francs. 
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FUNDED  DEBT  OF  CHICAGO.  ST.  PAUL.  MINNEAPOLIS 
MoRTOAOi  Bonds,  Mibcbuulicxous 


Dksionation  op  Bokd  or  Obuoation 


MoBTOAOK  Bonds 

Pint  Mortgage 

First  Mortgage 

First  Mortgage 

Consol.  Mortgage 

Coitfol.  Mortgage 

First  Mortgage 

First  Mortgage 

DiBKNTnRSS 

Debenture  Gold  Boads..^ 

Total 


Tehm 


Date  of 


1878 
1880 
1879 
1880 
1880 


1895 


1912 


Date  of 
maturity 


1918 
1930 
1919 
1930 
1930 

1915 


1930 


Total  Par 

Valutc 
authorizkd 


$3,000.000  00 

800.000  00 

6,070.000  00 

30,000,000  00 


400,000  00 
1,500,000  00 


15,000.000  00 


$56,770,000  00 


Total  Par 
Valub 

OtrrSTANDINQ 


$914,000  00 

576.000  00 

6,070,000  00 

16,993.634  09 

3,734.000  00 

400,000  00 
1.500.000  00 


9.200,000  00 


$39,387,634  09 


FUNDED  DEBT  OF  CHICAGO,  BURUNGTON     k 
MosTQAQE  Bonds,  Miscxllansovs 


Dbsionation  or  Bond  or  Obuoation 


Tkrm 


Date  of 
issue 


Date  of 
maturity 


Total  Par 

Value 
authorizkd 


Total  Par 

Value 
Outbtandino 


Mortoaoe  Bonds 

C.  B.  A  Q.  Genl.  Mortgage 

C.  B.  A  Q.  m.  Div 

C.  B.  A  Q.  HL  Div 

C.  B.  k  Q,  U.  Div 

C.  B.  A  Q.  la.  Div 


C.  B.  A  Q.  Neb.  Eitsn 

B.  A  M.  Neb.  Consol.  Mtg . 

Rep.  Valley 

Tarkio  Vafley 

Nodaway  Valley 


Collateral  Trust  Bonds 
€.  B.  A  Q.  Denver  Exten 


Plain  Bonds 
C.  B.  A  Q.  Sinking  Fund 


1908 
1899 
1899 
1879 
1879 

1887 
1878 
1879 
1880 
1880 


1881 
1881 


1958 
1949 
1949 
1919 
1919 

1927 
1918 
1919 
1920 
1920 


1922 
1921 


C.  B.  A  Q.  5*8  of  1013.. 


Matured  Bonds 


$74,865,000  00 

50.835,000  00 

34,165,000  00 

3.000,000  00 

12,502.000  00 

29.441.000  00 

13,751.000  00 

2.643.000  00 

430,000  00 

388,000  00 


7.968.000  00 
4.300,000  00 


$74,865,000  00 
50,835,000  00 
34.165.000  00 
2,082,000  00 
5,374.000  00 

21,939.000  00 

13.613.000  00 

932.800  00 

23.000  00 

22,000  00 


7,310.200  00 
3.667,000  00 


Total. 


$234,288,000  00 


$214,837,000  00 


ipiedfedascoUateral. 


*. 
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k  OMAHA  RAILWAY  COMPANY.  JUNE  30,  1914 
Obuoationb  and  I.ncoms  Bonds 


Total  Par  Valui 

HSLD  BY   RbSPONDBNJ 

Total  Par 

Valub 

Not  Hxld  by 

Rbspondknt 

Intbrbst 

lntreasur>' 

In  sinking  or 
other  funds 

Rate 
pcrct. 

When  payable 

Amount  accrued 
during  3rear 

Amount  paid 
during  year 

$914,000  00 

576.000  00 

6.070,000  00 

16,993,000  00 

3,734,000  00 

350,000  00 
1,500  000  00 

9.200.000  00 

6 
6 
6 
6 

3H 

5 
5 

5 

May  k  Nov. 
Jan.  k  July 
Apr.  k  Oct. 
June  k  Dec. 
June  k  Dec. 

May  A  Nov. 
Mar.  k  Sept. 

Mar.  k  Sept. 

$56,345  00 

34,875  00 

364,200  00 

1.014.010  00 

130.690  00 

17,500  00 
*  75,000  00 

400,972  34 

$55,200  00 
35,040  00 
363  150  00 

$634  09 

998  400  00 

50,000  00 

127.662  60 

17,650  00 
75,125  00 

374  375  00 

$50,634  09 

$39,337,000  00 

$2,093,592  34 

$2,046,602  50 

<3UINCY  RAILROAD  COMPANY.  JUNE  30,   1914 
Obuoationb  and  Incoub  Bonds 


Total  Par  Valub 
Hbld  by  Respokdbnt 

Total  Par 

Value 

Not  Held  by 

Respondent 

Interest 

Id  treasury 

In  sinking  or 
other  funds 

Rate 
perct. 

When  payable 

Amount  accrued 
during  year 

Amount  paid 
during  year 

$10,618,000  00 
384.000  00 
189.000  00 

19. 000  00 

23.000  00 

43,000  00 

600  00 

1,000  00 

3.000  00 

216,500  00 

76.000  00 

>$31.000  00 

11.363.800  00 

817.000  00 

5.443,500  00 
3,030.000  00 

$64,247,000  00 

50,451,000  00 

33,976,000  00 

2.082,000  00 

5,355,000  00 

21,886,000  00 

2,206.200  00 

116.200  00 

21,000  00 

19.000  00 

1,660.200  00 

561.000  00 

4 

5 
4 

4 

6 
6 

7 
7 

^ 

4 

Mar.  k  Sept. 
Jan.  k  July 
Jan.  k  July 
Aug.  k  Oct. 
Aug.  k  Oct. 

May  k  Nov. 
Jan.  k  July 
Jan.  k  July 
June  k  Dec. 
June  &  Dec. 

Feb.  k  Aug. 

Mar  k  Sept. 

$2,828,440  03 

1,779,225  00 

1,366.600  00 

105,537  55 

216,100  03 

887,526  67 

816.780  00 

55.968  00 

1,925  00 

1,860  83 

292.408  00 

146.680  00 

$2,741.680  00 

1.778.350  00 

1.365.120  00 

106.350  00 

215.960  00 

884.640  00 

815.322  00 

55.932  00 

2,030  00 

1,890  00 

292.346  00 

146,600  00 

2.825  00 

$11,573.100  00 

$20,685,300  00 

$182,568,600  00 



$8,499,051  11 

$8,408,845  00 
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FUNDED  DEBT  OF  DULUTH.  SOUTH  SHORE,  A 

A.    MoRTQAOK  Bonds,  Miscell&nkoitb 


Term 

Total  Par 

Designation  or  Bond  or  Obligation 

Date  of 
issue 

Date  of 
maturity 

Value 
Authorized 

MoRTOAOi  Bonds 
First  Mortgage 

First  Consol 

M.  H.  4  0.  R.  R.  6%      

1887 
1890 
1885 

1937 
1990 
1925 

$4,000,000  00 

20.000.000  00 

1.400,000  00 

Total 

125.400,000  00 

Explanatory 

Matured  Funded  Debt:  $3,000,000.00  authorized  Income  Certificates  issues  Dec.  31. 1892.  maturing  Dec.  31, 1912, 
were  outstanding  on  June  30,  1914.  None  of  these  certificates  are  held  by  respondent.  No  interest  accured  dur- 
ing the  year  nor  was  there  any  paid. 

B.      EQCUPMBIfT 


Series  or  Other  Designation 


Cash  Paid 
ON  Deliveet 

OF  EQriPlfBNT 


Princi- 


Original  amount 


Equip.  Tr'ist  Bonds,  10th  Seriea 
Equip.  Trust  Notes,  Uth  Series 
Equip.  Trust  Notes,  12th  Series 
Equip.  Trust  Notes,  13th  Series 
Equip.  Trust  Bonds,  9th  Series    . 

Total 


$56,200  00 
14.100  00 
74.000  00 
52.850  00 
23.400  00 


$221,000  00 
58.000  00 
310.000  00 
220,000  00 
207.000  00 


$220,550  00 


$1,016,000  00 
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ATLANTIC  RAILWAY  COMPANY.  JUNE  30.   1914 
Obuoationb.  akd  Incoux  Bokds 


Total  Par 

Total  Par 

Value  Held 

BY  Respondent 

Total  Par 
Valite  Not 

Held  by 
Respondent 

Interest 

Valor 
OuTBTANDirro 

Rate 

When   , 
payable 

Amount  accrued 
during  year 

Amount  paid 
during  year 

$3,816,000  00 
15.107.000  00 
1.077.000  00 

$3,816,000  00 

15.107,000  00 

1.077.000  00 

5 
4 

G 

Jan.  A  July 
Feb.  AAug. 
Apr.  A  Oct. 

$190,800  00 
604,280  00 
64,620  00 

$190,800  00 
64.620  00 

$20,009,000  00 

$20,000,000  00 

$859,700  00 

$255,420  00 

Remarks 

Of  $236,213.19  Car  Trust  Notes  issued  April  2.  1896.  maturing  April  1.  1906.  $186,213.19  were  outstanding  on 
June  30.  1914.  None  of  these  certificates  are  held  by  the  respondent.  No  interest  accrued  during  thp  year  nor  was 
there  any  paid. 

Trust  OBLtOATioifs 


DcrERRED  Patments 

pal 

lutere<«t 

Amount  accrued 
during  year 

Amount  paid 
daring  year 

Rate 

Amount 
outstanding 

Original 
amount 

Amount 
outstanding 

percent 

$44,000  09 
40.600  00 
217.000  00 
198.000  00 

$24,220  00 

6.380  09 

38.362  50 

51,975  00 

24,997  50 

$1,320  00 
3,248  00 
19,530  00 
42,322  50 

$2,640  00 

1,778  67 

11,625  00 

-9,405  00 

750  00 

$3,080  00 
1,972  00 

11.867  50 
9,652  50 
1.350  00 

4 

4.4 

$499,600  00 

$145,845  00 

$66,420  50 

S26.198  67 

$27,912  00 
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FUNDED  DEBT  OF  GREAT  NORTHERN 

MORTQAOI  BONM,   MiSCBLLANBOCB 


Designation  or  Bond  or  Oblioation 

Tbrm 

Total  Par 
Valub 

AUTHORIZXD 

Total  Par 
Vall-r 

Date  of 
issue 

Date  of 
maturity 

Oftbtanding 

MoRTOAOK  Bonds 
Great  Northern  Ist  and  Refunding  Gold  Bonds 

St.  P.  M.  A  M.  Ry.  Co.  Consolidated  Mtge 

Montana  Extension 

Pacific  Extension 

Montana  Central  Ry.  Co 

Minneapolis  Union  Ry.  Co 

Eastern  Ry.  Co.  of  Minn.  N.  Div 

WiUimar  k  Sioux  Falls  Ry.  Co 

Spokane  FaDs  A  Northern  Ry.  Co 

1911 

1883 

1887 
1800 

1887 
1882 

1898 
1888 
1889 

1961 

1933 

1937 
1940 

1937 
1922 

1948 
1938 
1939 

«600,000.000  00 

50.000.000  00 

25,000.000  00 
29,090,900  00 

10.000  000  00 
3,000,000  00 

15.000,000  00 
3.646,080  00 
2.812.000  00 

222,400,000 
215,227,000 

170.535,000  00 
13,344.000  00 
i 21, 166,000  00 
I  8,344.000  00 
21,687.000  00 
29.090.909  00 
,6.000.000  00 
U.000,000  00 
12,150.000  00 
\    650.000  00 

9.700.000  00 
3.646,000  00 
2,812,000  00 

COLLATIRAL  TrUST  BoNDS 

N.  p.,  G.  N.,  C.  B.  4  Q.  Collat.  Jt.  Bonds 

IsBued 

G.  N.  Proportion 

107,613,500  00 

Total 

S300.738  409  00 

1  Coupon  bonds,  Jan.  &  July:  Registered  bonds  Jan.,  April,  July,  Oct. 


Digitized  by 


Google 


Statistics — Steam  Railroads 


797 


RAILWAY  COMPANY.  JUNE  30.  1914 
Oblhutions,  and  Ikgomk  BoNDe 


Total  Par  Value 

HXLD  BT  RbsPONDBNT 

Total  Par 

Valui 

Not  Held  bt 

Rbspondekt 

iNTBRBflT 

In  treasury 

Pledged  as 
collateral 

Rate 
perct 

When  payable 

Amount  aconed 
during  year 

Amount  paid 
during  year 

135.535,000 

$35,000,000 
13.344.000 
21.166.000 
8.344.000 
10.185.000 
29.000.909 
6,000.000 
4.000.000 
2.150.000 
650,000 

9,695,000 

3,625.000 

229,000 

4H 

6 

4H 

4 

4 

4 

6 

5 

6 

5 

4 

5 

6 

(•) 
0) 
4 

Jan.  and  July 

Jan.  and  July 

Jan  and  July 

Jan.  and  July 

June  and  Dee... 

Jan.  and  July 

Jan.  and  July 

Jan.  and  July..  .. 

Jan.  and  July...... 

Jan.  and  July. 

Apr.  and  Oct 

June  and  Dec 

Jan.  and  July 

(I) 

$1,487,500  00 
800,640  00 
952,720  00 
335,335  24 
407,400  00 
1,163.636  36 
360.000  00 
200,000  00 
129.000  00 
32.500  00 

387.800  00 

181.250  00 

13.740  00 

4,304.540  00 

$1,486.735  00 
801.480  00 

951.345  00 



ill. 562.000 

336.880  00 

407.240  00 

1.163.045  11 

359,925  00 

196,100  00 

129,000  00 

5.000 

"21.000 

2,583.000 

32.500  00 

386,840  00 
180.900  00 
13.680  00 

0)   

107,613,500 

4.304.540  00 

135,540.000 

$14,106,000 

$251,092,409 



" 

$10,756,061  60 

$10,750,210  11 
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FUNDED  DEBT  OF  ILLINOIS  CENTRAL 
A.    MoBTGAOB  Bonds.  MiscELLAKBors 


DCSIGNATION  OP  BOND  OR  ObUOATION 


Tbrm 


Date  of 


Date  of 
maturity 


Total  Par 
Valuk 

ArTHORIZKD 


MORTOAOK  BOND« 


1st  Mortgage,  sterling  Ext'd    

Gold.  3^11,  Ist.  Mortgage  Ext'd 
Gold  4s.  1st  Mortgage 

Gold  3J28.  1st  Mortgage 

Sterling  Ss.  1st  Mortgage 

Gold  3hs.  Ist  Mortgage  Ext'd 
Ut  Mortgage  on  K.  A  S.  W. 
Ist  Mortgage  on  D.  A  S.  C 
Ist  Mortgage  on  Omaha  Div.   . 
Ist  Mortgage  on  Louisville  Div  . 


Ist  Mortgage  on  St.  Louis  Div 

Ist  Mortgage  on  St.  Ixiuis  Div 

Ist  Mortgage  on  Spgfld.  Div 

Ist  Mortgage  on  Litchfield  Div 

1st  Mortgage  on  Purchased  Lines 

Refunding  Mortgage  4fl    

Belleville  A  Carondelet  1st  Mortgage 

Carbondale  A  Shawneetown  1st  Mortgage 

St.  Louis  A  Southern  Ist  Mortgage 

First  Lien  Equipment  48 


Collateral  Trust  Bonds 


Sterling 

Gold4sofl952  

Cairo  Bridge  

Gold  4s  of  1953 

iH%  Secured  Gold  Notes  of  1914 


1875 
1905 
1886 
1886 
1895 

1951 
1950 
1951 
1951 
1951 

$2,500,000 

1,000.000 

1.500.000 

'      2,500.000 

2,500.000 

1903 
1881 
1895 
1900 
1897 

1951 
1921 
1951 
1951 
1953 

3.000.000 
1.000.000 

10.000.000 
5,000.000 

25.000.000 

1897 
1897 
1898 
1900 
1904 

1951 
1951 
1951 
1951 
1952 

5.000.000 
10.000,000 
2,000.000 
4.000.000 
20,000,000 

1908 
1883 
1887 
1886 
1908 

1956 
1923 
1932 
1931 
1923 

120.000,000 
485.000 
250.000 
550.000 

30.000.000 

1886 
1888 
1892 
1892 
1912 

1050 
1952 
1950 
1953 
1914 

5.352.000 
15,000,000 

3.000.000 
25,000.000 
15.000.000 

Income  Bonds 
St.  Louis  A  Southern  2nd  Mortgage  

MiSCELLANKOrs 

Real  Estate  Mortgage 

Total 


1886 


1910 


1931 


122.000 


100.000 


1309,859,000 


B.    Equipment  Trust 


Cash  Paid 
on  Deuvkry 
or  Equipment 

'Dbpbrrbd 

Seriks  or  Other  Designation 

Principal 

Original 
amount 

Amount 
outstanding 

Series  "A" 

Series  "B" 

$9,487,462  80 
4.347,424  81 

$8,000,000  00 
3.500,000  00 

$7,200,000  00 
3.325,000  00 

Total 

$13,834,887  61 

$11,500.000  00 

$10,525,000  00 

>  Included  in  "Rents  Payable  for  Lease  of  Roads,"  Income  Account. 
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RAILROAD  COMPANY.  JUNE  30.  1914 
Obligations,  and  Incoicb  Bonds 


Total  Par 

Total  Par 
Value  Held 
BY  Re- 
spondent 

Total  Par 
Vall'e  Not 

Held  bt 
Respondent 

Interest 

Value 
Outstanding 

Rate 

% 

When 
payable 

Amount 

accrued 

during  year 

Amount 

paid 
during  year 

$2,500,000 
1.000,000 
1,500,000 
2.499.000 
2,500.000 

3.ooa,ooo 

$2,500,000 
1.000,000 
1,500.000 
2.499.000 
2,500.000 

3.000,000 
968,000 
5.425.000 
5,000.000 
22.788,000 

4,998.000 
8.377.000 
2.000,000 
3,235.000 
12,000,000 

37,740,000 
470.000 
241.000 
538.000 

5.266.000 
15.000.000 

3,000,000 
24.929.000 

6.000 
100,000 

4 

^M 
5 

4 
3 

m 

3 

3^ 

3J2 

3 

3H 

4 
6 
4 
4 
4 

3H 

4 
4 

4H 

4 

April— Oct. 
June — Dec. 
Jan. — July 
Jan.— July 
Mar.— Sept. 

April— Oct. 
Feb.-Aug. 
Feb.— Aug. 
Feb.-Aug. 
Jan.— July. 

Jan.— July. 
Jan. — July. 
Jan.— July. 
Jan.— July. 
Jan.— July. 

May-Nov 
June— Dec. 
Mar.- Sept 
Mar.-Sept 
Jan.— July 

Jan.— July 
April— Oct. 
June— Dec. 
May-Nov 
Jan.— July. 

May— Nov. 

$100,000  00 
35,000  00 
60,000  00 
87.465  00 
75,000  00 

106,000  00 
48.400  00 

0) 

$150.160  00 
35.000  00 
59.700  00 
86.940  00 
109.395  00 

105.070  00 

968.000 
5,425,000 

48.350  00 

0) 

5,000.000 

$1,100,000 

20.485.000 
71.000 

(0  .. 

(1) 

23,888,000 

(1) 

(1) 

4.998.000 
8.377.000 
2.000.000 
3.235.000 
12,000.000 

37,740.000 
470,000 
241.000 
538.000 

20,485,000 

5,266,000 
15,000.000 

3.000.000 
25.000,000 

6.000 

149,940  00 

293,195  00 

70,000  00 

95.455  00 

420,000  00 

1.427.333  34 
28,200  00 
9,640  00 
21,520  00 

184.310  00 
600.000  00 
120,000  00 
997,160  00 
675,000  00 

149,730  00 
292.652  50 
70.000  00 
93,360  00 
418,827  50 

1.428,460  00 
27.270  00 
9,480  00 
20.560  00 

184,415  00 
600,010  00 
120.000  00 
996,090  00 
769,702  50 

100.000 

4,000  00 

4,000  00 

1186,736,000 

$21,656,000 

$165,080,000 

$5,606,618  34 

$5,779,172  50 

Obugations*^ 


Patments 

Interest 

Interest 

Amount  accrued 
during  year 

Amount  paid 
during  year 

Rate 

Original  amount 

per  cent 

$1,890.000  00 
918.750  00 

$1,539,000  00 
831.250  00 

$336,000  00 
151,909  72 

$351,000  00 
82.638  89 

5 

$2,808,750  00 

$2,370,250  00 

$487,909  72 

$433,638  89 
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FUNDED  DEBT  OF  MINNEAPOLIS,  8T.  PAUL 
A.    MoRTQAox  Bonds.  Mucillanbous 


Tbrm 

Dbsiqnation  op  Bond  or  Obligation 

Date  of 
issue 

Date  of 
maturity 

Total  Par 
Valub 

AUTRORIZBD 

MoRTOAOB  Bonds 
Minneapolis.  S.  M.  &  Ail.,  Ist  M^tgsge  Bonds 

1886 
1886 
1888 
1899 

1909 

1936 
1926 
1938 
1949 

2008 

$4,290,000 
10.000.000 

Minneapolis,  St.  P.  A  8.  8.  M.  Ry..  Consol.  Bonds 

Minneapolis.  St.  P.  A  S.  S.  M.  Ry.  2nd  Mort«a«e  Bonds 

COLLATBRAL  TbUBT  BoNDS 

Wisconsin  Central  Ry.,  lease  line  certificates 

60.716,000 
5,000.000 

12,500,000 

Total 

192.506.000 

B.    Eql^iphxnt 


Cash  Paid 
ON  Dblivxrt 
OP  Equipment 

Seros  or  Othbr  Dbsiqnation 

Principal 

Original 
amount 

Amount 
outstanding 

W.  A.  Reed  A  Co.  "A" 

W.  A.  Reed  4  Co.  "B" 

W.  A.  Reed  4  Co.  "C" 

W.  A.  Reed  4  Co.  "D" 

$557,001  25 
426.630  00 
168,866  29 
260.060  84 
626.657  19 

287.586  02 

$1,935.000  00 
1.220.000  00 
1.190.000  00 
1.020.000  00 
3,180.000  00 

1,280,000  00 

$591,000  00 
732,000  00 
840.000  00 
816.000  00 

W.  A.  Reed  4  Ca  "E" 

R.L  Taylor 'T' 

2.862.000  00 
1,216,000  00 

Total 

$2,326,801  59 

$9,825.000  00 

$7,057,000  00 
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A  SAITLT  STE.  MARIE  RAILWAY  COMPANY.   JUNE  30,  1914 
OBUoATiom,  akdJncome  Bonds 


Total  Par 

Total  Par 
Value  Held 
BT  Re- 
spondent 

Total  Par 
Value  Not 

Held  bt 
Respo.vdbnt 

Intbbest 

Value 

OUTSTAWDINO 

Rate 

% 

When 
payable 

Amount 

accrued 

during  year 

Amount 

paid 

during  year 

$286,000 
8,136,000 
56,863,000 
3,500,000 

11,169,600 

$286,000 

8,136.000 

56,863,000 

3,500.000 

11,169,600 

4 

4&5 
4 
4 

4 

Jan.— July. 
Jan. — July. 
Jan.— July. 
Jan. — July. 

Apr.— Oct 

$11,440  00 

325.480  00 

2,198,040  00 

140,000  00 

446.764  00 

$11,440  00 

326,100  00 

2,105,120  00 

140.480  00 

447,242  00 

$79,954,600 

$79,954,600 

$3,121,724  00 

$3,030,382  00 

Trust  OBUOATioNe 


PATmNTB 

Interbbt 

Intbrept 

Amount  accrued 
during  year 

Amount  paid 
during  year 

Rate 

Original                        Amount 
amount                     outntanding 

per  cent 

$511,500  00    1               $37,875  00 
279,075  00                    98.820  00 
283.275  00    |               129.150  00 
240.975  00    1               153.000  00 
751.275  00    !               547,357  50 

329,955  56    |               292.888  89 

$31,950  00 
35,685  00 
40,050  00 
39,780  00 

132.367  50 

37,066  67 

$36,750  00 
37.057  50 
41,850  00 
40.162  50 

139,522  50 

32.000  00 

5 

4>^ 
4J.4 
5 

$2,396,055  56    '         $1,259,091  39 

$316,899  17 

$327,342  50 

R.R.C.— 51 
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FUNDED  DEBT  OF  NORTHEN  PACIFIC 
MoRTQAOB  Bonds,  MmcBUABrBouB 


DSfllQNATION  or  BOKD  OR  ObUOATION 


Term 


Date  of 
iflBue 


£>ateof 
maturity 


Total  Par 
Valur 

ACTHORIZXD 


MORTQAOR  BOKBB 

St.  Paul  k  Nor.  Pac.  Ry.  Co..  General  mortgage ... 
N.  P.  Ry.  Co.,  Prior  Lien  mortgage 


General  Lien  mortgage.. 


St.  Paul  ft  n.  Div.  mortgage 

St  Paul  ft  Duluth  Ry.  Co 

First  mortgage 

Second  mortgage 

First  ConsoL  mortgage 

Duluth  Short  Line  Ry.  mortgage 

T.  Falls  ft  Lake  Superior  Ry.  mortgage 

Waahington  ft  Col.  K\ver  Ry.  First  mortgage .. 

COLLATBRAL  TrUST  BoND 

N.  p.,  G.  N..  Joint  C.  B.  ft  Q.  ColUteral 


Total 


1883 
1897 


1897 
1900 


1881 
1897 


1886 
1884 


1895 
1901 


.1923 
1997 

2047 

1996 

1931 
1917 
1968 
1916 
1914 

1935 

1921 


$  10,000.000  00 
130,000,000  00 

60.000,000  00 

20.000.000  00 

1,000,000  00 

2.000.000  00 

5,000.000  00 

500,000  00 

210.000  00 

2,622.000  00 

222,400.000  00 


FUNDED  DEBT  OF  WISCONSIN  CENTRAL 
A.    MoRTQAQK  Boypa.  Mmcrllaicrquc 


DmoNATioN  or  Bond  or  Obuoation 


MoRTOAOR  Bonds 

C.  W.  ft  M.  R.  R..  Ist 

Sup.  4  Dul.  Div.  ft  Terminal 

W.  C.  Railway.  1st  general 

M.  ft  8.  E.  Division  P.  M.  mortgage 

W.  C.  First  ft  Refunding  mortgsge 


Total... 


Tsfui 


Date  of 


1885 
1906 


1901 
1909 


Date  of 
maturity 


1916 
1936 
1949 
1951 
1959 


Total  Par 

Valub 
Atttbgriked 


$835,000 

7.500,000 

27,000,000 

450,000 

60,000,000 


$95,785,000 


B.    EgmwotNT 


Cabh  Paid 
ON  Dblivkrt 
or  Equipment 

Deterred 

Skrrs  or  Othbr  Dsbionation 

PHndpal 

Original  amount 

Amount 

Haskefl  and  Barker  Car  Co 

M.,  St.  P.  ft  S.  S.  W.  Ry  Co 

M..  St  P.  ft  S.  8.  M.  Ry.  Co 

$34,807  50 

$104,422  50 
700.144  03 
254.232  52 

1,280.000  00 
561.600  00 

781.425  00 

$595,122  40 
228,808  80 

M.,  St.  P.  ft  S.  S.  M.  Ry.  Co 

HaskeU  and  Barker  Car  Co 

Haskell  and  Barker  Car  Co 

287,586  02 
62.400  00 

86,825  00 

1,216.000  00 
149,760  00 

260,475  00 

Total 

$471,618  52 

$3,681.824  05 

$2,450,166  20 

^Northern  Pacific  proportion.  Total  par  rahie  outstancfing  for  whole  issue  $215,227,000.00 
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RAILWAY  COMPANY.  JUNE  20,  1914 

OSLIOATIONa,  AND  InCOIR  BoNDB 


Total  Par 

Total  Par 

Valub 

Hbld  bt 

Rebpondbkt 

Total  Par 
Valub  Not 

Hbld  bt 
Rbspondbnt 

Intbrbst 

Valub 

OTTOTAIfDINO 

kate 
percent 

When 
pa>-able 

Amount  accrued 
during  year 

Amount  paid 
during  year 

$7,885!000 
111.652.500 

$7,885,000 
111.652,500 

54,601,600 

8,080,000 

1,000,000 

2,000,000 

1.000,000 

500.000 

140,000 
n06,342,500 

6 
4 

3 

4 

5 
5 
4 
5 
6 

4 

4 

Feb.-.\ug. 
(Jan.- Apr. 
\JuIy-Oct. 
fFcb.-May 
\Aug.-Nov. 

June-Dec. 

Fcb.-Aug. 

Apr.-Oct. 

June-Dec. 

Mar.-Sept. 

Jan.-July 

Jan.-July 

Jan.-July 

$473.170  00 
4.394.440  00 

1.568.795  00 

323.200  00 

50.000  00 
100.000  00 
40,000  00 
25.000  00 
6.300  00 

5.600  00 

4.253.700  00 

$473,220  00 
4,352.795  00 

60.000,000 
8.080.000 
1.000.000 

$    5,398,500 

1.542,915  00 
324.160  00 
50.050  00 

2.000.000 

1.000.000 

500,000 

99.725  00 
39.580  00 
24.850  00 

12.600  00 

2,620,000 
1107.613.500 

2,480,000 
21,271,000 

5.600  00 
4.253.700  00 

$302,351,000 

$9,149,500 

$293,201,500 

$11,240.205  00 

$11,179,195  00 

RAILWAY  COMPANY.  JUNE  30,  1914 

"  OBMOATIONa.  AND  IncOMB  BoWDfl 


Total  Par 

Total  Par 

Valub 

Hbld  bt 

Rbspondbnt 

Total  Par 
Valub  Not 

Hbld  bt 
Rbbpondbnt 

Intbrbst 

Valub 
Outstanding 

Rate 
percent 

When 
payable 

Amount  accrued 
during  year 

Amount  paid 
during  year 

$776,000 
7.500.000 

$776,000 

7.500.000 

23.529.000 

376.000 

5.816.000 

Mar.-Sept. 

May-Nov. 

Jan.-July 

May-Nov. 

Apr.-Oct. 

$46,560  00 
300,000  00 
943,185  56 
15,296  90 
229,934  45 

$46,560  00 
300,000  00 

23,529.000 

943.185  56 

376,000 
8.666,000 

$2,850,000 

15.343  56 
228.434  45 

$40,847,000 

$2,850,000 

$37,997,000 

$1,534,976  91 

$1,533,523  57 

Trubt  Obuoations 


Patmbnts 

ItOerut 

Original 
amount 

Amount 
outstanding 

Amount  accrued 
during  year 

Amount  paid 
during  year 

Rate 
per  cent 

$18,796  06 
317,123  76 

60.084  82 
329.955  56 

89.856  00 

126.028  00 

$234,329  i59 

48.930  38 

297.956  56 

7,488  00 

15.628  50 

$388  10 

27.436  92 
10.582  41 
37.066  67 
8.170  24 

11,761  90 

$469  90 
27.962  03 

5.434  21 
32.000  00 

8.236  80 

13,544  70 

4 
4 

$940.844  20 

$604.332  03 

$95.406  24 

$87,647  64 



*  Northern  Psoific  proportion. 
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FUNDED  DEBT  AND  IN 


Namb  op  Road 


a.    IntentaU  Road$ 


Chicago  A  North  Western 

Chicago.  Burlington  A  Quincy 

Chicago,  Milwaukee  k  St.  Pfcul • 

Chicago.  St.  Paul.  Minneapolis  A  Omaha... 
Duluth,  South  Shore  &  Atlantic 


Elgin,  Jolict  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 
Northern  Pacific 

Wisconsin  A  Michigan 

Total 


h.    IntradaU  Roadt 


Ahnapee  A  WeBt«m 

Ashland,  Odanah  A  Marengo. . 

Bayfield  Transfer 

Chippewa  Valley  A  Northern- 
Green  Bay  A  Western 


lola  A  Northern 

Kewaunee.  Green  Bay  A  Western... 

La  Crosse  A  Southeastern 

Marinette.  Tomahawk  A  Western... 
Mineral  Point  A  Northern 


Northwestern  Coal  R'y  Co... 
Stanley.  Merrill  A  Phillips . 

Tomahawk  A  East<'m 

Wisconsin  A  Northent 

Wisconsin  Northwestern 


Waupaca  A  Green  Bay... 

Total         


Total  Par  Vallts  Ouibtanddni. 


Mortage 
bonds 


S187. 713.000 
203,849,800 
355.334,500 
30.187.634 
20,000.000 

10.000,000 
193.124.909 
138.3(^,000 

68,785.000 
194,737,500 

2,751.000 


$1,404,847,343 


$425,000 


1.500,000 
140,000 


408.000 
1.000.000 


450.000 
500.000 


66.000 


14.489.000 


Collateral 
trust  bonds 


$29,736,000 
7.310.200 


107.613.500 
48.266.000 
11.169.600 

107.613.500 


$311,708,800 


$7,000 


$7,000 


Plain  bonds, 
debentures, 
and  notes 


$19,695,000 
3,667,000 

131.545.654 
9,200,000 


$164,107,664 


^Receipts  outstanding  for  funded  debt. 
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TEREST.  ENTIRE  SYSTEM,  1914 


Junk.  30,  1914 

Total  Par 
Value  Held 

BY 

Rkspondent 
Corporation^ 

Interest 

Income  bonds 

Miacellaneoub 

funded 
obligations 

Equipment 

trust 
obligations 

Total 

Amount 

accrued 

during  year 

Amount 

paid  during 

year 

$100,000 

$13,400,000 

499.600 

10.525.000 
7.057,000 

$250,544,000 

214.827,000 

486.880. 15t 

39.387,634 

20.499.600 

10,000,000 
300,738.409 
197.261,000 

87.011.600 
302,351,000 

3.868.245 

$34,743,500 

32,258,400 

155,653.700 

50,634 

49.646.000 
21,656,000 

9.149.500 

350,000 

$9,239,007  59 
8.499.051  11 

13,254.822  89 
2.093.592  34 

885,898  67 

500,000  00 
10,756.061  60 
6.094.528  06 
3,438,623  17 
11,240,205  00 

$8,977,807  48 
8,408,845  00 

13,609,363  53 

2,046,602  50 

283,332  00 

500.000  00 

16.000 

10.750,210  11 
6,212.811  39 
3.357.724  50 

1,117,245 

11.179.195  00 

$1,123,245 

$100,000 

$31,481,600 

$1,913,368,642 

$303.. "507. 734 

$66,001,790  43 

$65,325,891  51 

i$30.000 
20.000 

$425,000 

1,506,006 
147.000 

30.000 

408,000 

1.000,000 

450,600 

^,m 

26,000 

66,000 

$16,600 
706,006 

$21,250  00 

75,666  00 
6,962  51 

20.400  0" 
15,000  C 

22,500  ( 

$21.250  00 
3,102  51 

^n  Ann  nn 

25,000  ( 

706  i 
3,300  C 

$50,000 

$4,546,000 

$710,000 

$190,119  'i 

>DoeB  not  include  Equiptment  Trust  Obligations. 


Digitized  by 


Google 


806 


Report  of  Railroad  Commission 

RECAPITULATION  OF  CAPITALIZATION 


Name  op  Road 


Capxtai.  Stock 


Total  par  value 
value  outstanding 


To  railways 


To  othfT 
propertiee 


Miles 


a.    InUrttaie  Roads 

Chicago  &  North  Western 

Chicago,  Burlington  &  Quincy 

Chicago.  Milwaukee  k  St.  Paul 

Chicago.  St.  Paul,  Minneapolis  &  Omaha  . 
Dulnth,  South  Shore  4  Atlantic 


Elgin,  Joliet  4  Eastern 

Great  Northern 

niinois  Central 

Minneapolis,  St.  Paul  &  Sault  Ste.  Marie . 
Northern  Paci'ic %.... 

Wisconsin  &  Miehigan 


h.    Intnuiate  Ro(uU 

Ahnapee  &  Western 

Ashland.  Odanah  &  Marengo 

Bayfield  TrMwfer 

Chippewa  Valley  6c  Nwthern 

Green  Bay  &  Western j.. 


lola  &  Northern 

Kewaunee.  Green  Bay  &  Western 

La  Crosde  A  Southeastern 

Marinette.  Tomahawk  &  Western  . 
Mineral  Point  &  Northern 


Northwertem  Coal  R'y  Co  . 
Stanley.  Merrill  &  Phillips.. . 

Tomahawk  &  Eastern 

Wisconsin  A.  Northern 

Wisconsin  Northwestern 


Waupaca  4  Green  Bay .. 

Total 


$154,854,495  53 

110.839,100  00 

233,130,300  00 

34,044,194  99 

22,000,000  00 

10,000,000  00 
238.820,492  80 
119,285,700  00 

37,810,200  00 
248,000,000  00 

1,500.000  00 


$154,854,485  53 

110,839400  00 

233,130,300  00 

34.044.194  99 

22,000,000  00 

10,000.000  00 
232.320.492  80 
119.285,700  00 

37.810.200  00 
248.000.000  00 

1.500,000  00 


$6,500,000  00 


7,945.50 
8.943.69 
9,629  79 
1.680.43 
601.55 

235.85 
7,526.47 
2.281.73 
3.019.91 
6,756.99 

114.60 


$1,210,284,473  32 


$1,203,784,473  32 


$6,500,000  00 


$439,500  00 

100,000  00 

1.675,400  00 

58,000  00 

10,100.000  00 

71.400  00 
664.950  00 
955,000  00 
250.000  00 
550,000  00 

1,000.000  00 

100,000  00 

1,000  00 

1,339,900  00 
300.000  00 

61.400  00 


M39.500  00 

100,000  00 

1.675.400  00 

58,000  00 

10,100.000  00 

71,400  00 
664,950  00 
955.000  00 
250.000  00 
550,000  00 

1,000,000  00 

100,000  00 

1,000  00 

1,339,900  00 
300,000  00 

61.400  00 


48.736.51 


34.00 
27.50 
3.8C 
15.64 
225.00 

4.70 
36.70 
40.81 
21.«) 
26.40 


42.17 


56.51 
15.30 


9.85 


$17,666,550  00 


$17,666,550  00 


560.34 


FUNDED  DEBT  ISSUED  DURING  YEAR  ENDING  JUNE 


Total  Par  Valub  Isbubd  During  Ybae 

CA«a 

Name  op  Road 

tsr 

Miscellaneous 
obligations 

Total 

Mortmre 

a.    InUrdaU  Roadt 

Chicago  A  North  Western. 

Chicago,  Burlington  &  Quincy 

Chicago,  Milwaukee  &  St.  Paul 

Chicago,  St  Paul,  Minneapolis  &  Omaha 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  &  Sault  Ste  Marie 

Northern  Pacific 

$11,146.000  00 

6,231.000  00 

33.753.900  00 

1.789.588  07 

7,471.000  00 

2.000,000  00 
1,947,000  00 
3,000,000  00 

$  8.000.000  00 

5,500,000  00 
1.280.600  00 

$19,146,000  00 

6,231,000  00 

33,753,900  00 

1,789,588  07 

7,471.000  00 

7,500.000  00 
3,227,600  00 
3.000.000  00 

$10,000,000  00 

32,855.253  00 
1.829.880  00 

1,800.000  00 
1.799.592  50 
2.850.565  00 

h      Inlrtudnhi  RandM 

$67,338,488  07 

$14,780,600  00 

$82,119,088  07 

$51,135.290  50 

Waupaca  ft  Green  Bay 

$66,000  00 

$66,000  00 
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ENTIRE  SYSTEM.  1914 


Funded  Debt. 

Total  Ratlwat 
Capital 

Amount 

per  mile 

ofUne 

Total  par  value 
outstanding 

To  railways 

To  other 
properties 

MUe« 

Amount 
per  mile 
of  line 

Total  par  value 

outstanding 

assigned  to 

railways 

Amount 
per  mile 
of  line 

$19,489 
12.393 
24,209 
20,259 
36.572 

42.400 

$250,544,000  00 

214.827.000  00 

486,880,154  00 

39,387.634  09 

20.499.600  00 

10.000,000  00 
300.738.409  09 
197.261,000  00 

87,011,600  00 
302,351,000  00 

3.868,245  00 

$250,544,000  00 

214,827.000  00 

486.880,154  00 

39.387.634  09 

20,394,210  70 

10,000,000  00 
193.124,909  09 
197,261.000  00 

87,011,600  00 
302.351.000  00 

3,868,245  00 

$105,389  30 

7.945.50 
8,943.69 
9.629.79 
1.680.43 
601.55 

235.85 
7,526.47 
2.281.73 
3,019.91 
6,756.99 

114.60 

$31,533 
24,020 
50,560 
23,439 
33.903 

42,400 
25,660 
86,452 
28,813 
28.820 

33.754 

$405,398,485  53 

325,666,100  JDO 

720,010.454  00 

73,431.829  08 

42.304,210.70 

20,000,000  00 

425.445.401  89 

316,546,700  00 

124,821,800  00 

.550,351,000  00 

5,368,245  00 

$51,022 
36,413 
74,769 
43.698 
70,476 

84,800 
56,527 
138,731 
41.333 
65.623 

46.843 

30.867 
52.279 
12.520 
36.703 

13.089 

107.613.500  00 

$24,700 

$1,913,368,642  18 

$1,805,649,752  88 

$107,718,889  30 

48,736.51 

$37,049 

$3,009,434,226  20 

$61,749 

$12,926 
3.636 

$425.000  00 

1,500,000  00 
147,000  00 

30,000  00 

408,000  00 

1.000,000  00 

450,000  06 

500,000  00 

20.000  00 

66.000  00 

$425.000  00 

i,5oo,6odoo 

147,000  00 

30.000  00 

408,000  00 

1,000.090  00 

450.000  00 

500.000  00 

34.00 

3.86 
15.64 

4.70 
36.70 
40.81 

26.40 

42.17 
56.51 

$12,500 

9.399 

6.383 
11.117 
24.504 

17,046 

11,857 
3  64 

6,700 

$864,500  00 
100,000  00 

3,175.400  00 
205,000  00 

10,100.000  00 

101,400  00 
1,072.960  00 
1,955,000  00 

250,000  00 
1,000,000  00 

1.000.000  00 

600,000  00 

1,000  00 

1,359,900  00 
300.000  00 

127.400  00 

$25,426 
3.636 

3.708 
44.889 

15.191 
18.118 
23,377 
11,416 
20.833 

13.107 
44.889 

21,674 
29,235 
47.881 
11.416 
37,879 

2,371 

14.228 

23.871 
19.608 

20,000  00 
66.000  00 

24.226 
19.608 

12,934 

6.234 

9.85 

$31,528 

$4,546,000  00 

$4,546,000  00 

270.64 

$16,797 

$22,212,550  00 

30,  1914.  AND  PURPOSE  OF  THE  ISSUE. 


Rkalizbd  on  Amount  Issued 
DuRtNO  Year 

Purpose  op  the  Issue 

obli«»Uons 

ToUl 

$3,821.856  80 

$13,821,856  80 

32,856,253  00 
1,829,880  00 

Construction  of  new  properties,  additions  and  betterments,  refundment  of  securities. 
Refundment  of  securities  and  to  reimburse  the  treasury  for  expenditures  on  the  property. 
Construction  of  new  properUes,  additions  and  betterments,  and  acquisition  of  securities. 
Issued  for  cash,  additions  and  betterments  and  refundment  of  securities,  additions  and 

[betterments  and  acquisition  of  securities. 

Additions  and  betterments  and  acquisition  of  securities. 

Construction  and  purchase  of  property  and  additions  and  betterments. 

New  acquisition  and  betterments. 

6,045.000  00 
1.245,203  63 

6.845.000  00 
3.044.796  13 
2.860.666  00 

$10,112,060  43 

$61,247,360  93 

Cash  and  refundment  of  secnritiett. 
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EXPENDITURES  FOR  ADDITIONS  AND 


Name  op  Road 


Right  of  way 

and  station 

grounds 


Real  estate 


Widetung  cuts 
andmb 


A.    Wisconsin 
a.  InterttaU  RoadM 


Chicago  A  North  Western   

Chicago,  Burlington  &  Quincy 

Chicago,  Milirauicee  &  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  &  Omaha  . 
iiluth,So       ~ 


Duluth,  South  Shore  &  Atlantic 


Elgin,  Joliet  k  Eastern 

Great  Northern 

lUinuis  Central 

Minneapolis,  St.  Paal*  Sault  Stc.  Marie 
Northern  Pacific 


$173,182  60 

103.099  76 

4,572  92 

75 


5.779  35 


S23.421  49 
9,696  50 


1,223  46 


Wisoonan  k  Michigan . 
Total 


6.  IntrariaU  Roadt 


Ahnapee  A  Western 

Ashland,  Odanah  Sc  Marengo  . 

Bayfield  Transfer 

Chippewa  Valley  A  Northern.. 
Green  Bay  &  Westo-n 


lola  A  Northern 

Kewaunee,  Green  Bay  4  Western  . 

La  Crosse  &  Southeastern 

Marinette,  Tomahawk  A  Western 
Mineral  Point  A  Northern 


Northwestern  Coal  Ry.  Co.. 
Stanley,  Merrill  A  Phillips . 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northwestern  . . . 


Waupaca  A  Green  Bay.. 
Total 


1287,858  84 


1100  00 


3,200  00 
400  00 


$36,395  32 

M,863  23 
2,241  27 
9.095  29 


1,113  13 


g70  00 


$21,938  12 


B.    ENTnut  Ststbm 
IrUerttate  Roads 


Chicago  A  North  Western 

Chicago.  Burlington  A  Quincy 

Chicago,  MUwaukee  A  St  Paul 

Chi'^o.  St  Paul,  Minneapolis  A  Omaha... 
Duluth,  South  Shore  A  Atlantic 


Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St  Paul  A  Sault  Ste.  Mane... 
Northo-n  Pacific 

Wisconsin  A  Michigan 

Total 


$2,909  50 


$195,265  84 

1,755,620  41 

570.242  06 

4,555  17 

203  25 

9.051  06 
677,307  60 
108.224  06 
90.535  98 
69.124  97 


$3,480,130  40 


$112,325  11 


$100  00 


$^324  tf4 

SSI  U 

129,543  66 

S,m  10 

699  00 

7.221  60 
7,9$1  25 
4,888  55 
1,885  46 
181.509  96 


$309,348  80 


$100  00 


$87,244  58 
13.931  23 

358.756  84 

2,780  85 

37,494  73 


66.746  00 


12.570  16 
296.234  66 


$875,759  05 
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BETTERMENTS.    YEAR  ENDING  JUNE  30.  1914 


Protection  of 
banks  and 
drainage 

Grade  reduc- 
tions and 
changes  of  line 

Tunnel 
improvements 

Bridgea,  trestles 
and  culverts 

Increaaed 

weight  of 

rail 

Improved 
f  ro^  and 
switches 

Track  fastenings 

and 
appurtenances 

$5,470  98 

$3,236  61 

$171,835  84 

140.835  00 
33.547  14 
96.069  00 

i,m  37 

39.389  18 
4,803  42 

$100,604  31 

32.141  51 

7,479  59 

402  46 

6,458  59 

520  50 

$4,042  00 

1,638  37 
309  86 



181  09 
383  93 

76  58 

$72,714  29 

28.191  99 
3,554  65 

1.54  63 

241.663  26 
25.869  99 
5.596  46 

$2,360  61 

71.420  86 

36,299  64 

19  31 

1,869  99 

72  53 

600  90 

$37,299  72 

$276,366  32 

$2,360  61 

$485,103  30 

$147,606  96 

$6,631  83 

$182,924  99 

$870  63 

$8,000  00 

$9,570  00 
7.250  00 

7,584  5: 

$1.370  32 

$2,598  38 

5.693  98 



$870  63 

$13,693  98 

$9,235  48 

$1,370  32 

$2,598  38 

$75,582  70 
17.264  26 

155.929  12 
15.771  58 

63,801  37 

22.914  85 

5.146  95 

85.727  93 

$106,082  12 

322.989  38 

1.336,633  08 

25.869  99 

7,504  08 

415.241  14 

366.388  02 

10.678  29 

1,147.534  91 

$28  67 
13,056  45 

177.044  01 
188,398  63 

$653,624  40 
434.750  30 
778,955  17 
101.758  06 
132.543  64 

54.395  91 
121.452  47 
254,263  44 

47,171  13 
595,928  42 

$300,184  24 
228.880  11 
177,773  85 
21,122  09 
46,642  18 

42,287  51 

'  330,903  87 

147,563  06 

49,313  55 

424,416  43 

$13,674  00 

20.427  28 

9.061  79 

1,192  04 

14,705  73 

385  91 

1,241  13 

40.027  27 

$285,697  93 

313,172  04 

395,026  88 

47,338  75 

2,471  48 

243,476  33 

195,224  87 

10,169  93 

445.828  45 

$442,138  76 

$3,738,921  01 

$378,527  76 

$3,174,842  94 

$1,768,086  89 

$100,715  15 

$1,938,406  66 
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EXPENDITURES  FOR  ADDITIONS  AND 


Namk  op  Road 

Ballast 

Additional 
main  tracks 

Sidings  and 
spur  tracks 

A.      WlBCONMN 

a.  InUrriaif  Roadt 

Chicago  A  North  WcstCTn 

Chicago,  Burlington  A  Quincy 

Chicago.  MUwaukee  A  St.  Paul 
Chicago.  St.  Paul.  Minneapolis  A  Omaha 
Duluth.  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 
Great  Northern 

Illinois  Central    

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Paci6c 

Wisoonan  A  Michigan 

$50,913  56 

193,907  67 
15.739  52 

183  55 
f5  7/ 

$14,056  23 

1,911,639  92 
279.696  40 

$93,709  75 

86,001  8S 

109,951  01 

l,t03  75 

7,B43  iS 

2,824  64 

Total    

$260,720  59 

$2,205,391  55 

$283,640  25 

Ahnapee  A  Western 

Ashland.  Odanah  A  Marengo 

Bayfield  Transfer 

$878  15 

Chippewa  Valley  A  Northern 
Green  Bay  A  Western 

lola  A  Northern 

Kewaunee.  Green  Bay  A  Western 

Marinette.  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  Ry.  Co 

Stanley.  MerriU  A  Phillips 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northwest^n                                      

46  7* 

Waupaca  A  Green  Bay 

Total 

$924  89 

B.  Entire  Stotem 

InterttaU  Roadt 

Chicago  A  North  Western 

Chicago,  Burlington  A  Quincy 

Chicago,  MUwaukee  A  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  A  Omaha 

Duluth,  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central                                               

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  A  Michigan 

$362,782  31 

180,867  43 

1,072,498  15 

33,678  39 

119,654  26 
647,547  02 

$26,207  35 

1,177.716  63 

10.573,229  72 

279,696  40 

263.563  04 
58,406  84 
68,517  91 

462,655  39 

$56,210  95 
401.480  88 
475.674  10 
125,309  07 
27.012  46 

79,176  75 
491.852  86 

89.209  08 
565.994  93 
654,651  84 

Total „ .. 

$2,417,027  56 

$12,909,993  28 

$2,966,572  92 
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BETTERMENTS.  1914— Continued 


Terminal 
yard. 

Fencing  right 
of  way 

Improvement 

of  croesings 

under  or  over 

grade 

Elimination 
of  grade 
croasings 

Interlocking 
apparatus 

Block  and 
other  signal 
apparatus 

Telegraph  and 
telephone  lines 

$10,373  86 

135.389  03 
5,368  94 

$2.134  84 

1.906  79 
401  10 
446  92 

347  14 

*    30  60 

$26,401  32 
12,189  35 

173  74 

$63,123  04 

204.381  34 
5  50 

14,817  04 



$10,618  77 

1.094  92 
34.466  43 

696  90 
2.724  61 

$223,466  68 

178,896  72 
79,086  15 

1.634  04 
26,676  12 

$328  70 
10.971  07 

S6,S79  89 
11,617  19 

49t  88 

$142,369  13 

$5,267  29 

$38,764  41 

$282,326  92 

$28,363  09 

$508,759  71 

$10,806  89 



$25,301  40 
166.103  04 
748.833  11 
189,397  02 

195.569  43 
85.667  80 
85,805  03 

448.601  15 

$3,023  62 

13.163  74 

10,546  40 

1.062  44 

1.388  55 

28.676  32 

29.368  63 
24.796  89 

$94,036  46 
22,189  30 
67.418  96 

163.336  10 

97.783  94 

7,249  68 

132,463  11 

$160,494  76 

86.625  19 

1.130,427  79 

45.809  16 

14.757  06 
39,369  51 

184.237  14 
4,663  91 

168,897  78 

$36,205  60 
13,479  13 
6,055  99 
35,977  74 

7,397  92 
21.827  70 
14,S67  49 

1,016  98 
53.353  68 

$450,323  27 

241,445  32 

989,472  97 

89,530  67 

257.724  11 

98.435  91 

627  23 

641,857  79 

$11,295  24 

19.611  40 

60,680  71 

155  97 

93  61 

466  83 

4.540  66 

1.273  16 

68.144  54 

$1,945,257  98 

$112,026  59 

$584,477  55 

$1,835.232  30 

$160,747  26 

$2,769,317  27 

$165,328  36 
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EXPENDITURES  FOR  ADDITIONS  AND 


Name  or  Road 

Station  build- 
ings and  fix- 
tures 

Roadway. 

machinerv  and 

tools 

Shops. 

enginehouses 

and 

turntables 

A.    Wisconsin 

a.  Interttate  Roads 

ChicaKO  A  North  Woitprn 

Chicago.  Burlington  4  Quincy 

Chicago.  Milwaukee  A  St.  Paul 

Chicago.  St.  Paul.  Minneapolis  A  Omaha 

Duluth.  South  Shore  A  Atlantic 

$66,241  38 

88.834  38 
32.505  33 

$9,710  70 

2.603  39 

2.691  80 

260  87 

$109,146  04 

118.875  52 
27,414  64 
6.460  44 

Elgin.  Joliet  A  Eastern 
Great  Northern 

Illinois  Central                               

Minneapohs.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

227  83 
876  15 

*      ■    ■ 

c,seo  94 

58 

Wisconsin  A  Michigan.  .               

$188,685  07 

Total 

$15,266  76 

$255,036  28 

6.  IntrtuUae  Roads 

Ahnapee  A  Western 

Ashland,  Odanah  A  Marengo 

Bayfield  Traasfer 

Chippewa  Vallcv  A  Northern 

Green  Bay  A  Western 

loU  A  Northern 

Kewaunee.  Green  Bay  A  Western 

La  Crosse  A  Southeastern 

Marinette,  Tomahawk  A  Western 

Mmeral  Point  A  Northern 

tSdOOO 

$324  60 

Northwestern  Coal  Ry.  Co 
Stanley.  MerriU  A  Phillips 
Tomahawk  A  Eastern 

Wisconsin  A  Northern     

Wisconsin  Northwestern 

353  90 
3  30 

Waupaca  A  Green  Bay 

Total V 

$m  71 

$324  60 

B.    Entirk  Stbtksi 

InterstaU  Roads 

Chicago  A  North  Western 

Chicago,  Burlington  A  Quincy 

Chicago.  MUwaukee  A  St.  Paul 

Chicago.  St.  Paul.  Minneapolis  A  Omaha 

Duluth.  South  Shofe  A  Atlantic 

$376,391  97 

318.699  04 

491.340  66 

64,570  19 

805  75 

$35,698  21 

14.399  31 
3.969  85 
1.425  53 

$560,745  02 

35.992  40 

657,497  35 

19.900  18 

49.315  12 

Elgin.  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sadt  Ste.  Marie 

Northern  Pacific 

5.711  70 

1,134,292  71 

106.211  55 

128.970  32 

286.430  70 

1.029  00 
2.640  09 
2.211  84 

7.520  83 

51.062  57 
37,424  67 
59,285  66 
182.743  97 
170.584  49 

Wisconsin  A  Michigan 

Total 

$2,912,424.59 

$68,894  66 

$1,824,551  43 
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BETTERMENTS.   1914— Continued 


Shop 
machinery 
and  took 

Water  and 
fuel  autions 

Grain  elevators 
warehouses 

Dock  and 

wharf 
property 

Electric  light 

and  power 

plantA 

Electric  power 
transmission 

Gas  producing 
plants 

$27,636  94 

$25,740  90 

52,791  47 

26.051  85 

.01  21 

ii,Sl9  0S 

$14,782  86 

8,m  97 

$192  43 
1,916  84 

23.673  33 

$6,791  47 

73,535  85 

26.238  19 

$4,384  89 

145  14 

$127,556  12 

$93,266  40 

$5,858  .S9 

$25,782  60 

$4,384  89 

$6,791  47 

$6.000  00 
515  01 

$1,315  00 





$425  25 

$425  25 

$5,484  99 

$1,315  00 

$157,321  15 

17,567  32 

406.724  83 

$87.540  50 
112.875  63 
291,988  18 
37.764  12 
558  65 

28,156  75 
49,320  11 
20,007  77 
39.988  60 
115,988  07 

$14,782  86 
58,190  55 
4P,.WS  i6 
lO.OiS  SJ^ 

1.397  85 
538  48 

$29,694  00 
10.601  96 
5,861  00 

24.781  89 

12.803  27 

16  00 

12.737  12 

tsjis  oe 

18.427  14 

2.961  20 
S,314  66 

$37,563  42 
9.513  67 

95.750  54 
1.540  16 

71.178  22 
23,834  54 
52.650  62 
94.287  53 
64.570  02 



$985,424  93 

$784,188  38 

$15,525  14 

$81,773  24 

$14,920  77 

$47,077  09 
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EXPENDITURES  FOR  ADDITIONS  AND 


Name  op  Road 

Snow  and  sand 
fences  and 
snowshcds 

Equipment 

Interest 

and 

commtanons 

A.     WtSCONBIN 

a.  InUrttaU  Roadi 

Chicago  A  North  Western 

Chicago.  Burlinffton  A  Quincy 

Chicago.  MUwaukee  &  St.  Paul 

Chicago.  St.  Paul.  MinneapoUs  k  Omaha 

Duluth,  South  Shore  A  Atlantic 

Elgin,  JoKet  4  Eastem^ 

Groat  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  St«.  Marie 

Northern  Pacific 

Wiaoooain  A  Michigan 

$148  14 
3.259  39 

$2,336,640  11 

538,389  09 

272,984  57 

7,505  66 

$10,884  00 

102.046  85 

2.490  86 

694  23 

35.912  76 

Total 

$3,407  53 

$3,176,620  97 

$116,116  94 

6.  IntnutaU  Road9 

Ahnapee  A  Western 

Ashland.  Odanah  A  Marengo    .              

$150  00 

138  93 
19.602  82 

2.800  00 
91.620  46 

1.383  40 
438  47 

Bayfield  Transfer 

Chippewa  Valley  A  Northern 

Green  Bay  A  Weetent 

lola  A  Northern 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  Southeastern 

Marinette,  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  Ry.  Co 

»tWAy.  Mmnll  A  Philliivi 

Tomahavk  A  FjMtivn 

Wisconsin  A  Northern 

Wisconsin  Northwestern 

M, 218  40 

Waupa(»  A  Green  Bay 

Total 

$93,038  74 

B.    Entirx  Sybtbm 

Interdate  Rood* 

Chicago  A  North  Western 

Chicago.  Burlington  A  Quincy 

Chicago.  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  A  Omaha 

Duluth,  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

$582  14 

12  16 

18.027  59 

235  80 

1.172,277  77 

16,238  09 
2,884  83 

$8,587,431  63 

10,771.922  18 

2.977,815  82 

589,236  72 

89,069  16 

814,096  60 
3,441.206  87 
6,721.396  61 

340.397  45 
4,038,243  82 

$40.000  00 

564.418  40 
12.882  21 
3.960  00 

Illinois  Central                                      .. ..    , 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisconan  A  Michigan 

Total 

$1,210,258  38 

$36,554,496  34 

$621,260  61 

1  Includes  sale  of  terminals  at  New  Orleans.  Memphis  and  Birmingham  to  C.  St.  L.  A  N.  0.  R.  R.  Co. 
$8,972,931.15. 
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BETTERMENTS,  1914— Concluded. 


Other  addi- 

Total 

Sources  or  Funds  Exfbndkd 

tions  and 
betterments 

From  cash  or 

other  working 

assets 

From  special 

Through  issue 
of  securities 

Property  re- 
tired or  con- 
verted 

Adjustments 

$13,169  04 

$3,655,662  70 

4,461.231  12 

1,056.823  79 

112,595  82 

13.16251 
41,634  98 

162.8IO  21 

n 16, 864  67 

$1,772,299  62 

4.800,386  89 
119,759  38 
130,622  44 

6",  953  62 
41,634  98 

103,105  69 

$2,424,304  56 
1.176,836  40 

8640,941  48 

889,166  77 

839,771  99 

18,086  68 

35.095  98 

26.068  05 
1,558  19 

$43,639  94 



21,229  32 

13,016  49 

884,416  66 

1,202  00 



$96  48 

113.864  67 

m,Z22  58 

$9,330,056  56 

$6,974,762  62 

$43,639  94 

$3,601,140  96 

81,866,071  40 

884,416  66 

$12,068  47 

138  93 
45,367  82 

3,200  00 
91,620  46 
2,704  38 
1,383  40 
4.246  35 

$12,068  47 

138  93 
.   26.977  82 

85,120  46 
2.704  38 
1,383  40 
8,914  47 

$25,500  00 
6,500  06 

87,110  00 
2,800  00 

4,668  18 
616  01 



$400  00 

$6  00 

161  08 
88,608  74 

353  99 
1,299  18 

89,808  98 

$6  00 

$132,065  05 

$138,961  10 

$32.000  00 

839,896  06 

$400  00 

$72,932  85 

$12,902,032  46 

16,857,461  08 

24,674,950  94 

1,888,307  69 

217,340  41 

9, 100)545  89 

890,877  98 

1,804.902  11 

11.627.681  82 

*n6,e&r  8t 

$6,215,312  19 

17.184.100  42 

26,550.812  50 

309.344  93 

350.599  05 

413.679  00 
6.869,465  82 
1,439,538  96 

12,238.994  92 

$8,832,110  95 

88,146,390,68 

883,684  19 

1,876,861  66 

606,861  33 

133,868  64 

869,107  04 
766,361  94 
W,386.1.{S  74 
817,968  63 
611,313  10 

116,607  88 

115,840  52 

843,116  16 

194,114  88 

2,185.214  09 

38.021  79 

758  19 

4.186  70 

476,966  66 

^,969,809  68 

8,791  63 

151.931  12 

$3,550,400  66 
41,642  66 

8,641,610  67 
2,022,854  64 

668,977  66 
86,386  57 

98,869,187  60 

$78,221,908  62 

$71,571,847  79 

$3,592,052  32 

$21,681,190  25 

tl7, 990,768  67 

8638,419  17 

*  Details  not  given. 
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EXPENDITURES  FOR  NEW  UNES  OR 

Road 


Namk  or  Road 


Engmeering 


Right  of  way 

and  station 

grounds 


RealesUte 


A.    Wisconsin 
a.  lnUr$Uskt  Road* 


Chicago  k  North  Western 

Chicago,  Burlington  A  Quincy 

Chicago,  Milwaukee  k  St.  Paul 

Chicago.  St.  Paul,  Minneapolis  k  Omaha. 
"^  '        "      "  "'        *   \tiantic 


Dulutb,  South  Shore  k  Atlantic 

Elgin.  Joliet  k  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  k  Sault  Ste.  Marie.. 
Northern  Pacific 


Wisconsin  k  Michigan  . 
Total 


6.  IntraataU  Road* 


Ahnapee  k  Western 

Ashland,  Odanah  k  Marengo. 

Bayfield  Transfer 

Chippewa  Valley  k  Northern  . 
Green  Bay  k  Western 


lola  &  Northern 

Kewaunee.  Green  Bay  k  Western  . 

La  Crosse  k  Southeastern 

Marinette.  Tomahawk  k  Western. . 
Mineral  Pwnt  k  Northern 


Northwestern  Coal  Ry.  Co 
Stanley.  Merrill  k  Phillips . . 

Tomahawk  k  Eastern  

Wisconsin  k  Northern 

Wisconsin  Northwestern 


Waupaca  k  Green  Bay  . 
Total    


B.    KN^riRE  Strtsu 
Interttaie  Road* 


Chicago  k  North  Western 

Chicago,  Burlington  k  Quincy 

Chicago,  Milwaukee  k  St.  Paul 

Chicago.  St.  Paul,  Minneapolis  k  Omaha .. 
Duluth.  South  Shore  k  Atlantic 

Elgin,  Joliot  A  Eastern 

Great  Northern 

Illinois  Centra] 

Minneapolis,  St.  Paul  k  Satilt  Ste.  Marie .. 
Northern  Pacific 

Wisconsin  A  Michigan 

Total 


$10,344  19 
3,376  71 


$25,045  59 
760  40 


1,195  40 


58.786  39 


1339  51 


$605  30 


$2,137  00 


$339  51 


$605  30 


$2,137  00 


$51,065  21 

221.132  77 

3,376  71 


68,918  82 


29,061  62 
582,460  03 


$237,602  04 

365.777  31 

760  40 


16.647  68 

88.812  49 
300.030  42 


*30  00 


75.550  HS 

s*,m  00 


$956,915  16 


$1,009,530  34 


$96,071  $S 
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EXTENSIONS.    YEAR  ENDING  JUNE  30,  1914 


Grading 

Tunnels 

Bridges,  trestles, 
and  culverts 

Ties 

Rails 

Frogs  and 
switches 

$20,115  28 
8,178  26 

$112,345  70 
109.854  97 

$6,210  00 
12.046  76 

$10,347  96 
21.026  67 

$52  64 
2.506  a7 

4,958  83 



6.598  83 

i,gS7  tl 

9,1(57  78 

^»05 

$255  84 

$302  00 

9420  4S 

993  34 

$281  30 

$105  92 

$1,249  18 

$281  30 

$302  00 

HtO  Jfi 

$106  92 

$1,316  85 

$1.306  35 

441,227  46 

907.342  56 

8,178  26 

281,'648  87 

39.533  82 
385.019  30 

$1,818  66 
366,938  12 
346,825  84 

12,046  76 

231,814  52 

128.712  09 
101,606  39 

$2,012  12 
393.816  64 
783,748  56 

21,026  67 

320,754  36 

327.570  58 
399.269  54 

932.211  26 

2,411,251  3fl 

109,854  97 

$157,053  63 
593.198  27 

$9,948  24 

22.065  61 

2.506  87 

547,502  08 

522.138  65 
1.288,796  21 

17.925  52 

302,286  22 

12.038  80 

3.175  87 
6.933  68 

$5,813,071  38 

$1,070,463  64 

$2,064,256  62 

$1,189,762  38 

$2,248,198  47 

$56,658  57 

RJLC— 52 
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EXPENDITURES  FOR  NEW  UNES  OR 
Road — 


Niuu  or  Road 


Track  fasten- 
ings and  other 
material 


Ballast 


Track  laying 

and 

surfacing 


A.    WiaroNsiK 

a.  Interstate  Roadt 

Chicago  &  North  Wefltem     

Chicago,  Burlington  ft  Quincy 

Chicago.  Milwaukee  A  St.  Paul  

Chicago.  St.  Pajl,  Minneapolis  k  Omaha 
Duluth,  South  Shore  k  Atlantic . 

Elgin.  Joiiet  ft  Eastern 

Great  Northern 

Illin<Ms  Central 

Minneapolis,  St.  Paul  ft  Sault  Ste.  Marie 
Northern  Pacific 

Wisconsin  ft  Michigan 

Total  

6.  IntrtuUtU  Road* 


Ahnapee  ft  Weutem 

Ashland.  Odanah  ft  Marengo 

Bayfield  Transfer 

Chippewa  Valley  ft  Northern 

Green  Bay  A  Western 

lola  ft  Northern 

Kewaunee,  Green  Bay  ft  Western 

La  Croese  ft  Southeaston   

Marinette,  Tomahawk  ft  Western  . 
Mineral  Point  ft  Ndrthern 


Northwestern  Coal  Ry.  Co 
Stanley,  Merrill  ft  Philhps 

Tomahawk  ft  Eastern 

Wisconsin  ft  Northern 

Wisconsin  Northwestern    .. 


Waupaca  ft  Green  Bay... 
Total 


B.    Entire  Systeu 
IntersiaU  Road* 


Chicago  ft  North  Western 

Chicago,  Burlington  ft  Quincy 

Chicago,  Milwaukee  ft  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  ft  Omaha . 
Duluth,  South  Shore  ft  Atlantic 


Elgin,  Joliet  ft  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  ft  Sault  Ste.  Marie  . 
Northern  Pacific . 

Wisconmn  ft  Michigan 

Total 


$1,578  64 
5.429  29 


569  64 


tl8  ii 


tl8  S3 


$334  94 

121.172  58 

164.073  97 

5,429  29 


59,371  54 


42,138  10 
125.479  23 


$517,999  65 


$115  56 
4.769  10 


$3,035  19 
15.426  80 


302  79 


4,320  OS 


$1 .879  60 


$669  77 


$669  77 


$786  38 

53,404  36 

251,463  78 

4.769  10 


180,679  95 

8,590  81 
18.166  09 


504  60 


$2,384  20 


$1 .336  77 
110,625  83 
496.722  01 

15,426  89 


203,441  06 


64.981  25 
72.958  83 


$517,860  47j      $965,492  64 


Digitized  by 


Google 


Statistics-t-Steam  Railroads 


819 


EXTENSIONS.  1914— Continued 
Continued 


Roadway  tools 

Fencing  right 
of  way 

Croesingsand 
Higns 

Interlocking 
and  other  sig- 
nal apparatus 

Telegraph 

and  tdepnone 

lines 

Station 
axtures 

General  office 

buildings  and 

fixtures 

$331  "21 
347  61 

$294  38 

$119  22 

$5  "12 

$7,181  30 



5  26 

$13  12 





$18  84 

$107  69 

21  52 

$2,275  68 

$18  84 

$107  69 

- 

$34  64 

$2,275  68 

$405  45 
15.028  69 
74,239  90 

38.641  75 



8,601  38 
14,070  18 

$38  36 

1.763  22 

14,035  49 

347  61 

$131  58 
8,768  34 
72,399  89 

$382,363  30 

302,483  41 

7.181  30 

87,567  94 

39,414  01 
55.024  42 

$355  79 
4.056  91 

$530  34 

2.322  82 

5  12 

536  57 

52664 

8  59 

6.231  96 

1,840  53 
45,934  61 

5.119  96 

2,876  61 
4,079  16 

35,931  88 

15,05296 
1,420  35 

$5.460  79 

$150,987  35 

$70,191  78 

$14,933  41 

$133,705  00 

$874,034  38 
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EXPENDITURES  FOR  NEW  UNES  OR 
Road— 


Nam*  op  Road 

Shops, 
emrine-houses 
and  tumtaWef 

Shop 
machinery 
and  tools 

A.     WWCOKSIN 

a.    InterglaU  Roadt 

Chicago  &  North  Western 

Chicago,  Burlington  &  Quincy 

Chicago,  Milwaukee  &  St.  Paul 



Chicago.  St.  Paul  Minneapolia  &  Omaha 

Duluth,  South  Shore  &  Atlantic 

110,982  08 

$4,198  63 

Great  Northern 

niinoi«  Central 

Minneapolis,  St.  Paul  &  Sault  Stc:  Marie 

Northern  Pacific 

Wisconsin  4  Michigan 

Total                       .  -                            

- 

6.    IntradaU  Road* 
Ahnapee  A.  Wmtem 

AnhUnd,  OHanfth  A  Mfu^ngn 

Bayfield  Transfer 

Chippewa  Valley  &  Northern                          

Green  Bay  A  Western 

loUi  A  Northern 

$67  14 

Kewaunee,  Green  Bay  &  Western 

La  Croese  &  Southeastern 

Marinette,  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  R'y  Co 

Stanley,  MerrUI  &  Phillips 

Tomahawk  &  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northwestern 

Waupaca  A  Green  Bay 

11,368  30 

$2  90 

Total 

$1.368  30 

$67  14 

$2  90 

B.      EjNTtRE   StSTEM 

Inftrgtate  Roads 

Chicago  A  North  Western 

Chicago.  Burlington  A  Quincy 

Chicago,  MUwaukec  A  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  A  Omaha 

Duluth.  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Mario 

Northern  Pacific 

Wisconsin  A  Michican                                         

$28,591  89 
118,219  03 
10.982  08 

9.654  23 

1.635  57 

578  S9 

$170  22 
14.685  53 

7  79 

$82,076  91 

110.438  m 

4.198  63 

57,040  80 

30,087  48 
28.a«l  33 

Total  ..  ..' 

$168,504  51 

$14,847  96 

$312,103  63 
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EXTENSIOK,  1914— Continued 

Continued 

Storage 

Dock  and 

Electric  light 

Miscellaneous 

Fuel  stations 

Grain  elevators 

wharf  property 

plants 

plants 

structures 

$889  74 

$19  24 

$9,427  24 

$19,094  48 

$18  56 

$5,650  70 

$7,102  79 

7.880  96 

711  84 

257  16 

63,365  41 

889  74 

19  24 

4,964  99 

19.427  24 

46,400  17 

1,849  53 

i,3Si  78 
1,387  54 

42.304  62 
5.427  35 

$34,679  70 

$9,427  24 

$730  40 

$5,446  30 

$164,619  58 
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EXPENDITl'RES  FOR  NEW  UNES 
Road — 


Name  or  Road 


Traiwporto- 

tion  of  men  and 

material 


Rent  of 
equipment 


Repairs  of 
equipnaent 


A.    WiacoNMN 
a.    IntentaU  Roadi 

Chicago  A  North  Western  

Chicago,  Burlington  &  Quincy* 

Chicago,  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  &  Omaha  . 

Ehiluth,  South  Shore  &  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  &  Sault  Ste.  Marie 

Northern  Pacific 


17,117  21 


S581  50 
1,791  70 


1,677  15 


$170  82 
10  15 


639  39 


WisconfflnA  Michigan 

Total 

b.    Intrattaie  Road$ 

Ahnapee  &  Western 

Ashland.  Odanah  &  Marengo 

Bayfield  Transfer 

Chippewa  Valley  A  Northern 

Green  Bay  A  Western. 

lola  A  Northern 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  Southeasta-n 

Marinette,  Tomahawk  A  Western 

Mineral  Point  A  Northern 


Northwestern  Coal  R*y  Co 
Stanley.  Merrill  A  Phillips 
Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northweston 


Waupaca  A  Green  Bay... 
Total 


B.   Entirb  Ststkm 
InUrttaie  Road$ 

Chicago  A  North  Western.  

Chicago,  Burlington  A  Quincy 

Chicago,  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  A  Omaha 

Duluth,  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 

Northon  Pacific 


Wisconsin  A  Michigan.. 

Total 


-•■--'--■-- 

192.159  09 
613,590  69 

$23.960  02 

175,095  61 

1.791  70 

$10,009  62 

129.371  78 

10  15 

5g,7$S  45 

51,988  49 

764  07 

7.473  25 
12,070  08 

1.973  53 

1673,026  33 

$272,379  15 

$142,129  15 

'Indudes  net  {xooeeds  from  land  department  credit  $2,926,862.30. 
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OR  EXTENSIONS.  1914-Continued 
Coneluded 


EaminKB  End 

InjurieB  to 
persons 

Cost  of  road 
purchased 

Total 

SouRCKs  OP  Funds  Expekdbd 

operfttisff  ex- 
penBca  during 
constmetion 

From  cash 

or  other 

working  assets 

From  special 

Through  ismie 
of  securities 

1102  50 

160.604  91 
140,667  68 

$60,604  91 

57.137  94 
208.903^99 

9.427  24 

$60,604  91 

$109  67 

$57,137  94 

208.903  99 

S9  67 

9,427  24 

86.485  68 

86,485  68 

'Z''z...^^^'''zr.. 

$2,148  56 

$2,148  56 

9,377  05 

9,377  05 

z:::: 

115  00 



$15  00 

$11,525  61 

$11.525  61 

S8. 551. 684  50 
537,2(97  96 

$8,561,171  96 

3.563,763  60 

8.935.393  30 

208.903  99 

2.898,761  47 

1,399.507  71 
»33. 132.637  32 

$77,563  19 
3,563,763  60 

$8,483,608  77 

14.285  09 

S5.969  18 

42.811  51 

102  50 

89.100  99 

8,935,393  30 

208,903  99 

2S,896  98 

7.215  95 

666.710  54 

2.898,761     - 

7.068  9S 

1.541.25 
4.535  27 

5.953  43 

32.379.444  25 

33.132.63; 

168.374  61 

162.175  66 

$42,135,107  25 

$58,700.139  35 

$39,672,722 
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KXPENDITURES  FOR  NEW  LINES  OR 
Equip 


Italic  fignrcB  denote  crKlito. 

Name  op  Road 

Steam 
locomotives 

Electric 
locomotives 

Passenger 
train  can 

a.   Interttate  RoadM 
Chicago  &  North  Western 

$497,665  25 

Chicago,  Burlington  4  Quincy 

Chicago.  Milwaukee  &  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  &  Omaha 

Duluth,  South  Shore  A  AUanUc 

Elgin,  Jolict  dc  Eastern 

Great  Northern. 

Illinois  Central 

Minneapolis,  St.  Paul  &  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  &  Michigan 

Total 

$497,665  25 

6.    Intrattate  Roads 

Ahnapee  A  Western 

Ashland,  Odanah  4  Marengo  

Bayfield  Trftiv-ffw 

Chippewa  Valley  A  Northern _ 

Green  Bay  A  Western 

lola  A  Northern. 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  SoutheastOTn 

Marinette,  Tomahawk  A  Westent 

Mineral  Point  A  Northern                                     

Northwestern  Coal  R'v  Co 

Stanley.  MerriU  A  Phillips 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

115,837  60 

Winconmii  NArt'hweiftern 

Waupaca  A  Green  Bay , 

Total 

115,837  60 
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EXTENSIONS.   ENTIRE  SYSTEM.  1914— Continued 


Work 
equipment 

Total 

Sources  or  Funds  Exfendkd 

Freight 
tram  can 

From  cash 

or  other 

working  assets 

From  special 
appropriations 

■»  •■•■■ 

Through   issues 
of  securities 

S906.505  53 

$5,978  72 

$1,410,149  50 

Si, 987  St 

$1,413,136  82 

1906.505  53 

$5,978  72 

$1,410,149  50 

$9,987  SS 

$1,413,136  82 

$111  71 

4794 

$111  71 

$111  71 

15.885  54 

15,885  54 

$159  65 

$15,997  25 

$15,997  25 
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Italic  figures  denote  creditfl. 


EXPENDITI'RES  FOR  NEW  UNES  ON 
Gkkxrai. 


Name  or  Road 

Law  expense 

SUtionery  and 
printing 

Insurance 

a.    Interitale  Road* 

Chicago  4  North  WeBtern 

Chicago.  Burlington  &  Quincy 

Chicago,  Milwaulcee  4  St.  Paul 

Chicago.  St.  Paul,  Minneapolis  A  Omaha  

Duluth,  South  Shore  &  Atlantic 

Elgin.  JoUet  4  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  4  Sault  Ste.  Marie 

Northern  Pacific 

Wiflc^nfin  4  Michigan 

11,624  71 

750  03 

184 

$i.«7«  66 

1,310  83 

62  52 
1.789  54 

$676  11 

222  37 
1.620  60 

Total 

12.372  90 

$4,839  55 

$2,519  08 

6.    IntrattaU  Roadi 

Ahnapee  4  Wcdtem 

Ashland.  Odanah  4  Marengo 

Bayfield  Transfer 

Chippewa  Valle>-  4  Northern 

Green  Bay  4  WeBtern 

loU  4  Northern 

Kewaunee.  Green  Bay  4  Western 

U  Crosse  4  Southeastern 

Marinette,  Tomahawk  4  Western 

Mineral  Point  4  North«Jm 

Standy,  Merrill  4  Phillips 

Tomahawk  4  Eastern 

Wisconsin  4  Northern 

Wisconsin  Northwestern 

Waupaca  4  Green  Bay                                                             .    . . 

$164  34 

1144  90 

$193  44 

Total 

$144  90 

$164  34 

$193  44 
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EXTENSION  ENTIRE  SYSTEM.  1914— Concluded 
ExpBNDmntKs 


Interest  and 

Other 
expenditures 

Total 

SOURCBS  OP.FUNDfl  ExPENDKD 

Taxes 

From  cash  or 

other  working 

araets 

From  special 
apinvpnations 

Through  issue 
of  securities 

%ei8  66 
723,081  36 

46,620  89 

%l,S48,066  77 
825,202  M 

396.356  25 

24.692  60 
20,736  60 

$1,S48,066  77 

S52.199  32 

$825,202  94 

396,356  25 
20.736  60 

19,970  47 

373,645  66 

3  15 

18.221  23 

6.186  48 
I, SMS  OS 

24,692  60 

18,851  33 

$91,021  12 

$1,114,329  69 

$1,296,160  7S 

981,068  38 

t930,963  9S 

$849,895  54 

$3,962  (X) 

$298  68 

$3,962  00 

$3,160  64 

$298  68 

$3,160  64 

$3,962  00 

$3,962  00 
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Italie  6gureB  denote  eredite. 


ROAD  AND  EQUIPMENT  INVEST 


Namr  or  Road 


A.    Wisconsin 
a.    IntertiaU  Roads 

Chicago  A  North  Western 

ChicaKO,  Burlington  &  Quincy 

Chicago.  Milwaukee  A  St.  Paul 

Chicago.  St.  Paul,  Minneapolis  dc  Omaha 

Duluth.  South  Shore  &  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  <fc  Sault  Ste.  Marie  .. 
Nwthern  Paci6c 

Wisconsin  &  Michigan 

Total 


b.    Intrattate  RoatU 

Ahnapec  A  Western 

Ashland.  Odanah  &  Marengo 

Bayfield  Transfer 

Chippewa  Valley  dc  Northern 

Green  Bay  A  Western 


lola  A  Northern 

Kewaunee,  Green  Bay  A  Western. . 

Lft  Crosse  A  Southeastern 

Marinctt«,  Tomahawk  A  Western 
Mineral  Point  A  Nwthern 


Northwestern  Coal  R'y  Co . 
Stanley,  Merrill  A  PhUIips 

Tomahawk  A  Eastern 

Wisconon  A  Northern 

Wisconsin  Northwestern 


Waupaca  A  Green  Bay .. 
ToUl 


B.    Entirk  System 
Interstate  Roads 

Chicago  A  North  Western 

Chicago,  Burlington  A  Quincy „ 

Chicago,  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul,  Minneapc^  A  Omaha 

DulutQ,  South  Shore  A  Atlantic 


Elgin,  Jolict  A  Eastern 

Great  Northern 

Illinois  Central 

MinoMpotH,  St.  Paul  A  Sault  Ste.  Marie . 
Northern  Paeific « „ 


Wisconsin  A  Michigan . 
Total 


V 


Rkcapitulation  op  ExpENnrmtxs  pob  New 


Road 


$60,604  91 


57,137  94 
208,903  99 


Equipment 


General 
expenditures 


9,427  24 
86,485  68 


$2,148  56 


9,377  05 


$11,525  61 


$8,561,171  96 

3.563,763  60 

8,935,393  30 

208,903  99 


2.898.761  47 


1,399.507  71 
33,132,637  32 


$58,700,139  35 


$111  71 


15,885  64 


$15,997  25 


$1,410,149  50 


.410,149  50 


$2,262  04 


865  63 


$3,962  00 


$3,962  00 


SI, $48,066  77 
825.202  94 


396,356  25 


34,692  60 
20  J36  60 


i8t,0S8  58 
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MENT  SINCE  JUNE  30,  1907 


LiNss  OR  ExTBirsioNB  During  Ykar  Endiko  Junx  30.  1914 

Expenditiires 
for  additions 

and 

bettermratfl 

djrinR  the 

year 

Total 

53^1/19^ 

to 
June  30,  1913 

Source*  of  Fund*  Expendtd 

Total 
expenditures 
July  1.  1907 

Total 

From  cash 

or  other 

working  aaseta 

From  special 
appropria- 
tions 

Through  issuffi 
of  seeuritiee 

to 
June  30.  1914 

160.604  91 

$60,604  91 
119,31592 

9,427  24 
87,351  31 

$3,655,662  70 

4, 461, 23 r 12 

1.056.823  79 

112,595  82 

13.162  51 
41,634  98 

102,810  21 

118,864  67 

$32,147,654  19 

48,896,667  03 
5,904,644  21 

6,447.781  25 
258,865  95 

$35,863,821  80 

50,399  98 
206.903  99 

9,427  24 
87,351  31 

$59,399  98 
89.588  07 

53,417.198  13 
7.170.371  99 

6.470,371  00 

145,001  38 

12.260  27 

$2,260  27 
29,224  59 

$12,068  47 

13893 
45.367  82 

3,200  00 
91,620  46 
2,704  38 
1,383  40 
4,246  35 

161  OS 

28,608  74 

$18,840  14 
9.945  22 
4,036  67 
23.672  83 
4,590  76 

42.986  16 

12.175  98 

249,974  13 

17.326  57 

6,816  88 
11.463  20 

745.990  44 
361.216  36 

$30,908  61 

12.205  49 

4.036  67 

23.811  76 

49.958  58 

3.200  00 
134,606  62 

14.880  36 
251,357  53 

21,572  92 

6,815  88 
11.302  18 

29.224  59 

775,215  03 
332,712  62 

$31,484  86 

$31,484  86 

$132,065  05 

$1,496,902  58 

$1,660,452  49 

$9,971,321  46 

2.215.706  83 

9.760.596  24 

208,903  99 

3,295,117  72 

1,424,260  31 
33,153,373  92 

$74,575  87 
2,215,706  83 

119,315  92 

3,295,117  72 
33,153.373  92 



$9 
9 

1 

.896.745  59 

.760.596  24 
89,588  07 

,424,200  31 

$12,902,032  46 

16.857.461  08 

24.674.950  94 

1,888.307  69 

217.340  41 

445.428  04 

9.100,545  89 

890,277  98 

1.804,902  11 

11,627,681  82 

116,607  8t 

$98,950,044  63 

69,471.721  31 

258.438.614  97 

9.874.181  78 

1,554.310  70 

2,559.862  56 
89,907,096  48 
42,121.371  35 
33.716,770  4S 
72.295.240  72 

522.076  69 

$121,823.398  55 

88.544.889  22 

292.874,062  15 

11,971,393  46 

1,771,651  11 

2.114.434  52 
102,302.760  09 
41.831.093  43 
36,945.872  84 
117.076.296  46 

406,468  87 

60,029,220  47 

38.858.090  26 

$21 

,171,130 

21 

78,231,908  62 

679.411.191  61 

817.662.320  70 

y 
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INCOME  ACCOUNT.  YEAR 

Opkratino 

Italic  figures  deoote  losses. 

Rail  Opkrationa 

Name  or  Road 

Revenues 

Expenses 

Net  operating 
mcome 

A.  Wisconsin 
a.    Inirratate  Road$ 

Chicago  k  North  Western 

Chicago,  Burlington  &  Quincy' 

Chicago.  Milwaukee  &  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  k  Omaha 

Duluth.  South  Shore  A  Atlantic 

$25,371,087  98 

4,795,496  87 

20,619,203  79 

8.378.162  16 

449,499  11 

i$16.544,331  92 

2,781,348  57 

13,062.569  48 

'6.200,065  61 

419,374  95 

'$8,826,756  06 

2,014.148  30 

7,556,634  31 

'2.178,096  55 

30.124  16 

Elgin.  Jolict  A  Eastern 

39.010  39 
2.218.579  17 

176.832  04 
2.487,876  67 

579.527  73 

45,866  24 
1,946,518  27 

233,835  86 
1.988,118  71 

645,096  44 

e,8SS  85 

Great  Northern 

Illinois  Central 

MinneapoU.-*.  St.  Paul  &  Sault  Ste.  Marie 

Northern  Pacific                                             

272,060  90 
57,005  at 

499,757  96 
65.668  7/ 

Wisconsin  &  Michigan 

Wisconsin  CentraHOperating  acct.) 

81.318  08 
9.029.200  49 

80,904  01 
5,543.289  24 

414  07 
3.485,911  25 

Total ,  ..  

$74,225,794  48 

$49,491.319  30 

$24,734,475  18 

6.    IntnHaU  Roada 

Ahnapee  &  Western                                        

Ashland.  Odanah  A  Marengo 

Bayfield  Transfer 

Chippewa  Valley  A  Northern 

Green  Bay  A  Western 

$118,525  65 

77,920  96 

27,052  16 

16,260  14 

776,376  69 

$63,415  40 
57.757  44 
19.412  47 
14,183  88 

521,295  01 

$55.110  25 
20.163  52 
7.639  60 
2,076  26 

255.081  68 

loU  A  Northern 

8.148  40 
212.246  51 
90,862  70 
49.395  55 
90,805  70 

9,556  14 
115.558  92 
54.993  09 
45.158  82 
74.795  47 

1,407  74 

Kewaunee.  Green  Bay  A  Western 

La  Crosse  A  Southeastern 

Marinette.  Tomahawk  A  Western 

Mineral  Point  A  Northern 

96.687  59 

35,869  61 

4,236  73 

16,010  23 

Stanley.  Merrill  A  PhilUps 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northwestern 

225  00 

106,285  04 

16.800  71 

92.816  96 

42,227  51 

797  15 
130.149  39 
12,701  32 
66,763  65 
27.385  38 

572  16 

tSM4  SS 

4.099  39 

26,053  31 

14.842  13 

Waupaca  A  Green  Bay 

22,024  04 

22,790  01 

765  97 

Total 

$1,747,973  72 

$1,236,713  54 

$511,260  18 

B.    Entirb  Systbu 
Interstate  Road* 

Chicago  A  North  Western    

Chicago,  Burlington  A  Quincy 

Chicago.  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  A  Omaha 

Duluth,  South  Shore  A  AtUntic 

$83,677,050  79 
92.750.934  15 
91.782.690  74 
17,992,370  59 
3.412.575  38 

$59,405,141  53 
62,148.398  01 
61,330,061  17 
12.632.570  52 
2,763,996  68 

$24,271,909  26 

30.602.536  14 

30.452,629  57 

5.35©.800  07 

648.578  70 

Elgin,  Joliet  A  Eastera 

Great  Northern 
Illinob  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

11,252,392  38 
75.441.365  51 
65.873.700  02 
18.274.379  10 
68.544.801  74 

7,755,238  57 
46.519.272  82 
50.775,327  46 
11,922,225  56 
41,472,052  70 

3.197,153  81 
28,922.092  69 
1^.098,372  56 

6,352.153  54 
27,072,749  04 

Wisconsin  A  Michigan 

Wisconsin  Central  (Opcratin;?  acct.) 

122,920  77 
10.501.255  27 

122,294  62 
7,019,712  38 

626  15 
3,481.542  89 

Total 

$539,626,436  44 

$363,866,292  02 

$175,760,144  42 

>  Wisoonan  proportional. 
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ENDING  JUNE  30,  1914 
Incomi 


AcrxiUABT  Operatioks 

Total 
net  revenue 

Taxes 
accrued 

Total 

Retenues 

Ekpenses 

Net  revenue 

operating 
income 

$282,813  77 

51.266  79 

305.776  79 

1133,886  57 

17,168  67 

8,387  65 

'$244,293  52 

69.382  16 

246.756  15 

•123.944  41 

13.516  44 

5.052  21 

«$38.520  25 
18,116  S7 
59.020  64 
19,942  16 
3.642  23 

3.335  44 

'$8,865,276  31 

1.996.032  93 

7,615.654  95 

12.188.038  71 

33.766  39 

6,866  86 
275.396  34 

57,003  82 
524,486  26 

66.668  71 

768  01 
3.459,695  07 

'$1,597.496  02 

239.746  19 

1.142.711  96 

477,125  92 

21,190  85 

155,974  24 
15.392  69 

172,150  03 
52.087  82 

3,579  88 
517,636  06 

'$7,267,780  29 

1,756.286  74 

6.472.942  99 

'1.710.912  79 

12.575  54 

6.866  86 
119,422  10 
72,396  61 

63.564  05 
57.392  12 

38,835  75 

1.172  08 
83,608  30 

24.728  30 

1,172  08 
$6, 216  18 

352.336  23 
117,666  63 

4.337  89 
2.942.059  01 

$920,246  41 

$826,561  02 

$93,685  39 

$24,828,160  57 

$4,395,091  66 

$20,433,068  91 

$55.110  25 
20.163  52 
7.639  69 
2.076  26 

255.081  68 

U407  74 
96.687  59 
35.869  61 

4.236  73 
16,010  23 

572  16 

23,864  36 

4,099  39 

26.053  M 

14,842  13 

766  97 

$5,270  15 
1.951  55 

626  39 
36.361  89 

203  87 
11.157  81 
2.986  66 
2.331  73 
4,513  24 

1,535  26 
2.570  65 

6.497  67 
1.184  26 

290  95 

$49,840  10 
18.211  97 

7,639  69 

1.449  87 

218,719  79 

1,611  61 



85,529  78 

32.882  95 

1,905  00 

11,496  99 

2,107  40 
26,435  00 

i:.:.:::;.::::.::": 

4.099  39 
19.555  64 
13.657  87 

; ,066  92 



511.260  18 

$77,482  07 

$433,778  11 

$882.283  92 

936.206  91 

1,803,428  90 

217.712  80 

83,069  16 

" 1.381.068  41 

499.802  61 

443.310  26 

1.938.261  72 

87.i277  96 

$896,433  77 

1.076,454  81 

1,542,945  66 

201.546  40 

78,414  32 

1.221,817  63 
517.453  45 
287,002  06 

1,633,442  07 

1.172  08 
125.318  70 

$14. 149  86 

140,247  00 

260.483  24 

16,166  40 

4.654  84 

169,250  78 

17,650  84 

156,308  20 

304,819  65 

1,172  08 
38,040  74 

$24,257,759  41 

30.462,288  24 

30,713.112  81 

5,375,966  47 

653.233  54 

3,497,153  81 
29.081,343  47 
15.080.721  72 

6.508.461  74 
27.377.668  69 

646  93 
3.443.502  15 

$4,252,790  29 

4,016,657  74 

4.106,557  41 

973,282  83 

247,442  99 

426.862  85 
4,790.572  79 
3.341,247  07 
1,182,366  94 
5,030,584  01 

7,821  75 
597,473  14 

$20,004,969  12 

26,445,630  50 

26.606.555  40 

4.402.683  64 

405,790  55 

3.070,290  96 
24.290.770  68 
11.739.474  65 

5.326.094  80 
22,346.984  68 

8,367  68 
2.846,029  01 

$8,272,422  65 

$7,582,000  95 

$690,421  70 

$176,450,566  12 

$28,973,659  81 

$147,476,906  31 
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Italie  figurea  denote  dcbita. 


INCOME  ACCOUNT.    YEAR  ENDING 
OmB 


Namc  or  Road 

Income 

from  lease 

of  road 

Hir«of 

equipment— 

Cr. 

Joint 

fadfityrmt 

inoome 

A.    Wisconsin 

Chicago  4  North  Western  

Chicago,  Burlington  &  Quincyi 

Chicago.  MUwaukee  A  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  &  Omaha 

Duluth.  South  Shore  A  AtianUc 

Elgin.  Joliet  4  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  4  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  4  Michigan 

Wisconsin  Central  (Operating  acct.) 

■ -■  ••'    " 

$50,846  59 

2.651  85 
773  99 

4.735  00 

$13,743  13 

1.200  00 

76,358  23 

33,393  84 

74.627  07 

$59,007  43 

$199,322  26 

6.    IrUroMlaie  Roadg 

Ahnapec  4  Western 

Ashland.  Odanah  4  Marengo 

Bayfield  Transfer 

Chippewa  Vallev  4  Northern 

Green  Bay  4  Western 

lob  4  Northern 

Kewaunee,  Green  Bay  4  Western 

Marinette,  Tomahawk  4  Western 

Mineral  Point  4  Northern 

Northwestern  Coal  R'y  Co 

Stanley,  MerrUl  4  Phillips 

Tomahawk  4  Eastern                                 

Wiscon^n  4  Northern 

Wisconsin  Northwestern 

Waupaca  4  Green  Bay 

11. 000  00 
$1,000  00 

$14.880  27 

11.191  18 
3.266  67 

196  34 

$414  50 
200  00 

$29,534  46 

$272,635  87 

81.723  62 
110.530  11 
371,472  09 
864,574  22 

7.005  84 

$614  50 

B.   Entire  Systbm 
IntersUOe  RoatU 

Chicago  4  North  Western 

Chicago,  Burlington  4  Qiiincy       

Chicago,  MUwaukee  4  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  4  Omaha 

Duljth,  South  Shore  4  Attantic 

Elgin.  Joliet  4  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  4  Sault  Ste.  Mario 

Northern  Pacific 

Wisconsin  4  Michigan. 

Wi9con.sin  Central  (Operating  acct.)   

»2,882  02 

2.051  00 
271,940  35 

$99,317  60 
455.570  51 
253.485  76 
120.131  00 
10.972  36 

16.649  16 

614.125  48 

1.341.074  48 

69,476  61 

1.756.473  22 

10,481  S4 

Total 

$276,873  37 

$1,707,941  75 

$4,747,757  72 

'Wisconsin  proportional. 
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JUNE  30,  1914— Contiiiued 
iNcoire 


Mscel- 

laneous 

rent 
inome 

Net  profit 

laneous 
physical 
property 

Separately 
operated 
properties- 
profit 

Dividend 
income 

Income  from 
funded 
securities 

Income  from 
unfunded 
securities 

and  accounts 

Income  from 

sinking 

and  other 

reserve  funds 

$26,122  43 
1.272  96 

11183.050  57 

»$426,393  83 

4,118  66 

9.538  17 

121.446  61 

915  00 

i$l,525  50 

12.947  98 

36.226  09 

15.580  16 

241  65 

i$221,945  80 

5,331  87 

385.183  61 

16.831  49 

875  47 

i$9,011  96 

50,131  86 

19,383  36 

974  84 

7,571  90 

71  89 

146.063  22 

3,276  63 

1,591  56 

6,156  06 

$181,134  54 

<256,817  26 

$462,412  27 

$56,521  38 

$620,168  24 

$16,583  86 

$2,286  22 



$9,876  00 

8.14(5  27 

565  84 
9.374  93 

237  17 



$9,875  00 

$20,610  43 

195,029  48 

$286,128  24 

377  68 

268.803  51 

19,383  36 

4.742  13 

41.826  95 
23,515  73 

29,855  73 

$1,579,236  39 

165,408  00 

51,143  00 

46.351  00 

5,000  00 

4,630,681  98 

1,625,168  74 

458.110  00 

4,745,152  00 

$5.650  00 
519.999  32 
194.241  80 

12.060  00 
1.320  47 

70  00 

1,551.530  45 

3,386,276  65 

85,364  34 

1,507,680  45 

$822,021  47 

214,131  52 

2,065,327  68 

14,764  39 

4.783  99 

102,964  26 
965,817  36 
633,007  79 
98,820  65 
406,214  15 

$33,377  61 

142,708  06 
149,061  28 

40.600  00 

14,790  94 

6.086  91 
285,777  10 
178.624  45 

325.397  68 

11,250  00 

242,857  84 

SI. 197,475  90 

1674.633  33 

$13,306,251  11 

$7,264,193  48 

$5,327,863  26 

$328,085  45 

R.R.C.— 51 
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llaHe  figurei  denote  deficits. 


INCOME  ACCOUNT.    YEAR  ENDING 


Ototr  Incoms— Concluded. 

Namb  of  Road 

Rdeueof 

preamiumson 

funded  deU 

Contributions 
from  other 
companies 

Miscellaneous 
income 

A    Wisconsin 
a.    Interntait  Roadt 
Chicago  A  North  Wertern 

Chiemgo,  Burlinffton  &  Quincy>                      

Chicago.  Milwaukee  &  St.  Paul                                           i 
Chicago.  St.  Paul.  Minneapolis  A  Omaha 
Duluth.  South  Shore  &  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northtm 

Illinois  Central 

Minneapolis,  St.  Paul  4  Sault  Ste.  Marie 

Nortbtrn  Pacific 

Wisconsin  A  Michigan 

Wisconsin  Central  (Operating  a^t.)    >    

129.085  40 
■2.617  88 

$2;177  89 
1123  31 

Total 

131.703  28 

.;:  ■    :.. :...: 

$2,301  20 

6.    IntnulaU  Road* 

Ahnapee  A  Western 

Ashland,  Odanah  A  Marengo 

Bayfield  Transfer 

Chippewa  Valley  A  Northern 

Green  Bay  A  Western 

lola  A  Northern                                             

Kewaunee,  Green  Bay  A  Western 

Marinette.  Tomahawk  A  Western 
Mineral  Point  A  Northern 

Northwestern  Coal  Ry  Co„ 

Stanley.  Merrill  A  PhilUpe 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northwestern  

Waupaca  A  Green  Bay 

$83  01 

Total     

$83  01 

B.   Entirk  Ststbm 
lnUr$taU  Road* 

Chicago  A  North  Western 

Chicago,  Burlington  A  Quincy 
Chicago.  Milwaukee  A  St.  Paul 

Chicago.  St.  Paul.  Minneapolis  A  Omaha 

Duluth  South  Shore  A  Atlantic 

Elgin.  Joliet  A  Eastent 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  A  Michigan 

Wisconsin  CentraWOperating  acct.) 

$155,953  88 
5,ft57  83 

$11,677  67 
266  50 

5,671  37 
11.152  38 

1,889  32 

Total     

$161,611  71 

$30,657  3 

S4 

■Wisconsin  proportional. 
'Loss. 
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JUNE  30.  1914— Continued 


Gross 
Incomk 

Dbductions  From  Oboss 

Income 

Total 
other 
mcome 

Deductions 

for  lease 

of  other  roads 

Hire  of 

equiptment— 

Dt, 

Joint 
facility  rent 
deductions 

Miscellaneous 

rent 

deductions 

Miscellaneous 

tax 

accruals 

i$881,793.22 

24.871  47 

647,119  73 

'89,304  96 

3,006  96 

'$8,149,573  51 

1.781.158  21 

7,120,062  72 

'1,800.217  75 

15.582  50 

H,m  00 
268,761  95 
m.OSO  96 
•352.336  23 
^,873  40 

397  11 
«2. 942. 059  01 

'$223,580  04 

'72.554  07 
6,415  90 

$30,735  11 

16,935  97 

254  74 

31,698  32 

11,083  59 

$10,645  16 

110  00 

2,789  23 

297  50 

1  00 
*14S08 

10  00 

$51,396  06 

12,609  30 
12.787  68 

2.651  85 

$5,750  00 

149.339  85 
2.365  55 

22,704  32 
13  00 

4.863  48 

4.718  31 

11.883  52 

80.783  13 

4.735  00 

$1,885,971  72 

$22,319,040  63 

$5.750  00 

$302,550  01 

$123,006  84 

$13,709  81 

$88,676  56 

$2,286  22 
83  01 

33,316  04 

565  84 
20.766  11 

4.503  84 

$52,126  32 

18.294  98 

7.639  69 

1.449  87 

252.035  83 

n,045  77 

106.295  89 

32.882  95 

6.408  84 

11.496  99 

^2,107  40 
m,tS8  68 
4,099  39 
19.555  64 
13.657  87 

1,068  9i 

$600  00 
1,000  00 

$10,397  91 
3.150  50 

243  20 

2.204  77 

3,521  00 

3,398  32 

192  00 

3,192  07 

$21,619  91 

7  38 
3.000  00 

1.773  01 

$300  00 
50  00 

130  00 

$548  71 

196  34 

500  00 

30  00 

$61.717  40 

$495,495-51 

$1,600  00 

$26,299  77 

$26,900  30 

$510  00 

$548  71 

$2,920,760  79 

1.501.077  11 

3.462.930  45 

233.405  02 

26.818  95 

125.770  33 

$22,925,729  91 

27,946.707  61 

30,069,485  85 

4.636,088  66 

432,609  50 

3,196.061  2fl 
32.469.975  99 
19,060.074  98 

6.409,338  4fl 
32,499,019  64 

9,119  7C 
*2, 846.029  01 

$179,200  26 

1,423,418  76 

1,496  44 

3,995,150  55 

125.451  86 



$715,376  73 
434.228  96 

163,336  50 
35,059  56 

764,772  45 

$280,628  86 

1.037.047  40 

750.152  82 

350,237  82 

37,367  21 

363,941  75 
862.216  44 
655.208  79 
153.144  36 
479.669  96 

7.354  18 

$90,661  13 

16,645  57 

15,209  98 

1,609  78 

101  00 

2.441  38 
22.057  29 
8,801  11 

6,772  87 

10  00 

$95,588  06 

12,242  74 

67,610  18 

12,803  00 

1,022  84 

8.179.205  31 
7.320.600  33 
1.083.243  69 
10.152.034  96 

17.487  38 

89.403  23 
2.816  56 

$35,023,334  32 

$182,500,240  62 

$6,724,717  87 

$2,112,774  20 

$4,976,969  59 

$164,310  11 

$281,486  60 

"Credit. 

H)perating  income  balance. 
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income  account.  year 


DuhtcmovB 

Namb  or  Road 

Net  loss 

miscellaneous 

physical 

property 

Separately 
operated 

Interest 

dedncttons 

for  funded 

debt 

A.    Wisconsin 
a.    JnUritaU  Roadi 

Chicago  4  North  Westarni 

Chicago,  Burlington  &  Quincy*  

Chicago.  Milwaukee  A  St.  Paul 

Duluth.  South  Shore  4  Atlantic 

Elgin,  Joliet  4  Eastern 

Great  Northern. 

Illinois  Central , 

Minneapolis,  St.  Paul  4  SauJt  Ste.  Marie 

;;;; ;.  z'../".''^^ 

$2,494,532  05 

2.472,024  46 
949,877  49 
156.063  32 

110,818  53 

Northern  Pacific 

Wisconsin  4  Michigan 

Wisconsin  Central  (Operating  acct.)  .„ 

Total „ 

$6,183.315  85 

b.    IntnuUtU  Road$ 

Ahnapee  4  Western 

Ashland.  Odanah  4  Marengo 

Bayfield  Transfer 

Chippewa  Valley  4  Northern 

Green  Bay  4  Western 

lola  4  Northern 

Kew-aunec.  Green  Bay  4  Western 

La  Crowe  4  Southeastern 

Marinette,  Tomahawk  4  Western 

Mineral  Point  4  Northern 

Northwestern  Coal  R'y  C^ 

Stanley.  MerriU  4  Phillips 

Tomahawk  4  Eastern 

Wisconsin  4  Northern    

Wisconsin  Northwestern  

W^aupaca  4  Green  Bay 

121,250  00 

75.000  00 
3,102  51 

20.400  00 
15.000  00 

22.500  00 
25.000  00 

3.300  00 

Total 

$185,552  51 

B.    Entire  System 
Interttate  Roadt 

Chicago  4  North  Western 

Chicago.  Burlington  4  Quincy    

Chicago.  Milwaukee  4  St.  Paul 

Chicago.  St.  Paul.  Minneapolis  4  Omaha 

Duluth,  South  Shore  4  Atlantic                     

Elgin.  Joliet  4  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  4  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  4  Michigan 

Wisconsin  Central  (Operating  acct.) 

$24,149  32 
494  78 

$9,239,007  59 
8.499,051  11 

13,254.822  89 

2.052.901  43 

885,898  67 

500.000  00 
10.756.061  60 
6.094,528  06 
3.402,601  83 
11,240,205  00 

Total 

S24.644  10 

$65,925,168  18 

1  Wisconsin  proportional. 
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Fbom  Gross  IifcoMx— Concluded 

Interest  deduc- 

tiono  for 
unfunded  debt 

Amortization  of 
discount  on 
funded  debt 

Transfer  of 

income  to  other 

companies 

Miscellaneous 
deductions 

Total 
deductions 

Nct 
Incomk 

$3,290  28 
3,204  82 

64,593  68 
6,669  64 

84  26 

$1.108  45 

$1,873  49 

4.133  45 
392  95 

$2,816,062  19 

21,369  24 

2,666,404  86 

1.074.277  55 

173.562  81 

5.761  00 
34.444  76 
110.831  63 

4.863  48 

4.812  57 

$6,333,621  32 

1.769,798  97 

4.563,667  86 

725,940  20 

167.980  51 

9,966  00 

234.317  19 

180,86$  49 

2352,336  23 

41,736  88 

4,416  46 
«2. 942, 059  01 

$1,108  45 

$77,842  58 

$6,399  89 

$6,802,359  99 

$16,516,680  64 

•                      $34  00 
2.140  95 

4,549  21 

1,270  69 
5,595  66 

14,700  00 

64  34 

$1,705  26 
13  00 

$31,947  91 
1,755  26 

78,733  21 
5.243  46 

21.619  91 

243  20 

20,407  38 

18.000  00 

13  00 

31.156  99 

1.270  69 
31,195  66 

4.521  00 

18.098  32 

692  00 

6.586  41 

$20.178  41 
16.539  72 
71 ,093  6i 
5,793  59 

230,416  92 

1,S88  97 
86,888  51 
14.882  96 

6,395  84 
19,660  00 

3,378  09 

67,4S4  38 

4M1  61 

1 ,457  32 
12,966  87 

7,643  S3 

$28,354  85 

$44.516  16 

$1,718  26 

$6,938  85 

22.163  26 
849  25 

13  15 

10.868  85 
5,161  97 

73.256  34 

$271,484  40 

$10,619,587  70 

10,172,439  44 

14,456,305  94 

2.614,473  31 

983.698  60 

3,054,633  84 
12,589,474  21 
10.921.250  55 

3.556,836  19 
12,606,791  11 

7,493  06 

$224,011  11 

$12,186  22 
128,707  50 
346,346  81 
32,735  53 

46  35 
847.370  36 
159,088  74 

681,435  08 

128  88 

$12,306,142  21 

17,774,268  17 

15.613.179  91 

2,021,615  36 

560,989  10 

141.427  46 
19,880.501  78 
8,138.824  43 
2.853.502  30 
19,892.228  53 

1,626  64 

52.846.029  01 

$2,208,045  47 

$44,516  16 

$119,251  67 

$81,581.883  96 

$100,918,366  68 

'  Operating  income  balance. 
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lUdie  figures  denofte  defidts 


INCOME  ACCOUNT.    YEAR 


Disposition  or 

Namk  or  Road 

Aporopriations 

of  income  to 

sinking  and 

other  reserve 

funds 

Dividend  ap- 
propriations of 
income 

on  mcoroe  tor 
addition  and 
betterments 

A.    Wisconsin 
a.    InUrtUUe  RoadK 

Chicago  4  North  Wectcrn' 

Chicago.  Burlington  4  Quincy» 

Chicago.  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  4  Omaha>   •. 

Duluth,  South  Shore  4  Atlantic 

Elgin,  Joliet  4  Eastern 

Great  Northern      ... 

154,127  60 
25.530  73 

$2,942,806  05 

$609,174  78 

965.613  26 

Illinois  Central 

Minneapolis,  St.  Paul  4  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  4  Michigan 

Wisconsin  CentnJ  (Operating  acct.) 

Total 

$79,658  33 

$3,908,509  31 

$509,174  78 

b.   IrUraaate  Roads 
AhnApeft  4  Wnit(>rn 

Ashland,  Odanah  4  Marengo 

Bayfield  Transfer 

Chippewa  Valley  4  Northern  .      .  . 

$198,750  00 

Green  Bay  4  Western 

lola  4  Northern 

$27,000  00 

Kewaunee,  Green  Bay  4  Western 

La  Crosse  4  Southeastern 

Marinette,  Tonmhawk  4  Western 

Mineral  Point  4  Northon 

Northwestern  Coal  RV  Co 

Stanley.  Merrill  4  Phihipe 

Tomahawk  4  Eastern 

Wisconsin  4  Northern 

Wisconsin  Northwestern 

Waupaca  4  Green  Bay 

• 

$5.56947 

Total 

$5,569  47 

$198,750  00 

$27.000  00 

B.   EnthucStbtsm 
InUratate  Roada 
Chicago  4  North  Western 

Chicago.  MUwaukee  4  St.  Paul  

Chicago.  St.  Paul,  Minneapolis  4  Omaha 

Duluth.  South  Shore  4  Atlantic 

Elgin,  .Fdiet  4  Eastern 

Great- Northern 

Illinois  Central 

$200,472  61 
659.861  03 
136.894  00 

240.761  17 

$10,899,615  00 
8.867,128  00 

2,086.01000 

400.000  00 
15.063.048  00 

17.356,220  00 

$5,715,875  07 

1.000.000  00 
41.642  66 

Minneapolis,  St.  Paul  4  Sault  Ste.  Marie 

Northern  Pacific  ...„ 

Wisconsin  4  Michigan 

Wisconsin  Central  (Operating  aoct.)  

Total 

$1,237,088  81 

$54,672,921  00 

$6,757,517  73 

^Wisconrin  proportional. 
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ENDING  JUNE  30,  1914-ConcIuded 


Nmt  Incomb 

Appropriations  of 

income  for  new  lines 

and  extensions 

Stodc  discount 

extinguished  through 

income 

Miscellaneous 

appropriations  of 

income 

Total 

Incomk  Balance 

TRANSnCRRED  TO 

pRorrr  and  Loss 

$2,997,023  65 

509.174  78 

25.530  73 

965.613  26 

$2,336,497  67 

1.250,624  19 

4,538,127  13 

gS9,67S  06 

157,980  SI 

9  965  00 

234,317  19 
180,869  49 

«352,336  23 
41,7S6  88 

4M6  46 
>2, 942, 059  01 

$4,497,342  42 

$11,019,338  22 

$225,750  00 
5.569  47 

$20,178  41 
16,539  72 

71,098  Si 
3,798  69 
4.665  92 

1,$88  97 

85,888  51 
14.882  95 
6.395  84 
19.660  00 

8,878  09 
67  484  82 

491^1 
1.457  32 
7.396  40 

7,648  88 

$231.319  47 

87,808  86 

$11,100,087  61 

15.242,864  10 

136,894  00 

2.086.910  00 

400.000  00 

16.569.379  64 

41.642  66 

17.596.981  17 

$1,206,054  60 

2.531.404  07 

15.476,285  91 

66,t94  66 

660,989  10 

$506,331  64 

158,578  55 
3.311.122  14 
8.097,181  77 
2  853  502  30 

2.295.247  36 

1.626  64 
«2.846.029  01 

1506,331  64 

$63,174,759  18 

$37,743,597  50 

sOperating  income  balance. 
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PROFIT  AND  LOSS  ACCOUNT.  ENTIRE 

0BB 


Nam  or  Road 

Balance  at 
beginning  of 
fiscal  period 

Debit  balance 
transferred  from 
income  account 

Amropriationa 

of^  surplus  to 

sinking  and  other 

resenre  funds 

a.    ItaerttaU  Roadi 
Chicago  A  North  Western 

Chicago,  Burlington  A  Qiiincy 

$65,294  65 
550.989  10 

258,572  55 

Chicago!  MUwaukee  4  St  Paul 

Chicago,  St.  Paul,  Minneapolis  &  Omaha 

Duluth,  South  Shore  A  Atlantic 

E3^  Joliet  4  Eaiftem  , 

$4,687,54831 

$92,270  00 

Great  Northern. 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

249,764  76 

Wisconsin  &  Michigan. 

Total 

$4,937,313  07 

$874,856  30 

$92,270  00 

h.    IntnutaU  Roads 
Ahnapee  A  Western    ....         

Ashland.  Odanah  A  Marengo 

Bayfield  Transfer 

Chippewa  VaDw  A  Northern 

Green  Bay  A  WestenL 

lob  A  Northern 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  Southeastern. 

$1,204,372  07 
24,931  17 

99,099  53 

111,772  52 

310,835  32 
107.555  64 

3,438  48 

$71,093  52 
3.793  59 

1.288  97 

19,660  00 

3,378  09 

57,434  32 

421  61 

7,643  33 



Marinette,  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Korthwestem  Coal  Ry  Co 

Stanley,  MerriD  A  Phillips 

Tomahawk  A  Eastern 

Wisconsin  A  Northern. 

Waupaca  A  Green  Bay 

■-■•■■••••• 

Total 

$1,862,004  73 

$164,713  43 

1  Miscellaneous  appropriations  of  surplus. 


Digitized  by 


Google 


Statistics — Steam  Railroads 


841 


SYSTEM.  YEAR  ENDING  JUNE  30,  1914. 

ITB. 


Dividend 

Appropriations 

of  surplus 

Appropria- 
tions of 
surplus  for 
addiUons 
and 
betterments 

Debit 

discount 

extinguished 

throuf^  surplus 

Loss  on 
retired  road 

and 
equipment 

Delayed  in- 
come and 
miscellaneous 
debits 

Balance 

credit 

June  30,  1914 

Total  debits 

$13,928,976  00 

$844,497  20 
898,646  46 

$1,098,782  46 

138,104  10 

809.801  57 

374.788  72 

64,984  89 

35,726  43 
108.778  08 
18.868  49 

118.002  35 

$79,986  39 
266,173  76 
2,524.355  43 
54.510  74 
98,653  49 

1,989,381  37 

491,905  15 

662,542  60 

68,630  80 

1,436,022  61 

90  13 

$35,998,882  89 
93,194.106  96 
40,860.896  18 
4,097,426  28 

1.746.751  54 
65,099.244  21 

4,053.574  33 
14,576,889  82 
84,772.459  80 

$38,022,148  94 
93.598,384  82 
59.114,945  64 

4.592.020  39 
5,402,175  79 

4,030.431  89 

'5,464,597  50 
2.646,714  00 

683,490  00 
179.167  50 

65.699.927  44 
10.883,072  92 
17,292,234  62 
86,505,652  26 

249,854  89 

$22,040,287  50 

$2,605,801  16 

$2,767,837  09 

$2,506  40 
251  26 

$7,672,252  47 

$344,400,232  01 

$385,390,849  80 

$36,000  00 

»$7,030  35 
2  00 

2,253  84 
3,600  00 

1,138  05 
3.342  00 

$113,625  41 
12,639  52 

250.945  35 

18,455  49 
458,973  63 

10,711  86 

654  30 
127,749  38 
38,661  94 

$113,625  41 

55.669  87 

1,275,467  59 

28.724  76 

253,199  19 

19,744  46 
462,573  63 

99.099  53 
10,711  86 
133.938  92 

314.213  41 

166.379  27 

1.075  91 

127.749  38 

38.661  94 

14.423  81 

$36,000  00 

$2,757  66 

$17,366  24 

$1,032,416  88 

$3,115,258  94 
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PROFIT  AND  LOSS  ACCOUNT. 
Crb 


Namk  of  Road 

Balance  at 
beginning  d[ 
fiscal  period 

Credit  balance 
transferred  from 
income  aocouot 

a.    InterttaU  Roadi 
Chicago  A  North  Western 

Chicago.  Burlington  4  Quincy 

Chicago.  Milwaukee  A  St.  Paul 
Chicago,  St.  Paul,  Minneapoa<«  A  Omaha 
Doluth,  South  Shore  A  Atlantic 

ESgin,  Joliet  A  Eastern 

Great  Northern  

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  A  Michigan 

$36,438,744  36 
91.039.155  76 
43.417,093  08 
4.592.020  39 

3.891.931  23 
61.474.131  47 

1.996.461  86 
14.468.468  22 
83,699.770  45 

$1,206,054  60 
2.531.404  07 
15,476.285  91 

3,311,122  14 
8.097.181  77 
2,823.766  40 
2,295.247  36 

1.626  64 

Total _ 

$341,017,776  82 

$35,742,688  89 

b.    IntroiUile  RoadM 
Ahnapee  A  Wratem 
AsUand.  Odanah  A  Marengo 

Bayfield  Transfer 

Chippewa  Valley  A  Northern 

$03,447  00 
39.130  15 

247.183  27 

18,518  75 
376.685  12 

4,316  02 

$20.178  41 
16,539  72 

Green  Bay  A  Western 

lola  A  Northern 

Kewaunee.  Green  Bay  A  Western 

La  Crosw  A  Southeastern 

Marinette.  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  Ry  Co 

Stanley  M«rrill  A  PhUlips 

4.665  92 

85,888  51'  ■ 

14.882  95 
6.395  84 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wwconsin  Northwestern 

Waupaca  A  Green  Bay 

1.075  91 
125.959  20 
31.265  64 

1.457  32 
7.396  40 

Total 

$937,580  96 

$157,405  07 
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entire  system,  1914-€oncluded 


Profit  on  road 
and  ttjuJinneiit 

DeUyed 
income  credits 

Miscellaneous 
credits 

Balance  debit 
June  30.  1914 

Total  credits 

$23,097  13 

172.989  59 
1.675  00 

48,039  32 

$141,508  07 
181,666  28 

131,483  97 
579.093  01 
115,798  16 

449,949  38 

$212,744  78 
27,824  99 
39,900  37 

666  14 

7,016  69 
162,591  23 
671,956  13 

12.645  75 

$5,401,509  65 
248,228  25 

$38,022,148  94 

93.598,384  82 

59,114.945  64 

4.592.020  39 

5,402,175  79 

4,030,431  89 
65,699.927  44 
10.883,072  92 
17.292,234  62 
86,505.652  26 

249.854  89 

1245.801  04 

$1,599,498  87 

$1,135,346  08 

$5,649,737  90 

f386.390,849  60 

• 

$1,350  00 
1.225  71 

4,060  76 

$1,272,092  59 
28,724  76 

84,216  58 

133,938  92 

314.213  41 
166,379  27 

10,363  05 

$113,625  41 
55.669  87 

$3,375  00 
332  86 

1,275,467  59 
28.724  76 
253,199  19 

19.744  46 
462,573  63 
99,099  53 
10.711  86 
133,938  92 

314.213  41 
166,379  27 
1 ,075  91 
127,749  38 
38,661  94 

14,423  81 

$6,636  47 

$3,707  86 

$2,009,928  58 

$3,115.258  94 
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Italic  figure*  denote  dcficito. 


OPERATING  RE\'ENUES,    YEAR 
i  Rbtkxtk  pbom 


Name  or  Ro40 


A.  Wwro;*siN 
a.  lntrr$taU  Rtjcd* 
Chirano  A  N'orth  \S  rsitprn 
rhi««o,  Burlinz'on  k  Quincv' 
Chkuffo.  Milwaukee  k  St.  Paul 
ChjcaKO,  St.  Pan!.  MmDeapoli><  k  Omaha 
Duluth.  South  Shor*'  k  Atlantic 

KUdn.  Joliet  A  Eastern 

(Ireat  Northern' 

Illinois  Central 

Minneap'Jb*.  St.  Paul  A  SauU  Ste.  Marie 

Northern  Pacific 

\Msconain  k  Mirhi,(an 
Wi-jconsin  Central  

Total 


6.  Int'-ajtafe  Rnadt 
Ahnapee  k  Western 
.\ah]an'i,  Olanah  k  Marengo... 
Bavndd  Tmnsfer  . 

Chippewa  Vjj.v  k  Northern 

Green  Bay  A  Western* 

lola  k  Northern 

Kewaiine\  (ire^n  Bav  k  Western 

La  CnrtMp  <fe  Southca^'ern 

Marin'*ttp,  Toniahank  »V  Western   .     .   . 

Mineral  Point  4  Northern . 

Northwestern  Coal  Railway  Co 
Stanley,  Merrill  k  Phi'lips 
Tomahawk  k  V^^u^rxx 

Wisconsin  A  Northern  

Wisconsin  Northwestern 

Waupaca  A  Green  Bay 

Total       .  


B.  Entirk  Ststkh 
IntrrstaU  R>Md* 
Chics!?o  A  North  Western 
ChiL-aj;o,  B  iriin^t  m  A  Qainrv 
Cnic.uo,  MilwaiK'v  A  S:.  Paul 
Chic.i^o.  St.  Pa  jI.  .Minn<'ApoIi5  A  Omaha 
Djiuth,  South  Sh')re  A  Atlantic  . 

YAxin.  Joliet  A  Eastern   

Great  Northern  

Illinois  Central 

MinaeapoUi,  St.  Paul  A  Sault  Ste,  Marie . 
Northern  Pacific 


Wb*consin  A  Michispan 
Wisconsin  Central 

Total 


>  Wiscoa'nn  estimated. 


Freiifht  revenue 


117. 181. 135  00 

3,465.72H  45 

13.707.S.H6  99 

5,493.313  35 

273.535  S9 


2.027.619  *i9! 

76. 3M  07j 

1.779.67H  IS, 

2S4.620  76i 


73,9H7  0^ 
6.676.125  16 


$51,039,994X2'     $17.4«S.725  97 


Paaneni^ 
revenue 


16,403,907  is 

979. OlS  47 

4.747.766  34 

2,3<8.612  67 

147,971  51 


%.972  .59 

77.127  55! 

561.121  20 

193,414  70 

3.503  30i 
l.R.S9,309  K6! 


Excess  busv« 
revenue 


$78,775  72 

13.077  91 

56.049  M 

32,338  50 

674  50 


1.060  67 

769  31 

6.093  06 

2,595  07 

13  74 
20.501  15 

S211.949  44 


So<).150  361 
77.270  9f> 
25.543  63i 
15.3VS  31 

530.265  34 

5.674  95 
147.566  .59 
39,770  19 
44.546  09; 
79,627  5: 


89,594  92 
15.645  5;J 
69.219  42I 
40,202  75 

15.576  44 


$1,252,043  05 


$53,989,475  43 

62.799. 1*4S  01 

65,266.420  18 

11.427,563  24 

2,091.596  65 

10.510.789  59 
55.025,010 
43.871,271  70 
12,748,506  27 
48,aW.811  54 

112.048  43 
7,623.741  10 


»49.M0  30 

8a3  ooj 

681  00| 

182.066  36 

1.6S4  12 
4h.557  i^ 
46,777  30, 
4.456  23 
4,272  72[ 

13.110  60 

922  65 

IS.S.^  20 

2.024  76 

5.9: 


$688  26 


3.390  54 


66  41 

606  85 


157  6"^ 
116  00 


12  02 
52  53 

lis  85 


$380,188  44| 


$21,540,542  79 

21,743.507  05 

18,%1.224  5J> 

5.415.710  19 

1.104.470  99 

57  00 
15.224.462  52 
13.715,979  06 
4.436.911  33 
15.707.000  40 

4.893  4i 
2,237,958  11 


78  94 


$373,524,427  85    $120,082,718  06 


$5.288  08 


$247,158  37 

287.944  77 

230.994  13 

73.530  95 

9.100  64 


163.961  14 
169.993  90 
47,334  51 
207.751  24 

33  35 

22.779  07 


$1,460,583  07 
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ENDING  JUNE  30.  1914 

TlUNSPOBTATION 


nrvioe  train  revenue 


Parlor  and  chair 
car  revenue 

Mail  revenue 

Express  revenue 

Milk  revenue — 
onpaaeengertrains 

Other  paBBcnger 
train  revenue 

service  train  revenue 

$346,128  96 

41.971  43 

656.850  87 

99.791  56 

12.916  48 

4 

4.532  52 

6,764  91 

46,192  01 

7,255  85 

973  11 
123,384  06 

$666,693  86 
259.181  21 
573,121  01 
250,341  18 
2.850  06 

7,534  36 
10,981  83 
55,640  01 
15.938  82 

123  48 
168,259  98 

$106,649  11 

2,401  62 

188,650  80 

7,292  20 

233  35 

$42,005  15 

5.117  98 

9,150  67 

578  47 

$7,644,160  58 
1,295,609  01 

6,227,556  81 

2,787,526  78 

165,224  37 

$1,641  84 

2,657  06 

129  67 
23.386  62 

3  69 
222  43 
72  15 
151  05 

682  26 

111; 745  67 
98,523  09 

669,118  43 

219.355  49 

4,743  30 
2,226,523  93 

$1,641  84 

$1,346,761  76 

$2,010,665  80 

$331,400  43 

$57,942  22 

$21,449,087  46 

$3,344  10 

$7,363  18 

$173  35 

$61,205  84 

863  00 

681  00 

16,543  38 

236  07 
3,827  61 
1.805  46 

235  55 

1,376  55 
1.1212  72 

14,802  44 

317  85 
5,559  02 
1,606  48 

900  00 

155  15 
180  00 

348  50 

216,976  07 

$30  94 

2,304  45 
58,650  96 
50.189  24 
4,849  46 
5i288  72 

14,654  32 
1,155  18 

20,246  71 
2.024  76 

6,405  16 

$28,581  44 

$1,549,686  10 

2.428.503  50 

1,967,508  20 

282,897  81 

67.507  36 

2,158,469  69 

1.042,042  96 

391.770  88 

1.043.720  46 

1.889  56 
140,610  69 

$31,232  62 

$2,401,128  87 

2,595.965  75 

2.201,102  17 

453.179  52 

32,572  48 

37  99 

1.761.356  29 

1.770,646  75 

343.133  97 

1.312.177  22 

300  00 
197.326  94 

$30  94 

$173  35 

$445,494  87 

$77,484  65 
23,895  90 

$1,237,679  25 

377.232  35 

641.141  05 

28.522  29 

549  07 

216,648  73 

315  24 
115,376  14 

$159,270  20 

9.919  77 

18.384  16 

21.493  74 

7,7M  90 

2.478  89 

65,130  00 

1.158  38 

77,007  83 

727  13 

$27,135,465  58 

27,443,073  19 

24,020,354  29 

6,275,334  50 

1,221,955  44 

95  59 
19.388,213  18 
17.004,337  30 
5,220,309  07 
18,347.657  15 

7.431  59 
2,704.778  08 

$101,380  55 

$11,074,607  21 

$13,068,927  95 

$2,617,464  12 

S363.325  00 

$148,769,004  96 

'  Entire  line- 
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OPERATING  REVENUES. 


Revinx^  Fbom  Transportation— Concluded. 

Namk  op  Road 

Switching 

Misoellaneaus  traas- 

revenue 

train  revenue 

portatioD  revenue 

A.      WlSCOMftlN 

a.   InUriiaU  Hoadg 

Chicago  4  North  Western 

$210,112  34 

$18,420  25 

$12,643  86 

Chicago.  Burlington  A.  Quincy* 

19.303  04 

937  80 

Chicago.  MUwaukee  A  St  Paul 

500,563  86 

7,427  26 

11,571  49 

Chicago,  St.  Paul.  Minneapolis  A  Omaha 
Duluth.  South  Shore  &  Atlantic 

46,111  54 

5,479  22 

4.183  19 

7,173  41 

603  70 

238  59 

Elgin,  ioKct  4  Eastern 

36.426  14 

Great  Northern" 

37,965  97 

213  90 

223  47 

Illinois  Central 

817  00 

298  00 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

21.411  23 

1.297  99 

1.337  97 

Northern  Pacific 

33,575  27 

637  20 

505  30 

Wisconsin  A  Michigan 

2.380  45 

Wisconsin  Central 

44.950  81 

2.239  55 

41.739  09 

Total 

$960,791  06 

$36,319  07 

$73,678  76 

6.    IrOrtulate  Road$ 

Ahnapee  A  Western 

$435  00 

Ashland.  Odanah  A  Marengo 

$650  00 

Bayfield  Trawifer 
Chippewa  Valley  A  Northern 

Green  Bay  A  We8t4jm« 

$21,003  00 

275  00 

52  50 

loU  A  Northern 

Kewaunee,  Green  Bay  A  Western 

4.443  75 

650 

La  Crosse  A  Southeastern 

515  27 

Marinette,  Tomahawk  A  Western 

Mineral  Point  A  Northern 

3.258  00 

446  05 

Northwestern  Coal  R'y  Co 
Stanley.  MerriU  A  Phillips 

225  00 

1,879  50 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

1.369  00 

« 

Wisconsin  Northweston    ... 

Waupaca  A  Green  Bay    

27  50 

Total 

$32,205  75 

$710  00 

$1.670  32 

B.    Entire  Syrtem 

Interitate  R>wi9 

Chicago  A  North  Western 

$1,331,874  61 

$55,742  38 

$45.898  41 

Chicaeo,  Burlington  A  Quincy     

1,301.641  68 

40.147  75 

99.545  43 

Chicago.  Milwaukee  A  St.  Paul 

1.604,235  87 

32,240  72 

60.000  07 

Chicago,  St.  Paul.  Minneapolis  A  Omaha 
Dulutli.  South  Shore  A  Atlantic 

155.237  73 

12.692  00 

9,055  65 

15,788  35 

3.044  17 

3.742  43 

Elgin,  Joliot  A  Eastern 

574.423  28 

663  50 

Great  Northern 

553,974  47 

30.529  44 

60.946  60 

Illinois  Central 

739,190  67 

33.928  21 

3,743.848  93 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 

63.361  83 

6.046  37 

18,104  19 

Northern  Pacific 

791,438  76 

35,722  98 

100.565  02 

W^isconsin  A  Michigan 

2,380  45 

Wisconsin  Central 

58,738  32 

2.332  55 

44,555  07 

Total 

$7,192,286  02 

$253.090  07 

$4,186,261  80 

•Wiiwoniin  eitinwited. 
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1914 — Continued 


RxvsivuK  From  Opkrations  Othkr  Than  Transportation 

tnosporution 

StaUon  and  train 
privilege* 

receipts 

Storage— baggage 

I2S.066.472  03 
4.781.578  30 

$11,124  73 

$1,720  15 

96  60 

1.179  80 

151  70 

33  90 
341  65 

494  30 

$4,430  56 

152  52 

4.159  95 

922  19 

556 

1.187  00 
85  10 
219  30 
20  97 

1,589  36 

$4,143  97 
217  40 

20,455.006  41 

8.336.614  08 

446.775  96 

36.426  14 

10.956  15 

3.235  40 

99  59 

3,274  75 
214  10 

2.177.768  90 
176.002  16 

2.472.843  80 
538.694  02 

81,110  83 
8.990.578  54 

162  61 

143  88 

1.487  63 

1  11 
3,969  28 

4  65 
60  00 
230  00 
35  00 

303  81 

$73,559,871  17 

$31.180  38 

$4,018  10 

$12,772  51 

$8.483  68 

$117,791  20 
77.920  96 

$25  00 

560  57 
100  00 

1  94 

$113  30 

$14  45 

81  00 
15  00 

2  10 

26.406  63 

16.069  31 

768.571  91 

7.979  40 

$4  95 

210.667  80 
90.474  70 
49,395  55 
88.620  34 

225  00 
106.128  74 
16.800  71 
90.835  13 
42.227  51 

22,009  10 

2  45 

$1,732.123  99 

$687  51 

$113  30 

$112  55 

$7  40 

$82,558,456  41 
91.683.596  06 
90.963.251  13 
17.879,883  12 
3.336.127  04 

11.085,971  96 
75.058.679  40 
65.392,576  81 
18.066,327  73 
67.334,195  45 

121,860  47 
10.434,145  12 

$42,852  95 

8.264  40 

40.368  59 

7.646  63 

600  00 

27.534  73 

85.142  90 

13.166  73 

1,325  88 

1  11 
4,667  40 

$41,875  83 

11.485  97 

4.015  60 

950  83 

78  75 

20.618  66 

27.504  00 

1.602  10 

517  20 

$28,812  20 

38,999  32 

32.194  35 

6.98C41 

306  45 

1.826  17 
13.942  36 
61,  .'199  07 

3.765  12 
25.897  37 

2,415  19 

$19,683  45 

16.798  42 

12,384  85 

1.034  67 

66  00 

33.847  29 

13.011  68 

2,014  36 

23,178  95 

814  06 

$533,925,070  70 

$231,561  38 

$108,648  93 

$210,744  01 

$122,833  73 

'Entire  line. 
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JUUic  figuroB  denote  deductkHu. 


OPERATING  REVENUES • 


Rbyucui  noM  OraaATioNB  Oihsr  Thas 

Namk  of  Road 

Car  serrice 

Telegraph  and 

other  pn^wrty 

A.  Wisconsin 
a.  InUrtiaie  Road$ 
Chicago  ft  North  Western 
Chicago,  Burhiufton  A  Quincy' 
Chicago.  Milwaukee  4  St.  P»ul 

Duluth.  South  Shore  ft  Atlantic 

Elgin.  Joliet  ft  Eastern 
Great  Northern' 
Illinois  Central 

Northern  Pacific 

1)V  wconsin  ft  Michigan 
Wiscoa^n  Central 

$92.588  41 

2.070  00 

84.566  08 

.17.754  85 

168  50 

2,153  00 
8,614  00 
507  00 
6,355  79 
6.785  95 

22.092  85 

$1.863  42 

8.421  87 

5.814  15 

14  98 

112  79 

3.617  69 
3.255  22 

$25,697  99 

5,619  10 

37,150  79 

2.260  69 

350  25 

600  21 

2.191  05 
1.400  16 

8.187  32 

Total 

$243,656  43 

$23,100  12 

$83,457  66. 

b.  IntuulaU  Roadi 
Ahnapee  ft  Western 
.\shland,  Odanah  ft  Marengo 
Bayfield  Transfer 
Chippewa  Valley  ft  Northern 
Green  Bay  ft  Western' 

lob  ft  Northern 

Kewaunee,  Green  Bay  ft  Western 
La  Cro<«e  ft  Southeastern 
Marinette,  Tomahawk  ft  Western 
Mineral  Point  ft  Northern 

Northwestern  Coal  Railway  Co 
Stanley.  MerriU  4  PhiUips 
Tomahawk  ft  fjwtem 
Wisconsin  ft  Northern   . 
Wisconsin  Northwestern 

Waupaca  ft  Green  Bay 

(549  00 

835  75 

154  00 

178  00 

1.902  00 

831  3o 

13  00 
$4,463  10 

$72  11 

124  30 
1.087  58 

$146  00 

190  83 
1,155  97 

15  00 
48  00 
383  00 

21125 
60  80 

Total 

$1,283  99 

$209,402  61 
58.758  29 

698  41 

9  26 
27.217  51 

101.229  77 
141.170  16 

$2,210  85 

B.  Entire  Systkii 
IfUertUHe  Road* 
Chicago  4  North  Western 
Chicago,  Burlin^Eton  4  Quincy 
Chicago,  Milwaukee  4  St.  Paul 
Chicago,  St.  Paul,  Minneapolis  4  Omaha 
Duluth,  South  Shore  4  Atlantic 

Elgin,  Joliet  4  Eastern 

Great  Northern 

Illinois  Ontral 

Minneapolis.  St.  Paul  4  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  4  Michigan 
Wisconsin  Central 

$312,622  49 

331.423  51 

291.016  45 

55,548  20 

5.913  60 

106.297  55 
153.446  63 
217,166  66 
33,972  38 
162.681  47 

399  00 
38,734  41 

$206,259  54 
118,396  51 
100.500  34 
10,916  24 
11.867  89 

9.350  85 
20,326  73 
67.806  95 
45,329  63 
187,315  24 

159  19 
11.113  77 

Total 

$1,708,222  35 

$538.386  01 

$789,342  88 

'  Wisconsin  estimated. 
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1914-CoDduded 


Tfti!<BPOBTATioN  — Coocluded 

Joint  facilities 
Dr. 

Joint  facilities 
Cr. 

Total 

Total  revenue  from  op- 
erations other  than 
transportation 

OPnUTINO 
RlYBNUn 

$164,032  64 
3.899  53 
14.523  44 

99  97 

431  25 
1.016  82 

$304.638  45 

13.018  57 

164.232  83 

30.353  08 

738  85 

2,584  25 
11.608  08 
820  88 
15.032  87 
14,438  12 

207  25 
38.621  05 

SSt  SO 

45  41 

4,155  S9 

$9  96 
15.330  39 
1.984  30 

29,112  19 

32,675  24 

$25,371,087  98 

4.796,496  87 

30.619.203  79 

8,378,162  16 

449,499  11 

39.010  39 

2,218,579  17 

176.832  04 

589  76 
2.940  82 

206  14 
1.065  03 

6,m  65 

2.487.876  67 
579,527  73 

81,318  08 
9,029,200  49 

S100.625  40 

$507,294  18 

t 10, 482  96 

$79,112  08 

$74,225,794  48 

ii645  53 
6.053  24 

$734  45 

645  53' 

190  83 
7,804  78 

169  00 

1.578  71 

388  00 

2,185  36 
156  30 

$118,526  65 

77.920  96 

27,062  16 

16,260  14 

776.376  69 

8.148  40 

1.235  26 
500 

32  00 

212.246  61 
90,862  70 
49.395  66 
90,805  70 

226  00 

106,285  04 

16.800  71 

1,981  83 
14  94 

92.816  96 
42.227  51 

22,024  04 

16,071  03 

$15,849  73 

$1,747,973  72 

$441,212  06 
206.146  32 

84,240  30 
4,867  35 

48.620  52 

40.845  84 
50.148  27 
35.238  83 
5.473  24 
487,358  73 

501  00 
2.583  85 

$1,093,318  52 

940,917  06 

623,478  86 

87.950  33 

68.051  62 

166.329  67 
356,082  17 
507,470  09 
206.553  33 
1,028,827  80 

1,060  30 
60,835  94 

t3,n6  43 

H9  09 
197  84 

ti,905  se 

697  41 

1^7,691  Bl 

S4,S10  17 

11,660  S9 

$28,501  29 
126,650  12 
176.168  69 
46.442  60 
9,094  13 

90  76 

64,495  75 

7.963  29 

11,498  04 

193.328  88 

6.274  21 

$83,677,050  79 
92,750.934  16 
91,782.690  74 
17.992.370  69 
3,412.676  38 

11.252,392  38 
75.441.366  61 
66,873,700  02 
18.274,379  10 
68.644.801  74 

122.920  77 
10,601.265  27 

$1,425.136  40 

$5,140,875  60 

9100,007  60 

$660,497  66 

$639,626,436  44 

Entire  Kne. 
B.R.C.-54 
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OPERATING  EXPENSES.    INTERSTATE 
Maintbnanci  or  Wat 


Naicb  or  Road 

Superintendence 

Ballast 

Tie« 

Rails 

A.  W18CON8IK 

Chicago  4  North  Western' 

Chicago,  Burlington  &  Quincy' 

Chicago,  Milwaukee  dc  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  A  Omaha' 
Duluth,  South  Shore  k  Atlantic 

Elgin,  JoUet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  dc  Sault  Ste.  Mane 
Northern  Pacific 

Wisconsin  Central  

$136,284  67 
24,941  42 
96.040  14 
53,342  39 
4.525  52 

443  10 
15.173  90 
3.228  18 
13.437  83 
11,208  93 

30,164  50 

$63,235  17 

15,121  34 

41,491  43 

26,517  15 

145  69 

7,016  29 

280  60 

2,042  40 

52  12 

13,569  55 

$490,804  22 

62.258  78 

406.196  91 

257,736  06 

25.743  63 

3,977  57 
39,694  52 

6.384  02 
49,063  06 
26,585  15 

138,692  31 

$201,733  14 

7,491  ^9 

112,296  45 

82,962  80 

1,766  00 

361  42 
25,185  86 
4.663  89 
9.299  51 

84«  67 

8,917  35 

Total 

$388,790  58 

$168,471  74 

$1,507,136  23 

$440,541  70 

B.  Entire  Ststbm 

Chicago  k  North  Western 

Chicago.  B'iriini^ton  k  Quincy 

Chicago.  Milwaukee  k  St.  Paul 

Duluth,  South  Shore  k  Atlantic 

Elgin,  JoHet  A  Eastern 

Great  Northern 

Illinois  CentrAJ 

Minneapolis.  St.  Paul  k  Sault  Ste.  Marie 
Northern  Pacific 

Wisconsin  Central 

$489,352  50 

731.034  17 

558.814  67 

108,713  97 

23.232  52 

61,191  87 
603.852  44 
467,669  69 

85.583  85 
474,341  94 

33.739  52 

$227,056  25 
274.811  08 
108.718  78 
51.996  80 
20.376  40 

21,968  87 
165.664  76 
235.105  96 
48,373  31 
78,449  41 

13.941  70 

$1,762,313  18 

2.111.639  91 

1.677,503  97 

525,024  76 

117,363  56 

343,900  50 
1,555,602  58 
1,296.188  68 

365,007  20 
1,706,561  92 

165,264  00 

$724,355  08 
463.044  21 
458,721  22 
168.965  84 
50.034  38 

76,422  60 
556,567  58 
813.121  22 

67,843  13 
271.696  50 

9,976  61 

Total  

$3,637,527  14 

$1,246,463  32 

$11,626,370  26 

$3,660,749  27 

Maintehakce  of  Wat  aito 

Naur  or  Road 

Grade  croasings, 

fences,  cattle 
guards  and  signs 

Snow  and 

sand  fences 

and  snowsheds 

Signals  and 

interlocking 

plants 

Telegraph  and 
tdephone  lines 

A.  Wis?oNsrN 

Chicago  k  North  Weitsrn» 

Chicago.  Buriin?ton  4  Qiincy' 

Chicago,  Milwaukee  k  St.  Paul 

Chicago.  St.  Paul.  Minneapolis  k  Omaha' . 
Duluth.  South  Shore  k  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  k  Sault  Ste.  Marie 
Northern  Pacific 

Wisconsin  Central   

$71,771  36 

15.205  32 

67,873  97 

30,774  46 

1,043  68 

107  46 
1.012  91 
2.865  48 
4.487  97 

888  13 

27.734  51 

$3,410  38 

49  69 

1,195  90 

384  68 

29  49 

586  15 

304  41 
34  11 

2,598  33 

$125,870  98 

5.271  39 

35.045  02 

14,874  32 

253  07 

15,445  94 

122  65 

2,428  70 

873  71 

5,688  85 

$14,827  29 

11,606  98 

22.206  70 

8,334  75 

266  78 

1,279  60 

191  29 

6.490  10 

1,711  64 

15.123  06 

Total 

$223,765  25 

$8,593  14 

$205,874  63 

$82,038  10 

B.  Entirb  System 

Chicago  k  North  Western 

Chicago,  Buriington  k  Quincy 

Chicago.  Milwaukee  4  St.  Paul 

Chicago.  St.  Paul,  Minneapolis  k  Omaha . 
Duluth.  South  Shore  4  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northern 

nUnoifl  Central 

Minneapolis.  St.  Paul  4  Sault  St«.  Marie.. 
Northern  Pacific 

Wisconsin  Central 

$257,706  85 

283.355  22 

283.700  55 

62.771  24 

9.795  06 

21,692  27 
97,324  72 

154.393  20 
26.240  90 

122.917  05 

32.137  36 

$12,245  53 

6,557  05 

9.308  64 

766  28 

1,060  91 

1,026  70 

194.806  28 

1,589  66 

3,337  22 

16,791  08 

3,006  94 

$451,960  43 

151.044  36 

202,652  12 

30,288  21 

441  62 

28,855  10 

115,429  15 

268.410  69 

5,959  79 

96.806  66 

5,980  39 

$53.239  81 

137.632  21 

112,879  14 

17.076  70 

3,330  86 

13,046  85 
04.112  62 
90,707  10 
37,440  48 
152.657  22 

16,654  81 

Total 

$1,352,034  42 

$250,486  29 

$1,357,828  52 

$728.786  80 

1  Wisconsin  estimated. 
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ROADS.    YEAR  ENDING  JUNE  30, 

AHD  StUUCTURBS 


1914 


Other  track 
material 

Roadwav  and 

Removal  of 

snow,  sand 

and  ice 

Tunnels 

Bridges,  trestles 
and  culverts 

Over  and 

undergrade 

crossings 

$150, 144  45 

7.558  44 

116,097  47 

43,853  60 

3,376  88 

492  18 
17.917  50 
2.538  83 
13,835  48 
10,122  48 

39.210  57 

$1,383,906  27 
285.837  17 
791.128  28 
414,044  65 
54,021  54 

3,271  72 
117,053  13 

21,374  52 
166,617  57 

56.889  29 

441.201  93 

$29,074  37 

1.929  12 

17,854  78 

7.565  39 

1.524  57 

226  85 
2.870  91 

669  62 
3,886  63 
2,342  41 

5.905  69 

$1,258  79 

27  39 
612  91 

1,229  28 

$263,218  34 
56,377  34 
102,479  08 
145,281  08 
29,763  91 

433  98 
26,154  01 
22,670  77 
66.482  19 

182  32 

143,212  88 

$17,057  64 

108  06 

2,615  71 

3,590  35 

261  41 

464  29 

273  80 

81  08 

125  41 

$405.145  88 

$3,735,346  07 

$73,850  34 

$3,028  37 

$854,155  90 

$24,577  75 

$539,118  33 

284.947  61 

428.043  05 

89,442  67 

30.509  23 

174.503  20 
■642.173  89 
561.814  51 
36.185  93 
375.277  12 

48,631  78 

$4,969,142  81 

4,550,515  03 

4,151,090  18 

843,570  35 

332,088  93 

526,588  48 
5.657.055  91 
3.354,106  58 
1,034,798  87 
4,226.314  65 

508.320  04 

$104,396  31 
89.298  79 
110,687  00 
15,472  30 
20.070  56 

25.597  78 
159,690  41 
61.328  34 
37,032  02 
82.144  76 

8,341  76 

$4,519  89 

729  41 

5,783  42 

940  11 



95,665  26 

6.701  76 

62  78 

18.200  59 

30  92 

$945,128  70 

1,050,518  55 

848,619  43 

295,994  49 

76,702  46 

79,470  65 
1,454.609  65 
886.771  54 
270.560  98 
749.177  78 

151.670  93 

$61,248  24 

13,471  75 

52,167  29 

7,239  67 

73  82 

1.054  85 

51.180  80 

22.645  18 

388  21 

25,379  39 

127  01 

$3,210,647  32 

$30,153,591  83 

$714,060  03 

$132,634  14 

$6,809,225  16 

234,976  21 

STRUCTOBBft— Continued 


Electric  power 

Buildings, 

fixtures  and 

ground.1 

Docks  and 
wharves 

Roadway  tools 
and  supplies 

Injuries  to 
persons 

Stationery  and 
printing 

$312,344  58 

37,951  58 

236.260  99 

119.507  47 

4.840  51 

285  98 
52.966  69 

3,854  79 
37,352  51 

2,373  33 

58.849  14 

$15,032  15 

2.017  48 

1.282  27 

$41,925  55 

3,420  92 

31,399  01 

11,668  65 

1,743  18 

50  05 

1,435  08 

748  19 

4,777  89 

1,294  61 

13,161  86 

$33,348  30 

21.706  34 

36.437  76 

17,695  31 

871  20 

5,799  66 

1,699  12 

2,897  12 

915  10 

6,557  91 

$6,695  81 

761  00 

3.253  56 

2,308  08 

156  06 

14  44 

60,478  19 

1.0S8  07 

64  30 

50.682  03 

37109 
120  39 
283  89 
304  91 

689  08 

$836.5*7  60 

$130,644  49 

$111,624  99 

$127,927  82 

$14,958  40 

$83  3'i 

9,443  76 

$1,229,244  45 

1.262.263  70 

932.270  10 

243.322  68 

62,159  53 

105.380  22 
763,791  83 
879.360  93 
255.828  51 
772.980  20 

72.084  76 

$53,975  41 
4,572  69 
13,749  05 
2,636  23 
34,363  76 

17,880  32 
91.478  11 
36,672  02 
8,001  93 
33.J167  71 

50,682  03 

$150,540  57 

142,614  77 

165,536  21 

23,742  73 

9,525  67 

31,977  74 
134,933  89 
139.197  20 
34,405  53 
83.021  84 

14,528  21 

$119,742  55 

146,905  97 

193.423  45 

36.160  97 

3,630  08 

13,173  79 
137,522  23 
61,341  43 
20.650  55 
87.756  00 

7.476  45 

$24,042  42 

20.695  99 

16,441  99 

4,761  02 

852  76 

3,035  15 
18,629  23 
22,767  15 

1.981  05 
16.754  98 

784  70 

$9,507  10 

$6,578,686  89 

$347,479  26 

$030,023  26 

$827,783  47 

$130,746  44 

Digitized  by 


Google 


852  Report  of  Railroad  Commission 

Itaiie  6gure0  denote  deductions.  OPERATING  EXPENSES.    INTER 


MAUfrxNANCB  OF  Wat  A  SrBCCmiBB- 

Name  or  Road 

Other 
Expenses 

Mabtaining 

joint  tracks. 

yards  and  other 

fadlities-Dr. 

Maintaining 

joint  tracks. 

yard«  and  other 

ladlitioB-Cr. 

A.     WUCONSIN 

Chicago  k  North  Western* 

Chicago,  Burlington  k  Quincy* 

Chicago.  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  &  Omaha* 
Duluth.  South  Shore  &  Atlantic 

Elgin.  JoUet  k  Eastern 

Great  Northern 

Illinois  C^tral 

Minneapolis.  St.  Paul  k  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  Central 

$1,493  69 

330  61 

91  94 

64  11 

30  58 

11  43 

778  12 

3  63 

72  05 
114  23 

337  35 

$42,594  00 

1.671  34 

25,196  05 

78.923  66 

1,089  36 

14,980  79 

553  31 
12.241  77 

22,795  66 

*4S.987  6S 

60000 

54,77£  Ot 

37,966  16 

1,411  71 

10 

10  17 

10,167  47 

4,Alt  38 

Total 

$3,327  74 

$200.045  94 

$133,316  34 

Chicago  A  North  Western 
Chicago,  Biirlington  A  Quincy 
Chicago.  Milwaukee  A  St.  Paul 
Chicago.  St.  Paul.  Minneapolis  A  Omaha 
Duluth.  South  Shore  A  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  Central 

$5,363  35 

8.564  61 

898  81 

123  89 

167  08 

1.705  15 
2,M3  58 
1,264  46 
2,889  97 
3,633  44 

356  98 

$152,940  76 

494.622  63 

510,523  18 

160.805  38 

9.462  36 

158.332  43 
290.908  20 
258,847  74 
41.378  71 
400.358  36 

73.005  97 

$1S7,9U  47 
916.276  48 
137.012  24 
77,206  37 
10,166  SO 

10,108  67 

186,671  04 

414.0S8  66 

210  93 

430.884  69 

6,963  90 

Total 

$27,001  32 

$2,551,185  72 

21,867,362  76 

MAiirnNANCK  or 


Namk  or  Road 

Passenger  train 
tion 

$58,328  66 

29,917  36 

20,625  85 

17,374  74 

946  69 

1,109  88 

561  83 

6.597  37 

1.160  93 

9.714  72 

Freight  train 
cars— repairs 

Freight  train 
care — renewals 

A.    Wisconsin 
Chicago  A  North  Western  > 
Chicago,  Burlington  A  Quincy  » 
Chicago.  Milwaukee  A  St.  Paul 
Chicago.  St.  Paul,  Minneapolis  A  Omaha  > 
Duluth,  South  Shore  A  Atlantic 

Elgin.  Jolict  A  Eastern 

Great  Northern 

Illinois  Central                                _    . 

Minneapolis.  St.  Paul  A  Sault  St«  Mane 

Northern  Pacific 

Wisconsin  Central 

$1,189,428  74 

240,352  31 

956,729  89 

351.754  42 

22,335  60 

3,633  78 
94,214  08 

7,909  60 
191.863  64 
24,690  08 

554.036  56 

$69,686  44 

60,675  29 

4,466  22 

16,814  26 

110  59 

1.734  37 
503  24 

4,610  44 
285  11 

18.075  63 

Total..   .. 

$146,338  03 

$3,636,948  70 

$176,961  59 

B.      EnTIRB  SVBTIM 

Chicago  A  North  Western 
Chicago.  BurUngton  A  Quinry 
Chicago,  Milwaukee  A  St.  Paul 
Chicago,  St  Paul.  Minneapolis  A  Omaha 
Duluth,  South  Shore  A  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Mane 

Northern  Pacific 

Wisconsin  Central 

$209,438  64 

509.334  03 

86.847  99 

35.295  97 

7.199  20 

936  72 
182,162  30 
143,840  29 
44,891  13 
87,734  71 

11.565  94 

$4,270,839  29 

*3,490,882  90 

4.928.748  72 

716.771  29 

141,007  59 

1.223,719  19 
2,753,274  88 
5.863,982  59 
1.129.803  97 
2,795,900  46 

627,642  60 

$250,220  60 

855.141  41 

23.635  16 

34,326  77 

6»8  17 

5.235  75 

52.349  58 
303,405  40 

32,365  57 

47.350  81 

20.605  08 

Tota' 

$1,319,246  92 

$27,942,663  48 

$1,625.334  30 

>  Wisconsin  estimated. 

» Includes  electric  locomotives  $9,608.42. 


"  Includes  electric  locomotives  $16,115.64. 

*  Includes  $5.826.36— electric  equipment  of  oars— repairs. 
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Coucld     V 

Maintbnanck  or  Equipment 

Total 

maintenance 

way  and 

Btructurpfl 

Superintend- 
ence 

Steam 

locomotives — 

repairs 

Steam 

locomotives— 

renewals 

Steam 
locomotive*— 
depreciation 

Passenger 
train 
cars- 
repairs 

PMBcnger 
train 
cars- 
renewals 

$3,392,043  62 

513,013  54 

2.082,424  00 

1, -282. 268  98 

131.191  65 

$99,886  96 

14.763  60 

59.352  62 

30.938  25 

2.138  54 

$1,207,496  11 

169,326  55 

1,191,511  73 

399,843  21 

17.759  58 

$3,780  84 

11,178  46 

422  19 

1,346  14 

5t  96 

$134,286  44 
62,206  02 
60.947  49 
50.554  89 
3,912  51 

$240,933  60 

81.872  00 

188,907  04 

110,301  57 

5.503  92 

$1,252  25 

3.231  72 

64  17 

6,725  71 

9.676  18 

405.050  04 

73,019  64 

3A4.664  .35 

118.958  82 

255  95 
6,241  60 
1,769  97 
11.840  65 
3.906  82 

1.358  61 

97,121  20 

18,495  20 

153.189  34 

50.652  21 

1.181  03 
169  29 

1.143  11 
27.144  30 

2.230  90 
34,147  05 

7,610  83 

3,902  09 
2,998  14 
29.526  43 
8.421  70 

75  SI 

8  32 

175  86 

42  59 

1.020.805  59 

25,067  12 

302,426  25 

39.155  17 

98.403  60 

$9,443,116  41 

$256,162  as 

$3,609,179  99 

$18,023  99 

$423,338  71 

$770,770  09 

$11,425  31 

$12,179.689  85 

12,002.627  57 

10,704.519  01 

2.612.609  99 

795.084  15 

$358,660  57 

376.306  47 

297.190  35 

62.988  77 

12.661  58 

$4,335,713  13 

3,990,674  32 

5.492,306  63 

814,561  05 

113.758  45 

S13.575  72 

260.186  20 

1,977  58 

2,783  42 

206  16 

$482,177  51 

1.499.748  15 

280,932  23 

103.098  26 

24.560  37 

$865,111  68 
747,896  84 
747.638  33 
224.820  98 
41.854  89 

$4,496  41 

20.524  92 

271  10 

13,779  43 

1.696.695  85 
12.705.905  84 
9,205.946  38 
2.383.739  99 
9.363.823  91 

38,926  30 
201.733  25 
381.787  98 

69.929  61 
233.521  37 

525.224  21 
«3, 290. 966  63 
4,613.676  79 

815,478  85 
2,711.065  42 

2,053  23 

227.430  94 
1,178  05 

106.461  39 
5916,285  66 
444.992  74 
166.310  20 
411,047  34 

951  75 
643.095  74 
860.846  .57 
215,032  99 
638.989  32 

17,645  60 
2.105  41 
1.223  76 
3.463  07 

1.209,78.8  97 

28.771  77 

367.919  44 

47.575  37 

118,837  55 

$74,860,431  51 

$2,062,478  02 

$27,071,344  92 

$508,978  98 

$4,483,189  22 

$.5,105,076  61 

S63.509  70 

EQnpMKfiT.— Continued 


Freight  train 
cars— deprecia- 
tion 

FloatinK  equip- 
ment repairs, 
renewals  and 
d«»preciation 

Work  equip- 
ment— repairs 

Work  equip- 
ment- 
renewals 

Work  equip- 
ment— 

Shop  machin- 
ery and  tools 

$64,033  04 

15,045  99 

54,947  04 

16.590  08 

1 . 195  64 

2.027  81 

596.60 

12.724  14 

1.762  53 

17,336  81 

$186,259  68 

Injuries  to 

$257,453  53 

219,402  95 

98,916  06 

84.968  08 

10,328  43 

1,120  05 
44,393  49 

1.504  54 
72,989  25 

6.890  26 

81.384  56 

$27,045  70 

11.934  00 

30.459  99 

13,56:J  51 

1.973  40 

2,720  10 
641  14 

5,073  04 
379  73 

15.044  87 

$2,699  71 
1,618  22 
1,112  85 

40  05 
170  82 

S  37 

86  44 

$10,204  48 

7,807  58 

2,942  73 

2.690  28 

634  80 

941  88 

125  78 

2,542  46 

546  24 

3.321  91 

$17,330  14 

1,599  84 

45,076  66 

9.752  27 

10  00 

1.257  04 
188  90 

2,559  89 
660  51 

8.130  93 

$879,351  20 

$1.903  92 

3,013  73 
52.430  18 

2.359  87 

$108,835  48 

$97,112  02 

232.429  60 

265.073  91 

27.606  43 

10.783  62 

8,252  06 
178,173  20 
137.925  70 
35,371  94 
126.760  64 

16.017  46 

$5,719  22 

$9,693  75 
60,356  66 
6,492  14 

28.987  83 
636  19 
163  88 

$31,758  14 

$36,640  87 

286.618  23 

16.979  01 

5.460  99 

3,468  85 

2,646  28 
44,765  08 
21,231  14 
19,654  80 
24.948  87 

3.368  06 

$86,566  18 

$924,429  20 

43.118,559  36 

520,935  81 

173.015  20 

65.204  73 

425.639  55 

1.295.212  07 

1,084,725  31 

429.793  83 

760, 189  08 

92,251  43 

$229,921  15 

363,849  46 

262.973  15 

33.788  02 

7.070  58 

38,721  73 
136.670  02 
236.770  32 

76.937  68 
118,324  65 

19,787  18 

$62,226  74 
33,734  00 

120.481  41 

19.777  62 

865  83 

12,736  74 
70.219  46 
68.894  67 
17.896  33 
55,889  51 

9,265  60 

$8,889,955  57 

$69,707  70 

$1,135,506  58 

$106,303  01 

$465,782  18 

$1,524,813  94 

$471,987  81 

'  Includes  $1,620.00 — electric  e-iuipment  of  cars — depreciation. 
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Name  or  Road 


Maintknanck  Of  EqnPMKirr — 


A.    Wisconsin 

Chicago  4  North  Western  ' 

Chicago.  Burlington  ft  Q<iincy  ^ 

Chicago,  Milwaukee  &  St.  Paul 

Chicago.  St.  Paul,  Minneapolis  &  Omaha  ' 

Dulutb .  South  Shore  k  Atlantic . 

Elgin,  Joliet  k  Eastern. 

Great  Northern  .. 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific    .. 

Whconsin  Central 

Tolal 

B.    Entirk  Ststkii 
Chicago  &  North  Western 
Chicago.  Burlington  A  Quincy. 
Chicago,  Milwaukee  A  St.  Paul 
Chicago,  St.  Paul,  Minneapolis  A  Omaha . 
Dulutb,  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 
Northern  Pacific      . 

Wisconsin  Central 

ToUl 


Stationery  and 
printing 

Other  expenses 

Maintaining  of 
joint  ei^uipmcnt 
at  terminalB— Dr. 

$7,349  79 

869  77 

4.053  17 

1.569  34 

220  27 

$1,604  09 

06 

19  74 

3.811  23 

4  23 

$2,407  M 

252  65 

1,193  85 

6.837  80 

767  04 

31  95 
141  11 
111  40 
623  94 

168  29 

32  71 

92  02 

9  40 

224  76 

4  44 

12,804  08 
13.367  90 

1.946  10 

698  49 

$16,984  13 

$6,501  16 

$37,631  22 

$26,390  61 

16.808  72 

19,205  15 

3,103  09 

1,302  60 

$6,759  76 

406  47 

93  71 

7.784  38 

25  00 

$8,645  95 
•29,156  60 
43.566  28 
13.985  33 
802  50 

4,915  59 
10,325  82 
27. M4  36 
3.060  17 
9.099  77 

3.986  33 
28.202  65 
6,907  96 
1.206  00 
446  73 

24  18 
28.551  30 
14.413  35 
10.445  72 
47,700  14 

2.238  61 

806  82 

4.273  27 

$124,094  49 

$35,624  81 

$201,564  71 

Industrial  and 

immigration 

bureaus 

Trapi 

Stationery  and 
printing 

nc  EXFENSBS— 

Name  op  Road 

Other 
expcnaes 

.\.    Wisconsin 
Chicago  A  North  Western  > 
Chicago,  Burlington  A  Quincy  ' 
Chicago.  Milwaukee  A  St.  Paul 
Chicago.  St.  Paul,  Minneapolis  A  Omaha  » 
Dulutb.  South  Shore  A  Atlantic 

$1.253  07 
1.218  77 
5,412  40 

1.869  58 

$40,234  94 
8.774  02 
22.078  47 
16.746  76 
2.065  64 

$33  71 
270  95 
104  23 

Elgin.  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

2.161  76 

149  76 

4,228  90 

1,219  67 

126  47 
1.807  75 
1,085  99 
4.553  17 
1.113  45 

1  47 

•23  89 

5  68 

22  08 

587  67 

Wisconsin  Central 

10,104  59 
»27,618  50 

$4,499  36 
34.102  16 
26.067  61 

11.056  07 

16.512  18 

45  08 

Total 

$114,097  84 

$1,094  76 

B.    Entire  Systku 
Chicago  A  North  Western 
Chicago.  Burlington  A  Quincy 
(^hiea?o,  Milwaukee  A  St.  Paul 

Chicago.  St.  Paul.  Minneapolis  A  Omaha 

Dulutb.  South  Shore  A  Atlantic 

$144,470  17 

167,013  01 

108,587  81 

34.130  40 

12.130  12 

$714  46 

1.281  78 

204  85 

Elgin,  Joliet  A  Eastern 

(Jreat  Northern 

Illinois  Contra! 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 
Northern  Pacific 

163.207  22 
27.887  88 
29.674  37 
95.723  66 

18.984  98 
114,984  41 
184,277  02 
31 ,959  94 
83,628  42 

150  00 

1.267  76 

971  12 

155  39 

52.154  18 

Wisconsin  Central 

11,664  14 

18,070  65 

54  60 

ToUl     

$403,882  46 

$918,236  93 

$56,954  14 

1  Wisconsin  estimated. 
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Cooduded 


MainUinin^  of 
joint  equip- 
ment at  ter- 
minalfl — Cr. 


ti,mse 


96  71 

4,m 


'i,  190  75 


97,866  8S 


$3,9S0  49 
5,8M  90 
S,S70  68 
9,OiO  79 


7,966  66 
ll,9i0  04 


t5B.666  Sf 


Total  ^ 
maintenance  of 
equipment 


$3,394,113  80 

932,054  36 

2,721.652  58 

1,120.950  98 

67,788  28 

7,576  16 
295.809  79 
39,006  81 
528.757  55 
118,350  55 

1,174.828  16 

$10,400,889  02 


$12,187,123  17 

15,888.686  45 

13,112,977  98 

2,283,926  21 

431,067  80 

2.400.430  00 
9.825,353  17 
14.510,079  49 
3.070.670  60 
8.063.101  83 

1.371,089  96 


$83,144.496  66 


TRAmc  EXPKNSBS 


Superintend- 
ence 


43,203  59 


$2,108,080  33 


Outeide 
agencies 


$177,669  41 

35,664  42 

194,350  41 

89.692  45 

7.501  43 

95  63 
9.113  90 
3,386  82 
23,329  03 
7.734  35 

154,576  76 


$703,114  61 


$637,951  22 
751,352  53 
920,013  69 
182.762  60 
44,617  32 

14.395  32 
539,386  58 
579.454  86 
167.304  38 
601,266  46 

180,059  32 

$4,618,564  28 


Advertising 


$72,408  70 

11,905  14 

58.983  99 

21,680  45 

833  61 

2  23 

2.470  74 

789  37 

8,461  44 

2,667  32 

25,682  17 


$205,885  16 


$259,995  32 

256.257  39 

280.207  82 

44,156  02 

5.045  65 

375  00 

343,895  03 

119,043  09 

60.534  06 

216,181  05 

29.889  16 


$1,615,579  59 


TrafTc 
associationfl 


$4,992  19 

1,841  32 

7,876  18 

2,727  44 

61  32 

10  54 
311  52 
197  38 
415  92 
212  65 

2.470  69 


$21,107  15 


$17,925  27 

43,640  60 

37.323  07 

5.546  54 

296  64 

1.991  13 
16,158  41 
33,722  51 

3,042  47 
15,024  66 

2,879  83 


$177,551  13 


Fast  freight 
lines 


$114  26 


82 

919  77 


$1,034  85 


$660,48 


166  77 
6,905  43 


$7.732  68 


Concluded 

Transportation  Expbnses 

Total  traffic 
expenses 

Superintend- 
ence 

Dispatching 
trains 

Station 
employes 

Weighing  and 
car  service 
associations 

Coal  and 
ore  docks 

Station  supplies 
and  expenses 

$378,103  53 

78,598  02 

378.907  29 

173.721  58 

17.843  38 

$135,060  50 

34.303  60 

52.293  80 

46.321  02 

3,719  92 

$71.125  74 
32.113  34 
92.285  10 
34.740  27 
2.615  65 

$1,245.138  56 

88.809  00 

1.011,456  31 

425,063  51 

19.231  22 

$30,853  47 

1.715  28 

17,991  06 

19,413  96 

310  23 

$35,785  65 

$103,975  44 

4,847  60 

62,124  09 

34.740  77 

1,416  20 

459  22 
18,613  60 
.  7.599  42 
52,569  29 
16,327  89 

880  00 
26.912  57 

2.803  72 
19.431  69 

6,679  89 

2,640  57 

529  55 

19,391  19 

2.663  68 

2,244  15 
135.839  21 

19,901  99 
111,595  82 

32.422  67 

1,367  32 

820  54 

400  81 

2,855  54 

2,559  99 

277,890  27 
11,934  63 

216  05 
5.759  03 
1,220  94 
10,191  23 
2,190  16 

245.436  97 

59,269  78 

42.265  79 

308.266  66 

13.893  96 

20,327  63 
$345,938  18 

28.631  68 

$1,368,180  19 

$387,676  49 

$300,370  88 

$3,399,969  10 

$92,182  16 

$255,313  19 

$1,357,642  83 

1.634,672  43 

1,799,609  65 

353,955  95 

ia5,707  22 

$484,956  91 
682.908  28 
270.299  65 
94,542  31 
21,998  33 

$255,388  66 

510,103  66 

405,723  17 

70,523  12 

16.584  82 

$4,470,874  55 

4,109,071  48 

4,109.492  66 

866,166  46 

166,606  25 

$110,784  44 

89,863  62 

116,922  95 

39.215  48 

1.793  22 

$128,494  24 
27.955  05 
21,703  64 

$373,340  90 

238,411  05 

293,427  50 

70,029  90 

12.272  08 

71.134  41 

1.360.564  11 

1.290.777  98 

375.814  79 

1.270,880  88 

89,233  99 
521,976  84 
567.597  68 
130, 8r3  78 
479.030  75 

26,315  85 
281,717  60 
260,447  59 

78,375  59 
521,910  83 

304.505  55 
2.376,734  09 
3  975,998  06 

746,249  36 
2,871.430  47 

36.299  45 
42.978  .V> 

73.779  08 

17.780  43 
89.8%  95 

277,890  27 
12.842  92 

16,527  11 
211,461  59 
293,902  94 

64.712  92 
249,026  83 

285.821  29 

67,213  59 

49.256  01 

580,280  32 
$24,577,409  25 

15,677  09 

20.327  63 

42,167  61 

$0,906,581  54 

$3,410,633  11 

$2,466,346  90 

$634,991  23 

$489,213  75 

$1,865.270  33 

'  Includes  power  plant  equipment.  $1,398.03. 
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TlUNBPOBTATOir 

Nami  or  Road 

Yard  masters 

and  their 

clerks 

and  brakemen 

Yard  switch 

and  signal 

tenders 

A.    Wiscowiif 

Chicago  A  North  Watern  ' 

Chicago.  Burlington  k  Quincy  '   

Chicago,  MUwaukee  *  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  k  Omaha  » 

Duluth.  South  Shore  A  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northern 

niinois  Central 

Minneapoli^  St.  Paul  4  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  Central 

$119,824  97 

7.681  17 

71.835  10 

29.972  43 

1.120  00 
30,873  76 

11.124  18 
9.301  16 

20.019  81 

$448,257  54 

31.150  21 

490.387  39 

170.297  88 

8,034  85 
111,763  17 

39,263  72 
30.905  86 

96.705  11 

$24,208  99 

581  75 

65.513  16 

2.724  77 

5.545  45 

952  54 
1,714  50 

2.407  84 

Total     

$301,752  58 

$1,426,765  73 

$1,600.542  33 

1.677.340  48 

2.074,907  04 

346.975  30 

47.654  77 

552.366  41 
741.402  49 
1.310.600  94 
203.975  06 
963.346  18 

207.732  01 

$103,649  00 

B.    Entirb  Ststbm 

Chicago  A  North  Western   

Chicago,  Burlinsrton  A  Quincv  

Chicago.  Milwaukee  A  St.  Paul  

Chicago.  St.  Paul.  Minneapolis  A  Omaha 

Duluth.  South  Shore  A  Atlantic      

Elgin.  Joliet  A  Eastern 

Grwit  Northern 

Illinois  Central  

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  Central 

$430,251  22 

489.504  97 

273.628  76 

61.142  17 

4,659  35 

119,329  52 
260,621  84 
532.642  47 
43.350  29 
308.996  04 

35,092  60 

$86,926  34 

110,795  62 

163.127  78 

5.8»4  65 

4,052  27 

9.305  09 
42,889  67 
88.906  99 
10.007  58 
96.150  49 

4.554  60 

Total 

$2,559,219  23 

$9,735,843  01 

$622,601  08 

Namb  or  Road 


A.    Wisconsin 

Chicago  A  North  Western  » 

Chicago.  Burlington  A  Quincy  > 

Chicago.  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  A  Omaha  ' 
Duluth,  South  Shore  A  Atlantic 


Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie . 
Northern  Pacific 


Wisconsin  Central . 
Total     . 


B.    Entire  Ststbm 

Chicago  A  North  Western 

Chicago.  Burlington  A  Quincy 

Chicago.  Milwaukee  A  St.  Paul 

Chicago.  St.  Paul.  Minneapolis  A  Omaha  .. 
Duluth.  South  Shore  A  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie .. 
Northern  Pacific 


Wisconsiin  Central . 
Total 


Tranbportaton 


Operating  joint 
yards  and  ter- 
minals— Dr. 


$112,505  94 

17,82122 

129.766  99 

5.155  07 


56.135  83 

730  38 
63.052  40 

28.843  93 


$414,011  76 


$403,971  05 
769,223  16 
717.471  13 
264.443  94 
42.671  09 

370  15 
341,278  74 
264,498  64 
138.575  66 
420,531  26 

137.386  42 


$3,500,421  24 


Operating  joint 
yards  and  ter- 
minals— Cr. 


$47, i4S  67 

900  00 

36. m  89 

159  739  41 


431  57 
14.850  55 


1,786  tt 


tt66,H19  i9 


$169,654  11 

106,8t6  18 

14t.S69  4i 

SS5,216  40 

14  Mi  01 


S5S,191  88 

S0e,SS8  St 

it, MSB  82 

348, 09i  79 

i,919  61 


$1,887,588  64 


Kcmd     , 
enginemen 


$1,065,044  25 
149,795  95 
866.202  57 
409,055  51 
30.639  04 


35,1^  50 

16.899  31 

116.813  88 

34,109  58 

397.415  18 


$3,121,165  n 


$3,824,216  34 

J3, 512. 128  78 

3.948.927  62 

833.123  26 

180.006  06 

294,898  03 

»2.625.019  51 

3,036,844  32 

664.684  00 

2.599,317  77 

453.575  27 


$21,972,742  46 


1  Wisconsin  estimated. 


«  Includes  $2,606.43  for  motonneni^^  r^r^r^]r^ 
Digitized  by  VjOO^  IC 
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ROADS.    1914.— Continued 


ExTKXBBS — Continued 


Ymrd  supplies 
and  expenses 

Yard 
enginemen 

Ensinehouse 
expenses — yard 

Fuel  for  yard 
locomotives 

Water  for 

yard 
locomotives 

Lubricants  for 

yard 
locomotives 

Other  supplies 

for  yard 

locomotives 

$11.556  90 

194  57 

4.008  63 

1.702  98 

$287,338*56 

18,163  30 

313,841  27 

94.685  62 

$126,325  54 

9,337  08 

91,085  16 

35,081  36 

$313,622  24 

16,019  23 

239.396  93 

147,477  97 

$20,361  58 

837  32 

20.152  23 

5,108  94 

$5,198  23 

139  03 

6,769  97 

2,043  58 

$4,241  36 

376  58 

5,882  77 

2,043  57 

17  49 

736  00 

69 

68  66 
147  46 

6.462  65 

72,004  70 

54 

25,878  69 

23,180  86 

1,130  05 

23,333  62 

13 

10,785  74 

2,051  77 

3.705  87 
98,607  74 

39,292  80 
37.280  79 

160  72 

1,354  49 

W  86 

1,619  52 

2.032  97 

117  96 

1.611  66 

09 

446  71 

267  70 

35  46 

2,010  85 

05 

1,102  13 

407  69 

725  98 

64,422  36 

22,426  88 

95.839  45 

2,695  75 

1.744  62 

1,679  84 

$19.159  36 

$905,978  55 

$321,557  07 

$991,243  02 

$54,312  66 

$18,339  37 

$17,780  20 

$41,496  93 

25.114  76 

20.204  78 

3,566  59 

1.311  69 

$1,031,736  29 

966,126  26 

1.196.641  00 

193.117  86 

27,327  96 

$463,592  62 

350,219  72 

454.426  59 

71,317  79 

14,310  21 

$1,126,112  17 
914,281  07 
927,141  24 
300,178  88 
22.744  53 

$73,111  59 

91,147  79 

79.270  04 

10.389  10 

1,520  40 

$18,665  10 

9,990  30 

27.019  64 

4.465  04 

279  76 

$15,229  32 

19,717  95 

30,094  46 

4,401  28 

424  92 

14,970  14 
8.179  45 

34,262  74 
1,272  53 

13.449  28 

353,392  73 
479.159  34 
758.147  81 
131,618  50 
595.881  99 

89,265  34 
164.656  09 
371,913  43 

46.779  53 
218,033  72 

226,530  78 
717,671  52 
580,957  73 

146.729  20 

889.730  22 

13,120  93 
24,694  91 
39,881  85 
5,504  03 
27,963  25 

5,610  30 
11,127  74 
19,319  02 
2.392  19 
7,310  52 

7.490  85 
12.408  35 
18,798  02 
5.716  14 
9,920  29 

1.448  25 

132,146  46 

40,352  38 

164.201  61 

6,040  86 

3.209  54 

3,137  87 

$165,277  14 

$5,865  296  20 

$2,274,867  42 

$6,016,278  85 

$372,644  75 

$109,389  15 

$127,339  45 

ElxF»J»8E»— Continued 


expenses- 
road 

Fuel  for  road 
locomotives 

Water  for  road 
locomotives 

Lubricants  for 

road 

locomotives 

Other  supplies 

for  road 

locomotives 

Road 
trainmen 

Train  supplies 
and  expenses 

$357,344  99 

35.564  17 

285,008  28 

111.374  82 

8,7.'iO  20 

$1,684,101  86 

288,548  44 

1.626,396  29 

855.917  16 

55,428  25 

$100,776  36 

8,482  57 

59,551  55 

31,334  81 

3,213  58 

4.230  98 
1,201  73 
8,286  70 
1.801  25 

32,685  67 

$30,204  87 

6.112  41 

32.763  04 

9.877  28 

740  87 

1.149  60 
347  61 

3,505  91 
608  72 

12,145  68 

$24,158  30 

4,038  39 

32,204  52 

6,811  92 

967  88 

1,808  15 
405  24 

5,177  97 
766  24 

11,835  31 

$1,190,026  86 

155.468  87 
947,186  09 

428.469  47 
36,484  97 

35,194  99 
19,956  34 
133.101  10 
35,537  81 

425,602  84 

$340,154  63 

68,635  34 

234,342  51 

160,420  61 

6,783  06 

35  17 

7,843  49 
4,723  13 
24,353  63 
7,073  89 

78.608  21 

95,116  49 

17,316  75 

246.294  91 

63,052  78 

710,007  06 

14,728  30 
5,338  97 

42,523  25 
9,613  09 

117,112  84 

1920,644  81 

$5,642,179  99 

$251,565  20 

$96,455  89 

$88,173  92 

$3,407,029  34 

$999,687  77 

$1,283,105  90 

979,457  67 

1.456.567  14 

226.870  65 

51,806  97 

83,733  60 
593.220  42 
943.252  45 
271.217  30 
638,632  45 

05,151  71 

$6,047,044  38 

5,763,104  91 

7.751.564  54 

1,743,913  05 

323,794  12 

370,154  09 
5,276,876  25 
3,762,778  46 
1,265,778  34 
5,030.750  73 

814.306  62 

$361,854  09 

306,334  34 

411,782  50 

63,630  85 

18.772  68 

18.917  41 
222.198  35 
263,791  99 

83,271  70 
196,608  00 

36,564  79 

$108,455  55 

86,805  35 

142,188  43 

20,216  29 

4,327  93 

8,253  10 
60,522  65 
106.943  89 
20.446  54 
57.168  04 

13.969  22 

$  86,744  35 

89,290  33 

137.568  35 

13.758  76 

5,654  01 

8,254  66 
77,658  56 
74.988  84 
43,442  82 
46,198  05 

13,569  22 

$4,272,986  93 

3,479,314  47 

4,170.118  97 

873,315  36 

214,038  14 

294,118  44 
2,634,284  97 
3,190,277  16 

735,887  92 
2,600,878  45 

482,059  29 

$1,221,381  07 

1.418,319  53 

1,108,589  09 

327,177  55 

40,663  95 

42,809  70 

949,837  07 

1.228,359  49 

273.035  33 

845,228  38 

133,912  68 

$6,623,016  26 

$38,140,064  49 

$1,983,726  70 

$629,296  99 

$597,117  95 

$23,037,280  10 

$7,689,313  84 

*  Inehides  $17,272.54  for  motormen. 
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/l^ic  fifurw  denote  deductions.  OPERATING  EXPENSES.    INTERSTATE 


Naub  op  Road 


A.    WiacoNsiN 

ChicaRo  A  North  Wwt«rn  > 

Chicago,  BurlingtoD  &  Qiincy  i 

Chicago,  Milwaukee  *  St.  Paul 

ChicaRo.  St.  Paul.  Minneapolis  *  Omaha  » . 
Duluth.  South  Shore  A  Atlantic 

EUin,  JoUet  &  Eastern 

Great  Northern 

niinoia  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 


Wisconsin  Central..  

Total 

B.    Entire  System 
Chicago  A  North  Western 
Chicago,  Burlinifton  A  Quincy 
Chicago.  Milwaukee  A  St.  Paul 
Chicago,  St.  Paul.  Minneapolis  A  Omaha  . 
Dulutb,  South  Shore  A  Atlantic 

Elgin.  Joliet  A  Eastern  

Great  Northern 

Illinois  Ontral 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 


Wisconsin  Central 
ToUl 


Interlocking  and 
block  and  other 
signal  operations 


$107,400  55 

4,059  94 

35,500  15 

15.326  81 

1.253  50 

1  47 

16,063  65 

13 

4.969  00 

849  34 

4.438  04 

$189,862  32 


$385.639  33 

113.423  28 

160.767  83 

31.287  96 

1.277  47 

39.284  31 
132.631  02 
209.148  61 
21.223  45 
98,693  43 

5.947  42 


$1,199,324  11 


Crossing   flag- 
men and  gate- 
men 


Transpobtaton 


Drawbridge 
operation 


$94.313  06 

1.241  64 

92,879  06 

8,514  89 

480  00 

850  50 


22.928  76 


$996,001  06 


$8,454  98 

739  16 

16,539  24 

2,384  17 


342  47 
7.598  87 


3.616  21 


$39,675  10 


$30,358  99 
10.316  50 
30,241  9ft 
4,988  49 


4,453  88 
7.758  38 

15,351  96 
1.384  96 

35,951  27 

3.616  21 


$144,422  62 


Tranhportation 

Namb  op  Road 

Loss  and  damage 
—baggage 

Damage 
to  property 

Damage 
to  stock  on 
right  of  way 

Injuria  to 
persons 

A.   WlBCX)N8IN 

Chicago  A  North  Western* 
Chicago.  Burlington  A  Quincy' 
Chicago.  Milwaukee  A  St.  Paul 
Chicago.  St.  Paul.  Minneapolis  A  Omaha' 
Duluth.  South  Shore  A  Atlantic 

Elgin.  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  Central 

$1,920  66 

146  85 

1.422  29 

1,021  79 

237  27 

694  12 

3  51 

173  99 

40  79 

1,282  11 

$25,222  45 

1.712  40 

15.168  05 

17.370  88 

2.004  48 

1.978  20 

2. aw  53 

2,994  04 
4,169  63 

11.203  22 

$11,722  77 

2,451  17 

5.493  59 

6.471  32 

67  50 

452  29 
1,546  86 
2,701  10 

690  81 

5.216  54 

$311,335  07 

40.653  06 

285,441  47 

153.268  09 

2,913  82 

21  ^ 
81.184  73 

1,329  26 
23,569  57 

1,070  56 

109.967  24 

Total 

$6,943  38 

$6,896  43 

3.816  78 

7.895  85 

1.906  40 

667  41 

14.2P5  43 
4.388  90 
I.2a5  89 
6.157  56 

1 .460  35 

$83,876  88 

$90,565  36 
232.669  08 
133.902  72 
35.157  85 
6.814  78 

19.804  95 
196.452  34 
134,543  36 

21.028  65 
138.791  39 

12.809  55 

$36,813  95 

$1,010,754  85 

B.  Enttrk  System 
Chicago  A  North  Western 
Chicago,  Burlington  A  Quincy 
Chicago.  Milwaukee  A  St.  Paul 
ChicaKo,  St.  Paul.  Minneapolis  A  Omaha 
Duluth,  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern   . 

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  Central . 

$42,092  54 

82,036  22 

63.028  28 

13.054  62 

1.001  78 

1.068  07 
114.511  11 
165,503  50 
18.871  62 
127,775  61 

5.939  10 

$1,117,899  71 

842.384  19 

967.529  69 

312,091  26 

19.980  57 

55.560  95 
735.084  52 
670.104  59 
185,394  06 
569.011  33 

125.358  44 

Total 

$48,691  00 

$1,022.540  03 

$634,972  45 

$5,600,399  31 

>  Wisconsin  estimated. 


-  Includes  $9,393.58  purchased  power. 
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ROADS.    1914— Continued 


ExpKN8B8— Continued 


Clearing 
wrecks 

TelcKraph  and 
tdrphone 
operation 

Operating 

doating 

equipment 

Stationery 
and  printing 

Other 
expenses 

Loss  and 
damage— freight 

$37,767  20 

5,852  72 

36.468  27 

13,623  83 

1.055  86 

$17,893  2S 
9.864  52 
4.027  71 
18.051  58 

$52,041  85 

11.796  15 

32.797  56 
30.994  20 

2.102  31 

38  53 

1.491  30 

808  26 

5.729  73 

2.430  30 

25,846  57 

$21,123  07 

151  62 

5.191  84 

3,065  36 

133  71 

8.666  93 
140  51 

1.577  80 
116  M 

2.688  45 

$365,633  36 

76,213  73 

397,546  28 

82,424  18 

1,472  76 

1.894  80 
139  97 

1.850  76 
571  32 

8,645  16 

7,673  80 

286  76 

2,505  86 

1,707  62 

6.430  17 

8.557  89 

7,531  24 

26.286  44 

6,334  61 

115.832  54 

$107,859  89 

$68,441  30 

$64.248  76 

300.163  00 

63.645  13 

36.877  30 

143  32 

14.706  52 
183.414  80 
105,860  18 

27,316  91 
156,193  42 

8,343  14 

$166,076  76 

$186,864  81 

217,241  87 

166.688  33 

63,233  96 

12,432  35 

32,423  56 
103,522  13 
205,15?)  99 

39,696  39 
115,427  10 

29.436  09 

$42,255  83 

$1,087,833  03 

$135,573  43 

98,469  71 

154,327  81 

27,748  33 

4,100  49 

23,370  72 
97,917  89 

130,772  05 
17,417  74 

100,671  78 

10.984  65 

$26,412  26 

21.987  46 
24.331  12 

1.445  39 

$75,845  85 

^9.261  23 

33.549  18 

6.231  13 

1.066  74 

7.329  02 

»101,648  83 

46,325  19 

11.443  10 

35,779  67 

3,063  36 

$1,312,866  64 

1,443.856  99 

1,724,941  33 

168,145  42 

8,513  04 

43.642  26 
713,265  58 
1,132,622  71 
187,198  04 
695,667  36 

132,047  42 

$801,254  60 

$960,912  48 

$74,176  23 

$1,172,117  58 

$361,543  30 

$7,562,766  79 

ExPBNSBs-  -Concluded 


General  Expenbbs 


Operating  joint 

tracks  snd 
facilities— Dr, 

Operating  joint 

tracks  and 
facilities— Cr. 

Total 

transportation 

expenses 

Salaries  and 
expenses  of 

Salaries  and  ex- 
penses of  clerks 
and  attendants 

General  office 

supplies  and 

expenses 

$17,547  69 

3,199  48 

4,830  80 

32,356  60 

280  78 

$16,688  OS 

744  ^5 

tr.523  00 

13,683  84 

1,299  88 

$8,895,622  63 

1,118,352  69 

7.517,037  46 

3.405.957  65 

186,158  25 

$73,723  65 

11,934  56 

77,201  30 

48.992  74 

4,218  94 

$181,202  86 

55,010  40 

161.640  49 

83,891  39 

6,540  96 

$29,948  22 

3,227  99 

13,021  57 

11.835  57 

632  64 

9,860  07 

4.120  80 
1,482  87 

ill  60 
t,Sll  66 
9,499  40 

26.440  22 
1.180.401  55 
104.657  24 
962,915  32 
372.990  48 

294  08 

2.609  18 

772  37 

14.232  67 

2.468  75 

584  83 
7,967  61 
4.459  02 
22.983  14 
6,893  18 

109  36 
535  72 
425  08 
1.368  39 
436  99 

11.804  48 

1.97i  6i 

2.918,406  05 
$26,688,939  54 

36.913  84 
$273,362  08 

69.226  39 

8.926  44 

$85,483  57 

$73,774  97 

$600,400  27 

$70,467  97 

$63,007  87 
210,697  26 
175,534  24 
66,181  88 
2,540  68 

%59,9il  07 

117,498  SS 

113,187  06 

98,012  25 

4,981  18 

$31,941,194  36 

30,224.523  90 

33.960,581  52 

6.939.604  01 

1,294.557  99 

$264,716  89 
259.826  44 
36,5.649  83 
99,840  42 
24.949  38 

$650,638  62 

1,152.185  95 

765,525  27 

170.931  78 

38.681  02 

$107,534  00 
70,527  96 
61,827  41 
24,092  73 
3.741  19 

99.366  65 
82.607  73 

130.806  64 
18.564  26 

197.262  42 

12.18i  04 
40,696  64 

231,778  09 
6,937  92 

161,826  04 

3.332.900  14 
21,195,667  47 
24,150.039  98 

5,664,285  03 
21,710.988  18 

44,742  35 
189.978  47 
132.456  13 
101.843  28 
187.876  80 

91.107  71 
509.455  76 
748,394  58 
164.656  34 
512.441  8S 

21,960  11 
38,021  38 
57.124  57 
9.887  12 
32.647  55 

27,062  61 

2,212  62 

3.937,187  32 

42,970  17 

80,610  77 

10,458  18 

$1,073,632  24 

$779,23',  24 

$184,351,529  90 

$1,714,850  16 

$4,884,629  68 

$437,822  20 

'  Includes  $9,780.67  for  operating  power  plants. 


Digitized  by 


Google 


860 


Report  of  Railroad  Commission 


Italic  figures  denote  deductions. 


OPERATING  EXPENSES. 
General  Expbnbbb 


Nauk  or  Road 


A.      WlBCONWN 

Chicago  A  North  Western^ 

Chicago,  Burlington  &  Quincyi 

Chicago,  Milwaukee  *  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  Sl  Omaha' 

Duluth.  South  Shore  &  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern   

Illinois  Central       

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 
Northern  PaciBc 

Wisconsin  Central 

Total 


B.    Entiiik  Stbtkm 

Chicago  A  North  Western 

Chicago,  Burlington  A  Quincy 

Chicago,  Milwaukee  A  St.  Paul 

Chicago.  St.  Paul.  Minneapolb  A  Omaha 

Duluth,  South  Shore  A  Atlantic 


EUgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central  

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 
Northern  Parific 


Wisconsin  Central 
Total  


Law  expenses 

Insurance 

$53,190  33 

S9.705  14 

12.944  23 

17,475  87 

60,867  25 

21.655  12 

16.982  41 

10,402  27 

1,682  37 

1.321  24 

96  97 

211  17 

6.758  98 

23.586  44 

1.599  80 

361  36 

8,123  47 

5,441  73 

4.216  60 

4  49 

32.248  64 

12.S29  95 

$198,720  05 

$102,994  78 

$191,020  94 

$34,847  90 

288,558  56 

404.996  92 

293,314  73 

86.009  56 

:i4.616  02 

21.202  74 

42,041  06 

10,591  84 

14,874  88 

31,397  30 

242,677  19 

305.636  63 

296,626  29 

60.275  05 

57,205  01 

38,130  52 

177,552  69 

2.8fl8  33 

37.455  37 

15.802  58 

$1,675,942  74 

$1,011,759  37 

'Wiwonsin  estimated. 
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INTERSTATE  ROADS  1914— Concluded 
— Conchided 


Relief 
defMrtment 
expemes 

Pengions 

Stationery 

and 

printing 

Other 
expenses 

General 

administralion 

joint  tracks, 

yards  and 

terminals 

— Dr 

General 

administretion 

joint  tracks, 

yards  and 

terminals 

-Cr 

Total 
general 
expenses 

$3,010  55 

$69,706  60 

19.154  08 
121  75 

30  47 

15  21 

862  68 

552  35 

$24,149  68 

3,922  41 

12.309  48 

8,730  09 

851  01 

72  67 

809  72 

602  72 

2,739  15 

806  64 

9,656  87 

$41,926  31 

1.683  00 

15.350  87 

13.985  52 

748  44 

314  91 
1.635  54 

460  48 
3,771  30 
1,390  04 

8.447  82 

$887  65 

120  95 

502  07 

3.366  08 

276  04 

2,724  89 
21  76 

2,763  74 

tmis 
ti  6t 

611  7S 

$484,448  34 

109.329  96 

362.548  16 

217.166  42 

16,393  39 

1.714  46 
46.643  29 

9.652  75 
59,212  20 
18,468  70 

5,662  52 

183,812  47 

$3,010  55 

$96,105  66 

$64,550  44 

$89,713  23 

$10,663  08 

$697    98 

$1,609,290  13 

$91,609  67 

$250.292  99 

39.005  25 
720  00 

4,698  31 

1,119  70 

122,007  54 

3.969  68 

6.584  06 

$86,713  41 
78,529  36 
58.173  66 
17.782  86 
5,032  60 

11,680  46 
53.106  45 
100.807  60 
20,114  90 
59.191  47 

11.147  76 

$150. 539  69 
29.482  51 
93,004  93 
28.488  20 
11,474  09 

33.266  72 
83,029  80 
94.646  01 
27,127  66 
83.900  95 

9.863  17 

$3,186  88 
24.965  43 
29.380  22 
6.880  53 
555  34 

360  33 
12.661  57 
10,073  30 
4,780  64 
21.006  26 

949  45 

$t,7f*6  04 
61i60 
m  17 
197  00 

3,894  79 
•      3,9g7  U 

$1,739,491  32 

2.397.887  66 

1,752.373  01 

442.474  36 

137,589  52 

254,078  17 
1,431,782  23 
1,618.483  63 

427.715  15 

14, MS  OS 
667 

1.063.257  90 
215.824  84 

$91.809  57 

$428,397  63 

$602.280  53 

$644,813  73 

$114,779  95 

ti6,9i7  67 

$11,480,957  79 
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Italic  figures  denote  deductions. 


OPERATING  EXPENSES.    INTRASTATE 
Maintknanck  or  Wat 


Nakk  or  Road 


Ahnapee  &  Western 
Ashland.  Odanah  &  Marengo... 

Bayfield  Transfer 

Chippewa  Valkw  &  Northern . 
Green  Bay  &  Westema 


lola  &  Northern  

Kewaunee.  Green  Bay  &  Western... 

La  Crosse  &  Southeaatem 

Marinette.  Tomahawk  db  Western  .. 
Mineral  Point  A  Northern 


Northwestern  Coal  RV  Co. 
Stanley,  Merrill  &  Phillips . 

Tomahawk  k  Eastern 

Wisconsin  &  Northern  

Wisconsin  Northwestern     .. 


Wisconsin  &  Michipua" 
Waupaca  &  Green  Bay... 


Total 


Superintei>- 
denre 


1424  25 


1.770  78 


9  68 
498  54 


618  72 
1,632  09 


1.206  00 
206  28 
20  00 


895  36 
87  91 


$7,369  61 


Muat«miee 
of  roadway 
and  trade 


$16.  in  57 
12.325  99 
3.417  67 
3.952  36 

117,490  40 

911  91 
15.916  13 
9.884  91 
9.497  98 
15.863  19 


41.925  31 
3.169  03 
19.268  75 


15,120  00 
5.516  65 


$290,437  85 


MAiwnuiAsai 


Namk  or  Road 

Supcrinteo- 
tendence 

LoeomotiTeB 

Ahnapee  &  Western 

.Ashland.  Odanah  A  Marengo 

Bayfield  Transfer 

Chippewa  Valley  4  Northern 

Green  Bay  A  Western*                

lobANorthem 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  Southeastern                                                                  .. .   . 

$540  00 

2,041  55 

874  00 

618  72 
1,261  86 

1,254  31 
206  28 
20  00 

866  63 
40  95 

$2,089  59 

4.705  54 

822  00 

25.845  94 

171  33 
5.281  85 
4.373  85 

Marinette,  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  R'v  Co 

Rt^^nU^,  Mpfrill  A  PhilKpo 

5.224  27 
1.727  77 

10.904  19 

Tomahawk  A  Eastern 

Wifoonsin  A  Northern 

Wisconsin  Northwestern 

Wisconsin  A  Michiran'  

Waupaca  A  Green  Bay 

1,752  64 
3,381  69 

5.524  44 
2.845  15 

Total 

$7,724  29 

$74.650  25 

'Wisconsin  portion. 
'Floating  equipment— repairs. 
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ROADS.    YEAR  ENDING  JUNE  30,  1914 

AND    STBUCnmES 


Other 

Maintaining 

Maintaining 

Maioteiuuice 

Maintenance 

maintenance 

joint  trarks 

joint  tracks. 

Total 

of  traoc 

of  bdUdings, 

Injuries 

of  way  and 

yards,  and 

yards  and 

maintenance 

structures 

docks  and 

to  persons 

structures 

other 

other 

of  way  and 

wharree 

expenses 

facilities 
-Dr. 

faciUties 
-Cr. 

structures 

$2,316  32 

$464  21 

$237  78 

$19,620  13 

1 . 143  96 

46  78 

7,251  72 

20,768  45 

2.423  70 

6,841  37 

289  74 

3  21 

4,245  31 

10.862  15 

12.700  49 

1341  75 

1,369  02 

$3,837  66 

#57/  86 

167.000  40 

324  81 

179  35 

250 

1.428  25 

2.899  80 

1.388  96 

3  50 

130  33 

4,472  22 

l,98t  94 

23.326  54 

4.022  98 

147  53 

31  50 

31  53 

14.118  45 

2.370  10 

401  09 

51  15 

215  84 

13.154  88 

10.564  58 

1,414  83 

1.090  42 

2,726  10 

83.291  21 

482  76 

242  93 

725  69 

7.909  70 

1.166  93 

356  56 

116  12 

52,680  62 

45  85 

25  91 

67  51 

3,514  58 

1,179  71 

701  08 

69  71 

144  44 

21,383  69 
*7,206  29 

2.973  09 

1.486  26 

144  47 

750  49 

870  06 

t,06t  96 

20,177  37 

181  33 

177  46 

156  01 

139  n 

6,258  47 

$58.990  58 

$20,300  88 

$642  08 

$11,807  36 

$12,404  20 

U,ii7  16 

$404,741  70 

or  EqinPMKNT 


Cars- 
repairs 

Work 
equipment- 
repairs 

Equipment- 
renewals 

Equipment  - 
depreciation 

Injuries 
to  persons 

Other 

maintenance 

of  equipment 

expenses 

Maintaining 

joint 

equipment 

at  terminals— 

Dr. 

$3.565  98 

3.890  05 

930  45 

1.265  40 

56.871  04 

1.354  76 
16,172  62 
1,672  99 
2,095  01 
3,186  83 

9,183  86 

687  49 
3,437  37 

10.853  87 
197  97 

$5  08 

1.726  89 

112  10 

120  47 

963  85 
23  84 

31  63 

$842  61 
441  66 



$3,376  20 
879  51 
886  87 

22.032  42 

132  00 
6.652  53 
1.965  00 

520  00 
2.910  00 

7.278  24 
1,664  84 

2.283  06 

$338  35 
92  55 

422 

4  63 

2  26 

$884  19 

»623  81 
2.239  73 

1  31 
210  49 

■  178  54  ■ 

17  90 
598  70 

1.006  08 
78  05 

$115,365  69 

$2,983  86 

$1,284  27 

$60.580  67 

$442  01 

$5,838  80 

sEntireline. 
^Details  not  giTon. 
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lUUie  figures  denote  deductioiv. 


OPERATING  EXPENSES. 


Maintbnancc  or  Equip- 
MBNT— Concluded 

Total  TsAmc 

Namb  or  Road 

Maintaining 
terminab— Cr. 

Total 

maintenance  of 

equipment 

ExnNBBS 

Ahnapee  A  Western 
Ashland.  Odanah  A  Marengo 
Bayfield  Transfer 

Chippewa  Vallev  A  Northern  

Green  Bay  A  Western* 

$7,038  18 
12.855  98 
2,631  96 
2.781  16 
111,537  58 

$1,321  85 

114  05 

134  17 

5.214  56 

lobi  A  Northern 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  Southeastern 

Marinette.  Tomahawk  A  Western 

Mineral  Point  A  Northern 

1,658  09 
29.093  10 
8.013  15 
8.550  55 
9.417  41 

15  51 
1.374  59 
1.596  83 
1.214  87 
1,386  02 

Northwestern  C^  Railway  Co 
Stanley,  Merrill  A  PhiUipe 
Tomahawk  A  Eastern 

Wisconsin  A  Northan                       

Wisconsin  Northwestern 

29.762  99 
2.664  31 
9.130  66 

•5,739  48 

2,430  55 
390  19 
114  50 

Wisconsin  A  Michiwtn' 

Waupaca  A  Green  Bay 

20,570  34 
3.164  38 

1,633  35 
335  37 

Total  

S264.609  32 

$17,276  21 

Trarspoetation 


Operating  joint 

Road  engine- 

Faf4  for  road 

Nakv  or  Road 

vards  And  ter- 

men and 

locomotives 

minab— Cr. 

motorroen 

Ahnapee  A  Western 

$3,479  57 

$10,160  70 

AshUnd.  Odanah  A  Marengo 

4.918  36 

6.908  94 

Bavfield  Transfer 

1,604  35 

2.275  08 

Chippewa  Valley  A  Northern 

2.403  43 

2.755  14 

Green  Bay  A  Western*   

%t,t40  00 

32.488  37 

64,659  71 

lola  A  Northern 

1.053  04 

1,676  40 

Kewaunee.  Green  Bay  A  Western 

6.258  95 

10.926  30 

La  Crosse  A  Southeastern 

4.499  76 

9.170  91 

Marinette,  Tomahawk  A  Western 

3.525  04 

7.242  42 

Mineral  Point  A  Northern 

2.262  94 

7.280  17 

Northwestern  Coal  Railway  Co 

Stanley,  Merrill  A  PhiUips 

4,501  06 

12.943  04 

Tomahawk  A  Eastern 

832  05 

2.108  20 

Wisconsin  A  Northern 

3.944  89 

8.4i»  49 

Wisconsin  Northwestern 

1.820  00 

7.212  55 

Wisconsin  A  Michigan' 

SU89 

4.606  24 

9.257  16 

Waupaca  A  Green  Bay 

1.491  31 

5,347  42 

Total 

%t,m  89 

$79,689  36 

$168,352  63 

>  Wisconsin  portion. 
'  Entire  line. 
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INTRASTATE  ROADB,  1914-Continued 


Transportation  Expbnsm 


S'jpsrintendeiioe 

and  dupatching 

train 

Station 
surioe 

Yani 
enginemen 

Other 

yard 

employee 

Fuel 

for  yard 

looonwtives 

All  other 

yard 
expenses 

Operating  joint 

yards  and  termi- 

nal»-Dr. 

$2.045  61 
1,726  67 

$5,326  66 
350  00 
713  00 

$388  98 

$287  90 

$514  80 

:■■■•:::::.:::■:: 

6,499  25 

$1,218  00 

7.991  92 
5  00 

36,067  65 

935  09 
7,928  66 
3,906  81 
1.803  08 
2.860  02 

1.827  31 

419  15 

6.361  82 

3.344  55 
1.483  41 

3,875  89 

5,312  36 

$1,647  68 

3.461  64 

2.668  18 

618  72 

712  50 

2,464  56 

1 ,810  9i2 

113  66 

3,386  04 

2,307  41 

62  47 

4,761  46 
4.314  35 

164  07 

2,362 "85 

2.094  39 
206  16 

842  82 

1.478  13 
239  58 

1,670  58 

$23,247  50 

$73,327  20 

$8,654  01 

$11,346  18 

$15,089  86 

$2,224  89 

$6,681  01 

EXPBNBK8— Continued 


Other  road  loco- 
motive supplies 
and  expenses 

Road 
trainmen 

Train  supplies 
and  expenses 

Injuries  to 
persons 

Loss  and 
damage 

Other 
casualties 

Another 

transportation 

expenses 

$932  50 
2,362  05 
1.018  89 

$3,327  21 

4.191  67 

1.606  39 

825  16 

30.073  45 

1.080  00 
6,423  38 
3.109  38 
1.986  75 
3,171  59 

3.949  09 

504  30 

4,291  49 

2.187  75 

5.928  16 
1,366  66 

$1,432  83 
482  30 
48  75 

5.393  50 

60  90 

1,524  25 

1,167  87 

160  44 

141  85 

463  06 
53  49 
337  99 

680  66 
119  40 

$36  75 
80  72 
154  74 

206  92 

416  00 
132  58 

16  33 

2  00 
16  27 

34  83 

84 

$471  92 

$227  27 

$1,634  02 

112  10 

303  85 
12.572  67 

689  89 
1,539  87 
1,537  80 
1,179  82 
1,642  07 

2,528  45 

440  12 

1,815  42 

2.001  81 
780  61 

(5.543  40 

100  00 
1.010  86 
170  96 
411  48 
196  62 

12  62 
49  38 
32  58 

131  98 
77  83 

40(5  18 

12  87 

301  93 

75  00 

112  57 
33  15 

218  61 
187  25 
1G5  61 
361  21 

67  81 

113  86 

10  00 
6,032  76 

102  35 
768  23 
1.246  43 
263  98 
319  79 

409  93 

81  62 

567  60 

386  97 

1,208  49 
483  61 

«1.245  82 

$74,021  42 

$12,067  29 

$1,096  98 

$9,208  53 

$2.283  82 

$13,527  78 

» Details  not  given. 


R.R.C.-« 
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/to/i^gures  denote  deductions. 


OPERATING  EXPENSES. 


* 

Tbanbpoktation  Ezpkhsm— 

Namb  or  Road 

Operating 

joint  tracks 

and  facilities 

-Dr. 

joint  tracks 

andbdiida 

-Or. 

AhiuLpm  ^  WMtPrn 

12,878  19 
72i5  95 
402  84 
676  93 

178  15 

ABhIand.  Odanah  &  Marengo 

Bayfield  transfer 

Chippewa  Valley  &  Northern 

Green  Bay  &  Weetem* 

lola  4  Northern 

$94  9t 

Kewaunee,  Green  Bay  4  Western 

Marinette.  Tomahawk  &  Western 

Mineral  Point  &  Northern 

Northwestern  Coal  R'y  Co          

SUnley,  Merrill  A  Phillips „ 

/^^ 

Tomahawk  &  Eastern , 

Wisconsin  &  Northern 

Wiseonsin  Northwestern 

Wufcontqn  ^  MiffhiMnl      , 

:::::::::':z 

Waupaoa  &  Green  Bay 

Total 

$4.862  06 

tmifi 

^Wisconsin  portion. 
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INTRASTATE  ROADS,   1914-ConcIuded 


Conduded 

GsNKRAL  Expenses 

Total  tnns- 
porUtion 
expenses 

Admiiwtrv 
tion 

Insurance 

expenses 

General 

joint  tracks, 

yards  and 

terminals 

—Dr. 

joint  tracks, 

yards  and 

terminals 

-Cr. 

ToUl  general 
expenses 

$30.165  72 
21.019  71 
7.533  30 
6.297  58 

221.702  88 

$4.720  93 

2,893  20 

2.760  00 

520  54 

20.104  50 

605  15 
8.619  25 
3,579  18 
2.062  80 
5,153  98 

4.028  43 

607  00 

6,776  04 

1,948  00 

7.199  15 
504  19 

$173  65 
140  00 
166  00 

3.695  98 

45  75 
805  50 

2.765  48 
2,102  80 

56  46 
2.088  06 

637  05 
2.517  72 

483  13 

944  74 
75  30 

$374  94 

80  10 

365  79 

205  12 

1,905  07 

87  85 
424  28 

106  94 
2.142  43 

15  00 

256  75 

6  47 

878  88 

40  00 

313  55 
603  60 

$134  04 

$5,269  52 

3.113  30 

3.291  79 

725  66 

25,839  59 

5.715  54 
51.915  66 
27.685  68 
17.303  30 
21.301  62 

38.901  99 

4,881  72 

738  75 
9.849  03 
3,579  18 
4.935  22 
9.399  21 

71  46 
6.373  24 
1,250  52 

25,962  16 
11,968  48 

30.065  51 
11.848  70 

10.172  64 
2.471  13 

8,457  44 
1.183  09 

$534.269  55 

$72,082  34 

$16,697  62 

$7,806  77 

$134  04 

$96,720  77 

'Entire  line. 
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OPERATING  EXPENSES.    ALL  R0AD6. 


Nami  or  Road 


RaCAPITULATIOM  OT 


Maintenance  of 
way  and 
structures 


Maintenance  of 
equipment 


Traffic  expenms 


V 

Traosportatioo 


A.  Wisconsin 
a.  IrUerstaU  Roadi 

Chicaijo  A  North  Western! 

Chicago,  Burlington  A  Quincy^ 

Chicago.  Milwaukee  A  St.  Paul 

Chicaso.  St.  Paul,  Minneapolis  A.  Omahai. 
Duluth,  South  Shore  4  Atlantic 


Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  &  Sault  Ste.  Marie 
Northern  Paci6c 

Wisconsin  Central 


Total 


b.  IntroiUUe  Roadt 

Ahnapee  &  Western 

Ashlaiid,  Odanah  k  Marengo 

Bayfield  Transfer 

Chiopewa  Valley  &  Northern 

Green  Bay  A  Western' 


lola  A  Northern 

Kewaunee,  Green  Bay  &  Western . 

La  Crosse  &  Southeasttm 

Marinette,  Tomahawk  k  Western... 
Minoal  Point  &  Northern 


Northwestern  Coal  Railway  Co . 
Stanley,  Merrill  A  Phillips 

Tomahawk  &  Eastern 

Wisconsin  &  Northern 

Wisconnn  Northwestern 

Wisconnn  &  Michimn' 

Waupaca  A  Green  Bay 

Total       


B.  Entirk  Systkm 
Interatate  Roads 

Chicago  k  North  Westwn  

Chicago,  Buriington  k  Quincy 

Chicago.  Milwaukee  k  St.  Paul 
Chicago,  St.  Paul,  Minneapolis  k  Omaha 
DuUith,  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

Ulinob  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 
Northern  Pacific 

Wisconsin  Central 

Total  


$3,392,043  62 

543,013  54 

2,082,424  00 

1,282,268  98 

131.191  65 

9,676  18 

405.050  04 

73,019  64 

384,664  35 

118.958  82 

1.020.805  59 


$3,394,113  80 

932,054  36 

2,721.652  58 

1.120.950  98 

67.788  28 

7,576  16 
295.809  79 
39.006  81 
528.757  55 
118.350  55 

1.174,828  16 


$378,103  53 

78.598  02 

378,907  29 

173,721  58 

17,843  38 

459  22 

18.613  60 

7,599  42 

52.569  29 

16.327  89 

245.436  97 


$8,895,622  63 

1.118.352  €9 

7,517,037  46 

3.405,957  65 

186.158  25 

26.440  32 
1.180.401  55 
104.657  24 
962.915  32 
372.990  48 

2.918.406  05 


$9,443,116  41 


$10,400,889  02 


$1,368,180  19 


$26,688,939  54 


$19,620  13 
20,768  45 
5,841  37 
4,245  31 

157,000  40 

1,428  25 
23,326  54 
14,118  45 
13,154  88 
33.291  21 

725  69 
52,680  62 

3.514  58 
21.383  69 

7.206  29 

20.177  37 
6.258  47 


$7,038  16 
12.855  98 
2.631  96 
2,781  16 
111.537  58 

1,658  09 
29,093  10 
8,013  15 
8,550  55 
9,417  41 


29,762  99 
2,664  31 
9,130  66 
5,739  48 

20,570  34 
3,164  38 


$1,321  85 

114  05 

134  17 

5.214  56 

15  51 
1,374  59 
1.596 
1.214  87 
1.386  02 


2,430  55 
390  19 
114  50 


1.633  35 
335  37 


130.165  72 

21.01171 

7.533  30 

6.397  58 

221.702  88 

5,715  54 
51.915  66 
27.686  68 
17.303  30 
21.301  62 


38,901  99 
4.881  72 
25.962  16 
11,968  48 

30.065  51 
11.848  70 


$404,741  70 


$264,609  32 


$17,276  21 


$334.269  55 


$12,179.689  85 

12.002,627  57 

10.704,519  01 

2.612.609  99 

795.084  15 

1,696.605  85 
12,706,905  84 
9.205,946  38 
2.383,739  99 
9,363,823  91 

1,209,788  97 


$12,187,123  17 

15.888,686  45 

13,112.977  98 

2.283,926  21 

431 .057  80 

2,400,430  00 
9,825,353  17 
14,510.079  49 
3.070,670  60 
8,063,101  83 

1,371,089  96 


$74,860,431  51   $83,144,496  66 


$1,357,642  S3 

1.634.672  43 

1,799.609  65 

353.955  95 

105.707  22 

71.134  41 

1.360.564  11 

1.290.777  98 

375.814  79 

1.270.880  88 

285.821  29 


$31,941.19136 

30.234.523  90 

33.960.581  58 

6,939.604  01 

1.294,557  90 

3.332.000  14 
21,195.667  47 
24.150.039  9S 

5.664.285  03 
21.710.988  18 

3,937.187  32 


$0,906,581  54 


$184,351.529  00 


1  Wisccmmn  estimated. 
*  Wisconnn  portion. 
3  Entire  line. 
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YEAR  ENDING  JUNE  30,  1014 


EXFBNSCS 

Ratio  to  Total  Ophbatino  Ezpbnsks  (per  cent) 

RaUoof 

General 

ToUl 

Mainten- 
ance or  way 

Mainten- 
ance of 

Traffic 

Transpor- 
Ution 

General 

Total 

operating  w 
expenses  to 
operating 

expenses 

operating 
expenses 

and 
structures 

equiD- 
ment 

expenses 

expenses 

expenses 

revenues 
(p^  cent) 

$484,448  34 

100,320  06 

362,548  15 

217.166  42 

16  303  30 

$16,544,331  02 

2.781.348  57 

13.062.560  48 

6.200.065  61 

410,374  05 

20.50 
10.52 
15.04 
20.68 
31.28 

20.52 
33.51 
20.84 
18.08 
16.16 

2.28 
2.83 
2.00 
2.80 
4.26 

53.77 
40.21 
57.65 
54.04 
44.30 

2.03 
3.03 
2.77 
3.60 
3.0J 

100.00 
100.00 
100.00 
100.00 
100.00 

65.21 
58.00 
63.35 
74.00 
03.30 

1,714  46 
46.643  20 

0.552  75 
50,212  20 
18,468  70 

45,866  24 
1.046.518  27 

233.835  86 
1,088,118  71 

645,006  44 

21.09 
20.80 
31.22 
10.34 
18.44 

16.52 
15.20 
16.68 
26.60 
18.36 

1.00 
.06 
3.25 
2.64 
2.53 

57.65 
60.64 
44.76 
48.44 
57.82 

3.74 
2.40 
4.00 
2.08 
2.86 

100.00 
100.00 
100.00 
100.00 
100.00 

117.57 
87.74 

132.24 
70.01 

111.31 

183.812  47 

5.543.280  24 

18.41 
10.11 

21.10 

4.43 

52  66 

3.31 

100.00 

61.40 

$1,509,200  13 

$40,410,415  29 

21.06 

2.77 

54.01 

3.06 

100.00 

»66.68 

$5,260  52 

3,113  30 

3.201  70 

725  66 

25.830  50 

$63,415  40 
57,757  44 
10.412  47 
14.183  88 

521,295  01 

30.04 
35.06 
30.00 
20.03 
30.12 

11.10 
22.26 
13.56 
10.61 
21.40 

2.08 

.50 

.04 

1.00 

47.67 
36.30 
38.81 
44.40 
42.53 

8.31 
5.30 
16.95 
6.12 
4.95 

100.00 
100.00 
100.00 
100.00 
100.00 

53.50 
74.12 
71.76 
87.23 
67.14 

738  75 
0,840  03 
3.570  18 
4.035  22 
0,300  21 

0.556  14 
115.558  02 
54,003  00 
45.158  82 
74,705  47 

14.05 
20.10 
25.67 
20.13 
44.51 

17.35 
25.18 
14.57 
18.03 
12.60 

.16 
1.10 
2.00 
2.60 
1.85 

50.81 
44.02 
50.35 
38.32 
28.48 

7.73 
8.52 
6.61 
10.93 
12.57 

100.00 
100.00 
100.00 
100.00 
100.00 

117.28 
54.45 
60.52 
01.42 
70.43 

71  46 

6.373  24 

1.250  52 

10.172  64 

2.471  13 

707  15 
130,140  30 
12.701  32 
66.763  65 
27,385  38 

01.03 
40.48 
27.67 
32.03 
26.31 

22.87 
20.08 
13.68 
20.06 

1.87 

3.07 

.17 

20.80 
38.43 
38.80 
43.71 

8.97 
4.80 
0.86 
15.23 
0.02 

100.00 
100.00 
100.00 
100.00 
100.00 

170.36 
122.45 
76.50 
71.03 
33.80 

8.467  44 
1,183  00 

80,004  01 
22.700  01 

24.94 
27.46 

25.43 
13.88 

2.02 
1.47 

37.16 
52.00 

10.45 
5.10 

100.00 
100.00 

00.40 
103.48 

$06,720  77 

$1,317,617  55 

30.72 

20.08 

1.31 

40.66 

7.34 

100.00 

*70.75 

$1,730,491  32 

2,307.887  66 

1.752.373  01 

442.474  36 

137,580  52 

$50,405,141  53 
62.148.308  01 
61,330,061  17 
12.632,^70  52 
2.763.006  68 

20.60 
10.31 
17.45 
20.68 
28.76 

20.52 
25.57 
21.38 
18.08 
15.60 

2.28 
2.63 
2.03 
2.80 
3.82 

53.77 
48.63 
66.38 
64.04 
46.84 

2.03 

3.86 
2.86 
3.60 
4.08 

100.00 
100.00 
100.00 
100.00 
100.00 

70.00 
67.01 
66.82 
70.21 
80.00 

254.078  17 
1.431.782  23 
1.618,483  63 

427.715  15 
1,063,257  00 

7,755,238  57 
46.510.272  82 
50.775.327  46 
11.022.225  56 
41,472,052  70 

21.88 
27.31 
18.13 
10.00 
22.58 

30.05 
21.12 
28.58 
25.76 
10.45 

.02 
2.03 
2.54 
3.15 
3.07 

42.07 
45.56 
47.66 
47.51 
52.34 

3.28 
3.08 
3.10 
3.50 
2.56 

100.00 
100.00 
100.00 
100.00 
100.00 

68.02 
61.66 
77.08 
66.24 
60.50 

215,824  84 

7,010,712  38 

17.23 

10.53 

4.07 

56.10 

3.07 

100.00 

66.80 

$11,480,057  70 

$363,743,007  40 

20.58 

22.86 

2.72 

50.68 

3.16 

100.00 

667.43 

<  Wisconsin  k  Michigan  R.  R.  excluded. 
'  Wisconsin  &  Michigan  R.  R.  included. 
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GENERAL  BAIANCE  SHEET. 
As 


Property 

Namb  or  Road 

mvisnfKNT  TO  sw%  30,  1907 

INVBSniBNT  SWCB  /OTK 

* 

Road 

Equipment 

Road 

Equipment 

a.  InitrttaU  Roadt 

Chicago  k  North  Western 

Chicago.  Burlington  k  Quincy 
Chicago,  Milwaukee  k  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  k  Omaha 

Duluth,  South  Shore  k  Atlantic 

Elgin,  JoUct  4  Eastern 

Great  Northern. 

Illinois  Central 

Minneapolis,  St.  Paul  k  Sault  Ste.  Marie 
Northern  Pacific 

Wisconsin  A  Michigan 

»$237,705,203  67 
296,437,146  87 
210,540,735  04 
»62.408,611  00 
43,381.913  37 

13,739.682  47 
230.947.770  98 
52,540.682  83 
63.020,149  28 
315,838,961  80 

3,750,565  52 

$48,844,353  13 
47.600.579  97 

3.242.983  02 

2.842,067  57 
44.084,373  57 
42.657,646  64 
13.834.144  04 
37.295,670  07 

452,350  57 

$96,080,730  62 

60,303.782  27 

239.953.702  48 

8,026,260  45 

859,879  96 

2,296,806  78 
72.298.266  41 
19.006.260  45 
29,088.117  27 
93,550.120  67 

673.636  82 

$25,601,426  72 

28.066.912  83 

50,479,587  73 

3.762.508  38 

882,648  6* 

18t.S7t  S9 

28,116,917  50 

22.819.621  19 

7,025.416  M 

23,113.772  39 

m.rn  9S 

Total 

$1,530,311,422  83 

$240,854.168  58 

$622,137,564  18 

$189,419,271  83 

6.  IntradaU  Roadt 

Ahnapee  A  Western 

Ashland,  Odanah  4  Marengo 

Bayfield  Transfer 

Chippewa  VaUey  k  Northern 

Green  Bay  4  Western 

Iola&  Northern 

Kewaunee,  Green  Bay  k  Western 

Marinette,  Tomahawk  k  Western 

Mineral  Point  k  Northern 

Northwestern  C«d  Railway  Co 

Stanley,  Merrill  k  Phillips 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

$841,000  00 

65,643  34 

3,406,905  13 

168,274  16 

9,467,087  60 

98,000  00 

991,725  00 

1,211,975  56 

961.651  60 

221.193  27 
479,457  95 

946,610  49 
131,400  00 

$23.500  00 
22.850  00 
16.490  96 
13,115  87 

600.000  00 

3,000  00 
130,000  00 
41.256  13 

9.259  26 

17,050  68 
121,447  93 

17,380  00 
5,000  00 

$26,246  61 

6.808  72 

S95  SS 

11.241  80 

88.577  89 

400  00 

330,65 

12,362  66 

224,000  00 

8,169  20 

8,480  08 
11,445  42 

454,737  85 
289.835  39 

$4,662  00 
5.396  77 
4,432  00 
4.838  93 

138,536  47 

2.800  00 
134,275  97 
2.517  70 
27,357  53 
13.403  72 

/J.7W  9S 
14S  B4 

76.284  18 

Wisconsin  Northwestern 

Wauoaca  A  Green  Bay 

42,877  23 

Total 

$18,990,924  00 

$1,020,350  83 

$965,085  16 

$443,443  30 

1  Includes  equipment. 
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ENTIRE  SYSTEM.    JUNE  30,  1914 


InwettmeKt 

SeeurituM 

30,1907 

Reserve  for 

Accrued 

depreciation— Cr. 

Total 

Securities  of  pro- 
prietary, affiliated, 
and  controlled 

Securities  issued 

or  assumed. 

Pledged 

Securities  of  pro- 
prietary, affiliated, 

General 
expenditurefl 

and  controlled  com- 
panies. Unpledged 

$141,241  21 

174,194  12 

2.440.771  94 

182,624  63 

$6,089,239  37 

26,069.041  05 

6.398,789  90 

1,574.172  82 

625.900  75 

884.235  59 

25,804.746  16 

7.266.263  21 

2.275,693  21 

13,491,811  76 

11,196  03 

$353,439,362  85 

407.757.348  17 

544.616.587  26 

72,805,831  64 

47,770,646  75 

17,811,948  97 

351.530.158  48 

129.763.159  69 
111.524.472  95 
464.046.149  01 

4.598.188  93 

$19,363,139  38 

$31,492,000  00 
31,000  00 

$1,451,013  15 

8,144,571  17 

14.613,502  34 

210,200  00 

29.122  49 

81.250  00 

33.657,338  12 
27,664.070  67 
11,169.600  00 

814.161  66 

1,887,576  18 

5,211  79 

14.106,000  06 

3,104,106  46 
21,189,418  39 

832,338  93 
«7, 739.435  84 

7,400.459  23 
44.685.526  00 

120.000  00 

165,000  00 

181,800  00 

$13,432,517  13 

$90,491,089  85 

$2,505,663,854  70 

$91,955,398  17 

$45,794,000  00 

$101,694,752  40 

$7,947  96 
22.342  69 
5.826  63 
3.921  55 
173,047  32 

325  66 
46,684  99 
14,099  36 

823  32 
14,477  78 

1,063  41 
40,712  94 

8,238  04 

44,681  29 

$887,460  65 

78,356  14 

3,421,606  13 

201,280  24 

9,943.998  76 

103,874  34 

1.209.646  63 

1,254,012  69 

250,534  21 

978.006  00 

231.864  66 
571.495  12 

1,730,967  48 
288,031  33 

136,400  00 



$7,731  03 

$97,577  63 

■ 



244,193  00 

$251,924  03 

$384,192  94 

$21,287,534  38 

$97,577  68 

*  Includes  land  dep't  current  assets  $7,327,032.44. 
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NiLiCB  or  Road 


Steuritie* — ConcI, 


ToUl 


OAtr  /RMrf 


Advances  to  pro- 
prietary, affiliated, 

and  oontroUei 
oompaoies  for  con- 
struction, equip- 
ment, and  better- 
ments 


MisceOaneous 
inveBtme&ts 


a.  InUralate  Roads 

Chicago  A  North  Western 

Chicago,  Burlington  k  Quincy 

Chicago,  Milwaukee  k  St.  Paul 

Chicago,  St.  Pftul,  Minneapolis  k  Omaha.... 
Duluth,  South  Shore  k  Atlantic 


Eagiu,  Joliet  k  Eastern 

Great  N(»-thern. 

Illinois  Central 

Minneapolis  St.  Paul  k  Sault  Ste.  Marie... 
NorthOTi  Pacific 


Wisconsin  k  Michigan... 
ToUl 


6.  IwtnuiaU  Roads 

Ahnapee  k  Westou 

Ashland,  Odanah  k  Marengo 

BayfiddTransfe 

Chii^wa  Valley  k  Northern 

Green  Bay  k  Western. 


Ida  k  Northern.. 

Kewaunee,  Green  Bay  k  Western.. . 

La  Crosse  k  Southeastern 

Marinette,  Tomahawk  k  Western.. 
Mineral  Point  k  Northern. 


Northwestern  Coal  Railway  Co.. 

Stanley^  Merrill  k  Phillips 

Tomahawk  k  Eastern.... 

Wisconsin  k  Northern...- 

^^soonsin  Northwestern 


Waupaca  k  Green  Bay... 
Total 


132,943,013  15 

27,538,710  55 

14.513,502  34 

210,200  00 

895.411  66 


50,767.43<»  5S 
48.853,48^  06 
18,570,059  23 
44,685.523  00 

466,800  00 


$239,444,150  57 


$97,577  63 


$97,577  63 


$11,667,030  69 

645,786  51 

31,971.333  27 

97  49 

157,651  29 


148,450  66 
42,!95,612  81 

958,'76i  37 


$87,744,664  09 


$1,468,316  88 

2.937,4«  81 

2.761.883  13 

200.465  69 

105.459  30 


149,596.437  42 

53.2U,5U  82 

2.425.689  66 

113.841,720  65 


$326,551,993  35 


$45,000  00 


450.273  98 


$496.273  98 
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ENTIRE  SYSTEM.  1914-Contmued 
Continued 


mentM 

Working  AiaeU 

Total 

Cash 

Securities  issued 

or  assumed 

—held  in 

treasury 

Marketable 
securities 

Loans  and 

bills 
receivable 

Traffic  and 

car  balances 

due  from  other 

companies 

Net  balance  due 
from  agents 
and  con- 
ductors 

$13,135,367  57 

3,583,242  32 

34,733,216  39 

200,563  18 

263,110  59 

"149,744,888  08 

95,410,157  63 

2,425,689  66 

114.800.422  02 

$19,458,669  vS4 

6.516.196  57 

16.745.787  97 

1,016,097  38 

34,204  35 

4,525,274  00 
5,507,710  36 
12,729,102  88 
4,479,428  45 
6,595.904  14 

6,663  84 

$6,515,336  71 

11.573.100  00 

153.915,500  00 

4,281,762  39 

35,691,553  80 
21,665,883  33 

9,203,500  00 

196,800  00 

$14,247,728  22 
825,572  12 

317,600  00 
173,470  50 

1,400  00 
28,918,546  64 
15,841,850  88 

8.700  00 
12,069,079  54 

$769,251  00 

3,640,712  38 

265.037  72 

1,855  83 

1.000  00 

32.215  49 

8.010,571  46 

3,571,373  84 

4,111  98 

5.499,240  92 

397.103  39 

$83,855  10 
651,066  52 
456,649  11 
184,322  40 
306,122  74 

241,025  12 
322.514  04 
489,248  05 
291,600  92 
985,222  03 

2,289  76 

$2,747,719  58 

2,396,244  29 

2,036,091  85 

448,434  39 

110,352  87 

581,775  54 
2,945,463  13 

518,070  97 
1,173,393  31 

918,965  02 

7.-«89  42 

$414,296,657  44 

$77,615,039  78 
$97,086  34 

$243,043,436  03 

$72,403,947  90 

$22,192,474  01 

$4,013,915  79 
S870  20 

27,393  44 

66  60 

18.209  86 

51  4ft 

620  64 

947  98 

3,426  86 

8.289  96 

223  15 

$13,883,390  37 



$1,820  60 

JMS.iJoboo 

450.273  98 

7,441  45 

350  42 

267.810  39 

18,061  32 

336,652  97 

3.189  60 

22,920  24 

7,484  54 

3,392  25 
1.964  47 
12.532  76 
6.716  24 

110  10 

$10,000  00 

745.000  00 

17.400  00 

$30  00 
$30  00 

$3,375  00 
500  00 

9,560  00 

21,549  23 

147  01 
2,418  51 
4,232  66 

9,864  86 

1.168  4i2 

M99  03 

388  58 

$496,273  98 

$786,713  09 

$772,400  00 

$13,375  00 

$60,100  27 

$44,289  70 
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IToribmff  AMfl(«— Concluded 

Nami  or  Road 

Miscellaneous 
accounts 
receivable 

Materials 

and 
supplies 

Other 
working 
assets 

a.  IrUerdaU  Road* 
Chicago  A  North  Western 

Chicago.  Burlington  &  Qui  ncy 

Chicago.  Mflwaukee  &  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  k  Omaha 

Duluth,  South  Shore  A  Atlantic 

Elgin,  Joliet  A  EaatenL 
Great  Northern 
lUinoia  Central 

MinneapoliR.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisoonan  A  Michigan 

$2,209,238  17 

3,449.369  68 

2.806.080  41 

528.368  20 

211,908  09 

162.993  87 
2,832,209  29 
4,808,849  25 

884,341  63 
3.992,539  67 

8,473  82 

$6,463,707  81 

7,648.614  05 

7,723.038  00 

1.389.931  64 

395,829  15 

864.110  75 
6.558,033  36 
4,810.900  53 
2.262,764  86 
8,829,571  43 

7,807  05 

$171,218  67 

97.258  12 

360.008  18 

4.623  90 

231,250  25 
56.485  48 

97.613  81 
1,716  26 

Totol 

$21,894,372  08 

$45,954,308  63 

$1,030.264  67 

6.  IntrattaU  Road$ 

Ahnapce  A  Western 

Aahland.  Odanah  A  Marengo 

Bayfield  Transfer 

Chjppewa  VaUey  A  Northern 

Green  Bay  A  Western 

lob  A  Northern 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  Southeastern 

Marinette.  Tomahawk  A  Western 

Mineral  Point  A  Northern. 

Northwatcm  Coal  Railway  Co 

Stanley,  MerriU  A  PhilHps 

Tomahawk  A  Eastern 

Wisco  nain  A  Northern           .    . 

$1,109  56 
36.285  62 

2.285  08 

41  39 

805  77 

1.527  93 

1.229  35 

3.163  08 

3,647  95 

1.409  25 

731  62 

2.101  26 

27,283  49 

$2,653  68 
600  00 

1.297  68 
68.239  25 

144  00 

148  32 

4.083  44 

9.847  91 

17.194  38 

16.921  62 
1  22 

$128  22 

726  48 

1.347  02 

Waupaca  A  Green  Bay 

Total 

$81,621  35 

$121,131  50 

$2,301  72 
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entire  system.    1914— Continued 
Continued 


Aeenud  AiBda 

Deferred  Deba  Item 

Total 

Unmatured  intereet. 
dividend^  and 

Temporary  ad- 
vances to  proprie- 
tary, affiliated 
and  controlled 
companies 

Rents  and  in- 
surance paid 
in  advance 

Taxes  paid 
in  ad- 
vance 

Unextinguished 

discounts  on 

securities 

$51. 666,725  10 

36,797.133  73 

184.308.283  24 

8.172.996  13 

1,232,887  70 

$282,328  67 

491,400  66 

2,209,086  40 

128.782  01 

569,671  85 

$299,011  34 

3.949,713  81 

217.844  37 

6.008  32 

15.097  47 

6.423,346  00 

6.001,341  42 

1.400.269  27 

139,109  54 

$62,592  66 
149.594  72 

1.783  73 

37.035  40 
8.754  15 

338  10 

$857,181  94 

$2,328.669  40 

6,640.045  02 

90.843.077  36 

64.435,279  73 
9.201.954  96 

677.819  10 

48.094,022  75 
628,743  54 

3,890  10 

$502,021,149  26 

$3,681,268  93 

$18,451,741  54 

$260,098  76 

$861,072  04 

$3,006,488  50 

1103.668  50 
36,885  62 

10,816  45 

11.648  10 

388,503  87 

18,461  31 
358.235  43 
759.432  14 

24.149  59 
48.411  03 

$1.974  19 

$624  33 

3.647  95 

24.112  28 
2.696  09 

37,681  53 
51.790  91 

721  83 

$1,880,862  63 

$1,974  19 

$624  33 
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GEh^RAL  BALANCE  SHEET. 

A38ST8— 


NAm  or  Road 


a.  InUritate  Roadt 

Chicago  &  North  Western 

Chicago,  Burlington  A  Quincy 

Chicago.  Milwaukee  d:  St.  Paul 

Chicago,  6t  Paul,  Minneapolis  &  Omaha 
Duluth,  South  Shore  &  Atlantic 

Elgin.  Jolid  dc  Eastem^ 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  &  Sault  Ste.  Marie . 
NorthoTi  Pacific 


Wisconsin  &  Michigan . 
Total 


6.  IntradaU  Road* 

Ahnapee  A  Western 

AsMand,  Odanah  A  Marengo 

Bayfield  Transfer 

Chippewa  Valley  A  Northern 

Green  Bay  A  WeBtem 


lola  A  Northern 

Kewaunee, Green  Bay  A  Western... 

Ijbl  Crosse  A  Southeastern 

Marinette,  Tomahawk  A  Westent.. 
Mineral  Point  A  Northern. 


NorthwMtom  Coal  RaUway  Co 

Stanley.  Merrill  A  Hullips. 

Tomahawk  A  Eastern. 

Wisoooon  A  Northern™ 

Wisconsin  Northwestern 


Waupaca  A  Green  Bay... 
Total 


Property  aban- 
doned chargeable 
toopoiiting 
expenses 


$80,694  00 


$80,694  00 


Special 
deposits 


$2,813,317  05 


4,000,000  00 

59,426  19 

748.083  98 

1.415,818  38 


9,036.644  60 


$100  00 


$100  00 


Dtftrrtd 


Cash  and  securi- 
ties in  sinking 
and  redemption 
funds 


$4,004,062  99 

20,516.477  89 

412,089  02 

30.657  93 
8,943  83 


$24,972,231  66 
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ENTIRE  SYSTEM.    1914— Continiied 
Concluded 


Dtba  /teifM— Concluded 


Cash  and  securities 

ininsunnoeand 
other  refcerve  funds 

Cash  and 

securities  in 

provident 

funds 

Other  deferred 
debit  items 

Total 

$1,266,559  78 

975.289  68 

1,875.599  92 

538.095  06 

$6,622,226  77 

$2,866,600  00 

1496.538  89 

28,414,284  39 
8,982,632  30 

624,797  37 
47.539  13 

100,960  81 

4.100,960  81 

1,641,180  57 
827,771  45 
484,173  78 

8,110,605  80 

2,129,835  52 

250.000  00 

9,277,127  73 
3,310,346  13 

5.803.205  98 

7,368,133  90 

537,611  00 

541.839  20 

SI0,84O,602  31 

$746,638  89 

$8,136,281  23 

$76,392,393  53 

$4,327  82 

$4,327  82 

3,371  44 

730  04 

60  00 

1.500  00 

3,471  44 

730  04 

60  00 

1,974  19 
624  33 

1,500  00 

$9,989  30 

$12,687  82 

ProSt 
and  loss 
balance 


$5,401,509  65 


248,228  26 


$5,649,737  90 


$1,272,092  59 
28,724  76 


84.216  58 


133.938  92 

314.213  41 
166,379  27 


10.363  05 


$2,009,928  68 


Total 
assets 


$466,806,695  44 
604.092,719  16 
787.436.560  20 
82.014.388  32 
66.611.106  48 

28.662,964  80 
661,487.468  30 
349,948,300  24 
146.161.304  94 
679,663.926  63 

6.483.799  92 


$3,747,149,212  33 


$996,466  97 

116,241  76 

4.704,616  17 

241.603  10 

10.478.551  70 

122,335  65 
1,667,882  06 
2.097.661  41 

2/4.683  80 
1,101.086  99 

1.000,000  00 

762.046  67 

2.696  09 

1.770,623  20 
340.446  67 

148,984  88 


$25,783,865  02 
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Lu 


Name  or  Road 


Capital 


Common 
stock 


Preferred 
stock 


Debentore 


a.  InUrdaU  Roads 

Chicago  A  North  Western   »... 

Chicago,  Burlinzton  A  Quincy 

Chicago,  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  A  Omaha 

Duluth,  South  Shore  A  Atlantic 


Elgin,  Joliet  A  Eastern 

Great  Northern. 

niinoia  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie .. 
Northern  Ptidfic 


Wiseonmn  A  Michigan... 
Total 


b.  IntrattaU  Roads 

Ahnapee  A  Western 

Ashland,  Odanah  A  Marengo „ 

Bayfield  Transfer 

Chippewa  Valley  A  Northern 

Green  Bay  A  Western 


lola  A  Northern 

Kewaunee,  Green  Bay  A  Western.... 

La  Croese  A  SoutheastoiL 

Marinette,  Tomahawk  A  Western.... 
Mineral  Point  A  Northern. 


Northwestern  Coal  Railway  Co .. 

Stanley,  Merrill  A  Phillips 

Tomahawk  A  Eastern 

Wisconan  A  NOTthcm 

Wisconsin  Northwestern 


Waupaca  A  Green  Bay.. 
Total 


$132,455, 

110,839, 

116,855, 

21,400, 

12.000, 


530  97 
100  00 
400  00 
473  33 
000  00 


$22,398,954  50 


116,274.900  00 
12,643,721  66 
10,000,000  00 


10,000,000  00 


109.294, 
25,206, 
247,998, 


500  00 
800  00 
400  00 


230,966,120  00 
12*603,40606 


$9,989,700  00 


,500,000  00 


$787,550,204  30 


$404,887,096  22 


$9,989,700  00 


$439,500  00 

100,000  00 

1,675,400  00 

58,000  00 

7,000,000  00 

71.400  00 
465,750  00 
1.000,000  00 
250.0D)  00 
550,000  00 

1.000,000  00 

100,030  00 

1,000  00 

1.339.900  00 
300,000  00 

61,400  00 


$3,100,000  00 


199.200  00 


$14,412,350  00 


$3,299,200  00 
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ENTIRE  SYSTEM,  1914— Continued 
Biums 


Stock 

Mortoaoe,  Bondtd,  and  Secured  Debt 

Receipts  out- 
standinit  for  in- 
stallmen  tipaid 

Stock  liability 
for  conversion  of 

curities  of  constit- 
uent companies 

Premiums 

realised  on 

capital  stock 

Total 

Mort9«e 
bonds 

Collateral  trust 
txmds 

$29,657  75 
36,183  87 

12.336  04 

$154,884,143  28 
110,839.100  00 
233.166.483  87 
34.050.126  62 
22.000.000  00 

10.000,000  00 
238.820.492  80 
119.285.700  00 

37,822,536  04 
248,000,000  00 

1,600,000  00 

$187,713,000  00 

203,849.800  00 

355,334,500  00 

30,187,634  09 

20,000,000  00 

10,000,000  00 
193,124,909  09 
138,364,000  00 

68,785,000  00 
194,737,500  00 

2,751,000  00 

$29,736,000  00 
7.310,200  00 

$5,931  63 

$7,854,372  80 
1.500  00 

107.613,500  00 
48,266.000  00 
11.169.600  00 

1.600  00 

107.613  500  00 

$7,857,472  80 

$5,931  63 

$78,177  66 

$1,210,368,582  61 

$1,404,847,343  18 

$311,708,800  00 

$439,500  00 

100,000  00 

1,675,400  00 

58.000  00 

10.100,000  00 

71,400  00 

664,950  00 

1.000,000  00 

250,000  00 

550,000  00 

1,000.000  00 

100.000  00 

1.000  00 

1,339.900  00 
300,000  00 

61,400  00 

$425,000  00 

1,500,000  00 
140.000  00 

$7,600  00 



408,000  00 
1,000,000  00 



450,000  00 

1500,666  00 

20,000  63 

75.000  00 



i 

$17,711.550  00 

$4,518,000  63 

$7,000  00 
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GENERAL  BALANCE  SHEET. 

LlABILimB 


Morlgage,  BatuUd,  and 

Namx  op  Road 

Plain  bonds. 

debentures,  and 

notes 

Income  bonds 

Equipment 

trust 
obligations 

a.  Interttate  Roadt 
Chicago  A  North  Western 
Chicago,  BurlinfTton  A  Quincv 

$19,695,000  00 
3.667.000  00 

131,545,654  66 
9,200.000  00 

$13,400,000  OO 

Chicago,  Milwaukee  A  St.  Paul 

Chicago,  St.  Paul.  Minneapolis  A  Omaha 

Duluth,  South  Shore  A  Atlantic 



499,606  66 

Elgin,  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Sto.  Marie 

$6,000  66 

10.625.006  66 
7.057.000  OO 

Northern  Pacific 

Winr/^Twin  ^  Mirhigun 

1,117.245  17 

Total • 

$164,107,654  66 

$1,123,245  17 

$31,481,600  00 

b.  Intr<utaU  Roadt 

Ahnapee  A  Westoni 

Ashland,  Odanah  A  Marengo 

Bayfield  Transfer 

Chippewa  Valley  A  Northern 
Green  Bay  A  Western 

lola  A  Northern 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  Southeastern 

Marinette,  Tomahawk  A  Western 

Mineral  Point  A  Northern 

■■ ■■■■■,  7'  ' ' 

NorthwesUm  Coal  Railway  Co    

Stanley,  Merrill  A  Phillips 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northwestern 

Waupaca  A  Green  Bay 

Total 



Digitized  by 


Google 


Statistics — Steam  Railroads 


881 


ENTIRE  SYSTEM.  1914— Continued 


Worhbut  lAabmn 

MiMeUmeous 

funded 

oblif»tiont 

debt 

Reodveci* 
oertifioatra 

Obligations  for 

oeivedforooiH 
ftniotioa,  equip- 
ment and 
bettermenta 

Total 

Loans  and 
bins  payable 

Traffic  and 
oar-senrioe  bal- 
anoea  due  to 

other 
fwimpanif 

$260,544,000  00 

214.827.000  00 

486.880.154  66 

89.887.684  09 

20.499.600  00 

10.000.000  00 
800.738.409  09 
197.261.000  00 

87.011.600  00 
302.351.000  00 

8.868.245  17 

$1  424  635  10 

$1,900,000  00 
5.030.280  20 

1.498.403  70 

516.827  13 
812.969  58 



^ 

950.666  66 

156.551  60 

1.320,824  86 

2.880,256  11 
725.000  00 

208,071  07 
910,107  89 

$100,000  00 

215.655  29 

9,605.000  00 
187,815  97 

1.006.125  85 

11.754  88 

1100.000  00 

$1,918,868,643  01 

$21,287,352  28 

$7,666,425  40 

$425.000  00 

$10,739  39 

1,500.000  00 
147,000  00 

$51,897  00 

17.156  82 

$80.000  00 

30.000  00 

408,000  00 

1.000.000  00 

85.if76  64 

1,990  59 

8,354  20 

5.547  62 

450.000  00 
506.00606 

124.386  89 
166.56666 

20.898  70 

542  86 



20.000  63 

246.008  40 

1.234  32 



75.000  00 

8.015  00 

2.417  19 

$30.000  00 

$4,555,000  63 

8666.577  33 

$68,881  19 

IULC.-56 
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^ 

GENERAL  BALANCE  SHEET 

LlABILmSS 

Wvrkini  LiabOUiea 

Namk  or  Road 

Aiiital  vouchers 

and  wages 

unpaid 

Mis73lUn9ous 
accounts 
payable 

Matured  interest, 
dividends,  and 
rents  unpaid 

Chicago  4  North  Western 

Chicago,  Burlington  A  Quincy 

Chicago.  Milwaukee  &  St.  Paul _ 

Chicago,  St.  Paul  MinneapoUa  &  Omaha *. 

Duluth,  South  Shore  St  Atlantic 

Elgin,  JoHet  &  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Pail  &  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  &  Michigan.. 

$3,924,446  10 

9.204.133  21 

7.5)1.10?  61 

1.383,529  2] 

368.45)  15 

SOI. 45)  17 
4.117.75J  77 
6.718.69)  57 
2,871.6U  8? 
5. OSS. 463  23 

26.93'>  31 

1200.953  07 

334,911  37 

340.973  72 

130.487  35 

9.875  09 

1.6S2.132  41 

7.413.594  24 

411,867  2) 

193.978  13 

2,539,813  59 

$3,372,802  20 

2.176.695  75 

2.878.467  71 

102.770  00 

8.033,635  18 

5.155  00 
2.768.960  71 
1.778.852  92 
1.390.585  00 
1.229.338  25 

710.812  48 

Total. .  • 

$42,604,577  25 

=  =  =  =  =:==:  = 

$6,432  9) 

2.602  24 

.153  33 

6r;52J8S 

483  57 
5.330  23 
2.593  75 

10.330  03 

6.770  98 

8,127  09 

923  6) 

2.151  69 

$15,460  37 

$13,258,586  23 

$168,866  9 J 

36.221  20 

$24,448,075  29 

b.  IntroitaU  Roai$ 

Ahnapee  A  Western. 

Ashland,  Odanah  k  Marengo „ 

Bayfield  Transfer 

Chii>pewa  Valley  k  Northern. 

Green  Bay  k  Western 

(ola  4  Northern 

Kewaunee.  Green  Bav  k  Wertam. 

U  Crosse  k  So  itheastem. 

Marinette.  Tomahawk  k  Western 

$9)3  00 
3.750  00 

Mineral  Point  k  Northern 

Northwestern  Coal  Railway  Co 

Stanley,  MerriU  k  Phillips. 

Tomahawk  k  EastenL... 

Wisconsin  4  Northern. 

Waupaca  4  Green  Bay 

:::::::.. 

6.875  00 
859  03 

V  ■• 

Total 

$210,822  15 

$4,650  00 
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ENTIRE  SYSTEM.    1914— Continued 
—Continued 


—Concluded 


Mmtured  mort- 
gage, bonded,  an J 
secured  debt 
unpaid 

Other  wo-king 
liabilities 

Totol 

$10,000  00 
25.000  00 
8.000  00 

3.188.213  19 

3.209  00 
10.788,801  97 

$158,233  79 

45,809  41 

815.9.55  47 

3.914  16 

138,403  3> 
250,678  00 
148.800  39 
80,5'^2  41 
410,831  3^ 

5.900  10 

$9,089,070  35 
15.179.953  52 
16.980.108  84 
1.938.667  28 
12.704.731  22 

3,819, 9S4  76 
18.511.532  90 
21.481.780  53 

4.735.385  68 
19.878,368  77 

943.208  24 

$14,019,106  18 

$1,838.658  45 

$125,120,780  06 

$431  90 
383  88 

125  00 
l6,564  59 

$17,172  32 
2,602  24 

218.932  25 
38,653  10 
69,053  88 

2,480  16 
14.718  43 
97,881  41 
10.584  59 
155.634  67 

157.813  84 

15,000  00 

275,244  81 
1.784  63 

12.584  88 

$26,493  15 

$1,072,881  19 

Aeerutd  LiabaiHe*-Not  Due 

Unmatured  inter- 
est, dividends,  and 
rents  payable 

Taxes 
accrued 

Total 

$1,979,350  83 

1.431,288  32 

5.001,099  23 

1.420.750-82 

272,098  25 

129.853  79 
227.118  98 

3.924.630  82 
140.657  67 

5,139.232  56 

$80,000  00 
104.400  00 
928.459  10 
811.056  80 
116.000  00 

210.981  98 

1,979,869  53 

478,456  78 

502.629  51 

2,351,311  00 

10,728  51 

$2,039,350  83 

1.535.688  32 

5.929.558  33 

2.a31.807  82 

388.098  25 

340.835  75 
2.208.786  51 
4.403.087  40 

843,287  18 
7,490,543  56 

10,728  51 

$19,866,077  07 

$7,353,691  19 

$27,019,768  26 

$1,310,192  92 

$1,310,192  92 

3.750  00 

4,188  67 
7,728  38 

3,750  bi) 

4.168  67 
7.728  38 

$1,325,837  97 
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GENERAL  BALANCE  SHEET. 

LlABILRm 


Nun  or  Road 


D^tmd  CniU 


jnammM  on  out^ 

stooding  funded 

debt 


Operating 


UafaOhy 

ooacooani 

of  proYident 

ftmds 


a.  InttntaU  Boadt 

Chicago  k  North  Weeten 

Chkigo,  Burlingtoo  k  Quincy — 

Chioago.  MOwaukee  Sc  St.  Paul 

Chicago,  St  Paul.  MinneapoUt  k  Omaha.... 
Duluth,  Sooth  Shore  k  Atlantio 


12.029,340  12 


$490,538  89 


1115.474  10 


Elgin.  Joliet  k  Eastern. 

Great  Northern 

Illinois  Central 

Minneapolis,  St.  Paul  k  Sault  Ste.  Marie... 

Northern  Pacific 


129.491  49 

1.320.480  «2 

370.098  72 

202.510  78 


250.000  00 


Wiaeonsb  k  Michigan . 

Total 


$115,474  10 


34.123.933  73 


S740.538  89 


6.  Intntlate  Boadt 

Ahnapee  k  Weatem. 

Aakland.  Odanah  &  Marengo 

Bayfield  Transfer 

Chippewa  Valley  A  Northern. 

Green  Bay  4  Western „ 


lolaA  Northern 

Kewaunee,  Green  Bay  k  Western  . 

La  Crosse  k  Southesntem 

Marinette.  Tomahawk  k  Western 
Mineral  Point  k  Northern 


$4.000  00 


3.407  35 


Northwestern  Coal  Railway  Co . 

Stanley,  Merrill  k  Phillips 

Tomahawk  k  Eastern. 

Wisconsin  4  Northern 

Wisconsn  Northwestern 


Waupaca  k  Green  Bay .. 
Total 


1,041  79 


$8,449  14 


>  In^Mudes  additions  to  property  prior  to  June  30. 1907,  $435,941.47. 
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ENTIRE  SYSTEM.    1914-Coiieluded 
— Coochided 


Ilm* 

Profit 
and  lose 
balanoe 

OUierdefemd 
credit  iteoM 

Total 

Additions  to 
property  rinoe 
June  30,  1907. 
through  income 

Reserves  f roin 

ineomeor 

surplus 

Total 

Total 
UabiUties 

1258.202  65 

478.691  33 

417.964  72 

195.902  32 

18.678  01 

2.067.130  89 
157.405  86 
171.570  34 
109.069  44 

5.133.724  94 

161.620  00 

$258,202  65 

3.004.570  34 

417,964  72 

311,376  42 

18.678  01 

2.196,622  38 

1.4$3,89>  48 

797,669  06 

371.606  22 

5.133,724  94 

161.620  00 

$27,146,235  22 
197.350  03 

«618.76)  37 

18.631.598  57 

535.653  41 

5. 643  "269  48 

$3,993,045  44 
38.366.061  80 
3.201.385  60 

6,985.52l'74 
2,129.835  52 

6,286,627'98 

$3,993,045  44 

65.512.300  02 

3.201.385  60 

197.350  03 

618.760  37 
24.597.120  31 
2.665.4SJ  93 

11.929.828  46 

$35,998,882  89 
93.194.106  96 
40.860.896  18 
4,097.426  28 

1,746.751  54 
65,099.244  21 

4,053.574  33 
14.576.889  82 
84.772.459  80 

$456,806,695  44 
504.092.719  16 
787.436.5.W  20 
82.014.388  32 
55.611.105  48 

28.552,954  80 
651,487,468  30 
349.948.300  24 
145,161,304  94 
679,553.925  53 

6.483.799  92 

19.169.980  50 

$14,155,127  22 

$52,772,798  08 

159,942.481  08 

1112.715,279  16 

$344,400,232  01 

$3,747,149.212  33 

$159  24 

$159  24 

$113,625  41 
12.639  52 

$995,456  97 

115,241  76 

5','552"49 

3.240  06 

3.407  35 
1,711  32 

66  18 
1.041  79 

4.704.515  17 

1 .652  49 

3.246  do 

1.711  32 

66  16 

18.*060  03 

$8,060  66 

$53.66006 

18,666  W 

250.945  35 

18.455  49 
458,973  63 

10.711  86 

654"36 

127.749  38 
38,661  94 

241.653  10 
10.478.551  70 

122,335  65 
1.567.882  06 



2.097.661  41 

274,683  80 

1,161.085  99 

1.000.000  00 

762,046  67 

2.696  09 

::■:::::;■•;: 

1.770.623  20 
340,446  57 

148.984  88 

■ 

16.729  21 

$15,178  35 

$63.000  00 

$8,000    0 

$71.000  00 

$1,032,416  88 

$25,783,865  02 
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MISCELLANEOUS  L03GIN  1  ANO  MIN  >R  ROAOS. 

Ck>NI>K58ED  StATBMSNT  Of 


NAint  or  Road 

Operatin? 
rcven-jes 

Operating 
expenses 

Net  operating 
rcvenne 

Big  Falls  Railway  Co 

Cazenovia  &  J?outhern 

Chicago,  Harvard  A  Geneva  Lake* 

Chicago  4  Lake  Superior* 

Dunbar  &  Wausoukee 

Pairohild  A  NortheastenL 

Hilbboro  &  Northeastern 

Lake  Superior  Terminal  4  Transfer 

Laona  &  Northern 

Marathon  County  Railway  Co 

Robbins  Railway  Co.* 

$11,61?  79 
6,285  37 
12.936  03 

24.082  52 

37.812  94 
4.755  34 
17.443  36 
186.812  89 
20.227  01 

28.944  68 

$12,744  46 
3.455  5S 
12,986  22 

31.437  96 

31.461  77 
3.421  52 
19.261  6f> 
192.063  21 
23.382  80 

28.087  77 

28,959  W 
3.240  23 

St,lSS  67 

2.<W9  81 

SO  19 

7,SSS  U 

6.351  17 
1.333  82 
1.818  S3 
S,SSO  St 
S.16S  79 

856  92 

Roddis  Lumber  AVenee!  Co.^ 

Superior  A  Southeastern 

753  04 
29.810  31 
3.209  66 

753  01 

850  51 

Whitcomb  A  Morris 

90  S7 

Total 

$384,691  95 

$390.502  99 

96,811  04 

Net  corporate 
income 

DitpontioH  of  rut  eorponte  inecme 

NAin  or  Road 

Dividends 
dedared 

Other 
disposition 

Big  Falls  Railway  Co 

Casenovia  A  Southern 

Chicago,  iiarvard  A  Geneva  Lalje 

Chicago  A  Lake  Sjpcrior* .Z^  

Dunbar  A  Wausaukee 

Fairohild  A  Northeastern 

Haselhurst  A  Southeastern 

Hillsboro  A  Northeastern 

Lake  Superior  Terminal  A  Transfer 

Laona  A  Northern 

Marathon  County  Railway  Co     . 

si.ero  06 

2.727  76 
^-6,106  36 

3,i3i9l 

3.870  51 

536  66 

1,818  *> 

4,03105 

3,454  i: 

336  82 
850  51 

i,tt3  s: 

$4,902  00 

Robbins  Railway  Co.» 

Roddis  Lumber  A  Veneer  Co.» 

Whitcomb  A  Morris 

Total 

S14,2SS  13 

$4.902  00 

1  Does  not  include  road  investaient. 

*  Wisconsin  pmtion  only. 

*  Obligations  for  advances  received  for  construction,  equipment,  and  betterment. 

*  Owned  by  Wall  Spakling  Lumber  Co. 
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ENTIRE  SY5T5M.    YEAH  BNDIN5  JUNE  30.  1914 

FiNANCUL  OpBRATTNO   DaTI 


(hdsid*  Operatunu 

Total  net 
revenue 

Taxes 
aoerued 

Operating 
income 

Other 
income 

Deductions 

Revenues 

Ezpenees 

from  income 

iljt6  67 

2,829  81 

oO  19 

7,366  44 

6,351  17 
1,333  82 
i, 8/8  53 
6,960  82 
8,166  79 

856  92 

1379  14 

1.237  78 

2.440  66 
796  17 

81,126  67 

2.829  81 

420  SS 

8,693  22 

3,910  51 

537  65 

1,818  Sb 

14,101  68 

4,031  06 

856  92 

336  82 

850  51 
223,37 

$10  00 

57955  24 
10  00 

$2,544  38 

112  02 

4.676  03 

615  00 

50  00 

1  00 

15,050  93 



500  00 

8.851  26 
875  26 

416  22 

949  35 

4.811  19 

753  04 
850  51 
30  67 

192  80 

1.000  00 

86,811  04 

$15,189  29 

821,000  S3 

$21,526  17 

$14,758  97 

Balance 

for  the 

year 

Ckwt  of  road 

and 
equipment 

Capital 
stock 

Funded 
debt 

Miles 
of  road 
owned 

Miles 
of  road 
operated 

83,670  06 
2,727  79 
U,106S6 

>$7.390  00 

25.000  00 

>153.869  35 

$1,000  00 
50.000  00 
150.000  00 

120,000  00 

500,000  00 

81.700  bb 

495.600  00 

50.000  00 

40,000  00 

50,000  00 
10.000  00 

$7,428  00 
35.000  00 
125.000  00 

«9  92 
600 
634 

14  71 

62  00 

(») 

500 

(•) 

20  00 

18  00 

9  92 
6  00 
634 

3,262  98 
3,870  51 

128,686  75 
774.585  21 

128.688  76 
173,868  04 

97.487  37 

20  71 
62-00 

536  65 
6,720  33 

(*) 

500 

(•) 

20  00 

18  00 

4,031  06 
S.4i4  27 

19,200  00 

336  82 



18  50 

40  75 

5  90 

18  50 

40  75 

5  90 

850  51 
1,293  S7 

15,466  74 

819,136  13 

$1,505,040  21 

$1,548.300  00 

$186,628  00 

207  12 

213  12 

*  Entire  line  abandoned. 

•  Mileage  is  all  yard  tracks  and  sidings. 
'  Report  incomplete. 

«  No  report 
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LEASED  ROADS.    ENTIRE  SYSTEM. 
CayOai 


Name  or  Road 


Number  vf  tkaru 
AvtKorited 


Common 


Pkeffliied 


PkrrAlue 
of  one 
stmre 


Chicago.  Lake  Shore  k  EaaCcriL 

MilwMikee.  Bay  View  k  ChioMio 

Oahkoah  Transportation  Co 

Winona  Bridge  Co..™ 

Wiaoonain  Central 

Total 


90.000 

1.000 

700 

4,000 

175.000 


125.000 


270,700 


125.000 


1100  00 
100  00 
100  00 
100  00 
100  00 


DifidtndilkdandlhirwotkiYear 

Naioi  or  Road 

Rate 
percent 

Common 

Rmte 
percent 

Chiimflo  Lak^  Short  A  Fait^frn 

7 

SH 

(1) 

1830.000  00 
5.750  00 
S.860  00 

Milwauk^.  ^fty  ViAw  A  Hkiflftffn 

Winona  "ri'taB  Co - 

WiKonain  Central                     

4 

Total 

$944.000  00 

Iivcoan 


Namb  or  Road 


Income 

from  lease  of 

road 


OOur 


Joint 
facilities 


Miacellaneoua 


Chicago.  Lake  Shore  A  Eastern... — 
Mihvaakee,  Bay  View  &  Chicago^... 

Oshkoeh  Transportation  Co 

Winona  Bridge  Co 

Wisconsin  Central 


Total... 


11.387,142  84 
5.750  00 
14,737  00 


3.201.015  30 


$44,494  28 
33.852  20 


$15  00 


$4,009,545  14 


$78.346  48 


$15  00 


Namb  or  Road 


DtdueHmt  From 


Rents  acomed 
fnnn  lease  of 
other  roads 


Interest  accrued 

on  funded 

debt 


Chicago,  Lake  Shore  k  Eastern. 

Milwaukee,  Bay  View  A  Chicago-. 

Oshkosh  Transportation  Co 

Winona  Bridge  Co — 

Wisconsin  Central 


$405,000  00 


$503,073  48 


19,200  00 
.630.383  15 


Total 


$503,072  48       $2,064,583  15 


I  Diridends  declared  and  paid  from  time  to  time  as  funds  were  available. 
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YEAR  ENDING  JUNE  30,  1914 

AHD  IimREST 


Total  par  nlut  avthoriTed 

Total  par  mUue  outitaiuUng 

Total  par  nlwfhdd  by 
rt$pond9fU 

Common 

Preferred 

Common 

Preferred 

Total 

Common 

Preferred 

$9,000,000  00 

$9,000,000  00 
100.000  00 
70,000  00 
400.000  00 

16,146,400  00 

$11,1267,200  00 

$9,000,000  00 

109.000  00 

70.000  00 

400.000  00 

27.413.600  00 

100.000  00 
70.000  00 

$12.5(X),600  00 

400,000  00 
17,600,000  00 

$1,353,600  00 

$1,232,800  00 

$27,070,000  00 

$12,500,000  00 

$25,716,400  00 

$11,267,200  00 

$36,083,600  00 

$1,353,600  00 

$1,232,800  00 

Fvudad  Doti 

Intorod 

Preferred 

"Sir 

Equipment 
trust  obligations 

Total 

Total  par 

value  held  by 

re^xindent 

Amount  aocraed 
during  the  year 

Amount  paid 
during  the  year 

$9,000,000  00 

$9,000,000  00 

384,006  00 
43.297,166  20 

$405.000  00 

io.jzoo  60 

1.630,383  15 

$405,000  00 



$2,866,06006 

$450,688  00 

384,000  00 
40,847.000  00 

i»,466,166  26 

19,200  00 
1,621.171  21 

$450,688  00 

$50,231,000  00 

$2,460,166  20 

$52,681,166  20 

$2,850,000  00 

$2,054,583  15 

$2,045,371  21 

Account 


Inetwu 

Gross 

DiTideodsde- 

efared  on  stock 

owned  or 

eontroOed 

on  funded  debt 
owned  or 
oontrolled 

Interest  on  other 

securities,  loans 

and  accounts 

ucome 

Total  othw. 
income 

corporate 
booroe 

$160,000  00 

$167  84 

$160,157  84 

$1,547,300  68 

5,750  00 

14.737  00 

46,013  28 

3,248,624  79 

$i.is6o  00 

12.337  29 

4  00 

46.013  28 
46,709  49 

$520  00 

$160,000  00 

$520  00 

$13,837  29 

$161  84 

$252,880  61 

$4,862,425  75 

OrsM  Corporate  /moms 

DiTideods 
dedared 

Other 
interest 

Taxes 
aoerued 

Other 

Total  deductions 
from  gross  cor- 
porate income 

forward  to 
pro6t  and  loss 

$22,475  09 

■i.*45i'78 

3,163  55 
597,473  14 

$4,749  90 
13.936  92 

$427,475  09 

S. 261  66 

22.363  55 
2.744,865  69 

$630,000  00 
5,750  00 
8,535  34 

$489,825  59 

23.649  73 
603,750  10 



$624.563  54 

$18,686  82 

$3,200,005  99 

$644,285  34 

$1,017.234  42 

« Income  bond 

k. 
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LEASED  ROAl  S.    ENTIRK 
Phofit  Ain> 


DMi 

Namb  or  Road 

Balance  for 

year  from 

income  account 

for  year 

Dividends 
declared 

Chksw).  Lake  Shore  &  Ewtern 
MUwAUxoe.  Bay  View  &  Chkago 

9eS8.039  47 
6S. 173  21 

$4,119,644  24 
314  66 

Winona  Bridge  Co 

Wwoonsin  Central 

450.688  00 

Total  

$727,112  68 

$4,570,646  90 

LEASED  ROADS.    GENERAL 
As 


Innttment  to  June  SO,  1907 

Namb  or  Road 

Road 

Chicago,  L^ce  Shore  4  Bartent 

Milwaukee.  Bay  View  4  Chicago 

Oshkoah  TransportaUon  Co 

Wisconain  Central 

$2,301,943  72 
100.000  00 
70.000  00 
789,304  66 

64.019.413  55 

$2,204,901  69 
4.160.096  51    ' 

Total 

$57,280,661  93 

$6,364,996  20 

Absbtb 


prietary.  affiliated, 
and  controlled 
companies — un- 
pledged 

MisoeQaneous 
investments 

Work%m§ 

Namk  or  Road 

Cash 

Chicago.  Lake  Shore  A  Eaotem 
Milwaukee.  Bay  View  A  Chicago 

Oshkosh  Transportation  Co 

Winona  Bridge  Co 

$4,000.000  00 
150.000  00 

$3,613,139  26 

$6,482  51 

35177 
106.120  66 

Wisconsin  Central 

818,160  19 

Total 

$4,150,000  OC 

$3,613,139  26 

$931,115  13 
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SYSTEM.    1914— Continued 

Loss  ACCOUNT 


CredU 

Balance  credit, 
June  30.  1914 

Total 
debits 

Balance 
June  30.  1913 

Halance  for  year 

froTi  income 

account 

delayed  in'»omc 

and  ttistjellan- 

eoufl  credits 

Balance  debit 
June  30.  1913 

Totol 
credits 

$t. 778,583  71 

$2,053,157  65 

1.863  18 

95.743  79 

1.862.570  60 

$483,825  50 

23,649  73 
503.759  }0 

$2,238,600  47 
8,421  31 

$4,778,583  71 

$1,548  52 

119,393  52 

1.855.889  80 

1.863  18 

119,393  52 

2.374.751  01 

1.863  18 

119.393  52 

2.374.751  01 

$1,976,831  84 

$7,274,591  42 

$4,010,335  22 

$1,017,234  42 

$2,247,021  78 

«7. 274. 691  42 

BALANCE  SHEET.    JUNE  30.  1914 
arre 


Inwmtment  rinee  June  SO,  1907 

Reserve  for 
accrued  de- 
preciation—Cr. 

Total 

Road 

Equipment 

General  expenditures 

$6,006,684  95 
2,038  57 

$11,919,479  61 

$1,661,838  58 

$20,771,171  39 

100,000  00 

70.000  00 

791.343  23 

63,316.918  11 

790.928  98 

4,311,772  03 

$1,216,815  06 

1,182.108  02 

$6,799,652  50 

$16,231,251  64 

$1,216.815  06 

$2,843,946  60 

$85,049,432  73 

—Continued 


AmU 

Unmatured 

Sccirities  ijsued 

or  assomed— held 

in  treasury 

MarkeUble 
securities 

accounts 
receivable 

Materials 
and  supplies 

Total 

interest,  divi- 
dends and  rents 
receivable 

$5,436.400  00 

$1,662,03601 

$1,323,931  94 

6,860  18 
255,4^5  16 

$10,371  80 

$1,330,414  45 

36177 

112.9.«0  84 

7,5i2,463  16 

$48,060  45 

1.196  76 

216  66 

$5,438,400  00 

$1,062,036  01 

$1,586,287  28 

$10,371  80 

$9,026,210  22 

$19,483  86 
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LEASED  ROADS.    GENERAL 


A*™. 

Nami  or  Road 

Temporary 

advances  made 

to  affiliated 

Taxetpaid 
in  advance 

Special 
deposits 

'Chicago.  T^kfi  8hoi^  4t  EMrt«m 

81.283.907  63 

Milwaukee.  Bay  View  &  Chk^go 

Oshkosh  Transportation  Co 

1374.038  24 

Winona  Bridge' Co 

Wiaoonuin  Central 

$23,813  31 

Total 

1374.038  24 

$23,818  31 

$1,283,907  63 

Lu 


Nam>  or  Road 


Capital  Stock 


Common 
stock 


Preferred 
iitock 


Total 


Chicago,  Lake  Shore  k  Eastern... 
Milwaukee,  Bay  View  k  Chicago. 

Oshkoeh  Transportation  Co 

Winooa  Bridge  Co. 

Wiscouin  Central 

Total 


$9,000,000  00 

100.000  00 

70,000  00 

400.000  00 

17.500.000  00 


$12,500,000  00 


$9,000,000  00 
100.000  00 
70,000  00 
400.000  00 

30.000.000  00 


$27,070,000  00 


$12,500,000  00 


$89,570,000  00 


LUBtUTtSS 


Unmatured 
dividends 
and  rents 
payable 

Nams  or  Road 

Operating 
reserves 

Other  deferred 
oredit  items 

Chicago.  Lake  Shore  k  Eastern „ 

Milwaukee.  Bay  View  k  Chicago 

$33.525  00 

$27,119  01 

$4,000,000  00 

Oshkoeh  Transportation  Co  ..  r 

24.021  58 

Winona  Bridge' Co 

11  00 

Wwrm>"n  rMitrn] 

149.918  53 

2.502  40 

Total.. 

$183,443  53 

$51,140  59 

$4,002,513  40 
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BALANCE  SHEET.    1914— Conehided 
CoDduded 


Ddritltmt 

Cash  and  8e> 

curities  in  link- 

ing  and  other 

fuDds 

Cash  and  80- 
euritiea  in  ioBur- 
anoe  and  other 

reserve  funds 

discount  on 
securities 

Other  deferred 
debit  items 

Total 

» 

ToUl 
assets 

$27,119  01 

$195,228  22 

$1,506,254  86 

$27,655,891  15^ 

100.000  00 

71.548  52 

904,324  07 

11,318  10 

$581,774  34 

186.565  52 

1.167.409  51 

75,830.146  70 

$1,218  10 

$27,119  01 

$581,774  34 

$381,793  74 

$2,673,664  37 

$104,561,910  44 

Workino  LUAUitiei 

•  "sr 

Equipment 

trust 
obligations 

Total 

Audited  vouch- 
ers and  miscel- 
laneous ac- 
counts payable 

Matured  in- 
terest, divi- 
dends, and 
rents  unpaid 

Advances  due 

toother 

companies 

Total 

$9,000,000  00 

$9,000,000  00 

$12,860  00 

$1.755  00 

$14  615  00 

384  000  00 

384.000  00 
43.297.166  20 

919  55 
15,085  19 

919  55 

40,847,000  00 

$2,450,166  20 

485.563  00 

500.648  19 

$50,231,000  00 

$2,450.166  20 

$52,681,166  20 

$28,864  74 

$487,318  00 

$516,182  74 

—Concluded 


AppropriaUd  Surplut 

Profit  and 

loss 
balance 

ToUl 

Additions  to  prop- 
erty since  June  30, 
1907,  through 
income 

Not  specifically 
invested 

Total 

Tbtal 
liabilities 

$4,027.119  01 

$1,460,987  90 

$1,460,987  90 

$4,119,644  24 

$27,655,891  15 

100.000  OO^ 

*  ■■  ■■ 

.      1.548  52 

119.393  52 

1.856.889  80 

71.548  52 

11  00 

904.324  07 

26.523  98 

75.830.146  70 

$4,053,653  99 

$1,460,987  90 

$1,460.987  90 

$6,096,476  08 

$104,561,910  44 
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'Wiseonaui  eBtiinat«d. 


EVfPLOYES  AND  SALARIES. 


Gtneral  oficnt 

0<W  rfietri 

Namx  or  Road 

Total 

Ave-'g" 

Total 

Average 

yeariy 

daUv 

yearly 

daUy 

compensation 

compen- 
sation 

compensation 

eompen* 
saUoD 

A.  WncoNBiN 

Chicago  4  North  Western 

$26,349  92 

$14  23 

Chicago,  BurUngtofi  A  Qmncyi  

>I0. 108.89 

«$8  32 

Chicago.  Milwaukee  A  St.  Paul      „ 

*121.65«»  31 

«1  40 

Chicago,  St.  Paul,  Minnfapolis  k  Omaha 

Duluth,  South  Shore  4  Atlantic 

14.599  99 

10  no 

Elgin,  JoUet  4  Eastern 

18<»25 

23  60 

666  66 

278 

Great  Northprn 

3.000  00 

16  30 

28,082  05 

958 

Illinois  Crntral 

4.119  96 

3  76 

18,752  22 

27  53 

11.687  79 

869 

Northern  Pacific 

Wisconsin  4  Michigan  

7,200  00 

5  75 

3.480  00 

3  50 

Total 

$174,408  66 

$74,386  38 

b.  IrUrattate  Roadt 

Ahnapee  4  Western 

13,038  33 

$12  06 

$1,045  00 

$5  10 

Ashland,  Odanah  4  Marengo 

Bayfield  Transfer 

1.800  00 

5  75 

960  00 

306 

Chippewa  Valley  4  Northern 

600  04 

500 

Green  Bay  4  Western 

13.666  71 

12  04 

3.445  00 

609 

loU  A  Northern x 

Kewaunee,  Green  Bay  4  Western 

5.836  67 

12  OT 

1.870  OC 

5  10 

La  Crosse  4  Southeastern  

4.540  00 

4  8.5 

Marinette,  Tomahawk  4  Western 

1.361  78 

1.800  00 

Mineral  Point  4  Northern 

2.100  00 

2,473  33 

Northwestern  Coal  Ry.  Co 

Stanley.  Merrin  4  Pbmips 

2.400  on 

7  69 

5.079  96 

506 

Tomahawk  4  Eastern 

548  11 

600  01 

Wisconsin  4  Northern 

2,846  80 

S04 

1,375  00 

443 

Waupaca  4  Green  Bay 

900  00 

3  85 

Total 

$40,913  44 

818,173  29 

B.  E^mRK  System 

lrd$nMURoait 

Chicago  4  North  Western 

$480,307  52 

$42  53 

$368,851  45 

$13  68 

Chicago.  Burlington  4  Quincy 

Chicago,  Milwaukee  4  St.  ftkul 

>845.4I9  44 

tl5  34 

302,074  92 

28  72 

573,549  79 

11  53 

CUcago.  St.  Plftul,  Minneapolis  4  Omaha 

Duluth,  Shore  4  Atlantic 

212,966  31 

13  26 

81.209  94 

11  49 

27.080  0" 

8  75 

Elgin,  JoUet  4  Eastern 

44,012  00 

23  50 

33.660  00 

899 

Great  Northern. 

322.787  27 

28  23 

372.752  65 

7  21 

Illinois  Central 

420,769  96 

14  34 

524.292  52 

536 

MinneopoliB.  St.  Pnul  4  SauH  Ste.  Marie 

129.161  24 

27  41 

87.654  59 

832 

Northern  Pacific 

573.989  64 

19  22 

906.906  68 

9  57 

Wisconsin  4  Michigan 

8,700  00 

556 

3,480  00 

3  50 

Total 

$3,371,348  24 

$2,198,227  68 
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YEAR  ENDING  JUNE  30.  1014 


Oaural  office  dvks 

St'UimagentM 

Other  ttaHonmen 

Enginemm 

Firemen 

Total 

yeariy 

O03ipea<«ition 

AvwAge 
daily 
com- 
pen- 
satioo 

Total 

yearly 

sompensation 

Avcray 
daily 
com- 
pen- 
mttnn 

Total 

yearly 

compensatiOD 

Average 
daily 
eom- 
pen- 
aation 

Total 

yearly 

compensation 

Averajw 
daUy 
com- 
pen- 
ntion 

Total 
yeariy. 

Average 
daUy 
com- 
pen- 
sation 

126.765  33 
12.770  68 

226.714  25 
1/.902  08 

542  05 
15,224  25 
5.820  00 

61,057  ao 

1.86S  11 
1.56)00 

$2  67 
255 
2  26 

2  72 

3  21 

2  91 

3  18 
2  17 
2  17 

1  66 

$243.540  08 

23.889  24 

229.485  30 

78.710  91 

8.394  85 

960  00 

6.99J  /: 

11. 790  07 

41 ,395  52 

9.593  62 

1,372  64 

$2  59 
2  34 
226 
2  73 
2  6/ 

400 
366 

1  9. 

2  29 
2  98 

74 

1648.075  96 

17,565  76 

425.647  81 

UU.772  25 

9.546  77 

1.160  20 

108,723  85 

7.50/  93 

39.559  59 

23,887  03 

$2  00 
1  87 

1  77 

2  08 
2  07 

242 
2  28 
1  46 

1  49 

2  03 

$888,319  27 
145.600  51 
746.437  82 
291.441  W 
22.065  00 

5.8//  20 
137.054  61 
11,162  13 
96.744  42 
34,883  30 

4.402  42 

$5  16 

505 
4  74 
558 
4  66 

4  51 

486 
6  72 

5  52 
5  17 

4  10 

1610.858  29 

73,712  82 

474.419  52 

185.286  45 

13.653  09 

1.801  75 
88.855  54 

6.778  07 
61,748  76 
22.833  22 

2.791  38 

$3  32 

2  97 
294 
355 
290 

250 

3  12 

4  08 
3  52 
338 

259 

$370,223  75 

1656.131  93 

11.392.447  15 

12,383.987  80 

11.542.738  89 

S2.755  00 

7,590  41 

587  50 
4.502  31 
1.178  00 
1.313  22 
1,380  00 

1.330  00 
276  89 

2,835  00 
450  00 

$2  17 

2  17 

2  17 
2  17 

1  88 

4  42 

2  59 
1  45 

$2,904  00 

18.259  38 

420  00 
2.400  00 
2.010  00 

765  00 
2.040  00 

1.280  00 

195  00 

4,500  00 

990  00 

$1  86 

1  88 

2  50 
I  92 

1  22 

2  46 
247 

2  44 

$2,109  36 

663  00 

16,618  72 

532  40 

4.211  05 

980  00 

450  00 

5»  00 

150  00 

1.200  00 

506  50 

$1  40 

3  00 

i  50 

95 
1  50 
I  36 

I  78 
1  65 

1  62 

$2.5SI  78 

1.003  20 

I. 092  43 

23.753  04 

1.046  17 
5.603  98 
2.999  76 
2,296  04 
1,369  99 

4,009  73 

5/0  40 

2.74/  80 

l.lOiOO 

1,12/  08 

$3  90 

3  46 
3  33 
3  90 

335 

3  90 

4  16 

3  14 

4  39 
3  00 

3  61 

$1,651  58 

81165 

636  OO 

14.39)  5S 

540  00 
3.5/7  10 
1.500  00 
1.483  80 

910  41 

2.826  00 
368  40 

1,533  80 
628  00 

762  90 

$2  40 

2  75 
200 
240 

1  73 

2  40 
208 

2  25 

2  45 
200 

245 

121.258  36 

$33,393  38 

$28,033  03 

$51,398  40 

$5  19 

4  77 
490 

5  50 
4  66 

468 
502 
487 
556 
548 

4  10 

S31.626  22 

$2,051,619  55 

1,556,050  24 

2.160,644  13 

400.229  89 

89,352  70 

262,608  12 
1.297.283  46 
1.588.207  47 

332,773  96 
1.339.636  89 

2.791  38 

$1,238.034  25 

1.720.110  25 

1.486.093  74 

275.637  41 

79.382  33 

188.661  63 
1.141.909  96 
1.663.214  63 

393.286  16 
1.328.572  93 

1.560  00 

$2  54 
2  46 
2  27 
2  15 
2  15 

2  90 
2  22 
2  3/ 
2  16 
233 

1  66 

1024.025  27 

1.007.983  11 

955.717  27 

192.947  31 

41.521  90 

37,499  09 
5/7,447  89 
756.947  35 
249.278  11 
588,703  70 

3.997  64 

$2  58 
2  21 
2  29 
2  76 
2  53 

258 
236 
2  21 
224 
262 

99 

$2,850,634  59 

2,344.722  18 

2,619,505  55 

530.700  48 

92.729  39 

243.445  00 
1.115.445  70 
3.431.827  64 

444.088  59 
1.941.350  89 

270  00 

$2  12 
2  12 

1  99 

2  15 

1  78 

2  11 
2  04 
1  96 

1  79 

2  21 

83 

13.160.075  26 

2.619.134  98 

3.413.233  92 

633.870  55 

144,401  47 

435.055  92 
1.994,854  54 
2.454.639  27 

520.594  02 
2.028.980  95 

4.402  42 

$3  23 
300 
3  09 
3  47 
2  90 

2  88 

3  27 
3  12 
355 
362 

2  59 

19.516,463  29 

$5,839,074  64 

$15,614,720  01 

117.409.246  30 

$11,061,197  79 

sinrludee  "Other  officen." 
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Namb  or  Road 


A.  WUCOMBIM 

0.  InttrtUU  Boad§ 

Chicago  k  North  Wcstem. „ 

Chieaco,  Burlingtoa  k  Quincy*_ 

Chieago.  MUvaukee  k  St  FkuL 

Chicago.  St  Fkul.  Minneapolii  &  Omaha — 
Duluth.  South  Shore  k  Atlantk 


Elgin.  JoHet  k  Eaatem 

Qr«at  Northern — - 

DliBoia  Central — 

Minneapolia.  St  FMil  k  Sault  Ste.  Mane. .. 
Northern  Pacific „ •...■■ 


Wiaeonan  k  Michigan.... 


Total ....™ 

6.  IntrtutaU  Jtooii 

Ahnapee  k  Weetem. 

Ashland.  Odanah  k  Marengo 

Bayfield  Transfer „ ^ 

Chippewa  ValUy  k  Northern. 

Green  Bay  k  Wertem. 


lola  A  Northern.  .^       ..^. 
Kewaunee,  Green  Bay  k  Wertem... 

La  CroBie  k  Southeastern  ..       - 

Marinette.  Tomahawk  k  Western... 
Mineral  Point  k  Northern. 


Northweetem  Coal  Railway  Co.„ 
Stanley.  Merrill  k  Phillips. 

Tomahawk  *  Eastern. 

Wlioonab  *  Northern  ..  ^ 

Wisconsin  Northwestern. 


Waupaca  k  Green  Bay... 

Total 


B.  Entdub  STsnn 
ItUtrdaU  Boadi 

Chicago  k  North  Weatem 

Chicago.  Burlington  *  Quincy.. 

Chicago.  MUwaukee  k  St  ftkul  „ 

Chicago,  St  ftkul.  Mfameapolis  k  Omaha-... 
Dulitth.  South  Shore  k  AttantK. 


Elgin.  JoKet  A  Eastern. 

Great  Northern 

Illinois  Central ■■■■     ■  •  •. 

Minneapolis.  St  Paul  k  Sault  Ste.  Mane.- 
Northern  Pacific.^ 


Wisconsb  k  Michigan. . 

Total 


Cmduderi 


Total 

yearly 

compenaatioD 


IS69.616  22 

81.093  94 

455.628  74 

180.368  98 

19.864  06 


65.859  80 
10.118  02 
60,383  59 
16,084  52 

3.651  60 


11.452,568  47 


11.953  05 


902  31 

825  16 

14.621  42 

360  00 
8.735  83 
1,609  38 
2.100  84 
1,493  93 


2.864  55 
510  00 

2.389  40 
940  00 

892  27 


$35,199  94 


11.982  848  31 

1.976.360  07 

2.064.563  70 

363.146  90 

115.421  64 

118.842  48 
1.514.230  70 
1.992,238  57 

348,987  72 
1,222.720  84 

3,651  60 


$11,093,012  53 


Average 
daily 

comjpen* 
sation 


$4  96 
383 
4  60 
580 

4  48 


4  10 
584 
604 

5  01 

840 


$3  10 


8  46 

2  69 
320 

250 

3  10 
2  23 


2  60 


3  81 
3  00 


2  86 


$4  89 
400 
456 
540 
448 

486 
456 
433 
4  63 
4  86 

340 


Other  bmnwun 


Total 

yearly 

compensation 


$1,216,163  82 

100.708  90 

1.157.332  66 

872.704  10 

33.714  82 

9.160  10 
129.879  98 

12,010  17 
129,896  44 

41.026  74 

5.078  42 


$3,207,676  09 


$1,947  06 


704  17 

675  00 

22.105  34 

600  00 
6,442  72 
1.500  00 

1.718  79 


3,814  70 


1.596  30 
1.247  75 


912  70 


$43,264  53 


$4,381,635  76 

2.788.285  17 

4.900.800  45 

938.680  76 

105.902  48 

895.057  12 
2,276.523  19 
2.798.915  73 

689.536  91 
2.758.773  45 

5.078  41 


$22,629,180  44 


Average 

daily 

oompen- 


$8  16 

2  73 
302 

3  36 

2  77 

387 

3  28 
3  37 
272 
345 

236 


$2  55 

3  00 
200 
260 

1  92 
255 
208 


2  18 


2  55 
200 


2  12 


$3  18 
2  75 
800 
352 

2  77 

3  60 
2  78 
293 

2  78 

3  32 

236 


MaekUti^ 


Total 
yearly 


$267,310  n 
49.861  3» 
547.688  19 
111.967  65 


59.337  02 
13,850  W 


5.193  40 


$1,065,128  80 


$100  87 
17.925  24 


753  22 
1,260  00 


1,548  75 
151  78 
567  20 
475  00 


$22,791  00 


«I.422.9»  76 

1.499.774  91 

1.567.880  18 

661.531  84 

24.988  61 

214.035  87 
6n.668  84 
949.150  51 
362.521  89 
984.464  51 

5.193  40 


$8,370,174  77 


1  Wisconsin  estimated. 
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ARIES.    1914— Continued 


CarpenUn 

Ott^r  .»«,«„ 

SteHon  foremen 

Other  tnukmen 

Average 
ntion 

Total 
yearly 

Average 
daily 

oompen* 
aation 

Total 

yearly. 

compenaation 

daily 
compen- 

Total 

yearly 

compensation 

Average 
daily 

coinpen- 
aation 

Total 
yearly 

$3  07 
306 
4  10 
256 

4  32 

$303,071  96 

147,294  47 

830.267  21 

305,939  54 

6,524  93 

1.856  80 
34.585  59 

$2  31 
266 
2  41 
2  47 
2  62 

2  64 

3  07 

$836,982  30 

109,627  31 

2,766,887  37 

110,151  88 

7,787  21 

1,961  00 
476.839  65 

3.824  53 
10,975  66 
15,930  18 

10.199  80 

$2  32 
2  14 
2  34 
235 
2  43 

2  14 
2  26 
203 
2  S6 
240 

1  76 

$292,062  13 

42,807  13 

215.230  01 

115.139  77 

15.088  80 

600  00 
9,566  23 
8,651  07 
48,043  07 
16.091  84 

3,138  00 

$2  34 
2  13 

1  96 
254 

2  07 

250 
2  25 

1  88 

2  10 
2  17 

1  72 

$1,153,821  86 
347.191  89 
825,344  96 
482,795  63 
40,137  90 

3,537  55 
153,827  76 

17,381  39 
127.900  66 

42,501  45 

2,728  45 

$1  78 
1  55 
1  78 
1  81 
1  80 

1  95 
1  67 
1  62 

284 
263 

46.191  79 
3.911  72 

3,395  00 

264 
264 

2  43 

1  67 
1  63 

1  57 

$1,683,039  01 

$4,351,166  89 

$766,418  05 

$3,147,178  50 



$1,620  00 

$1  75 

$3,380  00 

561  06 

639  90 
22.920  00 

56  00 
4,080  00 
3.450  00 
1,049  50 
1,854  89 

3,453  60 
620  50 

3,540  00 
652  80 

640  00 

$1  90 

$5,814  17 

$1  50 

12  75 

$614  15 
13.491  21 

655  61 

820  56 

129  36 

3.362  00 

284  00 

$2  75 

2  60 
225 
1  90 

1  90 
1  90 

1  59 

2  08 

1.984  55 

2.698  57 

33.396  37 

420  54 
7.314  47 
8.369  82 
3,617  76 
12,607  35 

2  00 
1  56 

230 

2  40 

2  63 

2  25 
200 

45,641  98 

2.622  60 

3.076  77 

183  21 

1,875  30 

6,902  39 
29  91 

686  10 

1  75 

2  25 
229 

2  25 

1  76 

1  45 

1  45 
1  45 

1  74' 

2  96 

14.884  75 
1.855  96 
5.219  70 
3.315  00 

1.008  05 

1  65 

3  85 
260 

2  26 
204 

200 

1  52 
1  50 

1  45 

$19,356  79 

$62,637  26 

$46,897  25 

$102,507  06 

$3  09 
340 
4  19 

2  52 

3  67 

283 

4  29 
383 
3  18 
325 

263 

$1,468,671  16 

2.509.117  15 

3.035,276  80 

705.493  87 

33.272  69 

54.805  79 
673.180  67 

1.038.294  58 
480,572  08 

1.529.712  71 

3,395  00 

$2  41 
2  85 
2  69 
2  54 
2  63 

265 
2  96 
2  80 
256 
2  77 

2  43 

$5,656,502  40 

5,216,971  92 

6,548,730  52 

294.692  44 

250,185  41 

958,406  55 
3,977.784  17 
8.544.282  53 

298.519  68 
3.160.396  35 

10,199  80 

$2  21 
2  72 
2  51 
2  36 
2  12 

240 
2  32 
2  19 
2  84 
2  62 

1  76 

$1,063,002  66 

1,165.395  44 

1,199,965  16 

223,181  65 

93,674  10 

65,273  28 
804,627  31 
766.110  02 
325,736  09 
854.782  66 

5,658  00 

$2  29 
206 
2  29 
2  52 
209 

2  35 
2  14 
2  06 
2  15 
2  27 

1  72 

$4,280,999  18 

5.268.039  26 

5,495,146  52 

796,072  59 

271,403  66 

545,554  00 
6.828.198  05 
3,520,443  73 

554.493  00 
4.094,343  47 

7,077  11 

$1  73 
1  54 
1  86 
1  78 
1  82 

1  94 
1  73 
1  61 
1"64 
168 

1  63 

$11,431,792  49 

$34,916,670  77 

$6,567,356  37 

$31,661,769  66 

ILR.C.-67 
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8waekttnden,erouing 
UHdenandwatehmm 

TeUgnpk  optntart  and 
iiivaichtn 

A^«««^ 

Namb  or  RoAO 

Total 

yeariy. 

compensation 

Average 

compen- 
sation 

ToUl 

yeariy 

compensation 

Average 
daily 

oompen- 
flatMO 

Total 

yearly. 

cfxnpensatioii 

A.  WlBCOKBXIl 

a.  Inknialt  Boad$ 
ClueBso  A  North  Western 

$183,944  53 

4.416  57 

177,460  66 

7.683  73 

2.747  45 

845  25 
30.010  73 

$1  13 
1  34 
1  51 
1  64 
1  65 

$269,661  96 

78,555  29 

246.430  78 

108.368  84 

4.866  90 

34.21766 

$2  37 
2  39 
238 
2  81 
205 

346 

■■■263'"" 
2  31 

2  49 

Chicago.  Burliagtoo  k  Quinoy*. 

dSSto  Milwmukf«  A  St  Paul 

ChicMo'.  St  P»ul.  Minneapolis  k  Otokh^ 

Duluth.  South  Shore.  A  Atlantic „ 

Elgin.  Joliet  A  Eastern. „ 

Great  Northern. 

Illinois  CeotraL                         

Northan  Paafie                           

4,745  33 
1^253  96 

1  67 
1  48 

45.074  85 
5.411  84 

1,560  00 

WisooDsin  k  Michigan...„ 

Total 

S363.108  21 

$794,148  12 

6.  IntnubtU  Boad9 

Ahnapee  k  Western. „ 

Aihknd  Odanafa  ft  Mareuco 

1961  50 

$1  45 

$540  00 

2,429  00 
720  00 

$2  80 

2  80 
2  80 

BayfieU  Transfer 

632  09 

1  93 

'' 

ChiDDeiia  Valley  k  Northern.^ .-. 

QreS)  Bay  4  Western.  .-„ 

1,320  00 
536  00 

1  25 

2  00 

lob  k  Northern                 

Eewaonee,  Qreen  Bay  k  Western. — 

Marinette.  Tomahawk  k  Western. 

Mineral  Point  k  Northern. 

NorthwMtem  Coal  Raflway  Co .„ -... 

'  i"48'" 
2  00 

::::::::'"::::::::'" 

:::::.:.:::::. 

Stanley.  Merrill  k  Phiflips „... 

Tomana»k  *  E#«t#m 

1,080  00 
720  00 

Wimomin  k  N«*th«ni 

Waupaoa  k  Green  Bay - 

„ 

Total 

$5,249  59 

$3.689  00 

B.  Entirc  Stbtui 

Intmtati  Rood* 

Chieaffo  ft  North  Western.    

$442.246  24 

357.121  44 

422.938  07 

29.068  51 

21.984  44 

63.234  42 
293.599  45 
206.365  88 

32.515  27 
199.829  66 

540  00 

$1  SO 
1  55 

147 
1  72 
1  51 

1  89 
1  83 

1  41 
1  69 
1  71 

1  50 

$786,064  18 

1.263.476  33 

1.264.374  59 

230,619  19 

48.008  20 

55.166  62 
636.707  39 
461.396  19 
185.802  48 
960.456  30 

1.560  00 

$2  46 
2  52 
2  47 
2  87 
289 

2  61 

2  71 

3  01 
260 
2  92 

2  49 

Chicago.  Burlington  ft  Qmncy  - — 

Chicaw).  MOwaukee  ft  8t  Paul 

Chioafo,  St  Paul.  Minneapolis  ft  Omaha  ^ 

Duluth,  South  Shore  ft  Atkntac 

Elgin.  Joliet  ft  Eastern 

Groat  Northern  

DUnoia  Central 

Minneapolis.  St  Pkul  ft  Sault  Ste.  Marie 

Northern  Pacific 

Winoonrin  ft  Mi^hiean      , 

$2,688  85 
31.87S  SO 

Total 

$2,069,443  38 



$5,883,621  47 

$34,560  15 

1  Wisoonsin  estimated. 
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ARIES  1914— CoDtinued 


amnio/ 
m^ni 

An  tditar   mmtwJ 

. __j 

DisTRfflnnoH  or  Foreooiko 

laborers 

Mainienanee  of  wayt 
and  ttrvdurti 

Maintenance  of 
equipment 

Tra^expemee 

Average 

ocunMn- 
■ition 

Total 

yeariy. 

oompenaatton 

Average 
daUy 

compen- 
sation 

Total 

yearly 

compenBation 

Average 
daily 

compen- 
sation 

Total 

yearly. 

compensation 

Average 
daUy 

ecmpen- 
ntion 

Total 

yearly 

eompeneation 

Average 
daily 

compen- 
ntion 

$931,280  34 
212.456  21 

1.400.327  07 
382.803  78 
22.085  49 

$2  51 
2  23 
2  03 
2  31 
2  19 

2  48 
2  75 
2  34 
243 

209 

$2,038,852  31 
692.155  69 

893,4bi5  52 
61,751  63 

4.146  15 
248.585  99 

50.390  95 
279.679  46 

70.227  97 

10,607  53 

$2  04 

1  86 

2  12 

1  93 

2  02 

1  97 

2  10 
2  01 
1  84 

1  74 

$1,248.679  85 
192.988  76 

414,142  50 
7,787  21 

3,252  00 
583,110  58 

3.824  53 
153.814  04 
15.930  18 

17.478  20 

$2.44 
238 

$24,975  00 
2.717  78 

4.680  00 
1.782  20 

140  86 

7.185  00 

7.620  00 

22.936  70 

900  00 

$4  15 
434 

2  43 
2  43 

2  42 
2  40 
203 
230 
2  40 

2  17 

3  74 
I  63 

3  52 

507.756  25 
23.038  49 

179.363  63 
24.912  04 

4.511  08 

2  85 

3  47 
3  81 
2  47 

$3,691,540  38 

$4,349,803  20 

$2,671,007  85 

$72.037  54 



, 

$895  97 

$1  75 

$10,090  14 

$1  64 

$1,620  00 

614  15 

109  87 

77,058  43 

2,622  6Q 

$1  75 

"i'W" 

2  75 
1  95 

$900  00 

soo'm 

1.650  00 

$5  66 

2.545  61 
3.338  47 
64.100  69 

475  54 
13.438  43 
11.819  82 

14,683  85 

19,78359 

10,791  45 
3,967  80 

2.058  42 

2  11 
1  65 
1  66 

1  49 
1  61 
1  69 



5  00 

7.784  32 

2  25 

5  41 

2.043  96 

1.34669 
1,330  48 

1  75 

225 

900  00 
1.020  00 

5  63 

3  27 

2.370  32 

7.37558 

1.897  45 

759  00 

685  10 

712  50 

1  83 

-"i'u"- 

1  57 
1  72 

2  66 

■'■2'45"" 
2  29 

1  75 

1,800  00 

5  77 

334  60 
410  37 

225 

$14,144  79 

$156,443  81 

$95,112  50 

$7,482  54 

$2  36 
2  81 

246 
223 

250 
250 
2  34 
250 
2  78 

207 

$3,978,908  00 
4,796,321  8t 

10.756.21.)  06 
061,484  46 
176,810  78 

287,270  09 
2.801,665  99 
2,716,347  28 
1,512,291  77 
3,251.358  80 

5.92106 

$2  62 
2  59 
2  18 
229 
2  27 

268 
235 
230 
2  12 
224 

1  82 

$7,731,312  64 

9,153.536  40 

•6.041.534  60 

1.580.568  48 

409,698  37 

853,262  80 
9,725.491  36 
6.457.635  11 
1.696.676  89 
7.692.024  03 

18.016  19 

$2  00 
1  85 

$7,887,775  81 

9.083,228  58 

<9, 178,763  25 

1,520,506  34 

284,360  91 

1,142,630  66 
5,197,571  24 
10,882,533  27 
1.891.758  71 
4.658.151  87 

18.888  20 

$627,256  17 

781,264  61 

'1,399,717  45 

184,032  95 

41.046  30 

32.756  59 
514,052  69 
622,461  95 
140,280  56 
622.926  67 

1.900  00 

$4  84 
4  17 

2  10 

1  95 

2  17 
1  90 
1  81 

1  94 

2  03 

1  72 

4  31 

3  01 
353 

$2  15 
2  41 

3  24 
306 
338 

3  41 

4  79 

$31,244,693  15 

$51,359.756  87 

$51,746,168  84 

$4,967,295  94 

t  Estimated. 
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EMPLOYES  AND 
DianuBUTioiv  or 


Namk  or  Road 


Trantporiaium  exptiuea 


ToUl 

yeariy 

oompeontion 


Avermge 
daily 
cata- 
pm- 
ntioD 


Oenend  expauei 


ToUl 

yearly 

oompeantioD 


Avence 
daily 


A.  Wmconmk 
a.  Inierttate  Road$ 

ChUjBgo  A  North  Wertern 

Chicaf(o.  Burlington  ft  Quincy' 

Chicago,  Milwaukee  k  8t  PauL 

Chicago,  St  Paul  Minneapolui  ft  Omaha.... 
Duluth,  South  Shore  ft  Atlantie 


16.001,757  73 
569,436  90 


12  99 
3  13 


$36,766  29 
9,361  87 


Elgin,  Joliet  ft  Eastern 

Great  Northern 

niinois  Central 

Minneapotis,  St.  Paul  ft  Sault  Ste.  Marie.... 
Northern  Pacific 


Wi8e<Mttin  ft  Michigan. 
Total 


1,440.090  16 
131.241  31 

21.010  30 
1,043,930  05 

59.366  39 
484.214  13 
169.264  53 

19.396  46 


3  45 

2  96 

3  44 

2  90 
299 

3  01 
3  19 

236 


9.079  96 


608  50 

6.900  00 

999  96 

42.800  92 

3.313  90 

12,240  00 


18,929,707  96 


$122,070  43 


6.  IntradaU  Road* 

Ahnapee  ft  Western 

Ashlwd,  Odanahft  Marengo 

Bayfield  TVan^er 

Chippewa  Valley  ft  Northern. 

Green  Bay  ft  Western. 


$15,855  23 


loU  ft  Northern 

Kewaunee,  Green  Bay  ft  Western.. 

La  Crosse  ft  Southeastern 

Marinette,  Tomahawk  ft  Western .. 
Mineral  Point  ft  Northern 


Northweetem  Coal  Ry.  Co. 
Stanley.  Merrill  ft  Phillips... 

Tomahawk  ft  Eastern 

WiMonsin  ft  Northern 

Wisconsin  Northwestern 


4,716  42 

3,228  59 

118.013  4» 

3.558  57 
29.446  68 
13.285  91 


9.932  88 


$2  33 

2  89 
2  50 
2  44 

1  90 
256 
1  96 


20,010  83 


Waupaca  ft  Green  Bay . 
Total 


15.047  30 
4.727  75 

5,191  45 


248 


2  59 
235 


$4,748  33 

2.760  00 

18.562  12 

587  50 
9.080  01 
5.718  00 

5.313  92 

3,780  00 

5.681  80 
1.825  00 


900  00 


$243,015  08 


$fi8.065  68 


B.  Entire  Ststbm 
InierilaU  Roadt 

Chicago  ft  North  Western 

Chicago.  Burlinfrton  ft  Quincy ! 

Chicago,  Milwaukee  ft  St  Paul . 


Chicago.  St.  Paul,  Minoeapc^  ft  Omaha.... 
Duluth,  South  Shore  ft  Atlantic 


Elgin,  Joliet  ft  Eastern 

Great  Northern. 

ItUnois  Central 

Minneapolis,  St.  Paul  ft  Sault  Ste.  Marie .. 
Northern  Pacific 


Wifloonaan  ft  Michigan. ... 
Total 


$18,241,037  28 

15.138.332  44 

18,671.133  05 

3,734,530  53 

911.568  91 

2,332.423  23 
10.375,669  48 
14,541,099  29 

2.843,277  10 
12.422.316  55 

22.201  46 


$3  03 

2  86 

3  26 

2  78 

3  17 
3  10 

2  84 
298 

3  10 

2  08 


$1,819,439  83 

2.514.929  39 

854,500  00 

365,789  59 

73,965  50 

141.513  20 
973,763  94 

1,158,693  64 
302,197  25 

1.260.073  04 

12,240  00 


$09,238,680  22 


$0,477.102  38 


$3  56 
2  49 


643 


4  38 
9  45 

2  74 

3  05 
305 

3  91 


$3  33 
441 
4  16 

2  17 

3  82 
3  66 


606 


3  92 
2  94 


3  85 


$3  56 
2  75 

2  50 

3  05 

4  36 

2  82 
288 

3  06 

2  03 

3  81 


'Wisconsin  estimated 
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SAT  ARIES  1914-Coiichided 
FoBKOomo.— Concluded 


Outside  operatuMM 

TouU 
induding  "general  offteerg" 

exdudtng  "general  ofieere" 

Total 
vctrly 

Average 
daily 
com- 
pen- 
aation 

Total 

yearly 

oompenaation 

Average 
daUy 
com- 
peo- 
aation 

Total 
yearly 

Average 
daSr 
com- 
pen- 

aation 

Total 

yearly 

compeoflatioii 

Average 
daily 
oom- 
pen- 

$59,699  01 

35.267  53 
3.914  92 

$1  51 

1  66 
1  59 

I  54 
1  41 

1  50 

$8,410,729  19 

1.456,661  00 

*10.846,855  65 

2,826.665  70 

206,477  27 

29.157  81 

1.889.711  62 

122,201  83 

997.380  25 

260,189  57 

'     60.262  19 

$2  60 
2  29 
246 

2  70 
248 

3  01 
2  58 
253 
2  52 
2  61 

233 

$9,108  89 
121,558  31 
14.599  99 

tt  32 
11  49 
10  00 

$8,410,729  19 
1.447.552  11 

10.725.297  34 

2.812,065  71 

206.477  27 

28.968  56 

1.886.711  62 

122.201  83 

978.628  03 

260,189  57 

53,062  19 

$2  60 
228 
244 
269 

2  48 

13.935  00 
552  99 

540  00 

189  25 
3,000  00 

18,752  22 
7,200  00 

23  60 
16  30 

27  53 
5  75 

3  00 
258 
253 
2  48 
2  61 

2  16 

$113,909  45 

$27,106,292  08 

$174,408  66 

$26,931,883  42 

$33,213  70 

10,636  18 

7,176  97 

279.384  72 

4.621  61 
55,496  72 
31,843  73 
«19,174  97 
32,413  47 

52,699  99 
«6.341  81 
33.418  on 
11.279  55 

8.834  97 

$2  14 

2  88 
208 
2  13 

1  88 

2  34 
204 

2  33 

2  40 
2  05 

2  26 

$3.038  33 

1.800  00 

500  04 

13,666  71 

5.S36  67 
4,540  KX) 
1.361  78 
2.100  00 

2,400  00 

548  11 

2.846  80 

1.375^00 

900  00 

$12  06 

5  75 
500 
12  04 

12  03 

4  85 

7  69 

8  04 
•     4  43 

385 

$30.175  37 

8.836  18 

6,676  93 

265,718  01 

4.621  61 
49.660  05 
27.303  73 
17,813  19 
30.313  47 

50,299  99 
5,793  70 

30.571  20 
9,m  55 

7.934  97 

$1  98 

2  62 
1  99 
204 

1  88 

2  14 
2  04 

2  26 

2  26 

1  91 

2  16 

$586,536  39 

$40,913  44 

$545,622  95 

$230,520  80 

262.992  31 

12,601,068  07 

64.896  27 

19.692  75 

422.775  37 

202,902  90 

73.623  14 

369.446  27 

540  00 

$1  57 
I  98 

1  71 
1  59 

1  63 
1  61 
1  55 
I  52 

1  50 

$36,537,342  53 

36.934.283  73 

4S, 746.717  32 

7,450.324  16 

1.740.332  74 

4,502.586  48 
27.209.324  08 
33.865.326  16 

6,947.813  65 
27.024.935  43 

73.475  85 

$2  61 
2  51 
2  52 
2  72 
2  43 

2  76 
2  41 
2  41 
2  61 
262 

2  15 

$480,307  52 
845.419  44 
302,074  92 
212.966  31 
31.209  94 

44.012  00 
322,737  27 
420.769  96 
129,161  24 
573,989  64 

8,700  00 

$42  53 
15  34 
28  72 

13  26 
11  49 

23  50 
28  23 

14  34 
27  41 
19  22 

5  56 

$36,057,035  01 

36.088.864  29 

48,444.642  40 

7,237,357  85 

1.709.122  80 

4.458.574  48 
26.886,586  81 
33,444,556  20 

6,818.652  41 
26,450,945  79 

64. n5  85 

$2  58 
2  46 
2  51 
2  65 
2  40 

2  75 
2  38 
238 
2  47 
2  57 

10 

$14,248,457  88 

$231,032,462  13 

$3,371,348  24 

$227,661,113  89 

'Details  of  diatribution  not  reported. 
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TRAFFIC  AND  MILEA3E  STAriSTICS. 


Namb  op  RoAr. 


A.  Wisconsin: 
a,  Inieridaie  Road* 

Cbicngo  A  North  Western 

Chicago,  Burlinzton  A.  Quincy' 

Chicago,  Milwaukee  k  St.  Paul 

Chicago.  St.  Paul.  Minneapolis  k  Omaha . 
Duluth,  South  Shore  k  Atlantic 


EUrin  Jolict  A.  Eastern 

Great  Northern 

niinob  Central 

Minneapolis.  St.  Pkul  k  Sault  Ste.  Marie... 
Northern  Pacific 


Wi»ct»osin  k  Michigan... 
Total 


h.  Intrattite  Road* 

Ahnapee  A  Wes*«m 

Affhland,  Odanah  k  Marengo 

Bayfield  Tninirer 

Chippewa  Valley  k  Northern    

Green  Bay  k  Western 

lola*  Noithcm 

Kewaunee  Grer n  Bav  *  Wertem  .. 

I4t  Crosw  k  Southeastern 

Marinette,  Tomahawk  k  Western 
Mincra'.  Point  k  Northern 

Northwestern  Coal  Railway  Cc. 

Stanley,  Merrill  k  Phlljps 

Toroahawk  *  Eastern 

Wiscon^  k  Northern 

Wisconsin  Northwestern 


Waupaca  k  Green  Bay .. 
Totnl 


N'lmber  of  p«s- 
sen  MT8  carried 
earning  revenue 


7.781.314 

5?6,773 

6, 807, 130 

2,286,995 

117,388 


215. 4U 
16t,69f 
WS.IOf 
429. 99f 


9.69' 


17.«32,5i: 


81,6ir 


B.  ENnu  St8T»*'': 
InUrdaU  Rondu 

Chicago  A  North  Western 

Chicago.  Burlin-^on  k  Quincy 

Chicago  Mi'wa"kee  k  St.  Paul 

Chicago.  St.  Paul,  Minneapolis  k  Omaha.... 

Duluth  South  Shore  k  Atlantic 

Elgin,  Joliet  k  Eastern 

Great  Northern. 

Illinois  Central 

Minneapolis.  Si.  Paul  k  Sault  Ste.  Marie.. 
Northern  Pacific 


Wisconsin  k  Michigan... 
Total 


301.72' 

8.f2 
r^.86 
•6  m. 
le.^of 

I0.24r 


25,18' 

1,55*^ 

38,01 


IP  91f 


ftfl-f  M' 


Number  of  i»8- 

83ng<!r8   ciTied 

tne  mih 


.13. 381. 4''' 

23.44«.9n 

16.426.'>'e 

4.S**i.06l 

903.  SiT 

71 

9.199,259 

27.522.77' 

2,554.70^ 

9,860.22? 

13, 5V 


128,202.26« 


Number  of 

oassen^ers 

carried  on 

aii!-*^  per  mil 

of  road 


329.5«,05- 

54. 798.21: 

246.042.71? 

121.127.815 

7.001.36: 


5  191.31? 
?,798  99' 
28.047.35? 
9.798.a)f 

155.33: 


101.501.  pr 


1.65>.l7r 


6.s-o.8r 

40,78 
1.H7,hV 
1.714.36: 

83.8«6 
132.40^ 


4P.'17 

11.05? 

481, 70i 


173. 77f 


14.051  666 


l.l73.4"5.lif 

I.15M?1.<Wn 

912.375.816 

2r6,635.«^9' 

45.090.59? 

2.352 
651.619.61' 
718.961.19 
210.701,6V 
682,271.430 

217.187 


151. 8*^ 
2i5.7I; 
18S.44P 
155  9<? 
60,63 


r6.075 
l).7r 
6^.10f 
72.205 

2.6S6 


t17.9ie 


48.60{ 


27.705 

8.528 
66.60! 
40.233 


8.5II 
9.2«i 

17,6* 


5.813.516.107 


128. 05« 
94,215 

151.  SI*" 
71,881 

3 
81.762 

150.773 
70.649 

107.865 

1.759 


\vprawdia- 
m-^  carried. 


111.705 


108.13 
i3.88 
53.96 
5J.96 


21  IS 
17.00 
42.30 

22.79 

16.03 


45.11 


tl.28 


22.77 

4.70 
21.49 
22.30 

12.93 


17.43 

12.63 

9.19 


35.14 
4Q.14 
55.H 
54.63 
49.91 


70.84 
26.12 
82.48 
69.19 

160.37 


45. 3S 


1  Estimated. 
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YEAR  ENDING  JUNE  30,  1914 
Tiumc 


Total 
pft^eenger 
revenue 

Average 

amount 

received  from 

Average 

pa«cn«r 
per  mile 

Total 

paaeenger 

service  tram 

revenue 

Passenger 

revenue  per  mile 
of  road 

Pa»enger 

16,403.907  78 

979.018  47 

4.747.766  34 

2.388.612  67 

147.971  51 

$0.82299 

1.93000 

.84674 

1.04482 

1.07703 

$0.01943 
.01786 
.01930 
.01973 
.02114 

$7,644^160  58 

1,295,600  01 

6.227.556  81 

2.787.526  78 

165.224  37 

$3,522  61 
5.809  38 
3.504  28 
3.588  84 
1.432  00 

$1.34837 
1.55263 
1.40826 
1.30004 
1.06515 

96,972  59 

77.127  55 

561,121  20 

193,414  70 

3,503  30 

.39513 
.46831 
.84620 
.44980 

.36146 

.01868 
.02756 
.02001 
.01974 

.02255 

111,745  67 
98,523  09 
66(K118  43 
219,355  49 

4,748  80 

2,517  93 
1,081  01 
1,581  92 
1,616  47 

82  04 

1.18509 

1.12428 

.78954 

1.20612 

.18655 

115,590.416  11 

80.87477 

$0.01939 

$19,223,563  53 

$3,295  50 

$1.33004 

149,810  30 

$0.61028 

$0.03009 

$61,205  84 

$1,800  17 

$1.27401 

863  00 

863  00 

681  00 

216,976  07 

2.304  45 
58.650  96 
50.189  ^4 
4.849  46 
5.288  72 

* 

681  00 

.60343 

.19748 
.42731 
.60861 

".42000 

isim 

.49633 

.02650 

.04202 
.01988 
,02727 

.03000 

43  54 
874  90 

490  31 
1.598  12 
1.175  52 

182.066  36 

1,684  12 
48,657  48 
46,777  80 

4,456  23 

.77321 

.26220 
.17565 
.75022 

4,272  72 

13.110  60 

922  65 

18,884  20 

2.024  76 

.02963 
.039JM) 

14.654  32 
1,155  18 

20.246  71 
2.024  76 

6,406  16 

281  98 
358  29 

650  27 

.47579 
.55789 

5,977  72 

.31598 

.03440 

.34436 

$380,188  44 

9445.494  87 

121.540.542  79 

21.743.607  06 

18.961,224  58 

5.415.710  19 

1.104.470  99 

57  60 
15,224,463  52 
13,715,979  06 
4,436.911  33 
15.707.000  40 

4.893  44 

$0.64^13 

.92739 

1.15434 

1.10933 

1.22261 

.81127 
1.65497 

.49835 
1.73676 
1.59297 

.36111 

$0.01836 
.01888 
.02078 
.02031 
.02449 

.02449 
.02336 
.01908 
.02106 
.02302 

.02253 

$27,135.465  58 

27,443.073  19 

24.020..354  29 

6.275.334  50 

1.221.055  44 

95  59 
19.388.213  18 
17,004.337  30 
5.220.309  07 
18.347.657  15 

7,431  59 

$3,362  ?6 
3.002  65 
2.480  43 
3,589  30 
1.948  18 

12 
2,492  13 
3,565  96 
1,750  39 
2.900  70 

60  17 

$1.25990 
1.47134 
1.25484 
1.39121 
1.28360 

1 .46287 
1.26260 
1 .42469 
1.43840 

.12747 

$117,854,759  95 

$0.91929 

$0.02027 

$146,064,226  88 

$2.806  59 

$1.35253 
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FBBioar 


Namk  or  Road 

Nunber  of  tons 
carried  of  freight 
earning  revenue 

Number  of  tons 
carried  one  mile 

NnmberofUms 
carried  one  mile 
per  mile  of  road 

A.  WiacoNBiN 
a.  InUrtlate  Roadt 

Chicago  A  North  Weetern 

Chioaio.  BurKngton  ft  Quincy» 

Chicigo,  Milwaukee  k  St.  Paul 

24,486.635 
3.033.060 

15.560.344 

6,517,767 

499.977 

18,155.221 

210,080 

3.623.963 

2.297.493 

181,573 

2,087.493.969 
619.547.392 
1.644.285.398 
775.627,516 
39,665.883 
/ 

360.«26.285 

6.331.146 

290,971,888 

^.940.540 

10.154,565 

961,965 

2.777.990 

925.248 

998.693 

Duluth,  South  Shore  A  AtUnic 

>    Elgin,  JoUet  A  EasteriL 

Great  NortheriL.. 

mUiois  Central 

Minneapolis.  St.  Paul  A  SauItSte.  Marie 

Northern  Pacific 

343.785 

8.125.874 

69.466 

687.909 

205.899 

Wi«jon«n  A  Michigan 

175,623 

Total 

73.556.103 

5.862.644.582 

1,005.034 

h.IniratUa*Boad$ 

Ahnapee  A  Western 

Aahland,  Odanah  A  Marengo 

Bayfield  Transfer 

Chippewa  VaDey  A  Northern 

Green  Bay  A  Weatem 

lola  A  Northern. 

78.419 
128.202 

547,069 

14,658 
234.627 
39.431 
82.943 
181.512 

180,894 

27,647 
184.940 

58.404 

2.177.572 

49.590.912 

68,893 

6,775.690 

1.277.293 

491.887 

2,002.148 

3.373,853 

294.722 

4.299.540 

486.928 

64.046 

199.963 
14.658 

Kewaunee.  Green  Bay  A  Western 

184.624 

U  Groase  A  Southeastern 

Maripette.  Tomahawk  A  Western ._. 

Mineral  Point  A  Northern 

Northwestern  Coal  Ry.  Co 

Stanley,  MerriU  A  PhilUpe 

Tomahawk  A  Eastern _ 

W?wo>Hnn  A  Northern 

29.976 

64.919 
76,064 

Waupaca  A  Green  Bay 

49.4S4 

Total : 

1.758.746 

70.839,438 

B.  Eimaa  Srami 
InUntaU  Roadt 

Chicago  A  North  Western 

Chicago,  Burlington  A  Quincy 

Chicago,  MUwaukee  A  St  Paul 

Chicago.  St  P^.  Minneapolis  A  Omaha. 

Dulnth.  South  Shore  AAUantic 

43.309.643 
32.388.800 
33.007.277 
8.466.632 
3.216.312 

25.193,339 
80,857.598 
32.342.709 
7.203.034 
20.422.419 

244.567 

6.229.944.171 
8,612.629.607 
8.079.689.506 
1,294.143.291 
260.289.207 

1.593.568.849 
6.930,295.709 
7,789.173,596 
1.620,174.676 
5.629.351.427 

13.677.350 

771.930 
943.339 
834.338 
740.191 
414.982 

Elgin.  Jofiet  A  Eastern 

Great  Northern          

2,006.710 

890,809 

1,633.461 

Minneapolis,  St  Fkul  A  SauH  Ste.  Marie 

54S.249 

Northern  Pacific 

Wisconsin  A  Michigan „ 

889,979 
110.748 

TbtaL - 

236.652.330 

48.052.937.388 

923,325 

Estimated. 
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TlUFFIC 


haul  of  one  ton, 
mile) 

Total  freight 
revenue 

received  for  each 
ton  of  freight 

per  ton  per  mile 

Freight  revenue 
per  mile  of  road 

Freight  revenue 
per  train«nile 

85.25 
204.26 
105.74 
140.57 

79.34 

117.181.135  no 

3.465.728  45 

13.707,886  99 

5,493,313  35 

273.635  89 

$0.70165 
1.14266 

.88152 
-  .99556 

.54709 

$0.b0823 
.00559 
.00834 
.00708 
.00690 

$7,917  46 
15,539  98 
7.713  50 
7.072  45 
2.370  74 

$3.28843 
3.98144 
3.18620 
2.62916 
1.64420 

19.86 

30.14 
«0.29 
12.16 

2,627.619  89 

76.364  07 

1,779,678  18 

284.620  76 

.11168 

.36359 
.49109 
.12388 

.00562 
.01206 
.00612 
.01019 

45.687  69 

837  88 

4.207  48 

2.097  43 

9.20461 

.81137 

2.33969 

2.32641 

55.93 

73,987  08 

.40747 

.00728 

1,279  62 

1.70536 

79.70 

144.363.869  66 

$0.60313 

$0.00757 

$7,605  30 

$3.19303 

■      r,%.77 

$56.150  36 
77,270  96 
25.543  63 
15,388  31 

530,265  34 

$0.71603 
.60273 

.21039 
.96928 

$0.02579 

$1,651  48 
2,414  72 

980  71 
2.138  17 

$0.94616 

90.65 

.01069 

1.66074 

4.70 
28.88 
32.39 

5,674  95 
147,566  59 
39,770  19 
44,546  09 
79,627  57 

.38716 

.62894 

1.00860 

.44000 

.08237 
.02178 
.03113 

1.207  44 

4.020  89 

933  35 

.64669 

2.27826 

.60161 

11.09 

.04000 

2,60^  21 

18.66 

89.594  92 
15.645  53 
69.219  42 
40,202  75 

.49529 

.37428 

.0i2656 

oim 

1.723  97 

2.39399 

1.224  91 

1.57291 

m  ^             8.34 

15,576  44 

.26670 

.03199 

1.581  36 

.83744 

$1,252,043  05 

143.85 
265.91 
244.79 
152.85 
80.93 

$53,980,475  43 

62,799,188  01 

65.266.420  18 

11.427.563  24 

2,091.596  65 

$1.24659 

1.93892 

1.97733 

1.34971 

.65031 

$0.00867 
.00729 
.00808 
.00883 
.00804 

$6.689  64 
6.871  09 
6,739  65 
6.636  05 
3,334  66 

$3.01245 
3.48961 
3.06779 
•  2.71291 
2.16473 

63.25 
224.59 
240.83 
224.93 
275.65 

10.510.789  59 
55.025.015  71 
43,871.271  70 
12,748,506  27 
48.058,811  54 

.41721 
1.78319 
1.35645 
1.76988 
2.35324 

.00659 
.00794 
.00663 
.00787 
.00854 

13.235  77 
7,072  82 
9,200  21 
4.274  61 
7,597  92 

5.40068 
5.26112 
2.34824 
3.17601 

4.^t:)85 

56.93 

112,048  43 

.45815 

.00819 

907  27 

1.34809 

203.06 

$365,900,686  75 

$1.54615 

$0.00761 

$7,030  69 

S3. 40129 
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TRAFFIC  AND  MILEAGE 
Total 


Niun  or  Road 


Operating 
re\*oiiues 


Operating 

rerenues  per  mi 

of  road 


A.  Wwcoxw* 
a   Inttntate  Road» 

ChieaKD  A  North  Western 

Chieaffo.  Burlington  ft  Quincy* 

Chicago,  Milwaukee  A  St.  Paul 

Chiean).  8t.  Paul,  Minneapolis  A  Omaha 

Duliith,  South  Shore  k  Atlantic 


Elgin.  Joliet  4  Eastern 

Groat  Northern 

Illinois  Central ~  

Minneapolis,  St.  Pftul  A  Sault  Ste.  Marie  . 
Northern  Pacific 


Wisconnn  &  Michigan . 
Total 


Ahnapee  ft  Wvstern . 
Ashland,  Odanah  ft  Marengo.. 

Bayfield  Transfer 

Ch'ppewa  Valley  ft  Northpm 
Green  Bay  ft  Western 


lo'a  ft  Northern 

Kewaunee,  Green  Bay  ft  Wi-stem . 

Li  Crosse  ft  Southea.«tem 

Marinette,  Tomahawk  ft  Weste-n. 
Mineral  Point  ft  Northern 


b.  IntroitaU  Roadi 


Northwestern  Coal  Railway  Co .. 

.SUniey.  Merrill  ft  PhiMips 

Tomahawk  ft  Pastern 

Wisconsin  ft  Northern 

Wtsocmsin  Northwestern. 


Waupaca  ft  Green  Bay . 
Total 


B.  Entirb  Ststbh 
Inter9late  Roada 

Chicago  ft  North  Western 

Chicago,  Burlington  ft  Quincy 

Chicago,  Milwaukee  ft  St.  Paul 

Chicago,  St.  Paul,  MinneapoIi<i  ft  Omaha 

Duluth,  South  Shore  ft  Atlantic 


Elgin,  Joliet  ft  Eastern 

Great  Northern 

niinois  Central 

Minneapolis,  St.  Paul  ft  Sault  Ste.  Marie 
Northern  Pacific 


Wisconsin  ft  Michigan  . 
Total 


$25,371,087  98 

4,795,496  87 

20,619.203  79 

8,378,162  16 

449,499  U 

39,010  39 
2.218.579  17 

176,832  04 
2.487,876  67 

679,527  73 

81.318  08 


$65,196,593  99 


$118,525  65 

77,920  96 

27,052  16 

16.260  14 

776,376  69 

8.148  4r 
212,246  51 
90.862  70 
49.395  55 
90.805  70 

225  00 
106.285  04 
16,800  71 
92,816  96 
42,227  51 

22.024  04 


$1,747,973  72 


$83,677,050  79 

92.750.934  15 

91,782.690  74 

17,992.370  59 

3.412.575  38 

11,252.392  38 
7F.,441,365  51 
65,873.700  02 
18.274.379  10 
68.544,801  74 

122,920  77 


$629,125,181  17 


$11,691  58 

21.502  54 

11.602  53 

10.786  59 

3.895  74 

2.055  34 
49.990  52 
1.940  22 
5.881  78 
4.270  65 

1,406  40 


$11,176  66 


$3.486  05 
2.435  03 


1.039  65 
3.130  55 

1.733  70 
5,783  2K 
2.132  43 

2,967  41 


2.045  12 
1.642  49 


2.235  94 


$10,368  12 
10.148  21 

9.477  82 
10,290  82 

5.440  70 

14.160  64 
9.697  11 

13,814  32 
6.127  44 

10.836  68 

995  31 


$10,167  01 


I  PropcHlional 
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STATISTICS.    1914— Continued 
TaAmc 


Operating 

Operating 

Operating 

Net 

Net  operating 

reve  lues  per 
train-mile 

Operating 
eipenaes 

ezpensenper 
mile  of  road 

train-mile 

operating 
revenue 

revenue  per 
mile  of  road 

$2.41660 

'$16,544,331  9i 

>$7.624  01 

»$1. 57585 

»$8,826.756  06 

$4,067  57 

2.81273 

2,781.348  57 

12.4/1  29 

1.63136 

2.014.148  30 

9.031  26 

2.51266 

13,062,563  48 

7.350  3/ 

1.59181 

7.556.634  31 

4.252  16 

2.12192 

>6. 200. 065  61 

>7.982  36 

'1.57028 

'2.178,096  55 

'2.804  23 

1.39729 

419,3/4  95 

3.634  73 

1.30365 

30,124  16 

261  01 

45,806  24 

2.416  56 

e  866  86 

Xt  ii 

7.05038 

1.946,518  2. 

43.860  26 

6.18581 

272.060  % 

6.130  26 

.97294 

233,835  86 

2.565  68 

1.28658 

67,00.%  8S 

et6  46 

1.60493 

1.98?. 118  7' 

4.700  26 

1.28251 

499.757  96 

1.181  52 

2.02225 

045,096  44 

4,753  84 

2.25105 

66,688  7i 

485  19 

1.8743c 

80,904  01 

1.399  23 

1.86470 

414  07 

72 

12.40966 

$43,948,030  06 

$7.634  02 

$1.62432 

$21,248,563  93 

$3,642  64 

$1.76617 

$63,415  4C 

$1,865  16 

$0.94496 

$65,110  25 

$1.6?0  89 

67,757  44 

1.804  92 

20.163  52 

630  11 

19.412  47 

7.639  69 

14.I&1  88 

906  90 

2,076  26 

132  75 

I. 67679 

521,295  01 

2.102  00 

1.12587 

256,081  68 

1.028  55 

.92711 

9.556  14 

2,033  22 

1.08728 

i.jm  7^ 

f%9  6t 

3.03869 

116,558  92 

3,148  74 

1.65443 

96,687  59 

2.634  64 

1.37450 

54.993  0<; 
45.158  82 

1,290  60 

.83180 

35.869  61 
4.236  73 

841  81 

74.795  4V 

2,444  29 

16.010  23 

3,5  72 

797  16 

679  16 

1.5578' 

130.149  39 
12.701  32 

2.5J4  3: 

1.90765 

»S,864  S6 
4.099  3f 

469  19 

2.02043 

66.763  65 
27.385  3« 

1.181  45 

1.45331 

26,053  31 
14,842  13 

461  03 

1.1840: 

22.790  01 

2.313  71 

1.22527 

766  97 

77  77 

$1,236.713  54 

$511,260  18 

$2.2197( 

$59,405,141  53 

$7,360  68 

$1.57584 

$24,271,909  26 

$3  007  44 

2.595«( 

62.148,398  01 

6.799  88 

1.73907 

30,602.536  14 

3.348  33 

2.36072 

61.330,061  17 

6.333  17 

1.6774€ 

30.452.629  57 

3.144  65 

2.2366P 

12.632,570  52 

7.225  2C 

1.57040 

5,369.800  07 

3.065  66 

1.7941? 

2.763,996  68 

4.406  67 

1.453U 

648.578  70 

1.034  03 

5.7898, 

7.755.238  5. 

9.765  83 

3.99048 

3.497.153  81 

4,403  81 

3.28704 

46,519,272  8 

5.979  51 

2.0268S 

28.922.092  66 

3,717  60 

2.0665: 

50,775.327  4t 

10.648  05 

1.59317 

15.098.372  56 

3,166  27 

2.51083 

11.922.226  56 

3.997  55 

1.63807 

6.352,163  Si 

2.129  89 

3.12117 

41.472.062  70 

6.556  5i< 

1.88842 

27,072,749  01 

4.280  10 

1.47890 

122. 2D4  62 

090  24 

1.47137 

626  15 

507 

$2.53963 

$356.846.5.9  64 

$6,856  72 

$1.71275 

$172,278,601  53 

$3,310  29 

>Eittmated. 
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TRAFFIC  AND  MILEAGE 
Total  THArFTc>— 


Name  or  Road 


A.    Wisconsin 
a.    IniertUUe  Roadt 

Chicago  A  Nwth  Western 

Chicago,  Burlington  ft  Quincy> 

Chicago,  Milwaiikee  A  St.  Paul 

<lhi'nieo  St.  Paul.  Minneapolis  k  Omaha .    . 
Puluth.  S<with  Shore  k  Atlantic 


Elgin.  Joliet  A  Eaiftern 

Great  Northwn 

Illinois  Central 

MinneapoliB.  St.  Paul  A  Sault  Ste.  Marie.. 
Northern  Padfic 


Wi9con*un  A  Michigan . 
Total 


6.     IrUrariate 

Ahnapee  A  Western 

Ashland.  Odanah  A  Marengo 

BavHeld  Transfer 

Chippewa  Valley  A  Northern 

Green  Bay  A  Western 


lola  A  Northern 

Kewaunee.  Green  Bay  A  Western.. 

La  Crosse  A  Southeastern  

Marinette.  Tomahawk  A  Western .. 
Mineral  Point  A  Northern 


Northwestern  Coal  R'y  Co . 
Stanley.  Merrill  A  PhUlips. 

Tomahawk  A  Eastern^ 

Wisconsin  A  Northern 

Wisoonnn  Northwestern 


Waupaca  A  Green  Bay 

Total 


B.    Entirv  Ststkm 
IiderdaU  Road* 

Chicago  A  North  Western 

Chicago.  Burlington  A  Quincv 

Chicago,  Milwaukee  A  St.  Pau' 

Chicago  St.  Paul.  Minneapolis  A  Omaha 

Dul.ith.  Siuth  Shore  A  Atlantic 


Elgin.  Joliet  A  F.astern 

Great  Northern 

n  inois  Central 

Minneapolis  St.  Paul  A  Sault  Ste.  Marie  . 
Northern  Pftdfic 


Wisconsin  A  Michigan . 
Total 


Average 
number 
of  passengers 
per  car- 
mile 


16 
12 
15 
16 
15 


5 
25 
12 


Averag*^  • 
number 
of  pa9*eii?tT* 
per  train- 
mile 


16 
15 
13 
16 
15 


58 
65 
,56 
57 
45 


55 
32 
33 
54 


56 


34 


5 
49 
26 


51 
62 
48 
59 
47 


49 
53 
58 
53 


Average 
number 
of  paswnger 
carspo' 
train-infle 


5.67 
8.44 
6.03 
5.89 
4.33 


4.82 
3.07 
3.12 
3.87 

1.18 


5.76 


3.14 


3.24 

1.00 
2.52 
2.01 


1.51 
1.76 

1.00 


5.45 
6.27 
5.86 
5.55 
4,76 


5.81 
5.60 
6.27 
5.95 

2.00 


5.7S 


I  Estimated 
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STATISTICS.  1914-Continued 
CoDciuded 


Avenge  number 

Average  number 

Average  number 

Average  number 

Average  number 

Average  mileage 

of  tons  of  freight 

of  ton*  of  freight 

of  freight  cars 

of  loaded  can 

of  empty  earn 

operated  during 

per  loaded  car- 
mile 

per  tnun-mile 

per  train-mile 

per  train-mile 

per  train-mile 

the  yew 

18.76 

399.54 

30.62 

21.30 

8.39 

2.170.03 

18.00 

711.73 

55.31 

37.47 

J6.83 

223.02 

16.71 

382.19 

32.42 

22.87 

8.63 

1,777.13 

19.00 

371.22 

27.36 

18.57 

7.91 

776.72 

20.04 

238.43 

18.24 

11.80 

5.38 

115.38 
18.98 

37.fi9 

1,637.10 

75.77 

43.55 

31.21 

44.38 

12.47 

67.27 

9.56 

5.39 

3.17 

91.14 

19.03 

382.53 

26.91 

20.11 

5.89 

422.98 

11.43 

228.38 

28.34 

19.98 

7.32 

135.70 

33.34 

234.05 

13.48 

7.01 

6.08 

57.82 

18.84 

421.96 

32.38 

22.40 

9.06 

5.833.28 

13.04 

36.65 

4.23 

2.81 

1.13 

34.00 
32.00 

15.64 

16.61 

155.31 

12.37 

9.35 

2.45 

248.00 

11.34 

7.84 

1.21 

.69 

.52 

4.70 

16.28 

104.61 

9.13 

6.43 

2.40 

36.70 

12.38 

19.32 

2.12 

1.56 

.55 

42.61 
30.60 

13.14 

90.15 

13.07 

6.86 

5.57 

51.97 
19.87 

27.51 

118.44 

8.67 

4.30 
l.IO 

4.07 
.99 

23.86 

26.18 

2.08 

9.85 

625.94 

18.44 

347.61 

28.90 

18.85 

9.13 

8,070.61 

19.08 

478.57 

37.84 

25.09 

11.80 

9.1.39.63 

16.51 

379.78 

33.27 

23.01 

9.32 

9,683.95 

19.23 

307.23 

23.60 

15.98 

6.86 

1,748.39 

19.80 

269.39 

10.83 

13.61 

5.46 

627.23 

34.35 

820.18 

39.02 

23.88 

14.14 

794.12 

22.44 

662.63 

43.10 

29.53 

12.62 

7.779.78 

20.10 

418.92 

31.72 

20.74 

9.99 

4.768.51 

18.29 

403.75 

30.15 

22.07 

19.64 

566.91 

39.82 

28.87 

25.21 

164.55 

11.61 

6.53 

19.39 

447.08 

34.05 

23.05 

Digitized  by 


Google 


910 


Report  of  Railroad  Commission 


TRAFFIC  AND  MILEAGE 


LOCOIIOHTB 

Nahs  or  Road 

Aermvf 

Freisht 

locomotive 

miles 

PasaengCT 
locotnotive 

Mixed 

loeomotive 

miles 

A.  WocoKfitN 

4.  Int-rdaU  Road4 

Chi  ^go  A  North  Western 

5,048.503 

007,301 

4.620.082 

2,101.023 

185.644 

220.882 
04.242 
600,240 
165.457 

15.084 

5.357.567 

843,461 

4,021  55^ 

1.881,771 

155,427 

103  176 
87,767 
548,034 
164,317 

416.777 

Chi»«o.  Burlington  A  Quincy' 

Chi»a?w».  Milwaukoe  A  Bt.  Pmil 

€hi»;o.  St.  Paul  Minnwoolh"  A  Omaha. 

Duljth.  South  Shore  A  AUantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

niinoiB  Central 

Minneapolia.  St  Paul  A  Sault  Ste.  Marie 

Northern  PaciBc 

W»consin  A  Michigan 

506.313 
300,031 

57.184 
18,263 

25,426 

Total 

14.060.257 

13.163,07? 

1.422.004 

h.  IntndaU  Roadt 

Ahnapee  A  Western 

Ashland.  Odanah  A  Marengo 

BayfieW  Tranrfer 

Chippewa  VaDey  A  Northern 

Oreen  Bay  A  Wegtem 

lola  A  Northern 

Kewaunee,  Green  Bay  A  Western 

La  Cro*^  A  Southeaftem 

Marinette.  Tomahawk  A  Westent 

Mineral  Point  A  Northern. 

Stanley  Merrill  A  Phillips 

17,512 

6.074 

42.453 

187.650 

22,842 

1.501 

38,353 

0.644 

143.567 
5,076 
4.3.54 
30,800 

137,050 

8.780 
46.565 
86,106 

17,624 

Tomahawk  A  Eartem  

Wiifoonfrin  A  Nnrth<>!ra 

\.^ 



34,363 

Waupaca  A  Green  Bay 

18,600 

Total 

277,601 

101.83* 

.371,550 

B.  Ewnnt  SwrtM 

Inttrgtate  Roa/Ut 

■Chicaso  A  North  Western            

17,122,051 
18.700.800 
23,203.023 
4.263.843 
1.037,173 

2.505.074 
10.515.266 
10,081,604 

3,662.006 
10,348.004 

22.842 

20.180.022 

18.164.766 

18.082.502 

3.804.048 

063.708 

13,022,485 
13.573.673 
3,313,016 
12.774,006 

1,883,0^ 

Chicago,  Burlington  A  Qu»ncv 

Chicano,  MUwaukee  A  St.  Paul 

Chicago,  St.  Paul  Minneapolis  A  Omaha 

Duluth,  South  Shore  A  Atlantic 

E!gin.  JoUet  A  Eastern 

Great  Northern. 

Illinois  Central 

Minneapolis.  St.  Paul  A  SauH  Ste.  Marie 

IJorthem  PaciBc 

Wisconsin  A  Michigan 

036.343 

1.031.456 

720.058 

18.871 

780.505 

200,750 
405,073 
753,332 

58.290 

Total 

110.655.556 

103.070,206 

7,787.537 

1  Estimated. 
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STATISTICS.    1914-Continued 


MlLIAOl 

NoDievenue 

service  looo- 

motive 

mUes 

Car  Milbaob 

Strict 

Freight  Can—Rermm  S^nire 

locomottTC 
miles 

Switching 

locomotive 

mik» 

Total  revenue 
mileage 

Freight  car 
miles 
loaded 

FrHghtcar 
miles 
empty 

Freight  car 

mfles 

''aboose 

6.469 

6.736 

3.922 

314 

2.967.160 
181. S84 

2.827.064 

714,517 

2.733 

66.516 
639,577 
5.446 
285.415 
181.568 

1.975 

13,796,476 
1.932.716 

12.072.948 

5.011.164 

344.118 

66.516 

872.736 

187.455 

1.589.882 

529.751 

43.385 

492.049 
266  564 
354.399 
3Q8.963 
23.495 

18.864 

12.248 
58.767 
5,370 

8.075 

111.274.979 
32.616,975 
98  408.226 
38.803,693 
1,078.88S 

9.593.156 

507.979 
15.296.611 
2,444.746 

304.562 

43,842,178 
14.654.310 
37.131,970 
16.534.009 
894.733 

'4.869.473 

876,812 

3,949,911 

1.8il,a38 

161,313 

101 

146 

^ 

6.874.150 
298.016 

4,482.636 
895.038 

264.178 

224,425 
94,118 
685,982 
127,595 

15.984 

17.688 

7,773.835 

36.446.847 

1.633.794 

311.234.515 

125.861.308 

12,846,601 

1.853 

4.762 

72.654 

3.880 

167.023 

67.032 

781 ,453 

4.560 
155.427 
36.783 
23.287 
58.287 

208.499 

18.568 
147.9.35 

18.364 

17.248 

603 

184 

64.991 

734 
35.150 

533.770 

9.528 
109,817 
66.106 

14.217 

24 
5.299 

"2.984,876 

6.075 
416.188 
103.192 
162.305 
97.602 

182,244 

19.447 

4.992 

395 

23.964 

267 

1.591 

21.384 

90.537 

6.377 

256.699 
39.278 
156.277 

20.407 

24.215 

118 



12.092 

58.1)62 

11.785 

18.600 

2.935 

139,113 

983.033 

30.064 

4.409.922 

1.520.195 

261.640 

20.366 
20.026 
38.973 
7,848 
1,681 

560 
19,770 
7.827 
1.018 
16.770 

10.153.228 
9.779,536 

10,513.637 

1.913.620 

273.235 

3.407.961 
4.109,596 
7,430.4.37 
1.173.922 
5.084.255 

1.975 

49.369.517 
47.601.371 
53.770.581 
10.800.317 
2.294.668 

6,004.495 
28,456.622 
40.384.381 

8.556,025 
28.977.447 

83.116 

2.565,062 

1.826.016 

4.067.522 

521.500 

111.553 

205.673 

1.767,725 

881.704 

273.793 

1.408.609 

4.870 

337.816,337 
451.470.983 
489.450.841 
67.313.891 
13.148.376 

46.396.789 
308.809.320 
387.428.046 

88.567.787 
286.684.515 

542.482 

163.632.633 
212.332.776 
198.240.099 
28.879.190 
5.281,608 

27.467.265 
131.955,575 
186.568.259 
28,800. 63Q 
97.357.396 

399.376 

16.580,900 
17,132.686 
20.153.730 
3.577,792 
730,881 

1.943.461 
9.978.795 
18.554.119 
3.639.342 
9.383.202 

22.842 

184,839 

53.841.402 

276.298.540 

13.634.027 

2,477,629,317 

1.080.914.813 

101.687.760 
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TRAFFIC  AND  MILEAGE 
Cab  Milbagb — 


Total  Freighi 

Car  MOa 

Retenue 

Seniet 

PatomgerCar 
RnenneStr 

Namb  or  Road 

Passenger 

Sjeeping. 
parlor,  and 
observation 

A      WlBCON«»lN 

a.    InUr$UU»  Roads 

Chicago  &  North  Wegtern 

Chicago.  Burlington  &  Quincy' 

Chicago,  MUwaukce  &  St.  Paul 

Chicago,  St.  Paul,  Minneapolis  A  Omaha. 

Duluth.  South  Shore  &  Atlantic 

159.C86.630 
48.148,097 

139.490.107 
57.173,880 
3.a34.934 

14,230,197 
1,930,815 
9,678,678 
4,843,501 
303.790 

6.737.744 
2,437,246 
6,588.000 
2,935, .148 
160.230 

Elon,  JoUet  A  Eastern. 

Great  Northern „ 

niinoia  CenUi»l 

Minneapolis,  St.  Paul  4  SauU  Ste.  Marie 

Northern  Pacific 

16.691,731 

899,813 

20,465,179 

3.467,379 

198,687 

214.402 

1,241.025 

401,683 

123,543 

90 

621.215 

78,670 

Wisconsin  A  Michigan 

584.724 

50,852 

Total 

449.942.424 

33,093,630 

19,682.126 

6.    ItdratUUe  Roadr 



Ahnapee  A  Western 

Ashtand.  Odanah  A  Marengo 

Bayfield  Transfer 

Chippewa  Vallev  A  Northern 

Grean  Bay  A  Western 

251.303 
3.948.573 

107,725 
.526.724 

132 

loU  A  Northern       

Kewaunee,  Green  Bay  A  Western 

U  Cnwse  A  Southeastern 

Marinette,  Tomahawk  A  Western 

Mineral  Point  A  Northern 

10.635 
591.062 
139.975 
190.584 
157.480 

8.789 
96,673 
133,400 

9,993 

Northwestern  Coal  R'v  Co 

Stanley.  Merrill  A  P^Ulips 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wwoonrin  Ncrthwestem 

489.413 
57,964 
315.997 

46.565 
63,949 

Wauraea  A  Green  Bay 

38.771 

18,600 

Total 

6.191,757 

1.012,418 

132 

B.   Eottoe  SysTKM 
InienUiU  Roadt 

Chicago  A  North  Western 

Chicago,  Burlington  A  Quincy 

Chicngo.  Milwauice.*  A  St  Paul 

Chicago.  St.  Paul.  Minneapolis  A  Omaha 

Duluth.  South  Shor^  A  AtlantJc 

518,029,870 
680.936,395 
707.844.670 
99,770.873 
19.160.865 

53,125,723 
47,548,628 
38.603,763 
10,910,586 
2.127.047 

21.509.932 

27,219,853 

33,766.063 

5.485.518 

933.661 

Elgin.  Joliet  A  Eastern 

Great  Northern 

niinois  Central 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie 

Northern  ftirific 

75,807,515 
451.743,690 
59?. 550.421 
IW. 907. 768 
393.425.113 

27,246.184 

35.716.301 

7.895,602 

24.826.474 

18  415.009 

14,734  964 

5.453.269 

22.683.748 

Wisconsin  A  Michigan. 

964.700 

116.598 

Total 

?.660,231,880 

248.116.901 

160,201.017 

>^imated 
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STATISTICS.  1914— CoBtiwied 


MUm- 
tiet. 

P99ttHQtf 

CorMim— 

Svtdd  Car  Miki-a$9mu$  S0niet 

OkheriMMiflcr 
ti»ia 
cart 

FMghi 
loukd 

Freishi 
empty 

Cftboose 

P^Mfir 

parlor,  and 
ohaervation 

11,104,916 
2,676.674 

32,072.897 

7.043.735 

26,677.310 

12.688.342 

672.064 

90.587 

6.348 

35.542 

10,410,632 

64.743 

28.387 

1,853 

24 

4.466 

16.798 

4.850,448 

1.927 
109 

208.054 

100 

416 

132.215 
54,842 

454,445 

\            269,334 

2.660,722 

703.255 

50.852 

1.733 

99 

68 

462 

788.482 
222.902 

2.172 
1,533 

41 

195 
146 

657 



30.457,160 

83.232.916 

191,008 

65 

8.824 

40,831 

16.676 

43.021 

160.746 

1,046 

785 

1.863 

38l","l38 

28,920 

907,994 

8.789 
125.593 
133,400 

9.993 

46.566 
63.949 

18.600 

921 

58 

78 







453.079 

1,465.629 

1,967 

785 

1.911 

78 

42.80R.277 

42.370.165 

30.870.549 

8.028.246 

1.473.091 

3J.400.583 

M.0e0.022 

5,977,346 

28,412. n7 

117.443.933 
117.038.631 
112,239.375 
25.024.350 
4.533.799 

77.061.776 
75.471.287 
19.326.217 
75.922.999 

116.598 

274.109 
175.643 
280.280 
66,667 
6,648 

220,067 
87,319 
14,144 

233,853 

5,85if 

260 

2,438 

357 
41 

18.770 
17.939 

4,280 
606 

15.401 

7.578 

901 

15.133 

121,172 
58.123 
26,480 

815 

871 

6.798 

807 

76,492 

77,80* 

1.356 

M.issi- 

' 906 

226.861.046 

624,178.964 

1.358,730 

8.963 

80.607 

290.598 

144.39 

ILR.C.-« 
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TRAFFIC  AND  MILEAGE 


Namb  or  Road 


Gab  MnaAOB— Oooobdtd 


Sv^dal  Car  MiUt-RmKm 
Sei^e»-CoDcluded 


Other 
[Wiwriiii.cf 
train  ears 


Total 
■pecuJ 


Total 


car  mileage 


A.  WnooMsnf 
0.  InUntaU  Boadi 

Chicago  4  North  We«tem 

Chieagp,  Burlingtoa  &  Quincy' 

Chicago.  Milwaukee  &  St.  ftwil 

Chioafo.  St.  Paul,  Minneapolit  &  Omaha 

Muth,  South  Shore  ft  Atbatio. 


5.702 


109 


132,477 


90.822 
30,314 
2.506 


Elgin.  Joliftt  &  Eaatem. 

Great  Northern. „ 

niinoiB  Central 

Mimieapolii,  St.  Pkiul  ft  Sault  Ste.  Marie... 
Northern  Pacific...^ 


Wtaeonain  ft  Michigan... 
Total.... „. 


2.352 


2.408 
2.380 


5.901 


263.305 


6.  IntnutaU  Boadt 

Ahnapee  ft  Weetem. 

Aflbland.  Odanah  ft  Marengo 

Bayfield  Transfer . 


3,084 


Chippewa  Valley  ft  Northera.„ 
Green  Bay  ft  Weetem 


78 


1.135 


lola  ft  Northern. 

Kewaunee.  Green  Bay  ft  Western... 

La  Croeee  ft  Southeastern. 

Marinette,  Tomahawk  ft  Western.... 
Mineral  Point  ft  Northern 


Northwentem  Coal  Railway  Co  „ 

Stanley.  MerriU  ft  PhiUipa 

Tomahawk  ft  Eastern. 

Wisconsin  ft  Northern. 

Wisconsin  Northwestern 


Waupaca  ft  Green  Bay.. 
TotJ 


78 


4,810 


B.  EirnRK  STsraii 
InUntaU  Road$ 

Chieaflo  ft  North  Western. 

Chicago,  Burlington  ft  Quin^: 

Chicago.  Mawatdcee  ft  St.  Vwd. 

CUea^.  St  Pnol  Minneapolis  ft  Omaha....... 

lOuluth  South  Shore  ft  Atlantic....f 


100 

1,571 

20.787 


Elgin,  JoHet  ft  Eastern... 

Great  Northern. „ 

lUiBais  Central 

Minneapolis.  St  Pbol  ft  Sault  Ste.  Marie... 
Northern  Pncifie 


.117 


Wiwonsin  ft  Michigan.... 
Total 


414,151 

260.133 

414,051 

70.047 

10.247 

871 

300.055 

00.151 

15.080 

320.S84 

«1 ,081.208 


102,101 ,0M 
55.101.882 

100,258,289 
00.842.486 
S.700.SM 


17.148.528 
1,109,147 

23,118,800 
4.172.07O 

035,670 


533.438,045 


406,788 


4.857,702 

10,424 
710.055 
273.875 
190,584 
I07,4n 


535,078 
57.004 
870.04e 


57,371 


7.002,200 


085.887,058 
708,284.150 
820,408,000 
124,860.170 
28,704.011 

75.808.880 
588.114.521 
008,117.850 
140.880.071 
469,074.400 

2.102.500 


38.808 


2,097.«»74 


4.237.408.818 
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STATISTICS.    1914— Conehided 


Tkain  Milbaob 

ow-mOea 

BeHnwStniet 

Non-rerenue 

Freight 
tnun-milee 

Ptaeoffer 
train^les 

Mixed 
train- 
miks 

Special 

Total  revmue 

train 

mileage 

mileA 

8.403,427 
1,372.912 

4,831.525 

870.460 

3.777.804 

1.802.236 

166,364 

5,267,5S9 

834,459 

3.897,689 

1,857.035 

155.119 

393.190 

6,348 

10,498,652 

1,704,928 

8,206.123 

3,048,381 

321,694 

351,245 
157,614 

4,252.788 

7.570.564 

206.782 

524.464 
287.140 

6,166 

1,970 

211 

354.399 
371.252 
31,990 

95.378 
62.939 

220,283 
94.118 
702.475 
104,561 

17.959 

94.293 
87.<W2 
789.308 
164.087 

99 

314,675 

181,750 

1,550,148 

286,576 

43,385 

18.685 
12.248 

397,500 
17,720 

58,170 
17,782 

25,426 

195 
146 

23.963 
5.370 

3,075 

22.380.010 

12.587.794 

13.147.211 

1,306.172 

15.135 

27,056.312 

1,319.841 

19.400 

17,248 

5.848 

42.160 

1,853 

67.109 

3.880 

1 

3ir.693 

182.244 

143,567 

137,050 

8,789 
44,812 
66.106 
12.934 
17,624 

153 

463,014 

8.789 
69.848 
66.106 
17.926 
23.964 

6.282 

9.698 

19.960 

5.076 

1.077 

4,992 
1,591 

395 

863 

4.354 

6  221 

37,425 

118 
9.648 

30.800 

68,225 

9,456 

45.939 

5.946 

9.338 
34,318 

85 

126 

1.973 

185 

18,600 

18,600 

73.137 

273,226 

191.618 

391.731 

2.401 

858,976 

18,317 

52.636,101 
6,687,427 
48.149,454 
10,069,836 
741,944 

297,040 

16,139,565 
17,065.965 
19.699,961 
3.529,257 
948,600 

1.942,959 
9,680,564 
18,396.176 
3  613,139 
9,189,372 

24,817 

19,755.209 
17,721,174 
17,567,424 
3,827.607 
934.361 

1.782,572 
930.638 

1,574.775 

683.032 

17.616 

20,076 
18,879 
36,923 
4,280 
1,441 

602 
17.079 
7,732 

901 
16,287 

37,697,422 
35,736.646 
38,879,083 
8.044,176 
1,902,018 

1,943,461 
22,951,186 
31,870,640 

7,278,212 
21,961,286 

88,116 

1.825.458 

1.043.727 

4.067.523 

474.556 

94.672 

31,488 

16.186,225 
6,037,964 
3,288.724 
6.377.323 

12.475.305 
13.180,317 
3,264,440 
12,015,138 

778.238 
287,415 
399,732 
740.439 

58,299 

1.744.395 
592.396 
190.927 

1.251.008 

4,870 

150.412.038 

100,229.365 

100,740,975 

7.252,756 

124,100 

306,347,196 

11.321.019 

*  Detttb  not  giTen. 
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FREIGHT  TRAFFIC  MOVEMENT  (COMPANY'S 

Pboductb  or 


Nami  or  Rom 


Onin 


ToDB        Pta-oeni 


FUntr 


Tooa        Pteoent 


a.    Ini$r$latt  Roada 

Chicago  ft  North  Western 

Chicago.  Burlington  A  Qoincy 

Chicago,  Milwaukee  ft  St  Paul... 

Cbioaflo,  St  Paul,  Minoeaimlis  ft  Omaha....... 

Duhith,  South  Shore  ft  Atlantic 

Elgin.  JoUet  ft  Eastern. 

Great  Northern.^..- 

niinnaCentraL. 

Minneapolia,  St  Paul  ft  Sault  Ste.  Marie. 

Northern  Padflc^... 

Wiseonam  ft  Michigan. 

Total — 


4,774,643 
4,308,099 
4.322,877 
1,975,863 
29,199 

305.900 
3,004,005 
3,290.781 
1,434.044 
2,407,807 

1,004 


11.02 
13.30 
13.10 
23.34 
.91 

1.21 
11.68 
10.17 
19.91 
12.08 


078,596 
037.960 
1,069,068 
388.404 
50,113 

654.220 
468,440 
318,721 
298.867 
400.024 

1. 


1.65 
l.»7 
3.34 
».92 
1.81 

2.09 
1.50 
.99 
4.07 
2.» 


26.515,983 


11.20 


4.968.031 


2.10 


b.  IninuUae  Road$ 


Ahnapee  ft  WestBm... 

Ashland.  Odanah  ft  Marengo... 

Bayfield  Transfer..^ 

Chippewa  VaUev  ft  Northern .. 
Green  Bay  ft  Western. 


6,800 
220 


8.67 
.17 


1.567 


2.00 


loh  ft  Northern. 

Kewaunee,  Green  Bay  ft  Western... 

La  Crosse  ft  Southeastern 

Marinette,  Tomahawk  ft  Western... 
Mineral  Point  ft  Northern 


Northwestern  Cool  RV  Co.. 
Stanly.  Merrill  ft  Phillips ... 

Tomahawk  ft  Eastern. 

Wisconsin  ft  Northern 

Wisconsin  Northwestern 


323 
55,040 

134 

48,970 

2.027 


10.06 

.92 
20.87 
5.14 


12.669 


515 
4.218 


2.31 


3.51 
1.80 


160 


64 


718 


566 


234 


545 

42 


.13 


.30 
2.00 


Waupaca  ft  Green  Bay... 
Tota*. 


386 


.66 
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MATERIAL  EXCLUDED)— YEAR  ENDING  JUNE  30,  1014 

AOKICULTUBX 


Other  miU 
prvdudM 

Hay 

Tohaeeo 

FrviUmd 
nodabUi 

Cdtimmd 

ether  proiutU 

of 

a(rrieuUwre 

Tom* 

Percent 

Tata 

Peroent 

Tom 

Peroent 

Tons 

Peroent 

Tons 

Per  cent 

487.837 
279.428 
682.626 
294.881 
23.732 

213.475 
199.971 
278,575 
99.473 
196,071 

1.052 

1.13 

.86 

2.07 

3.48 

.74 

.85 
.65 
.86 
1.38 
.06 

306.540 
385.281 
300.774 
101.348 
24,570 

6,063 
162.463 
199.645 
57.958 
268,036 

658 

0.02 
1.19 

.91 
1.19 

.76 

.02 
.53 
.62 
.81 
1.31 

0.300 

2.270 

32.815 

104 

7.003 

481 

76,350 

2.363 
278 

0.02 
.01 
.10 

.03 

.'24 

.03 

804.802 

1.171.735 

401.414 

263.766 

13.205 

186.105 
461,028 
1,075,452 
135,476 
646,734 

2,836 

2.07 
3.62 
1.22 
3.12 
.41 

.74 
1.50 
3.32 
1.88 
3.17 

276,929 

234,479 

352,676 

79,378 

167,639 
299,028 
662.388 
23.288 
205.348 

0.64 
.73 

1.06 
.94 

.67 
.97 

2.05 
.33 

1.01 

2.757.121 

1.17 

1.003.336 

0.81 

132.044 

•   0.06 

5.253,543 

2.21 

2.301.153 

0.97 

370 

0.48 

19.682 
335 

45 

13.608 

42.103 

291 

407 

003 
140 

38 

25.10 
.26 

2.49 

17.94 

11,023 
30 

82.181 

8.733 

16.579 

837 

60 

14.06 
.02 

15.02 

50.58 
7.07 
2.13 

125 

0.16 

4,874 

377 
2.227 

500 

.80 

2.57 
.05 

.12 

".'12 

.33 

.44 

743 

347 

2,258 

0.14 

■'15 

5.72 

i'268 
405 

389 

.23 

"ii 

214 

.22 

'.64 

5.00 

.07 

2.187 
266 

1.21 

.14 

" 217 

238 

.12 

10 

257 

13,178 

22.56 

1 
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FREIGHT  TRAFFIC  MOVE 


TUUD— Concluded 

Namb  or  Road 

Total  pndwtt  (^  agricd- 

Un^ 

Dmmd 

Tons 

Percent 

Tons 

Percent 

Tons 

Chicftgo  &  North  Wertern. 

7,513,687 
7.019,842 
7,162,250 
3,047,744 
149,909 

1.541.455 
5.191.916 
5.901.912 
2.046.059 
4.244,298 

7.188 

17.35 
21.68 
21.70 
35.99 
4.66 

6.12 
16.83 
18.25 
28.41 
20.78 

2.94 

1,309.825 

1.719,850 

1,260.767 

352,267 

2.026 

9.591 

254,558 

430,942 

97,704 

243,096 

186 

3.02 
5.31 
3.88 
4.16 
.06 

.04 

.82 

1.83 

1.35 

1.19 

149.316 

Chieaio.  Burlington  k  Quiney 

Chk«go.  Milwaukee  A  sTPmL 

151.529 
153.317 

Duluth,  South  Shore  dt  Atkntic.  . 

60,408 
6,620 

mpn^  Jnlift  4[  Ractfim 

83.328 

Great  Northent 

TninoM  C^mtral 

17.812 

82,220 

Minncttpolia.  St  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

12,950 
27.807 

ToUL._ 

43,826.210 

18.52 

5,680,312 

2.40 

094.225 

Ahnapee  k  Weatem. „ 

Aahknd,  Odanah  A  Marengo 

39,576 
585 

368 

160.883 

9.759 

114,039 

5.122 

1.956 

50.47 
.45 

1,560 
52 

1.99 

2.73 

4.05 
1.07 
5.94 

98 

Bayfield  Tranafer.^ 

Chippewa  Valley  A  Northern. 

Green  Bay  k  Weat«m....„ 

lola  A,  Northern 

Kewaunee,  Green  Bay  A  Western. 

Marinette.  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  Railway  Co 

31.05 

66.58 
48.99 
12.99 

14.945 

594 
2,508 
2,339 

4.085 

ix 

Stanley.  MerriU  A  Phiffipa 

3,106 

1.72 

241 

.13 
.01 

Wisconsin  ft  Northern. „ 

Wisconsin  Northwestern   . 

2,977 
192 

14,362 

1.60 
7.33 

24.59 

25 

08 
32 

Waupaca  ft  Green  Bay 

43 

.07 

Total        

i 
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MENT.    1914--CoDttnued 


Pkoducis  or  Akimais 


»«M< 

Other  packing  houH 
pndwU 

Poultry,  game,  and 

Ifool 

HiitiandUaaurt 

Pwoeni 

Tons 

Pttcent 

Tons 

Percent 

Tons 

Peroent 

Tons 

Per sent 

0.35 
.47 
.46 
.72 
.21 

.18 
.06 
.25 
.18 
.13 

100.665 

169,488 

85.970 

14.088 

460 

6.127 
14,077 
194.151 
15.355 
12,647 

0.23 
.52 
.26 

.17 
.01 

.02 
.05 
.60 
.21 
.06 

51,224 
103,984 
87,386 
28,501 
1,361 

4,920 
50.155 
35,486 

9,751 
40.400 

0.12 
.32 
.11 
.29 
.04 

.02 
.16 
.11 
.14 
.20 

25,191 

14,810 

25.827 

6.957 

625 

2.770 
8,609 

12.906 
348 

11,423 

0.06 
.05 
.08 
.07 
.02 

.01 
.08 
.04 
.01 
.06 

71,229 
17.254 
65,425 
11,590 
9.383 

24,083 
5,141 
15,085 
19,482 
5.852 

0.16 
.05 
.19 
.14 
.29 

.10 
.02 
.05 
.27 
.08 

0.29 

613,028 

0.26 

358.168 

0.15 

100.466 

0.05 

244,526 

0.10 

128 

0.16 

47 

0.06 

0.08 







235 

.04 

463 

0.08 

32 

.01 

258 
40 

.11 
.09 

77 

.08 

12 

.04 

1.00 

10 

.33 

^ 

10 

.02 
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FREIGHT  TRAFFIC  MOVEMBNT. 


Namk  or  RoAO. 


PK0DX70lft  o»  AlniiAi*— Coneladtd 


Tons        Percent 


7«ta< 


Tons        Percent 


a.  Inkntak  Boadt 


Chiea«o  k  North  Weetam. 

diioago,  BuriingtoQ  &  Quinoy 

Chioftgo,  Milwaukee  &  St.  PMiL 

OhioMO,  St  Paul,  Minneftpolis  &  Omaha.... 
Dolttth,  South  Shore  &  Atlantic^ 


figin,  Joliet  &  Eastern... 

Qveat  Nocthem. 

Illinois  CiWral 

Minneapolis,  St  Paul  A  SauH  Ste.  Matie.^... 
Nortbem  FMifie ~ 


Wisconsin  &  Michigan.. 
Total 


h.    InindaU 

I^TiMpw  B  Western.^...... — ^ ^ 

Ashlano,  Odaaah  &.  Marengo 

Bayfield  transfer. 
Chippewa  V-"" 
OrMoBay 


Ck^nmra  VaUnr  k  Northern.... 
-^^  7  4  Western 


lob  k  Northern^ 

Kewmunei,  Green'Bay  k  Western... 

La  Crosse  k  Southeastern 

Marinette.  Tomahawk  k  Wertem... . 
Mineral  Point  k  Northent.. 


Northwestern  Coal  R'y  Co. 
Stonier.  Merrill  4 
Tonahai 


R'yCo.... 

PhUlip&.... 

kwk  k  Eastern 


Wiseonsin  4  Northern.. 


Wisoonsiij  Northwestern « 
Wanpaoa  k  Qreen  Bay.... 
Total 


14A.330 
85.189 
74.368 
15,781 


0.34 
.26 
.28 
.19 


17.584 
82,414 
208.365 
2.911 
26,547 


1.852.770 

2.261,604 

1.702.960 

484.592 

20.475 

98.403 
382.268 
979.164 
158.510 
367.272 

186 


4.28 
6.96 
5.15 
5.74 
.63 

.10 
1.35 
S.OS 
2.20 
1.80 

.08 


608.479 


0.26 


8.80B.a04 


3.51 


1.428 


1.82 


8.163 
150 


4.03 
.12 


4,354 

15 
3,954 


.80 


.10 
1.69 


20.029 

609 

6.797 
2.379 


8.66 

4.15 
2.90 
6.03 


847 


4.965 


241 


.18 


53 


.05 
1.66 


>  Includes  63.139  tons  of  lignite. 
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1914— Continued 


Peoouctb  or  Minxb 


AnthraeUe  coal 

Bituminou*  coal 

Coke 

Or«i 

Sand,tUme,md 
like  artidee 

Tons 

Percent 

Tons 

Percent 

Tons 

Percent 

Tons 

1 
Percent 

Tom 

Peroent 

964.920 
148,387 
622.762 
246,046 
31.841 

161.972 
528.537 
68.450 
120.297 
453.300 

2.566 

2.23 
.46 
1.89 
2.91 
1.00 

.66 
1.70 

.21 
1.67 
2.22 

5,057,670 

10.069.491 

3.339,647 

801,175 

146,592 

7,727.898 
1.914.902 
12,145.945 
346.494 
2.989.941 

3.876 

11.68 

81.09 

10.12 

9.46 

4.56 

80.67 
6.21 

37.55 
4.81 

14.64 

282,328 
186.319 
865.179 
25,663 
1.460 

1.661,269 

^253,937 

126,028 

5,194 

158,749 

0.65 
.57 

1.11 
.31 
.04 

6.59 
.82 
.39 
.07 
.78 

8.126.844 
484.091 

1.506.219 

7.391 

915.691 

1.256.587 

15.819.263 

189.893 

703.802 

797.668 

18.76 

1.50 

4.56 

.08 

28.47 

4.99 

51.27 

.59 

9.78 

3.90 

3.545,579 

2,029.368 

2.319.147 

120.492 

350.991 

4.276.219 
686,740 

1.813,105 
170,824 
982.496 

5,280 

8.19 
6.26 
7.03 
1.42 
10.91 

16.97 
2.23 
4.06 
2.37 
4.81 

3.352,077 

1.42 

44.543.631 

18.82 

3.066.126 

1.30 

29.808.049 

12.59 

15,800,241 

6.67 

978 

1.25 

4.479 

5.71 

47 

0.06 

294 

0.38 



63 

128.911 

619 
35.195 
5.022 

26.514 





10,120 
193 

1.85 

1.32 
.59 

23.56 

4.22 

.15 

12.73 

157 

32 
65 
50 

5,"984 

.03 

.22 
.03 
.10 

29,317 

82 
6,146 
9.098 

2."976 

5.37 
.56 

1,383 

94.215 

2.62 
23.07 

19,433 



7,444 

4.11 

842 

.47 

84 

.05 
3.54 

1.018 
2,610 

5.719 

.56 
15.00 

9.79 

2,066 

24 

.04 

32.269 

55.25 
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FREIGHT  TRAFFIC  MOVE 


PaoD- 

Namb  op  Road 

Other  produeU  of 
minet 

ToUU  prodycU  (ff 

Lmm 

Tons 

Percent 

Tons 

Percent 

Tons 

a.  InUrttaU  Boad» 

Chicftgo  &  North  Wettern 

Chicago,  Burlington  &  Quincy 

Chicago,  Milwaukee  Ik  St.  Paul 

203.715 
336.417 
109.198 
63.893 
30,275 

170,215 
101,246 
257,270 
188,070 
480.235 

0.47 

1.04 

.33 

.76 

.94 

.68 

.33 

.80 

2.61 

2.35 

18,181.056 
13.254.673 
8,262.152 
1.264.660 
1,476.850 

15.257,160 
19,304.625 
14,100,691 
1,534,681 
5,862,389 

11,721 

41.98 
40.92 
25.04 
14.94 
45.92 

60.56 
62.56 
43.60 
21.31 
28.70 

4.79 

2.819.597 
1.870  467 
2.474.07S 

Chicago;  St.  PmI.  Minneapol^  i  Omaha. 

Duluth,  South  Shore  k  Athntic 

891.47ft 
340.670 

380.80e 

Great  Northern 

imnob  Central 

Minneapolia,  St.  Pfeul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wito^nupin  k  Mff higaY> 

2.S89.19S 
4.8D4.4SS 

1,737.571 
5.926.809 

16.830 

Total 

1.940.534 

0.82 

96,510,658 

41.62 

23.791.9tt 

6.  /iKraitote  Boad» 

Ahnapee  k  Wert«nL.„ 

Ashland.  Odanah  &  Marengo 

275 

0.35 

6.073 

7.75 

7.206 
196.9S2 

RayfMd'Ttftfwffv 

Chippewa  VaDwr  &  Northern 

Green  Bay  &  Wertem 

loU  &  Northern 

Kewaunee,  Green  Bay  &  Weetem. 

Marinette.  Tomahawk  &  Weitem. 

Mineral  Point  k  Northern. 

2.650 

148 
2,142 

1.01 
.91 

63 
171,185 

1,074 
44.931 
14,170 

149,122 

81.29 

7.33 
19.15 
35.90 

4.62" 

.61 
15.00 

68.70 

9.071 
40.721 

226 
14.596 
ft.551 

2^406 

Northwestern  Coal  Railway  Co. 

Stanley.  Merrill  &  PhilHpe 

78 

28 

45 

.04 
.01 

8,364 

1,130 

2,610 

40,123 

157.661 

Tomahawk  ft  Eastern. 

WiseoMin  ft  Northern 

Wkeoi^n  NorthwMtem 

56'.666 

Waupaea  ft  Green  Bay- 

.06 

399 

Total 
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MENT.    1014-Omtmued 


ocn  or  FoRBSTB 

MAIfUrACTUUS 

Ur 

OOurvndueU 

offiruU 

Pttrdewm  anid 

Suoor 

Feroent 

Toub 

Percent 

Tons 

Percent 

Tons 

Percent 

Tons 

Percent 

6.51 
5.77 
7.40 
10.52 
10.50 

1.51 

8.23 

14.85 

23.09 

29.02 

3.315.286 
254.382 

3.563.595 
923.991 
710.582 

24.601 
377,812 
282,015 
526.701 
683.316 

191.863 

7.65 
.79 
10.80 
10.92 
22.09 

.10 
1.22 

.87 
7.32 
3.35 

6.134.883 
2.124,789 
6,037.668 
1.815.467 
1.051,252 

406,467 
2,917.005 
5.086.448 
2.254,272 
6.610,125 

208,683 

14.16 
6.56 
18.29 
21.44 
32.68 

1.61 
9.45 
15.72 
31.31 
32.37 

85.33 

426,002 
456,402 
302.383 
100.083 
8.023 

323,294 
216.785 
328,991 
09.108 
158,882 

1 

0.99 
1.41 
1.19 
1.18 
.28 

1.28 
.70 

1.02 
.96 
.78 

118,080 
249,615 
85.872 
35,774 
3,351 

5,097 
49.507 
296.878 

6,790 
54.771 

244 

0.27 
.77 
.26 
.43 
.11 

.02 
.16 
..92 
.09 
.27 

10.05 

10.854.094 

4.59 

34.646.059 

14.64 

2.481.844 

1.05 

905.979 

0.39 

9.19 
99.05 

1.352 

1.72 

8.558 
126.982 

10.01 
99.05 

13.46 

4.26 

9.22 
14.08 

1,246 

18 

4,920 

1.59 

.90 

1.05 
.11 

M 

■■lis"" 

.83 

83 

712 

100 
444 

69 

23 

8 

0.11 

7.44"' 

1.54 

63,303 
32.901 

398 
7.042 

6.02 

2.72 
3.00 

72.374 
73,622 

624 
21,638 
5,551 

3.6i5l 

163,212 

168,035 
164,073 

1.677 

.is"" 

.68 

6.22 
14.08 

2,464 
45 

.10 

i,'i45 

6,551 

90.23 

90.86 
75.34 

2.87 

608 

' 107 

275 

484 

87.16 

3.07 

60.26 
75.34 

2.19 

.01 

30.00 

111,435 
164.073 

1,278 

.33 

.68 
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FREIGHT  TRAFFIC  MOVE 
Mamdvactobbs — 


Nami  or  Road 


Inn.  pig  and 


Tons         Per  cent 


/nm  and  t'jed 
Baa» 


Tooa         Per  cent 


a.    InUntale  Roadi 


Chicago  A  North  Western 

Chicago,  Burlington  A  Quincy 

Chica^.  Milwaukee  A  St.  Pftul 

Chicago,  St.  Paul,  Minneapolis  A  Omaha.... 
Duluth,  South  Shore  ft  Atlantic 


Elgin.  Joliet  A  Ea«tenL..„ 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  &  Sault  Ste.  Marie... 
Northern  Ptioific 


350.804 

127,767 

453,404 

34,906 

53,263 

813,140 
15,067 

186,460 
44.200 
44,439 


0.81 
.39 

1.87 
.41 

1.66 

3.23 
.05 
.57 


65.986 
126,132 
88.350 
46.908 
31.265 

874.325 
34.840 

106.020 
41.131 

102.332 


0.15 
.39 
.27 
.54 
.97 

3.46 
.11 
.33 

.57 
.50 


Wisconsin k  Michigan... 

Total 


2.123.800 


0.90 


1.517,298 


0.64 


b.    Intr<utat€  Road* 


Ahnapee  ft  Western. 

Aahland,  Odanah  ft  Marengo.... 

Bajrfield  Thinsfer 

Chippewa  ValW  ft  NcnthoiL... 
Green  Bay  ft  Wettcm 


0.68 


882 


lola  ft  Northern. 

Kewaunee,  Green  Bay  ft  Western.... 

La  Crosse  ft  Southeastern. 

Marinette,  Tomahawk  ft  Western .. 
Minerd  Point  ft  Northem..„ 


480 
421 


.16 


.20 
1.07 


R'y  Co.. 
Stanley,  Merrill  ft  Phillipe ... 

Tomahawk  ft  Eastern. 

Wtsocmain  ft  Northern 

Wisconsin  Northwestern...... 


Waupaca  ft  Green  Bay... 
Total 


1 
913 


.50 
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MENT  1914— Coatiiraed 
OoDtiiiued 


Olhtreading$ 

Barmdthtd 
nubd 

undKme 

AgriaiUunl 
implemenU 

Wagm*,  Cttrritga, 
andtoeU 

Tons 

Pfcroent 

Tons 

Percent 

Tons 

Percent 

Tons 

Pfcroent 

Tons 

Pfercent 

407.355 

36S,312 

229,160 

70,800 

10,149 

745.498 
151.672 
214,847 
60.669 
190.527 

3.867 

0.94 

1.12 

.09 

.84 

.32 

2.96 
.49 
.66 
.84 
.98 

413,927 

288,462 

893,305 

9,328 

5,498 

1,460.296 
67.184 
79,671 
28,309 
62.164 

37 

0.96 
.74 

1.19 
.11 
.17 

5.80 
.22 
.25 
.39 
.30 

1,422.709 

1,830,356 

1,710,136 

249,633 

89,751 

1,636.663 
778.770 

1.040,816 
154.313 
577,380 

4,278 

3.28 
5.62 
5.18 
2.94 
2.79 

6.50 
2.52 
3.22 
2.14 
2.83 

164,590 
236,643 
190,361 
41,487 
1.341 

40,889 
70.940 
85,221 
29,526 
39,707 

0.38 
.73 
.68 
.60 
.04 

.16 
.23 
.26 
.41 
.19 

47.683 
94,115 
106.246 
11.582 
236 

68.076 
24.556 
45.203 
12.788 
17,276 

0.11 
.29 
.33 
.14 
.01 

.27 
.08 
.14 
.18 
.08 

2,456.856 

1.04 

2.768.171 

1.16 

9,484.624 

4.01 

900.706 

0.38 

427,761 

0.18 

281 

0.36 

24 

1.413 
2.196 

17 

0.08 

'.'26 

'.'94 

4,172 

23.756 

418 

12,801 

879 

3,833 

5.32 

4'.'34 

2.85 
6.46 
2.23 

362 

0.46 

159 

0.20- 

30 

M 

.37 

1.76 

2.334 

865 

695 

1,641 

102 
689 
383 

128 

.28 

.69 
.29 
.97 

236 

20 
265 

.04 

.14 
.11 

474 

103 

84 
40 

.05 
.02 

.06 

15 

.03 

450 

427 

367 

.26 

'.'24 

.63 

64 

72 

49 

.04 

'.'04 

60 

.08 

37 

.06 

20 

.03 
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FREIGHT  TRAFFIC  MOVE 


Nami  or  Road 

If tnet.  liqwrt,  and 

HoumkMgoodtund 
fwnUwre 

Olkermmu^ 

Totm 

Percent 

Tone 

ftarcent 

Tooa 

a.  Interilak  Roadt 
Chicago  ft  North  Wettarn     

268.549 
191.289 
550.247 
42.912 
7.445 

225.601 
W.Ul 

165.918 
21.147 

109.496 

2,571 

0.62 
.59 

1.67 
.50 
.23 

.90 
.21 
.51 

:iJ 

174.705 
223.070 
166.118 
31,333 
3,962 

44,722 
37.200 
57.465 
60.808 
33.790 

191 

0.40 
.69 
.50 
.37 
.12 

.18 

.12 

.18- 

.85 

.17 

2.108,511 

Chicago,  Burlington  ft  Quincy 

Chicago.  Mnwaukee  ft  St  Ptol 

Chicago.  Si.  P^ul.  Minnnpolif  ft  Omaha. 

Duhitl  South  Shore  ftAtCntic „ 

Rlinn,  JnKft  ^  RMtHTI 

880.448 

1.410.518 

436.718 

108.213 

J. 016,410 

Gnat  Northern , 

niinaia  Central 

Minneapofia.  St.  Pted  ft  Sault  Ste.  Marie 

Northern  Paei6e 

Wiaoonein  ft  Michigan. 

298.666 
861.302 
183.573 
344.468 

Total 

1,651.246 

0.70 

833.364 

0.35 

7.652.256 

6.  IntnulaU  BoadM 
Ahnapfe  ft  Wmtem  

884 

1.06 

102 

0.13 

1,882 

Aahland.  Odanah  ft  Marango „ 

IflftyfMd  Tran^f^r 

Chippewa  Valley  ft  Northern. 

Green  Bay  ft  Wertera-. 

lob  ft  Northern 

2.584 

A7"" 

381 

.07 

31 .967 
114 

2.425 
25 

1.03 

87 
40 

383 

.04 
.10 

4.234 

Marinette.  Tomahawk  ft  WeatenL... 

MinenI  Point  ft  Northern 

10.194 

Stanley.  Merrill  ft  Phillipf 

26 

.01 

6 

.01 

678 

Tomahiivk  ft  Eaatfrn 

Wiironain  ft  Northern. 

11 

138 

.07 

1,772 

Wifooofin  Northw«fft«m 

1> 

Waupaca  ft  Green  Bay 

„ 

57 

Total 
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MENT.    1914-Coiichided 


tw$ 

i.„*«^ 

AUdher 
ammodUUi 

Total  Tomhaob 

IV  cent 

Tons 

Pwoent 

Tom 

Percent 

TODi 

Pbroe&t 

Tons 

Percent 

4.86 
2.75 
4.28 
5.16 
3.36 

4.03 
.96 
2.66 
2.54 
1.68 

5,964.891 
5.017.451 
5.776.169 
1.111.474 
323.397 

7,253,909 
1,810,728 
3.468,831 
711,371 
1.744.212 

11.471 

13.77 
15.49 
17.50 
13.12 
10.06 

28.79 
5.85 

10.72 
9.88 
8.54 

4.69 

2,429.759 

1.862,824 

3.330.050 

616.258 

126.560 

10.837 
928.495 

1.994.727 
320.739 

1.249.978 

4.535 

5.61 
5.75 
10.09 
7.28 
3.94 

.04 
3.01 
6.17 
4.44 
6.12 

1.85 

1,232.647 
847.617 
736.028 
126.437 
67,869 

626.108 
322.561 
810.936 
177,402 
344,145 

783 

2.85 
2.62 
2.23 
1.49 
2.11 

2.49 
1.05 
2.51 
2.45 
1.69 

.32 

43.309.643 
32.388.800 
33,007,277 
8.466.632 
3,216.312 

25.193,339 
30,857.598 
32.342,709 
7,203,034 
20,422.419 

344.567 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 
100.00 
100.00 
100.00 
100.00 

100.00 

3.23 

33,193.904 

14.03 

12.874.762 

5.44 

5,292.533 

2.24 

286.652.830 

100.00 

1.76 

9,177 

11.70 

11.087 
485 

286 

37.875 

1.704 
17.934 
2.995 

14.14 
.38 

6.92 

11.63 

^     7.64 

7.62 

785 

1.00 

78.419 
128.202 

100.00 
100.00 

48 

70.726 

754 
26.940 
2,463 

049 

134 
1,448 
6,751 

.w" 

.91 

.62 

17.14 

73.130 
547.069 

14,658 
234,627 
39,431 

5.85 

.78 
1.80 

12.93 

5.14 
11.48 
6.24 

100.00 

100.00 
lOOwOO 
100.00 

15,825 

5.269 

834 

181.512 

.87 

2.408 

2.735 

20 

1.029 

1.33 

i.48 
.67 

1.76 

2.823 

1.56 
4.53" 

740 

1.689 

.41 

".87" 

180,894 

184,940 
166,939 

58,404 

100.00 

.96 
34 

8.381 

ioo.do 

100.00 

.10 

949 

1.63 

211 

.36 

100.00 



Digitized  by 


Google 


928 


Report  of  Railroad  Commission 


EQUIPMENT  OWNED  OR  LEASED  IN  SERVICE  OF 


NiUfB  Of  R04D 

Pa«enger 

Frdght 

Switching 

Total 
keomo- 
tivab 

c    InitritaU  Road9 

Chiea«o  ft  North  Wirteni 

Chieago,  BuiiiiMrton  ft  Quincy 

40& 
444 

401 
7» 
30 

383 

284 
IM 
268 

3 

1,128 
910 

1.277 
267 
52 

133 
820 
962 
322 
896 

3 

297 

410 

291 

54 

10 

130 
119 
202 
52 
193 

1,830 
1  773 

Cluaio.AfiliiM^ft^^aL 

Duluth,  South  Shore  ft  Athntio 

Ekin.JolfietftEutern 

Great  Northern...^ „ 

DKnoisCaitrel 

MmiM»i)oli«.StftwilASaultSte.Marie„ 

Northern  Pacific -.. 

Wnromin  ft  Michigiui 

1.969 
390 
92 

26S 
1,322 
1,448 

538 
1.357 

6 

Total „„. 

2,461 

6.769 

1,758 

10.988 

b.    IntratHUeBcadt 

Ahnapec  4  WeBtern 

Aahlaiid.Odaiifth  ft  Marengo 

B»yfieW  Tnuisfer 

Chippewa  VaUey  ft  Northern 

3 

3 

1 

2 
5 
3 
2 
19 

1 
5 

3 
2 

5 

4 

2 

2 

4 

1 

2 
5 
3 
2 

Green  Bay  ft  Wwtent 

lob  ft  Northern 

Kewaunee.  Green  Bay  ft  Wertem 

La  Croese  ft  Southeastern 

Marinette,  Tomahawk  ft  Weetem 

Mineral  Point  ft  Northern. 

Northw««tem  Coal  R'v  Co 

Stanley.  Merrill  ft  PhiQipa 

26 

1 
6 
3 
3 
3 

"5 

Tomahawk  ft  Eastern ...' 

Wiaoonain  ft  Northern 

Waupaca  ft  Green  Bay 

4 

2 

2 

Total 

7 

65 

5 

67 

'  Expreffi  refrigerator  can. 
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ROADe.  ENTIRE  SYSTEM.    JUNE  80.  lOU 


Cam— Omm  ob  Iaabid— In  PAaaairaBi  Sbbtub 

Loco- 
motivei 
leMed 

Loco- 
motivw 
owned 

Fint- 
daas 

SeeoQd- 
daflB 

CMS 

Combi- 

natioo 

can 

Emi- 
grant 
ears 

Dining 
can 

Ftdor 
can 

SMnng 
can 

baggage. 

and, 
poatal 
can 

Other 

can  in 

paasen- 

ger 

Total 

1.830 

1.778 

1.960 

390 

92 

83 

1.819 

1.448 

312 

1,367 

6 

1,003 

644 

607 

118 

19 

1 
386 
505 
128 
192 

2 

9 

'"   170 
50 
12 

173 

253 

12 

64 

5 

2 

43 
50 
26 
68 



34 

41 

47 

6 

6 

66 

14 

28 
81 

217 

7 

385 

589 
73 
18 

470 

307 
109 
267 

241 
:      41 

1.910 

1.570 
342 

67 

180 

■  "i 

1 
11 

154 

3 

3 

127 

52 
184 

45 
32 
19 
58 

28 
15 
19 
15 

189 

5 

42 

180 

1.164 

1«192 

422 

1  149 

1150 
16 
<81 

226 

2 

400 

10.579 

3,505 

604 

696 

247 

288 

215 

590 

2.487 

451 

9.083 

I 
I 

i 

3 
3 

3 

1 

1 

5 

1 

1 

"* ' 

V     2 

2 

.      2 

10 

5 

8 
1 
1 

5 

1 

4 

9 

28 

2 
2 
2 

1 

2 

i 

2 

1 

2 

::::::::: 

9 

1 

6 

8 
2 

5 

4 

2 

2 

2 

i 

2 

2 
1 

67 

25 

6 

19 

' 

12 

.2 

65 

sTouriitcan. 


RJLC- 
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EQUIPMENT  OWN&D  OR  LEASED  IN  8BLVK3B 


Cabs  nr  Fbiigbt  Sbktxcb 

Nam  •¥  Road 

9w 
cars 

flat 
cars 

Sleek 
care 

Goal 
ears 

TWik 
cars 

nOTfiser- 
alor 

car* 

«.  /nteraWe  JSmA 

Ohioago  *  North  W«*8rn 

33,14fl 
30.8H 
44,1«1 
8.307 
1.081 

83.69C 
28.227 
20.051 
26.35CI 

35 

4.98fl 
1,672 
4.72fi 
1,356 
610 

428 
4.59J 

z,m 

2.22fi 
8,654 

282 

4,566 

7.534 

5.797 

128 

1.842 

2.136 

824 

2.702 

14.021 

21,800 

4.024 

1.75C 

227 

8,727 

2.161 

26,285 

566 

5,336 

a 

212 

fi 

IC 

62 

2.443 

SSSS.-&t^tira.::;::...:::.:::.:i 

2.997 
2.SS6 

Olueago,  6t.  Psul,  Minmeapois  ft  Omaha. 

370 

DulutR, 'South  ShMe  k  Atfaatic 

25 

OwBt  Northern.. .    .                         

2,8» 

PKiMiu  HMitml 

739 

494 

Northera  ftkcific ; 

Whrmmm  A  Minhigan    . 

4.080 

4 

Totrf - 

286.<te5 

82.487 

25.532 

85,799 

293 

16.90 

6.  IninUhU  Roadi 

, 

22 
5 
19 

47 



A^lftncf ,  CV^fifth  4  Mftmwo 

BayfirM  framfw                                                            ' 

'* 

Chippewa  Vallev  jk  Northern. ^ 

Qreen  B$v  A  WcoUrn 

"5 

''' 

42 

8 

tola  4  Nirthern 

^tvatmefeL  Green  Bav  A  WtfteriL 

2M 
IQ 

ii 

1 

A  Croew  4  Soutbeaeteni 

Rarinetta,  Tomahawk  A  Weatem 

MiD«n]  Point  A  Northern.. 

14 
39 
10 

125 

71 

2 

1 

i 

, 

Btanlesr.  Merrill  A  Phillipa. 

TcmahaiA  A  Eaat«n.„... „ 

Wiwxmria  A  Northftn 

Waupaca  A  Green  Bay.- 

Total. 

1.02<^ 

354 

2 

43 



8 
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OF  ROADa    ENTIRE  BYSllEM.    lM4-Cobeluded 


Cam 

IN  Compant's  SnvicB 

ToTM.  Cam 

IN  Sbbvici 

Otber 
nnin 

Total 

Oflioer'8 

and  pay 

care 

Gravel 
«an 

Derrick 
can 

Gaboon 
care 

Other 
rowi 
can 

Total 

Total 
canin 

Total 
can 
leaeed 

Total 
can 
owned 

Careeon- 
tribvted 
tofaet 
freight 

fine 
acrviee 

5.922 
83 

56.093 
65.157 
66,781 
11,911 
3.196 

11.184 
55.278 
60.437 
26.627 
48.974 

323 

9 
32 
8 
2 
2 

1 
29 
13 

7 
11 

1.312 
971 
298 
152 

m 

485 
16 

34 

41 
46 
10 
4 

3 

37 
36 

la 

32 

857 
686 
1,110 
158 
37 

136 
606 
738 
312 
589 

5 

2.232 

4,624 

1.384 

25 

134 

266 
733 

1.920 
121 

3.421 

3 

4.444 

6.358 

2.846 

347 

177 

466 
1.894 
3.192 

462 
4.053 

10 

71,447 
72,777 
70,197 
12.000 
3,440 

11,5IS 

58.336 
64.821 
27.511 
54.176 

335 

'.'.'..ZZ'.'.. 

71.447 
72.777 
70.197 
12.600 

3.440 

1.834 
58.335 
6S.821 
17.808 
54.176 

335 

44 

3.848 
'"*  1.263 

1.336 
10.257 

9.759 

1 

1.006 

10.008 

2.534 
.  1,782 

439 

2 

27.015 

413.961 

114 

3.723 

256 

5.234 

14.863 

24,189 

447.283 

20,766 

486.465 

483 

27 
100 
81 
27 
812 

266 

29 
47 
20 

32 
104 

86 
30 
872 

1 
276 
37 
53 
23 



276 

77 

9 

2 

32 
104 
86 
30 

872 

1 
275 
37 
53 
23 

276 

77 

9 

2 

98 

2 
2 

1 
9 

2 

4 

2 

1 

82 

63 

27 

i 

2 

20 

2 
3 

1 

2 

3 

1 

.... 



125 

261 

73 

2 



2 

2 

11 

13 

2 

5 

1 

5 

1 

313 

1.746 

1 

6 

2 

24 

33 

66 

i.8n 

1.877 
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MILES  OF  ROAD  OPERATED 


Nami  of  Road 


LncB  OwioES 


Main 
Hue 


Bnnohet 
^andtporp 


line  of 
proprietory 


A.  WiBCONsnf 
a.  /nleritato  Boadt 

Chicego  A  North  Weetern. 

-OhieaRO,  Burlington  k  Quincy 

Ohicago.  Milwauicee  ft  St  Pluil 

-Chicago,  St.  Paul,  MfameuMlis  ft  Omaha.„.... 
Doluth.  South  Shore  ft  Athntir 


Elgin,  Joliet  ft  Eastern 

Great  Northern. 

niinois  CentraL .'. 

Minneapolia,  St.  Paul  A  Sault  Ste.  Marie.... 
Northern  Pacific 

Wiseoni^  ft  Afichigan. 

Total 


b.  ItUnutate 

Ahnapee  ft  Western. 

Aehland,  Odanah  ft  Marengo 

Bayfield  Transfer. 

Cbppewa  VaDey  ft  Northern...... 

Green  Bay  ft  Western. 


lola  ft  Northern 

Kewaunee,  Green  Bay  ft  Western... 

La  Crosse  ft  Southeastern  .... 

Marinette.  Tcmahawk  ft  Weetern... 
Mineral  Pmnt  ft  Northern 


Northwestern  Coal  Railway  Co... 

Stanley,  Merrill  ft  Phillips  .i 

Tomahawk  ft  Eastern 

Wisconsin  ft  Northon 

Wiseondn  Northwestern.. 


Waupaca  ft  Green  Bay... 

Total 


053.85 
222.40 
1,796.36 
770.86 
107.15 


38.50 
01.14 
262.80 
87.07 

32.62 


4,372.74 


B.  Entirs  Ststbu 
InUritaU  Roadt 

Chicago  ft  North  Western 

Chicago,  Burlington  ft  Quincy 

Chicago,  Milwaukee  ft  St.  FkuL 

Chicago,  St.  Paul,  Minneapolis  ft  Omaha 

Duluth,  South  Shore  ft  Atlantic... 

Elgin,  Joliet  ft  Eastern. 

Great  Northern.. 

Illinois  Central 

Minneapolis.  St  Paul  ft  Sault  Ste.  Marie 

Northern  Pacific 

Wisconsin  ft  Michigan — .„ 

TbtaL.... 


84.00 

14.60 

3.86 

15.64 

212.50 

4.70 
36.70 
40.81 
21.00 
28.40 

8.00 
37.66 


45.76 
15.30 


9.85 


527.68 


3,040.59 
4,001.75 
0.620.70 
1.680.43 
517.23 

120.04 
6.809.90 
1,509.48 
1,040.92 
2.766  38 

76.80 


31,301.71 


,191.41 


1.08 


2.04 


157.39 
57.41 


25.20 


1.434.35 


1.08 


13.00 
12.50 


4.51 
10.76 


40.76 


4.805.01 
4.780.40 


84.32 

105.91 
75.23 

673.42 
1.978.90 
3.476.86 

88.30 


16,100.43 


1.06 
71.45 


623.68 
8.83 


706.19 
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(SINGLE  TRACK).    JUNE  30.  1914 


Line 
opented 

Lin«  operated 

under 
contact,  etc. 

Line  operated 
under  track- 
age rights 

Total 
mileagB 
operated 

NewBne 
daring  jrear 

Rails 

under  kMe 

Iron 

Sted 

22.79 

.63 

8.98 

1.28 

6.29 

5.'88"  ' 

2,170.03 
223.02 

1,806.34 
781.14 
116.38 

18.98 
44.38 
91.14 
1.394.28 
146.32 

64.60 

6.71 

2,141.53 
222.49 

27.79 
6.99 

1.796.36 

2.74 

777.12 
110.09 

18.98 

18.98 

38.60 

91.14 

936.79 

38.30 
.94 

6.68 

1,394.28 
146.38 

64.60 

18.98 

336.79 

90.67 

6.864.51 

33.78 

8.45 

6.800.37 

34.00 

,     32.00 

16.86 

15.64 

248.00 

4.70 
36.70 
42.61 
21.90 
30.60 

8.00 
51.97 
19.87 
66.61 
27.80 

9.86 

34.00 

3.00 
12.00 

1.60 
23.00 

1.80 

30.50 

16.86 

16.64 



225.00 

4.70 

36.70 

40.81 

21.90 

4.20 

4.64' ■ 

26.40 

8.00 

5.26 

47.43 

19.87 

19.87 

9.60 

3.00 

0.38 

66.51 

27.80 

9.85 

25.13 

24.60 

38.04 

666.01 

0.38 

620.97 

70.68 

76.78 

320.17 

357.51 

72.38 

25.71 

236.16 
293.86 
206.86 
64.17 
236.27 

8.90 

8.094.94 
9.263.86 
9.987.30 
1,762.81 
627.26 

808.61 
7,802.66 
4.709.27 
4.101.63 
6,666.46 

123.60 

61.55 
5.96 

32.24 
4.60 
4.95 

5.21 "" 

7.956.61 

136.15 

264.61 

6.99 

.92 

6.60 
66.23 

6.67 
131.26 
37.99 

8,937.74 

■/ 

9,597.65 

1.676.83 

596.60 

336.61 

572.46 
7,603.60 

1.421.03 

869.66 
1,017.66 

4,662.41 
4,101.63 

180.70 

6,430.19 

123.60 



1,944.34 

1,947.88 

1,897.76 

63,997.30 

655.22 

114.60 

62,058.12 

Digitized  by 


Google 


934 


Report  of  Railroad  Commission 


TRACK  MILEAGE. 


Link  Ownbd 

Najcs  or  Road 

Mile*  of 
single 
track 

Miles  of 
second 
track 

Miles  of 
third 
track 

Milotof 
fourth 
tnck 

Miles  of 
yard  tnck 
andsidingB 

A.  Wbcoksik 
a.  Interdaie  Roadt 

Oamfi  *  North  WeaUjrn 

Chicago.  BurKngiov  A  Qnincy 

Chicago.  MUwaukee  ft  St.  Paul 

Chicago.  St.  Paul.  Minnesixdis  ft  Omaha 

2,145.26 
222.49 

1,796.36 
779.86 
110.09 

88.50 
91.14 
420.19 
145.36 

57.82 

231.87 
104,46 
239.55 
157.09 

21.81 

39.58 

4".'74 

3.19 

35.54 
•13. 37 

>1.062.62 
76.90 
896.61 
276.93 

DukiS.  South  Shore  ft  AtUotic 

Elgm,  JoUet  ft  Eagtern 

21.40 

Great  Northern . 

129.60 

niiBoia  Central 

12.90 

Minneapolis.  St.  Paul  ft  Sault  Ste.  Marie 

Northern  IVafic 

WbooDon  ft  Michigan 

10.35 

120.18 
65.56 

17.00 

Tbtal 

5,807.00 

765.18 

47.51 

48.91 

2,678.70 

6.  IntrattaU  Roadt 

Ahnappe  ft  Weatem. 

AsUand;  Odanah  ft  Marengo 

34.00 
27.50 
3.86 
15.64 
225.00 

4.70 
36.70 
40.81 
21.90 
26.40 

8.00 
42.17 

56.  isi 
15.30 

0.85 

3.91 
1.00 

Bayfield  Tranafer 

CUDpewa  Valley  ft  Northern 

1.60 

Qreoi  Bay  ft  Weatem 

loU  ft  Northern 

Kewaunee,  Green  Bay  ft  Weetem 

31.48 

.70 
7.60 
3.18 

Marinette,  Tomahawk  ft  Weatem. 

7.25 

Mineral  Point  ft  Northent 

Northweatem  Coal  Railway  Co . 



3.16 

Stanley.  Merrill  ft  Phillipa 

3.6S 

Tomahawk  ft  Eastern 

Wiaoonain  4  Nortlrrn 

13.38 

Waupaca  ft  Green  Bay 

1.31 

Total 

568.34 

78.28 

B.  EnTIWB  STtTBM 

Interdatt  Roadt 

Chicago  ft  North  Weatcm 

Chicago,  Burlington  ft  Quincy 

Chicago,  Milwaukee  ft  St.  Paul 

Duluth,  South  Shore  ft  Atlantic 

Elgin,  JoUet  ft  Eaatem. 

Great  Northern  .„ 

Illinois  Central 

7.945.50 
8,872.24 
9,629.79 
1,680.43 
601.66 

235.85 
6.885.13 
2,272.90 
3,019.91 
6,243.24 

114.60 

866.84 
835.90 
927.75 
183.03 
5.82 

41.70 
208.99 
396.75 

11.96 
661.79 

104.49 
42,40 
22.69 
6.37 

9.28 
27.77 

4.02 

95.36 

14.07 
2.50 

9.29 
•62.96 

13.345.80 

2.907.13 

*3,213.52 

612.99 

164.14 

161.28 
«1. 905.92 
1.070.40 

Minneapolis,  St.  Paul  ft  Sault  Ste.  Marie 

Northern  PaciBc 

Wisconsin  ft  Michigan 

615.34 
2.158.63 

31.08 

Total. 

47,501.14 

4,030.53 

217.02 

184.18 

16.?76.32 

1  Includes  "Branches  and  spurs." 

*  Connecting  tracks. 

*  Includes  connecting  track. 
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Link  OraiuTBD  Onchiding  trackage  rights) 

Rfilesof 
angle 
Irack 

MUeeof 
second 
track 

Miles  of 
third 
track 

MUesof 
fourth 
track 

Miles  of 
yard  track 
and  sidings 

Total 

AtOt-otffradkt 
iwlwhng  tnekao$  rigkU) 

Total 

Iron 

Steel 

3,514.87 

402.85 

2.950.63 

1.217.07 

131.49 

2.170.03 
223.02 

1.806.84 
781.14 
115.38 

18.98 
44.38 
91.14 
1.394.28 
146.32 

64.50 

231.87 
104.46 
239.55 
157.09 

39.58 

4'74 

3.19 

35.54 
«i4.66 

1.090.66 

75.90 

925.56 

276.93 

22.15 

.45 
129.60 

12.90 
464.49 

81.53 

17.00 

3,567.68 

403.38 

2.989.85 

1.218.35 

137.53 

19.43 

196.79 

104.04 

1.858.n 

238.20 

81.50 

31.66 

3.486.08 

402.85 

29.950.63 

47.72 

1.169.35 

131.49 

129.60 

19.43 

189.91 

21.81 

60.31 

104.04 
540.37 

104.04 
1.858.77 

221.29 

10.36 

221.29 

74.82 

81.50 

9.347.34 

6.854.51 

765.13 

47.51 

50.20 

3.097.17 

10.814.52 

208.98 

37.485.74 

37.91 

34.00 
82.06 
15.86 
15.64 

248.00 

4.70 
36.70 
42.61 

li:SI 

8.00 
51.97 
19.87 
56.11 
27.80 

9.85 

3.91 
1.00 

37.91 
33.00 
15.86 
17.24 
279.48 

5.40 
44.30 
45.79 

8.00 
55.60 
20.92 
60.89 
27.80 

11.19 

37.91 

28.50 

80.50 

3.86 

i?U 

17.24 

1.60 
31.48 

.70 
7.60 
3.18 
7.25 
3.16 

256.48 

256.48 

5.40 

5.40 

44.30 

44.30 

43.99 

48.90 

29.15 

29.15 

29.56 

29.56 

8.00 

8.00 

45.80 

3.63 
1.05 
13.38 

1.34 

51.06 

%-s 

69.89 

15.30 
11.19 

27.80 
11.19 

646.57 

656.91 

79.28 

735.29 

699.25 

12,348.08 
12,657.67 

8,094.94 
9.263.86 
9.987.30 
1.752.81 
627.26 

866.61 
7.802.66 
4.769.27 
4,101.63 
6,665.46 

128.50 

914.63 
893.38 
995.35 
183.03 
6.55 

57.77 
216.11 
751.16 

34.20 
632.23 

104.49 
42.40 
24.80 
6.37 

95.36 

3.450.58 

2.920.37 

>3.298.85 

612.99 

187.11 

314.97 
«2. 102.01 
2.104.62 
1.033.76 
2.379.40 

31.08 

12.660.00 
13.120.01 
14.321.34 
2.557.70 
820.92 

1.181.35 
10.139.35 
7,715.37 
5,169.59 
9.681.11 

154.58 

306.13 
74.64 
141.90 
105.89 
46.10 

2.103.46 

12,185.60 
12.667.72 

13.807.82 

2.485.32 

771.51 

15.04 
2.50 

13.666.92 

2.379.43 

725.41 

438.83 

945.20 

9.108.61 
3.830.78 
3.657.21 
8.957.68 

9.28 
27.77 

4.62 

9.29 
•152.55 

7.742.04 
7.464.77 
5.169.50 
9,269.21 

145.68 

154.5& 

68.209.19 

53.997.30 

4,684.41 

219.13 

274.74 

18.345.74 

77,521.32 

2.775.12 

72.369.47 

« Includes  3.76  miles  of  6f  th  and  sikth  track. 
*  Includes  35.11  miles  of  additional  main  track. 
Inehides  124.70  mites  of  ad<fitional  main  track. 
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/teffc  figttrtB  denote  dacrttwee 


RAILROAD  MILEAGE  IN 


Nami  or  EoAO 


Lira  OwMBD 


Lmgtb- 
mileB 


diowBfay  c 


port  for  June  30, 
1913— nOes 


Ahnspee  k  Weetem. „ 

Afhl#JMi,  Odanah  A  Mvengo 

Bayfield  Transfer  R'y  Co — 

Bic  Fwb  R'y  Co «... 

^Chicago,  BurlinKton  ft  Quiney. 

Chicago,  Harvard  k  Qeneva  I^ke 

Chicago  k  Lake  Superior  R'y  Co.*.... « 

I^Chieago,  Milwaukee  k  St  FmI 

^Chicago  k  North  Western. 

vChicago.  St.  Paul,  Minneapolis  k  Omaha^... 


CaienoTia  k  Southern. 

Chippewa  Valley  k  Northern. 

kDuluth,  South  Shore  k  Atlantia.. 

Dunbar  k  Wausaukee.. 

Elgin,  Joliet  k  Eastern^ 


34.00 
17.50 
8.86 
9.92 
222.49 

5.23 


1.796.36 

2.145.26 

779.86 

6.00 
15.64 
110.09 
14.71 


FdrthQd  k  Northeastera .. 

¥^Qn$,t  Northern 

Green  Bay  k  Western... 


HaseUuiist  k  Sootheastem... 
HUbboro  k  Nnrthesstem — 


fminais  Central 

lola  ft.Northem...^... 


E«waf^kee,  Green  Bay  k  Westm 

la  Crasse  k  Southeastern 

Lake  Superior  Terminal  k  Transfer^ 

Laona  k  Nortitem...^ '. 

Marathon  County 

Marinett^  Tomahawk  k  Western 

Minend  Point  k  Northern.... „ - ... 

/Minneapolis,  St.  Paul  ft  Sanit  Ste.  Marie.. 


Milwaukee.  Bay  View  ft  Chicago. 

Northern  Psdw « 

Northwestern  Coal  R'y  Co 

Oshkosh  Transportation  Co 

Bobbins  Railroad  Co.* 


62.00 
88.50 
225.00 

5.00  " 

91.14 
4.70 
86.70 
40.81 
.  23.62 

20.00 
18.00 
41.77 
26.40 
420.19 

18.96 

146.38 

8.00 

4.47 


Roddis  Luinber  ft  Veneer  Co.. 

Stanley,  Mnrill  ft  PhilUps.. 

Superior  ft  Southeastern 

Tomahawk  ft  BMtem 

Whiteomb  ft  Morris - . 

Winona  Bridge  Co. 

Wiscoostn  CeotrsL 

Wiscoostn  ft  Michigan 

Wisoonsin  ft  Northsm... 


18.50 
42.17 
40.75 


Wisconsin  Northwestern ...... 

Waupaca  ft  Green  Bay.... 

Total 


5.90 

.54 

935.79 

57.82 

56.51 

15.30 

9.85 


23.29 

5.n" 


.27 
S.99 


8.00 
,11 


11.00 


-•  •" 

■" i'.lo  * 

••••- 

~ ~ .— ..- 



1.53 

— 

.09 
1.75 

14.97 

ii.m 

.38 
10.00 

^ 

7.584.71 


1  No  report. 
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lfI8CX)M8IN    JUNE  30,  1914 


LnniOmATSD 
(e»9ludingtr»du«e  rights.) 

Total  miletce 

operated  on 

June  30. 1914 

fuiohidiiig 

tradcage 

rightiS 

Leoctb-mUa 

IncreMeas 
•faown  by  eom- 
parisoo  with  re- 
port for  June 
30.  1913-inile6 

RlMAHU 

34.00 
30.50 
15.86 



34.00 

32.00 

15.86 

9.92 

223.02 

5.23 

i.'865."34 

2,170.03 
781.14 

6.00 
15.64 
115.38 
20.71 
18.98 

62.00 
44.38 
248.00 

9.92 

Owned  by  the  WaU  Spakliog  Lumber  Co. 

222.49 

5.23 

i;796.36 
2.147.24 

22'."29 

779.86 

6.00 
15.64 
110.09 
14.71 
18.98 

62.00 
38.50 
225.00 

5.72 

.27 
S.f9 

3.00 
.11 

is'.id 

New  Une  conatmeted.  5:99  m.;  line  ahortened,  .27  m. 
Increase  not  accounted  for. 

Entire  line  abandoned. 

5.00 

5.00 

91.14 
4.70 
36.70 
42.61 
34.06 

20.00 
18.00 
21.90 
30.60 
1.394.28 

91.14 
4.70 
36.70 
40.81 
23.62 

30.00 
18.00 

i.'26 

1.20  mUes  constructed. 

31.90 

36.40 

1.355.98 

i4.97 

Increase  not  accounted  for. 
Operated  by  Elgin.  JoUet  ft  Eastern. 

145.38 
8.00 

1.53 

146.32 
8.00 

18.50 
51.97 
40.75 
19.87 
5.90 

.54 

64*56 

56.51 
27.80 

9.85 

Increase  not  accounted  for. 

18.50 



Operated  by  C.  ft  N.  W.  R'y  Co. 

47.43 
40.75 
19.87 

.09 
1.75 

0.02  miles  of  spur  track  abandoosd. 

5.90 

.54 

57.82 
56.51 
34.80 

9.85 

is'.88" 

.38 
.50 

Leased  by  M..  St  P.  ft  S.  8.  M.    No  aplanation  for  increase. 
Decrease  not  accounted  for. 

7.611.98 

- 

7,747.13 
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renewal  of  rails.  year 


Name  or  Road 

50  to  65  lb. 

peryard. 

Tons 

66  to  69  lb. 

peryard. 

Teas 

70  to  73  lb. 

peryard. 

Tons 

74  to  79  lb. 

poryird. 

Tom 

A.    WncoNBUf 

a.    InUrttaU  Road* 

Cbiago  A  North  Weitern 

Chicago.  Burlington  k  Quinoy 

Chicago.  MUwiukee  4  St.  ftttil 

Chicago.  St.  Paul.  Minneapotis  k  Omaha 

Duluth,  South  Shore  A  Atlantic 

Elgin.JolietAEast«n 

Qnal  Nortkira. 

0.27 

5.76 

4.50 

2.21 

IQiMMCtBtraL 

MinneapoliB.  St.  Ptal  A  Sbult  SU.  Marie 

Northern  Picific 

Wiaeonnn  A  Micygaa 

Total 

0.27 

10.26 

2.21 

6.    IntnMothoi 
Ahnapee  A  Western                            .   . 

1.129.37 



1.389  86 

Ashland.  Odanah  A  Marengo 

Bayfield  Traniifer 

Chippewa  Valley  A  Northern. 

Qre«n  Bay  A  W<»t«m 

lola  A  Northern. 

mdi 

Kewaunee,  Green  Bay  A  Western 

La  CroaK  A  Southeastern 

Marinette.  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  R'y  Co 

Stanley.  MerriU  A  Phfflips. 

Tomahawk  A  Eastern. 

Wisconsin  A  Northern 

Wisconsin  Northwestern 

Waupaca  A  Green  Bay 



Total 

506.01 



2.519.2S 

B.    EifTmB  Stotim 

InUrgtatt  Road$ 

Chicago  A  North  Western 

0.54 

45.08 

Chicago.  Milwaukee  A  St.  Paul                                  . 

Chicago.  St  Paul.  Mfameapolis  A  Omaha 

Duluth.  Sou4h  Shore  A  Atlantic 

1.38 
10.091.86 

2.21 

Great  Northern 

IlHnois  Central 

Minneapolis,  St,  Paul  A  Sault  Ste.  Mariel^^^^^^^^'^^^^^^'^^^^^'         .. 

Northern  Pacific 

24.08 

3.57 

3.064.43 
387.00 

Wisconsin  A  Michigan 



Total ; 

24.62 

3.57 

10.138.31 

3,453.64 
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ENDING  JUNE  30.  1914 


82  to  89  lb. 

POT  yard. 

Tons 

00  lb.  per 

100  lb.  per 
Tone 

Total 

mumberof 

tons 

Averajce 

tribuUon 
point 

Nevf  Tie%  Laid  Owing 
the  Ytar 

aOlhjer 

Total 
number 

Average 
price  at  dis- 
tribution 
point 

0.88 

1.25 

866.0? 

10.602.00 

3,111.70 
6,102.30 

1,891.95 

9,946.19 

13,066.05 
6,968.37 

10,692.00 

8,885.74 

56.50 

8.89 
1,147.39 

$30.18 
30.48 
30.39 
31.60 
31.08 

26.96 
33.41 

29.60 
33.00 

818.759 
113.558 
681.370 
412,754 
63,017 

4,9M 

69,807 

18,544 

614.206 

46.281 

15.126 

10.4966 
.6250 
.5640 

6,993.79 

.5720 

56.50 

.4085 

6.68 

.7575 

1.76 

343.27 

1,145  64 

.5774 
.4800 

343.27 
4.50 

.3640 

.5360 

7,057.85 

11,904.34 

13,251.59 

9,946.19 

41,172.71 

2.858.436 

1.129.37 

129.28 
'^29.28 

10,064 
12,000 
1,685 
8,001 
108,664 

1,416 
13,284 

6,545 

31,355 
24.136 

7.808 

18.2860 

.2000 

1,389.86 

.3800 

.2503 

.4640 
.3900 

.4220 

.7360 

506.01 

29.79 



.3850 

.3500 
.3865 

3.025.24 

210,908 

1.09 

1.51 

1,180.39 

73,694.00 

3,800.95 
42,731.77 

2,983.04 

36,045.53 
6,730.59 

39.895.30 
50.642.75 
73.694.00 
12.394.95 
6.176.50 

8.262.04 
67.477.56 
54.504.00 
25.557.47 
30.725.88 

130.38 
30.48 
30.03 
31.60 
31.08 

29.92 
31.80 
30.15 
29.16 
32.82 

3,041,197 

3.311.505 

3.108,873 

843.544 

303,544 

336,989 
2,999,732 
2,223.117 
1.426.068 
3.127.923 

30.026 

10.5795 
.6250 
.5540 

9,411.91 

.6220 

6,176.50 

1,511.14 
18.61 

18.554. 18 
28.25 

.3866 

896.95 
1.038.21 

2,052.59 
63,327.28 
54.117.00 

20,501.33 

3,799.15 

.7407 
.5161 
.5120 

7.003.29 

104.45 

.3640 
.5000 

24.528.55 

94,988.08 

189.513.96 

46.679.72 

369.330.45 

20.752.518 
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I  Indudcs  gMoline. 
'BriqueU. 


CONSUMPTION  OF  FUEL  BY  LOOOMOTIVES. 


Namb  or  Road 


Bituminous 
ood- 
toiu 


FRSiovr  LocoMomnes 


Wood— «Qrdi 


Hard 


Soft 


Fuel 
oil- 
gftllons 


Total  fud 
■umed 
tons 


a.  InterttaU  Rcadt 

ChioMO  A  North  Weit«m 

Chicago,  Burlioffton  A  Quincy 

Chioaco.  Milwaukee  A  St  Paul 

Chioaso.  St.  Pkul,  Minneapolis  A  Omaha... 
Dulu^.  South  Shore  A  Atlantic 


£lgin.  Joliet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 
Northern  Pacific 


Wieoonsm  A  Michigan .. 
Total 


b.  IntmtaU  Roadt 

Ahnapee  A  Western 

Ashland,  Odanah  A  Marengo ^ 

Barfield  Transfer 

Chippewa  Valley  A  Northern 

<3reen  Bay  A  Western 


lola  A  Northern. 

Kewaunee.  Oreen  Bay  A  Western 

La  Crone  A  Southeastern 

Marinette,  Tomahawk  A  Western. 

Mineral  Point  A  Northern 


Northwestern  Coal  Railway  Co 

Stanley,  Merrill  A  Phillips 

Tomahawk  A  Eastern 

Wisconsin  A  Northern 

Wisconsin  Northwestern. 


Waupaca  A  Green  Bay... 
Total 


1,880.842 

2.294.644 

2.518,235 

367.203 

70.348 

271,608 
1.135.100 
2.300.337 

469.734 
1.135.312 

1.107 


*202 


13.570 


0.804 
16.070 

4.662 
608 

4.814 
7.867 

4.108 
2.190 


20.201.653 

750.007 

43.012.506 


25,700.713 
151,346 

11.738.706 


2.045.511 

2.308,707 

2.866.748 

360.826 

70.697 

274,106 
1,410,146 
2.310.337 

471.785 
1.209.762 

1.197 


12.462.830 


13,772 


51.092 


102.545.111 


13.347.821 


1,060 

1.792 

*  712 

688 

12.412 


1.189 

162 

2.397 


150 


1.060 

1,867 

712 


36 


12.412 

1.189 

162 

2.421 


370 
1.920 


370 
1.920 


22.702 


36 


150 


22.11S 
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ENTIBE  SYSTEM.    YEAR  ENDING  JUNE  30.  1914 


; 

■ 

Mild 

Average 
pomuk 
oonsomed 
pernule 

eotl 
tons 

Fuel 
oil- 

Total 

fael 

conmmed 

— tone 

Mike 
run 

poundi 

run 

Hard 

Soft 

coneumed 
permae 

17.122,951 
18,700,800 

238.92 
^.91 
247.09 
173.47 
136.3d 

211.18 
260.18 
243.10 
155.00 
233.81 

104.81 

1,043.105 
946.861 
799.866 
193,214 
35.949 

508,304 
832,665 
209.517 
629.052 

11.559 
16.275 

12,376,544 

337,731 

n3,733.756 

•* 

1.176,084 

957,966 

919.912 

194.547 

36.198 

20,189.022 
18,100,881 
18,082,692 
3,894,948 
963.706 

116.51 
105.85 

23.203.923 

101.75 

4.263.848 
1.037.173 

2.595.974 

>108 

2.455 
499 

99.90 
75.12 

10.477.322 

9.771 

1,841 
1.612 

«20.484.516 
82.224 

729,199 
840.552 
210.436 
665.878 

12,988,413 
13.573.673 
5.382,411 
12.774.996 

112.28 

19.081.694 
6.087.005 

11.053 

123.85 
79.60 

10.348.004 

15.670,074 

104.17 

22.842 

112.941.621 

-    •^■• 

5.198.083 

11.161 

44.012 

52.684.845 

5.730,272 

105.950.644 

17,512 

121.05 

207 

207 

6.074 

68.16 

132.28 

i'.'m 

4.407 

143.567 

187.659 

4.407 

61.39 

22.842 

104.11 

231 
152 
630 

231 

152 

636 

5.076 
30,800 

91.02 

9 

38.353 

126.25 
76.73 

41.30 

9.644 

69 

69 

1.963 

70.30 

276.010 

5.696 

9 

1.174 

.5,702 

187,480 

*  Indudei  naphtha— 33.316  gallons. 

*  Indudee  fuel  for  all  locomotives. 
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OONSUMPTiON  OF  FUEL  BY  LOOOMOTIVBS. 


Namb  or  Road 

Bituffiinoas 
ooal- 
tons 

Wood   earas 

FM-oil- 

Hard 

Seft 

a.    IntmHaU  Boadt 
Chieaeo  A  North  Western 

8^:XSSt8?fe:::::::::: :::::::::;: ::::::::: 

Chkam,  St  Pftul.  Minneftpolis  A  Omaha , 

Duhia.  Soith  Shore  A  Atbntie 

Elgin,  JoUet  A  Eastern 

Omt  Northern 

06.012 

111.442 

126.758 

-  36.063 

ma 

56,602 

16.461 
30,067 
45.113 

6,048 

•21 

1,062 
717 

3,024.450 
446,144 
447 .552 

426 

5 

"586 

156 
231 

566,106 

niiiiois  Ceotral 

MiMeapolia.  St.  Paul  A  Sbuilt  9te.  Marie              

23 

346 

NortlMra  ni«l6« 

52.200 

Wiaooonn  k  Michigan _ 

Totd. ^.- 

516,418 

44 

3,201^ 

5.620.807 

h.    IntradaU  Bcadt 
AhnaiMW  A  W«t(em                               

1,600 

Ashland.  Olanah  A  Mveago 

Ba%-fidd  TranrfCT 

Chippewa  Valtay  A  Northmt 

Green  Bay  A  Western. 

lob  A  Northern 

Kewaunee,  Green  Bay  A  Western 

4,912 

627 
1.772 
1.548 

:::;::.::::.::'.: 

Mineral  Point  A  Northern 

1.760 

Nsrthwestern  Coal  R'y  Co 

<^tftnlAy,  fAfnin  ^  Pkillipa 

Tmnalliii^V  A  Eastern 

Wisconsin  A  Northern. 

Waupaca  A  Graen  Bay 

1.316 
1,526 

"■ 

Totrf 

16,053 

>  Briquets. 
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EMTIRS  SYSTEM.  1914-CoiitiiMied 


SricxAL  LocoMomns 

TSS" 

MUn 
run 

Average 

pouade 

oouumed 

per  mUe 

Bitemi- 

Dooieoi] 

—tone 

Wood—oorde 

Fud- 
oU- 
gallone 

Totml 

fuel 
ocmsumed 
—tons 

Milee 
run 

Averam 
pounds 

eonamed 
—tool 

H«rd 

Soft 

consumed 
per  mile 

ItT  7U 

1,888,960 
980.243 

1.081,460 

720,058 

18.871 

136.58 
246.91 
134.93 
92.53 
73.06 

1,483 

2,4n 

1.904 

561 

86 

3,772 
87 
907 

12 
16 

0 

6,200 
1,134 

1.478 

2.466 

1.913 

504 

86 

75 
1,713 
3,819 

87 
1,017 

80,866 

30,086 

36.073 

7.848 

1,681 

660 

19.722 
7,827 
1.640 

10,770 

146.14 

116. iia 
190.316 
33.314 

248.18 
98.17 
143.73 

096 

102.82 

2 
23 

58,194 
3,276 

267.86 

56.992 

789.505 
290,750 
024,410 
763.382 

58.290 

144.38 
118.49 
99.50 
190.95 

104.67 

173.71 

16.49{ 
81.055 
46.556 

3,048 

70 

976.86 
112.80 
121.89 

' 

500,308 

8,000,874 

12.479 

70 

69 

07,804 

13.237 

136,313 

*"' 

1.090 

42.463 

79.02 

63 

19 

8 

e;:;; 



63 

19 

8 

1,863 

503 

184 

67.30 

137.050 

8.780 
46,606 
00,106 

71.08 

119.92 
70.11 
77.08 

4,913 

75.56 

637 
1.772 

86'.'06 

S.548 

1.700 





-■•••■■•••• 









1.310 

34,363 

70.59 

'  .7  .'.Z ....... 

1.528 

18,000 

104.30 

10.053 

353.92ft 

80 

30 

2.640 
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*  Briquets. 


CONSUMPTION  OF  FUEL  BY  LOCOMOTIVBS. 


Namb  or  Road 


a.  InttntaU  Roadt 

Chkwgo  k  North  Weftcra. 

Chinto,  Burlinfftan  A  QuiDoy — 

Chieacc  Mihrankee k StPaul.. 


ChicMo,  St  Pul  MiiuMMxilit  A  Omtha... 
Dohith.  South  Shore  k  Atbntie 


ElciB,  Joliet  k  Etstern...^ 

Great  Northern.! 

niinoii  Central... „ 

MinoeepoUs,  St  Pral  k  Sault  Ste.  Marie.„ 
Northern  Pacific 


Wifloonan  k  Michigan.... 
Total - 


6.  lutnttate  Road* 

Ahnapee  k  Western. 

Ashland,  Odanah  k  Marengo 

Bayfield  Transfer 

Chippewa  Va^  k  Northern 

Green  Bay  4  Western. 


lola  4  Northern 

Kewaunee.  Green  Bay  k  Western... 

La  Crosse  k  Southeastern.... 

Marinette.  Tomahawk  k  Western.^. 
Mineral  Point  k  Northern.... 


Northwestern  Coal  Railway  Co... 
Stanley.  Merrill  k  Phillips. 

Tomahawk  k  Eastern.... 

Wiseoosin  k  Northern 

WisooMin  Northwestern. 


Waupaoa  k  Green  Bay.. 
TotaL..«. 


Bituminous 
coal- 


716.706 
67«,777 
401.668 
117.786 
7,636 

197.910 
279.660 
483.946 
106.684 
337,031 

60 


3.224,764 


229 


2,794 

11 
1,655 


962 
465 


6.016 


SWITCHIMO  LocoMonvM 


Wood— cords 


Hard        Soft 


^1 


2.307 


2.388 


12 


6.812 
9.263 


1.494 
69 

8.740 
3.083 


716 
536 


24.713 


Fuel 

oa- 


2.964.565 

4.367 

3.300,696 


4.028.249 
717.282 


2.380.464 


13.894.613 


Total  fiMl 


740.664 
581.440 
427.864 
118.614 
7.571 

109.780 
823.680 
400.008 
107.048 
352.284 

60 


3.S48.8iS3 


229 


2.7M 
11 


070 
466 


6.034 
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ENTIRE  SYSTEM.    1914-CoDtinued 


Noh-Rbybnub  Sutvid  LoooMonvBS 

Milta 

Average 

pound* 

ooDMined 

permne 

Bituminous 

Wood-oords 

Fud- 
oil- 
gsllons 

Total 

fad 

consumed 

—tons 

MUcs 
run 

Averace 
pounds 

raoB 

coal- 
tons 

Hard 

Soft 

ooommed 
permOe 

10.153.228 

145.88 
118.91 

81.39 
123.97 

55.42 

117.21 
157.52 
131.89 
97.00 
138.56 

60.76 

117.852 
99.810 

161.338 

32.569 

4.079 

26.044 
106.982 
96.669 
20.900 
97.821 

112 

1.469 
1,539 

360.306 
2.530.542 

3.111.534 
852 

382,452 

121,263 
100,580 
181,422 
32,784 
4,088 

26,274 
140,462 
96,782 
20,900 
100.265 

112 

2.565.062 

1.826.016 

4.067.522 

521.500 

111.558 

205.678 

1.767.541 

881.704 

890,404 

1.408.609 

4.870 

94  55 

9.779,536 

10.513,637 

1,913.620 

273.235 

3,407,961 
4.109.596 
7.430,437 

110.10 
89.21 

>8 
162 

414 
19 

460 
1,338 

125.73 
73.29 

255.40 
158.93 
219.53 

2.207.632 
5.084,255 

107 

107.20 
142.36 

1,975 

45.99 

54.875.112 



764.176 

170 

5.346 

6.385.686 

824.932 

13.750,454 
3.880 

- 

4.762 

96.18 

307 

307 

9ii 

2 
354 

158.25 

54,991 

734 
35.150 

85.98 

29.97 
88.48 

90.72 
76.91 

943 

2 
354 

239 

14.217 

24 
5.299 

132.65  ■ 

166.67 
133.61 

3 

21.884 
12.092 



241'" 

6.877 

75.58"' 

139.113 

1.845 

3 

1.847 

29,797 

RJtC.-60 
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CONSUMPTION  OF  FUEL  BY  LOCOMOTIVES. 

Total 


BUumiwnu  Coal 

Nami  or  Road 

Number  of 
tons 

Averaoeoost 

tributing 
points 

Number  of 
cords 

AreraAeeost 

tributing 
points 

a.    InUrHaURoadt 
Chicago  k  North  Wertflrn „ 

8,866.960 

4,081.611 

4.009.760 

744.606 

118.690 

496.726 
2.082.036 
3,742,870 

837,909 
2.246.326 

4.417 

11.74 
1.66 
2.16 
2.89 
3.01 

1.20 
2.64 
1.27 
2.73 
2.66 

2.80 

Chioago.  Burihiton  k  Quinior — 

Chicago,  M0waulcee  k  St  Pfcul..„ 

Chioagoi  StwPaul.  Minneapolis  k  Omaha 

H20 

64.11 

Puhith,  Rmith  BH^mt  k  Attantif 

Elgin.  JoUet  A  Eastern..^ 

Great  Northern... 

Illinois  Central  ..„ 

Northern  Paoifie .™. 

Wiwmuiin  A  Michigan 

27.186 

2.41 

TWal „„ 

22,178,709 

27.006 

6.    IntmiaURoadt 
Ahnapee  k  Western. 

8.646 

1,792 

712 

688 

26.487 

640 
6.100 
2.648 

$8.01 
3.76 
3.19 
4.00 
2.76 

3.10 
3.07 
3.40 

A«>ffA»<f,  Odanah  k  M^r«nim 

Bayfield' Transfer .T. 

Chippewa  VaUw  k  Northem....„ 

Green  Bay  k  Western. 

lola  k  Northern       

Kewaunee,  Green  Bay  k  Western..... 

— 

Marinette,  Tontthawk  k  Western...    

Mineral  Point  k  Nortliant... 

Northwestern  Coal  R'y  Co 

Stanley.  MerriM  k  Phiffips  .„ 

Tmmih^»V  k  Rantnm 

2,074 

3.61 

00 

4,228 

2,220 
1,920 

1,628 

4.06 

12.00 

Wisoonwn  k  Northern. 

Waupaca  &  Greon  Bay...... 

3.72 
3.72 

3.60 

- 

TotaL 

62,392 

00 



sCostof 


tO.096  per  gallon. 
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ENTIRE  SYdTEM.  1914-Coiieluded 

CoNBDlfPnON 


Sofi  Wood 

FuHOa 

Total  FuA  Contumod 

MUesrun 

Average 

pounds 

oonsumed 

per  mile 

Number  of 
oords 

Average  coft 

at  distritNiting 

point 

Namberof 
gallons 

Average  ooet 

at£s- 

tributing 

point 

Number  of 
tons 

Averanooet 
at  dis- 
tributing 
point 

29.788 
44.780 

9,451 

11.46 
2.06 

I'.W 

1.50 

.63 
2.30 

»39.912,717 

1.538,339 

63.926.276 

10.015 

.016 

».019 

4.212.612 

4.066.296 

4.528.169 

749.649 

119.335 

500.234 
2.662.192 
3.766.991 

841,316 
2.374.212 

4,417 

11.75 
1.68 

2.89 

3.01 

1.18 
2.86 
1.29 
2.72 
2.60 

2.80 

51.934.579 
49.363.502 
57.888.103 
11.821.817 
2,406.221 

6.210,168 
30,152,099 
41.266,085 
14.698.402 
30.386.056 

87,986 

162.23 
164.75 
156.58 
132.48 

1.290 

99.19 

9.016 

161.10 

22.671 

53,942,312 
952,050 

.018 
.040 

176.58 
182.57 

6,823 

2.00 
1.84 

114.50 

4.656 

20,236.262 

.020 

156.27 
100.40 

128.425 

180.507.956 

23.825.423 

295.660,018 

3.546 

1.867 

712 

...  .(*).     .. 

$3.01 
3.70 
3.19 

(!) 

76.584 

92.66 

"*                   150 

11.50 



1.174 

0.17 

25,487 

540 
5.109 
2.548 

2.75 

3.10 
3.07 
3.40 

547.987 

9.547 
115.116 
66,106 

93.02 
118.12 

n!o8 

2.074 

4.268 

2.220 
1.920 

1.528 

3.51 

iM 

*      3.72 
8.72 

8.50 

96,914 

58,062 



18,600 

76.47 

164.80 

150 

1.174 

51.819 

988.866 

•Bfkpiete. 
^Report  not  complete. 
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ACCIDE^rre  TO  PERSONS  OCCURRING  IN  WISCONSIN. 
A.  AociDBNTB  Ruci/riNa  Fkom  m  Mots 


Nams  or  Road 

vmeoMvUng 

Com$iont 

DenammiU 

Parting  of 
trains 

Killed 

Injured 

KiUed 

Injured 

Killed 

Injured 

Killed 

Injured 

AflUud.  Oduifth  &  Mareqgo 

Chicago.  Burhngton  k  Quiney 

2 
2 

1 

36 
48 
27 

1 

l"" 

17" 

39 
12 
8 

2 

3  ■ 

1 '" 

1 
1 

1 

16 
69 
26 
23 

Z 

2 

i"' 

Chicago.  Milwaukee  A  St.  Paul 

1 

Chicago  4  NorA  Wertern. 

Chicago.  St  Paul.  MinoeapoKi  A  Omaha 

Duluth.  South  Shore  A  Atlantic 

Dunbar  A  Wauaaukee 

4 

1 

Elgin.  Joliet  k  Eaatem. 

.■;..:::.:.. 

Great  Northern 

Green  Bay  k  Western 

niinoM  Central   ...             

4' 

1 

Kewaunee.  Green  Bay  k  Weetem. 

Lake  Superior  fenninal  k  transfer 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Roddis  Lumber  k  Veneer  Co 

Stanley.  Merrin  k  PhiUips 

WlutcoBb  A  Morris „ 



Wisooasin  4  Northern 

5 

Total.. 

4 

117 

1 

86 

0 

129 

* 

6 

B.  Accidents  Fhom  Causbb  OrRsm 
Kindo/Aeei 


Name  or  Road 

Handlxng  of 
trafHc 

MMnitltfy,  tic 

Killed 

Injured 

KiUed 

Injured 

Ashland.  Odanah  k  Marengo 

Chicago,  Burlington  k  Quiney 

Chicago,  Milwaukee  k  St.  Paul 

Chicago  4  North  Westmi 

Chicago,  St.  Paul.  Minneapolis  k  Omaha 

Duluth.  South  Shore  A  Atlantic 

Dunbar  k  Wausaukm 

l"" 

6 
24 
86 

9 

1 

2 

1 

2 

29 

607 

103 

09 

4 

Elgin.  Joliet  A  Eastern 

Great  Northern. 

Green  Bay  A  Western 

mmois  Central 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  Southeastern 

80  ■ 

lake  Superior  Terminal  A  Transfer 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie. 

Northern  Pacific 

Roddis  Lumber  A  Veneer  Co 

Stanley.  Merrill  A  Phillips -  . 

Whitcomb  A  Morris 

Wisconsin  A  Northern                                           

25 
4 

Total 

' 

128 

823 
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LocttmoHm, 

ttcbnoHng 

down 

FaUingfrom 
trttink,  de. 

Jumping  off 
tnUn*,«te. 

Struck  by  traini, 
can 

ChtrKtad 
obHrudUm 

Other 
cautu 

Total  A 

Killed 

Injured 

KiDed 

Injured 

Killed 

Injured 

Killed 

Injured 

KiUed 

Injured 

Killed 

Injured 

Killed 

Injured 

ii 

8 

1 

5"" 

4 
7 
5 

....„.., 

f" 

68 
34 
14 

I 
11 

2 

9 
3 

i 

1 

i 

1 

66 
168 
19 

1 
2 

6 

1 

1 
1 

""i"" 

5 

4 

40 

49 

9 

"3" 
1 

...    ^ 
9 
2 
1 

6'"' 

61 
78 
16 

1"" 

10 

1 

3 

1 

43 

265 

355 

31 

1 

2d'" 

5 

3 

24 
59 
73 
21 

2 

2 

10 

2 

""1'"' 
1 

96 

6 
6 

1 

........ 

663 

10 

1 

2  " 

743 

140 
6 

2 
66 

2 

i 

i 
i 

8 

11 

2 

■"".'"2"" 

8 
6 

16 
11 

41 

21 





1 

i 

6 

23 

24 

129 

18 

274 

132 

179 

13 

13 

738 

202 

1.694 

Thah  thb  Movxmbnt  or  Tbaikb,  btc. 
iente— Concluded 


ftc 

OelHng  on  or  off 
loamoH^M  at  rut 

Other  eaum 

Total  B 

T(MAandB 

Killed 

Injured 

KiUed 

Injured 

Killed 

Injured 

Killed 

Injured 

KiUed 

Injured 

17 '" 

8 
133 
83 

2 
22 

■■■::■;■:■: 

3' 

2 
7 
16 

2 
108 
732 
695 
226 

7 

24" 

60 
76 
22 

1 

6 

63 
191 
367 

49 

1 

i 

2 
1 

1 

204 

2 

1 

1 

1.296 
1.438 



866 

13 
2 

1 

3 

24 

3 

6"" 

10 

4 

129 

4 

i 

68"" 

10 

7 
2 

184 

2 

16 

2" 

10 

2 

2 

6 

21'"' 

1 

2 
99 

31 
.1 



4"' 

4"' 

1 
1 

4  " 

6 



287 

31 

4 

712 

6 

1.981 

207 

8  ..675 
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ACCIDENTS  TO  PERSONS.  OCCURRING  IN  WISCO 
A.  AcaDENTB  Rbbultino  From  tbx  Motbibrt 

Ctattaof 


R/IILWAT  EmPLOTKS 

Naioe  or  Road 

Troinnien 

SwiteA 
tmdgrt,  etc. 

Shopmen 

Trackmen 

employe* 

Killed 

In- 
jured 

Killed 

In- 
jured 

Killed 

In- 
jured 

KUled 

In- 
jured 

Killed 

I.. 

jured 

KUled 

In- 
jured 

Ashland.  Odanab  A  Marengo 

Chicago,  Burlington  A  Quincy 

Chicago.  Milwaukee  A  St.  Paul 

Chicago  k  North  Western 

2 
5 
7 
5 

3 

46 
201 
505 

57 

2 
2 

1 
35 

7 

1 

""l" 
31 

10 

1 

....  ^..„ 

1 

150 
2 

••••■•••■ 

4" 



l"" 

2" 

3 

2 

3" 

2 

4 

14 
4 
24 

1 
4 

1 

Chicago.  St.  Paul,  Minneapolia  A  Omaha 
Dolnth.  South  Shore  A  Atlantic 

4 

Dunbar  A  Wauaaukee 

Elgin.  Joliet  A  Eastern. 

Great  Northern  

2 

Green  Bay  A  Western 

Illinois  Central 

Kewaunee.  Green  Bay  A  Western. 

Lake  Superior  Terminal  A  Transfer 

Minneapolis,  St.  Paul  A  Sault  Ste.  Marie. 

Northern  Pacific 

Roddis  Lumber  A  Veneer  Co 

Stanley,  Merrill  A  Phillips 

Whitcomb  A  Morris 

Wisconsin  A  Northern^ 

Wisoonsui  Northwertern. 



Total „ 

31 

903 

4 

152 

4 

1 

7 

5 

54 

6 

B.  Accidents  From  Caubbs  Othsr  Than 
Gaamof 


Railway  Emplotrs 

Namb  or  Road 

SiaHonmen 

Shopmen 

Tmrkmen 

Other  emph»a 

Killed 

Injured 

Killed 

Injured 

KiUed 

Injured 

Knied 

Injured 

Ashland.  Odanah  A  Marengo 

Chicago,  Burlington  A  Quincy 

Chicago.  MUwaukee  A  St.  Paul 

Chicago  A  North  Western 

Chicago.  St.  Paul.  Minneapolis  A  Omaha 

Duluth,  South  Shore  A  AUantic 

I 

28 

112 

9 

19 
545 
115 

53 

1  " 

2 

6 

107 

250 

110 

4 

1 
1 

I 

82" 

52 
154 
49 

3 

Dunbar  A  Wausaukee 

Elgin,  Joliet  A  Eastern 

Great  Northern 

Green  Bay  A  Western 

3 

4"^ 

17 
5 

3" 

2 

12 

■•■  '•■■•■•'-'■'■ 

3 

Illinois  Centra]  

1 

Kewaunee,  Green  Bay  A  Western 

La  Crosse  A  Southeastern 

2 

2 

Lake  Superior  Terminal  A  Transfer 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie  . 

27 

Northern  Pacific 

Roddis,  Lumber  A  Veneer  Co 

Stanley,  Merrill  A  PhiUipa 

Whitcomb  A  Morris 

Wlsoonsm  A  Northern 

Wisooman  Northwestern. 

3 

r 

Total.. 

280 

746 

1 

511 

3 

375 
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N8IN.  YEAR  ENDING  JUNE  80,  1914-Concluded 
or  Trainb,  LocoMonvss  or  CARfr— Condaded 
Ptrmm» 


Pottal 

Oma  P1B8ON8 

Other 
mploym 

Total 

Patwtoeri 

elerkt,ete. 

TrtijMuino 

Net 

Tctal 

Total  A 

Killed 

In- 
jured 

Killed 

In- 
jured 

KiHed 

In- 
jured 

Killed 

In- 
jured 

KiUed 

In- 
jured 

Killed 

In- 
jured 

KiUed 

In- 
jured 

Killed 

In- 
jured 

2"" 

6 
2 

7 

35 
11 
12 

a" 

18 
12 
5 

3 

67 

406 

524 

100 

2 

2 

1 

53 

7 

1 

i" 

34 

12 

1 

...  ^ 
2 

25  ■■ 

87 
96 
14 

2 

i '" 

6" 

10 
2 

'"W 

33 
48 
13 

3"' 

2 

8  " 

44 
62 
17 

2 

i""' 

2 

l"" 

7 
11 
2 

...  ._... 

51 

7 

19 
40 
59 
15 

8 

70 
118 
24 

2 

24  "' 
59 
73 
21 

3 

96 
563 
743 
140 

6 

•"•••■■••• 

4 

3" 

2 

2 

'""2" 

...  .„^.... 

"   4" 

i  ■" 

5 

7"' 

2 

1 

55 

2 

11 

i" 

1 

•  ••• 

i " 

4 



2"" 

8 

...  ^  ... 

1 

i 

i 

I 

1 



........ 

10 
2 

2 

10 

2 

i " 

1 

2 
'**"  2 "" 

2 
2 

5 

4 

41 

21 
1 

1 

1 
1 

1 

- 

4 



5 

13 

82 

43 

1.208 

4 

230 

1 

18 

129 

140 

25 

98 

154 

238 

202 

1.094 

PwMHM— Concluded 

PootaleUrko^tte. 

Otherpenom 

Total  B 

TolalAandB 

Total 

KiUed 

Injured 

Killed 

Injured 

Killed 

Injured 

Killed 

Injured 

Killed 

Injured 

Killed 

Injured 



2 
108 
732 
681 
221 

7 
129 

19 
2 

1 

2 
1 

1 

2 
108 
732 
695 
226 

7 

m 

4 

6"" 

58" 

10 

24"' 

60 
75 
22 

1 

7  ' 

2 

2 

10 

2 

i'"' 

1 

5 
204 

1 
1 

i" 

45"' 

3 

1.295 
1,438 

1 
1 

366 

13 

2 

1 

184 

2 

4 

6' 

58 

10 

■•"••'•■'•■ 

• 

15 

2 

6 

2 

99 

31 

I 

4" 



4" 

4'" 

5 

4 

1.912 



21 

1 

48 

5 

U981 

207 

3.675 
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CHARACTERISnCfl  OF  RAILROADS. 


Iron  anb  Sisbl  Budobb 

Nami  or  Road 

Number 

^ffiS" 

Minimum 

Maximum 

■552 

A.  WncoNuw 
a.  Inttntate  Road* 

Chicago  4  North  Werteni 

Chieaco.  Burlington  A  Quincy ^^ 

Chi<ago,  MUwwikee  A  StPfcuL 

Ohicmgo.  8t  P^,  MinneaiwliB  A  Omaha. 

666 

21 

238 

216 

11 

53.182 

6.266 

35.863 

17,072 

2,057 

6 
16 

8 
13 
16 

1.796 

1.448 

986 

1,317 

DulutL,  South  Shore  A  Atlantic 

ragin,  JnlW.  A  R.>t«m 

891 

Gnat  Northern. 

12 
21 
123 

8 

2 

7.829 

2.114 

20.603 

3.013 

735 

21 
14 
14 
40 

50 

3,206 

minob  Ceotral „ 

Minneapolis.  St.  Paul  A  Sbult  Ste.  Marie. 

Northern  Pacific „. 

Wiaoonsin  A'Michigi^ 

243 

1,957 
964 

373 

Total ^ 

1.318 

148,734 

6 

3.206 

b.  IntnutaU  Boadi 

Ahnapee  A  Western... 

Aahbnd.  Odanah  A  Marengo          

Bayfield  Tran«f«r 

2 

88 

40 

48 

C^wa  Valjw  A  Northern. 

16  ■" 

5" 

5 

i  "■ 

4"' 

1 

2.092 

270' 

3d"" 

30  "' 

634" 

IobANorthenL...„ „ 

Kewaunee,  Green  Bay  A  Weetem..-    .„ 

Marinette,  Tomahawk  A  Western. 

90"' 

Mineral  Point  A  Northern. „ 

Northwestern  Coal  Railway  Co „ 

«tanlf  y.  M^rrin  A  Phillim 

460 

ibo 

247  " 

55 

60 

ioo' 

3d'"' 

55 

123 
100 

tomahawk  A  Eart«nL..„"  .„ 

Wifoonpn  A  North«m 

76"' 

Wa^qmea  A  Omm  Bay . 

55 

Total  .-> ^ 

34 

3.321 

30 

634 

B.  Eirmi  Stbtim 

InteraUOt  Boodi 

Chicago  A  North  Western 

Chicago,  Milwaukee  A  it.  Paul 

2.051 

1.108 

1.173 

356 

50 

65 
386. 
672 
200 
572 

6 

165.383 
138.841 
199.127 
28.573 
5.531 

6.876 
90.152 
90.729 
32.124 
105,765 

1.197 

2 
7 
8 
13 
16 

14 
7 

10 
14 
15 

50 

2.743 
2.610 
3.850 

Chioaco.  St.  Paul.  Minneapolis  A  Omaha-. 

Duluth.  South  Shore  A  Atlantic 

Elgin.  Joliet  A  E^utem. 

Great  Northern. „ 

niinds  CoitraL 

1,317 
891 

1.347 
3.206 
7.416 

Minneapolis,  St.  Pkul  A  Saull  Ste.  Marie.   

3.683 

Northern  Pfti^fiA  ^  ,                 

4.70t 

Wimonnn  A  Mifhi^n 

873 

Total ....- 

6,589 

864.298 

2 

7,416 

1  Concrete. 
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TEAR  ENDING  JUNE  30»  1914 


Stonb  BsiDoas 

Wooden  Brxdobs 

Number 

•^ 

Minimum 

Maximum 

Number 

Aggregate 
length 

Minimum 

Maximum 

14 
151 

934 
4.960 
5.943 
5,347 

12 
16 
13 
20 

260 
640 
360 
213 

124 

7,193 

3 

676 

43 

74 

10 
11 
3 

1.386 

1.680 

186 

48 
49 
28 

662 

306 

98 

25 

196 

4 

28 

130 
2 

33.681 
670 

16 
110 

1,078 
200 

207 

17,380 

4 

540 

280 

44,696 

3 

1,078 

, 

7 

682 

46 

340 

3 
89 

5 
4 

66 

4 

300 
2,863 

437 

282 

4,494 

616 

125 
28 

60 
32 
8 
29 



176 





480 
130 

75 

326 

■•••■••••"•••■••••■ 

213 

14 
3 

1,040 
110 

8 
26 

192 

46 

6 

312 

64 

80 

198 

11.036 

8 

430 

"*'* 

31 
>393 
194 
319 

1.647 
29,633 
28,605 
17,777 

8 
6 
12 
6 

260 
775 
636 
400 

292 

26 

65 

16 

6 

m 

16,746 
6,097 
8,974 
1,899 
451 

22,337 

2 

32 
48 
39 
28 

44"' 

8' 

30 

676 
906 
626 
306 
128 

m" 

932 

3,663  ■■ 
14.015 
60 

16" 

4 
20 

2,100 
420 
30 

1.389 

»2 

667 
80 

120,767 
14,664 

1,980 
976 



1.907 

96.180 

4 

2.100 

1.274 

190,926 

2 

1.989 
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CHARACTERISTICS  OF  RAIL 


COMBtNATION  BrI1X]B8 

Nam*  or  Road 

Number 

*w 

Mmimum 

Maximum 

A.  WncoNsni 
a.  IntergtaU  Roada 

Chicago  A  North  Weatern 

Chicago.  BurlingtoQ  A  Quincy 

Chicago,  Milwaukee  A,  St.  Paul      

:2" 

3  ■ 

805  ■■ 



■■■' 8M"' 

Duluth,  South  Shore  A  Atlantic 

Elgin,  Joliet  A  Eastern 

Great  Northern 

180 

•■■■■•■'■-■' 

Illinoifl  Central 

Minneapolis.  St  Paul  A  Sault  Ste.  Marie 

Northern  Pacific 

Wisoonain  A  Michigan. 

355 

■     Total 

5 

l.Ml 

180 

355 

Ahnapee  A  Western, 

Ashland.  Odanah  A,  Marengo 

Bayfield  Transfer 

Chippewa  VaUey  k  Northern 

Qreen  Bay  A  Western. 

1 

i" 

i,m 

1.463 

1.468 

lola  A  Northern 

Kewaunee,  Green  Bay  A  Western. 

1.700 

1,700 

29" 

42  ' 

1.700 

Marinette,  Tomahawk  A  Western 

Mineral  Point  A  Northern 

Northwestern  Coal  Railway  Co  ....„ 

1 

667 

213 

Stanley,  MerriU  A  PhiDips. 

Tomahawk  A  Eastern. 

Wisconsin  A  Northern. 

Waupaca  A  Green  Bay                                     

2 

84' 

42 

Total 

5 

3,814 

29 

1,700 

B.  Entiiui  Stbtxm 
Inteniate  Roadi 

Chicago  4  North  Western  

Chioaffo,  Burlington  A  Quincy 

Chicago,  Milwaukee  A  St  Paul 

Chicago,  St.  Paul,  Minneapolis  A  Omaha 

Duluth,  South  Shor*  A  Atlantic... 

F^fpn.  JoKH  A  EaiftM^ 

2 

1 

342 

128 

1,570 

93 
128 
360 

108 
180 

247 
128 
409 

Great  Northern 

263 
2,121 
2,626 

Illinois  Central ^ 

Minneapolis.  St.  Paul  A  Sault  Ste.  Marie 

Northern  Pacific -. 

Wiscyms^n  A  Michigan  

2 

e 

12 

158 
554 

Total „ 

27 

7.060 

93 

554 

1  Pontoon  bridges. 
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ROAD6.    1014— Continued 


Total  Bridgu 

Trutum 

Numbv 

^" 

Minimum 
Itturth 
-feet 

Maximum 

Number 

*^- 

Minimum 

Maximum 

length 

—feet 

804 
72 
298 
301 
1* 

*"  "       12 

40 

250 

10 

2 

01.309 
11.220 
43.997 
23.999 
2.243 

7,829 

2,310 
55,140 
3.583 

735 

3 
15 

8 
13 
10 

21 
4 
14 
40 

50 

1,798 
1,448 

980 
1.317 

891 

3.200 
243 

1,957 
904 

372 

1.419 
144 

1,100 
007 
23 

lb 
170 
008 

33 

11 

117,431 
14.057 
94.174 
60.042 
4.042 

3.305 
14.770 
01.241 
10.341 

997 

0 

8 
7 
8 
10 

15 
10 
10 
13 

30 

1.052 
1.200 
1.302 
2.182 
583 

1.600 

279 

1.707 

2.492 

350 

1.810 

212,371 

3 

3,200 

4.191 

371.600 

0 

2.492 

10 

2.233 

40 

126 
28 

00 
30 
8 
29 
*  00 

8' 

25 
30 
65 

04 

1,403 

176 
024 

120 
1,700 
325 
213 
123 

192 
46 
76 
55 

80 

27' 

2 

4 

1.485"" 

1.236 
300 

24""" 

010 
30 

270  " 

2'' 

106 

300 
4.955 

437 
2,252 
4,494 
1,088 

409 

1.140 
110 
331 
55 

312 

026 
100 

5 

10 

30 
10 

76 
90 

39 

05 
6 
5 

" 16" 

3 
0 

1 

5 

2 

00 

I 
2 

14' 

80 

2,072 

76 
224 

3,195 

50  "" 
100 

75 
128 

1.258 

237 

18,171 

8 

1,700 

112 

9.200 

10 

1.258 

2.370 

1.527 

1.420 

090 

50 

05 
547 
1.500 
875 
073 

0 

184.018 
173.099 
238,270 
48.249 
5.982 

0.870 
110.042 
105.007 
155,052 
123,055 

1.197 

10 
14 

15 
50 

2,743 
2,610 
2.860 
1,317 
891 

1.347 
3.200 
7.410 
2.082 
4.709 

372 

• 

7.408 
5.994 
0.120 
1.030 
220 

29 

3.905 

5.031 

003 

2,754 

29 

538.790 
448,425 
677.577 
128.804 
19.277 

2,712 

500.387 

439,204 

04.409 

429.099 

2.699 

10 

10 
30 

2.000 
1.002 
5.759 
2.182 
817 

463 

0.521 

3,332 

1.707 

11.729 

592 

9.747 

1,157,453 

2 

7.410 

33,783 

3,201,883 

4 

11.729 
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CHARACTERISTICS  OF  RAIL 


TUKK»M 

Otbshbad 

Number 

Aggre- 
gate 

Mini- 
mum 

Maxi- 
mum 

Height 

of  lowest 

above 

surface 

of 
rail- 
feet 

BridoeM 

Com 

Nami  or  Road 

Num- 
ber 

Height 
of  lowest 
above 
surface 
ofrmU 
-feet 

Num- 
ber 

A.  WiflCON'SIN 

a.  lnter$Uae  Road* 

Chicago  &  North  Western. 

Chicago,  Burlington  k  Quincy 

Chicago.  MUwaukee  A  St.  Pfcul 

Chicago.  St.  Paul.  Minneapolis  A  Omaha .. 
Duluth,  South  Shore  ft  Atlantic  „ 

Elgin,  JoUet  A  Eastern 

Great  Northern 

Illinois  Central 

Minneapolis,  St  Paul  k  Sault  Ste.  Marie  ... 
Northern  Pacific 

Wisconsin  A  Michigan 

5 

2 

1 

i 

8,742 

1.754 
872 

1,214 

354 

872 

1.214 

3.822 
872 

1,214 

17'-3" 

2iy-2k" 
18'-8" 

19' 

93 

11 
15 

5 

1 
24 

1 

ll'-2" 

i7'H>" 
20' 

21' 
23' 

21'-6" 
22'-6" 

Total 

9 

12.582 

354 

3,822 

17'-3" 

150 

ll'-2" 

b.  IntrtuUiU  Read* 

Ahnapce  k  Western 

Ashland.  Odanah  k  Marengo 

Bayfield  Transfer 

* 







Chippewa  Valley  k  Northern. „ 

Green  Bay  k  Western 

lola  k  Northern 

Kewaunee,  Green  Bay  k  Western 

La  Crosse  k  Southeastern _ 

Marinette,  Tomahawk  k  Western 



Mineral  Point  k  Northern. 

Northwestern  Coal  Railway  Co.„ 

Stanley.  Merrill  k  Phillips 

Tomahawk  k  Eastern 

Wisconsin  k  Northern 



■■•■■••• 

Waupaca  &  Green  Bay 

Total 

B.  Entire  Ststkm 
InUraUOe  Roadt 

Chicago  k  North  Western 

Chicago,  Burlington  k  Quincy 

Chicago.  Milwaukee  k  St.  Paul 

Chieaffo.  St  Paul,  Minneapolis  k  Omaha 
Duluth,  South  Shore  k  AtUintic 

Elgin.  JoUet  k  Eastern 

Great  Northern 

Illinois  Central 

Mmneapolis.  St.  Paul  k  Sault  Ste.  Marie ... 
Northern  Pacific 

Wisconsin  k  Michigan 

6 
11 
53 

1 

m" 

8 

2 

46 

9.613 

3,528 

43.964 

872 

58.923 
4.032 
2.827 

37.413 

354 
130 
159 
872 

113 

255 

1.280 

62 

3,822 
725 

5.394 
872 

13,873 
1.214 
1,547 
9.834 

17'-3" 
20' 

18'-9" 
18'-8" 

17'-5'' 
16' 

17'-6" 

167 
90 
46 
30 
3 

3 

>194 

70 

48 

42 

ll'-2" 

i5'-r' 

18'-2" 
IS' 

ir-2'' 

15' 

ir-^" 

18'-«" 

2 

*" 

Total 

181 

161.172 

62 

13,873 

16' 

693 

u'-a" 

2 

>  Includes  conduits  and  tresties. 
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ROADS.    1914-Cootinued 


HlOHWAT  CBOaSINGS 

OVIRRKAD  RaILBOAD  ChOSSXNGS 

duSU 

TrmdeM 

Total 

Bridges 

ConduiU 

TruOeM 

TcUU 

Height 
of  lowest 
above 
surface 
ofnul 
—feet 

Num- 
ber 

Height 
of  lowest 
above 
surface 
ofraU 
-feet 

Num- 
ber 

Height 

of  lowest 

above 

surlsce 
ofraU 
-feet 

Num. 
ber 

Height 

of  lowest 

above 

surface 
ofraU 
-feet 

Num- 
ber 

Height 
of  lowest 
above 
surface 
OfraU 
-feet 

Num- 
ber 

Height 
of  lowest 
above 
surface 
of  rail 
-feet 

Num- 
ber 

Height 
of  lowest 
above 
surface 
of  rail 
-feet 

16 

40 
34 

5 

17'-10" 

i6'-4'' 
17'-  9" 

109 

51 
49 

ll'-2" 

16'-4'' 
17'-9" 

19 
1 
2 
5 
2 

i 

14 
3 

18'-  4" 
21'-10" 
17'-  4" 
21'-  8" 
21' 

21'-  6" 
22'-2" 

19 

1 
5 
6 
2 

i 

14 
3 

13'-  4" 

2r-io"^ 

3 
1 

17' 
22'-3" 

17' 
21'-  8"^ 

21' 



2r-2'' 

5 

0 

24 

3 

2y 

21'-2" 
21'-6" 
15'-2" 



21'-  6"^ 

2 

15'-  2" 

22'- 2" 

97 

i 

15'-  2" 

247 

ll'-2" 

47 

13'-  4" 

4 

17' 
18'-4'' 

51 

13'-  4' 

i 

i9'-2" 



i 

i3'-  4'' 

1 

"24' 



1 

30' 

1 

24' 

=::: 

1 


30' 

1 

19'- 2" 

1 

19'-2" 

1 

24' 

2 

13'-4" 

3 

13'-  4"^ 

18'-7" 

82 
205 
153 

50 

17'-10" 
18'-  6" 
15'-  2" 
17'-  «" 

249 
297 
199 
80 
3 

4 

194 
251 
48 
90 

1 

11 '-2" 
15'-7" 
15'-2" 
17'-6" 
18' 

20' 

17'-2" 

15' 

17'-6" 

15'-r 

22'-6" 

94 
39 
35 
9 
12 

8 
>21 
25 
15 
32 

3 

13'-  4" 
17'-10" 
15'-  4" 
18'-  4" 
21' 

18'-8*" 
19'-  5" 
17' 

17'-  3" 
18'-  6" 

22'-  6" 

3 
2 

18'-6" 
17'-7" 

12 

6 
22 

1 

14'-  6" 
18'-ll" 
17'-11" 
22'- 3" 

17'-  3" 
19'-  4" 
15'-  4" 

109 
47 
57 
10 
12 

8 
21 
28 
23 
43 

3 

13'-  4" 
17'-  7" 
15'-  4" 
18'-  4" 
21' 

1 
181 

17'.  4// 

18'-84" 

3 

8 
11 

19'-  5" 
17' 
17'-  3" 

48 

1 

15'-  2" 
22'-  6" 

15'-  4" 

22'- 6" 

18'-7" 

721 

15'-  2" 

1,416 

ll'-2" 

293 

13'-  4" 

5 

17'-7" 

63 

14'-  6" 

361 

13'-  4" 
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CHARACTERISTICS  OF 
Tbu 


A.     OWNIO  IT  OOMPAICT  NAMID  Ilf  MABOOf 

Nami  oir  Road 

Miles  of 
line 

Miles  of 
wire 

OperaUd  by  com- 
pony  named  ta 
margin 

OmraUd  jainUt 
h  cempmi, 

named  mwtargin 

and  another 

eomvany 

Miles  of 
line 

MUesof 
wire 

Miles  of 
line 

Miln  of 
wire 

A.    Wmoonbih 

a.    Intentate  Road* 

Chicago  ft  North  Western 

55.04 

226.17 

1.392.20 

107.80 

37.47 

481. 00 
'130.85 

55.04 
1,004.99 
7,795.62 

161.70 

431.24 

1,158.00 
1292.30 

55.04 
226.17 

55.04 

Chieaso.  Burlincton  A  Quincv  

1.004.09 

Chioaio,  Milwaukee  ft  St.  Paul 

Chicago.  St  Paul.  Minneapolis  ft  Omaha. 

Dnhitn  South  Shorn  ft  Atlantic 

107.80 
96.85 

161.70 

Eljcin.  Joliet  ft  Eastern. 

Great  Northern 

IlUnoif  Central 

Minneapolis.  St.  Paul  ft  Sault  Ste.  Marie 

Northern  Pacific 

Wiaoonain  ft  Michigan 

37.47 

isf.bo 

34.00 

319.86 

i,158.66 
164.85 

111.88 
127.46 

Total                                      

2.430.53 

10,898.89 

552.47 

1.642.71 

485.86 

1.460.56 

b.    IntnutaU  Roadi 

Ahnapee  ft  Western. 

Ashland.  Odanah  ft  Maraigo 

Bayfield  Transfer 

Chippewa  Valley  ft  Northern. 

Green  Bay  ft  Western 

Tola  ft  Northern 

»34.00 
16.00 

15.64 
•260.00 

»34.00 
16.00 

15.64 
1260.00 

16.00 
15.64 

85.81 
30.60 

35.91 

39.10 
15.30 

16.00 
15.64 

7i.  62 
30.60 

71.82 

39.90 
15.30 

34.00 

34.00 

260.00 
32.91 

266.00 

Kewaunee,  Green  Bay  ft  Western. 

Marinette.  Tomahawk  ft  Western. 

Mineral  Point  ft  Northern. 

Stanley.  MerriU  ft  Phillips. 

Tomahawk  ft  Eastern 

Wisconsm  ft  Northern. 

Waupaca  ft  Green  Bay 

132.91 
35.81 

30.60 

35.91 

39.10 
15.30 

132.91 
71.62 

30.60 

71.82 

39.90 
15.30 

82.01 

Total                                  

515.27 

587.79 

188.36 

260.88 

326.91 

326.01 

B.    Emtisb  Stbtui 

Chicago  ft  North  Western 

Chicago,  Burlington  ft  Quincy 

Chicago,  Milwaukee  ft  St  Paul 

Chicago,  St  Paul.  Minneapolis  ft  Omaha 

Duluih  South  Shore  ft  Atlantic 

68.23 
8.429.75 
9.010.76 

527.60 

185.71 
7.383.33 
1.012.42 
2.940.00 
»6,060.17 

86.24 
48.189.12 
49,003.96 

i.522.90 

551.66 

39.656.49 

9,587.55 

11.717.00 

131,685.21 

68.23 

8.429.76 

86.94 
48,180.11 



527.60 

8  00 
6.173.  lit 

1.532.90 

Elgin.  Joliet  ft  Eastern. 

Groat  Northern 

BKnoiB  Central 

Minneapolis,  St  Paul  ft  Sault  Ste.  Marie 

185.71 

7.383.38 

17.43 

2,940.00 

887.05 

551.66 

26,856.66 

8.845.50 

11.717.00 

25.975.80 

jlirio.os 

173.66 
1,961.60 

Wisconsin  ft  Michigan 

Total 

35,617.97 

191.950.18 

11,413.52 

73.946.77 

14,206.70 

66.143.44 

1  Owned  jointly  with  Western  Union  Telegraph  Co. 
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RAILROADS.  1014-Coiicludcd 

OBAPH 


B.     OWKBD  BT  ANOnOa  COMPANY  BUT  LOCATBD  OR  PBOPBRTT  OF  BOAD  NAMBD  DC  MABOIN 

OpenMbi, 

MUeB  of 
line 

Milca  of 
wire 

Operated  bv  ccm- 
pony  named 
inmarifin 

M/ampmy 

named  in  margin 

Mdanother 

eompony 

anoUur  eompany 

Miles  of 
Une. 

Mike  of 
wire. 

MUes  of 
line 

MDes  of 
wire 

Mike  of 
line 

Maes  of 
wire 

Mike  of 
Kne 

Mike  of 
wire 

1.083.48 

256.60 
762.75 

13.874.23 
2.000.60 
1.041.10 
6.867.15 
0.70 

1.083.48 

13.874.23 

1.302.20 

7,705.62 

256.60 
762.75 

2.000.60 
1.041.10 
6,867.15 

0.70 

00.70 
46.37 

00.70 
608.20 
304.50 

58.90 

58.00 

90.70 

90.70 

■■■■•■■■■■■•■"•"• 

698.20 
304.50 

46.37 

1.392.20 

7,705.62 

3.130.00 

24.054.08 

46.37 

58.00 

2.074.18 

13.064.03 

1.010.35 

10.080.25 

221.00 

-■••■■•■■■■■ 



221.00 



221.00 

221.00 

40,003.06 

7.668.70 

430.10 
1.671.60 

72.20 

3,392.09 

1.427.70 

203.05 

05.00 

46.462.66 
3.713.62 
1.542.66 

13.645.50 
653.00 

330.12 

20.608.64 
8,180.70 
16.876.73 

100.00 

43.22 

7.668.70 

46.462.B6 

3,713.62 

9.010.76 

430.10 
1.671.60 

20.07 

3.302.90 

1.427.70 

203.05 

1,542.66 

13,645.50 

653.00 

104.40 

10.271.21 

125.50 

100.90 

1.124.28 

225.63 

086.00 

0.580.80 
518.41 

3,747.75 

18,303.15 
8,180.70 
16.751.23 

05.00 

9,997.76 

62.850.02 

14.071.51 

121.214.43 

130.12 

10,611.10 

7.668.70 

47.586.04 

7.163.60 

68.016.30 
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CONTRACTS  ANI> 

Names  of  rompanies  mth  which  raihtiads  opermtino;  in  Wiflconain  have  made  contracts,  agreements,  or  arrangeuMota 


NaMB  or  COMPAKT 

Express 
companies 

Mais 

dmingor 
parlor  car 
compamea 

Chicago,  Burlington  k  Quincy 

Chicago,  Milwaukee  A  St  Pkul 

Chicago  A  North  Western...             .  . 

WeRsFapgo 

U.  8.  Mail 

" 

Chicago,  St.  Paul,  Minneapolis  A  Omaha 

Fairchild  k  North  Eastera 

Great  Northern 

American  Express  Co 

urs'Maa.rr":r.'..7'. 

U.  8.  Mail 

U.S.Mttl 

U.  S.  Mail.  . 

:.::  '.:. ;.:.  :.'::::z. 

Hillsboro  A  Northeastern 

Tllinnifl  Ctrntn] 

Lake  Superior  Terminal  A  Transfer  Ry.  Co 

Northern  Pkcific 

:::::::::'.:::::::  ::'':z: 
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AGREEMENTS.  1914. 

( effeetire  dorinK  the  year,  a«  reported  to  the  Railraad  Commianon  for  the  year  ending  June  30,  1914. 


Other  railroad,  freight  or.  transportation  companies 

companies 

Other 
contracts 

Sepaimte  contracts  concerning  C.  L.  and  L.  C.  L.  freight  traffic  at  the 

Chi.,  Indianapolis  A  T.ouisvUle:  Illinois  Central;  Lake  Shore  A  Mich. 
So.;  Mich.  Centml;  Wabash 

Vancouver.  Victoria  A  Eastern  Ry.  A  Navigation  Co..  North.  Pkc.  Ry.  Co 
Chicago  A  North  Western  

Minneapolis,  St.  Paul  A  SaultSte.  Marie 



Great  Northern 

R.R.C.-61 
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DIRECTORS  AND  OFFICERS  OF  RAIL 


Namb  or  CoMPAmr 


Prandent 


Ahoftpee  A  Wcitern 

Ashbod,  Odftoah  A  Marengo 

B«y6eld  Transfer 

BigFalbRyCo 

CasenoTM  A  Southern 

Chicago.  Milwaukee  A  St.  Pluil 


Chicago  A  North  Weiitem> 

Chicago,  St.  Paul.  MinneapoliB  A  Omaha'. 
Chicago.  Burlingtoo  A  Quuicy* 


Chicago.  Uke  Shore  A  Eastern 


Chicago,  Harvard  A  Geneva  Lake 

Chicago  A  Lake  Superior 

Chippewa  Vallor  A  Northent 

Duhith,  South  Shore  A  Atlantic 

Dunbar  A  Wausaukee 

Elgin.  JoKet  A  Eastern 
FMrchOd  A  Northeastern 
Great  Northern' 

Green  Bay  A  Western 
Haadhurst  A  Southeastern    . 

Hillsboro  A  Northwestern 

Illinois  Central 

lola  A  Northern 

Kewaunee.  Green  Bay  A  Western 

La  Crosse  and  Southeastern 

lake  Superior  Tenninal  A  Transfer. . 

Laona  A  Northern. 

Marathon  County  R'y  Co   

Marinette.  Tomahawk  A  Western 
Milwaukee.  Bay  View  A  Chicago 


Mineral  Point  A  Northern 

Minneapolis,  St.  Pkul  A  Sault  Ste.  Marie 

Northern  Pacific* 

Northwestern  Coal  R'y  Co 

Oshkosh  Transportation  Co 


Prairie  Farm  A  Southwestern 

Roddis  Lumber  A  Veneer  Co.,  Logfpng  R'y. 
RobWnsR'yCo 
Stanley.  Merrill  A  Phillips 
Superior  A  Southeastern 


Tomahawk  A  Eastern 

Waupaca-Green  Bay  . 
Whitcomb  A  Morris 
Winona  Bridge  R'y  C-o  . 
Wisconsin  Central 


Wisconsin  A  Michigan  . . 
Wisconsin  A  Northern 
Wisconsin  Northwestern . 


J.  A.  Jordan. 

LK.  Baker 
George  H.  Noyea... 
J.  H.  Wall 
Jos.  Duroi 

A.  J.  Earling 


W.  A.  Gardner 
W.  A.  Gardner  . 

D.  Miner... 

A,P.  Banks 

LS.  Owsley 
R.  L.  Ddamater. 
D.J.  Arpin 
A.  B.  Qdredge..    . 
J.  A.  Culbertaon 

A.  F.  Banks 

N.  C.  Foster 
Louis  W.HiU 

J.  A.  Jordan 

C.  C.  Yawkey 

E.  Hammer  . .     . 
C.  H.  Merkham . 
J.  A.  Jordan 
J.A.Jordan 
J.H.  McMiUan 

C.O.Jenks. 

W.  D.  Connor..  .. 
R,  Connor 
R.  B.  Tweedy 
A.  F.Banks 

M.F.  Chase 
EL  Pennington  .   . 
J.  M.  Hamaford 
W.H.  Field 

Howard  Morrn. 

G.  E.  Scott 
W.H.  Roddis. 

F.  &  Robbina 
S.G.  Moon^ 
John  E.  Glover 

R,  B.  Tweedy 

John  Gordon 

J.  H.Jenkins 
W.  W.  Baldwin 
E.  Pomington.     . 

S.  N.  Harrison*  . 
H.F.  Whitcomb 
J.  W.  Weils 


I  Marvin  Hufhitt,  chairman  of  the  board. 

*  Loui^  W.  Hill,  chairman  of  the  board. 

*  George  B.  Harris,  chabman  of  the  Ixmrd 
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WAYS  OPERATING  IN  WISCONSIN-Continued 
OrncEBA 


\1oc  Premdent 


Fdgv  Pftlmer.. 

J.  M.Smith 
0.  H.  Thomas . 
F.  M.  DureD 


H.  R.  Williamci.  E.  W.  McKenna,  J.  H.  Hiland. 

E.  S.  Keel«y.  E.  D.  SewaU.  D.  L.  BMahTa.  B. 

Earling 

S.  A.  Lynde.  H.  R.  McCulloufch,  R.  H.  Aishton  . 

S.  A.  Lynde.  J.  T.  Clark.  E.  H.  Hyier 

H.  Holden,  C.  G.  Burnham,  H.  E.  Bryam.  T.  S. 

Rowland,  W.  W.  Baldwin 

8.  M.  Rogers 


H.  T.  Windsor 


J.  Z.  Arpin 

W.  W.  Walker.  Geo.  H.  Church 
J.  W.  Wells 


S.  M.  Rogers 

W.  Foster ' 

R.  A.  Jackson.  E.  T.  Nichols.  J.  M.  Ginber, 

W.  P.  Kenney 

Edgar  Palmer 

W.H.Bi88ell 


F.J.  Pinch 

F.  B.  Bowes.  C.  F.  Pfcrker,  W.  L.  Park 

Edgar  Palmer 

Edgar  Palmer 

A.STCargiU 


A.  W.  Trenholn.. 

R.  Connor 

Herman  Langer.. 

Spencer  Ilsley 

S.  M.  Rogers 


A- P.  Cobb.  J.  E.  Hayes,  Jr 

W.L.  Martin 

Geo.  T.  Slade,  James  Woodworth 

W.  W.  Broughton,  E.  M.  Wallace.  Geo.  B.  Hud- 

nall - 

K.H.Griswold 

C.B.Thatcher 


Chas.  S.  Chapman 

CD.  Moon 

George  C.  Glover 

fencer  Ibley 

Wm.  Dressen 

D.  C.  Buckstaff 

J.  A.  Jordan 

A.  H.  Bright.  W.  F.  Fitch  . 


E.  Marach^ 

C.  R.  Smith . 
A.  C.  Wells . 


Secretary 


Chas.  W.  Cox . 
E.B.HiU 

H.  C.  Hale 

T.  R.  Wall 

J.  C.  Anderson. 


E.  W.  Adams' 

J.  D.CaldweU 

T.A.  Polleys 

T.S.  Rowland 

F.  L.  KoonU 

H.  H.  Wmdsor 

Ie.  p.  Arpin 

Ja8.nark 

A.  C.  Wells 

F.  L.  Koonts 

N.C.Foster       .. 

L.  E.  Katsenbach 

C.  W.  Cox 

Walter  Alexander 

J.  A.  Cash 

D.  H.  Burbank 
C.  W.Cox  , 

C.  W.  Cox 

J.B.Taylor 

C.P.Brown 

W.  W.  McCulloch 

R.  Connor 

E.  P.  Werner 

F.  L.  Koonts 

R.  M.  Netunann... 

G.  W.  Webster 
George  H.  Earl 

A.  K.H.  Rochl    . 
Chas.  M.  Morris 

F.  S.  Woodard 

H.  Roddis 

H.  L.  Mclndo 

F.H.L.  Gotten 
Leslie  E.  Glover . 

F.  T.  Werner 

Alfred  Jobnson 

H.  J.  Sprague 

H.  W.  Weiss 

G.  W.  Webster 

J.  Marsch 

C.  H.  Hartley 
C.  H.  Law 


Treasurer 


Chas.  W.  Cox 

E.B.HiU 

H.  C.Hale 

T.R.Wall 

J.  H.  Leinknehler 


F.  G.  Ranney 

M.  B.  Vansandt 

M.  B.  Vanxandt 

T.  S.  Rowland 

F.  L.  Koonta 

G.  M.  Mahr 

G.  A.  West 

E.  P.  Arpin 

E.  W.Allen 

Chas.  H.  Law 

F.  L.  Koonti 

G.  A.  Foster 

L.  E.  Katsenbach  . 

C.  W.Cox 

W.R.  Yawkey 

J.  A.  Cash 

A.J.  Wykes 
C.  W.Cox 
C.  W.Cox 
G.B.Taylor 

R.  R.  Pu-kerfaouse 

R.  Connor 

W.  W.  McCulloch 

R.  B.  Tweedy 

F.  L.  Koontf 

W.  D.  Main  

C.  F.  aement 

C.  A.  Clark 

J.P.Eaton 
Howard  Morris 

J.  DeWdde 

R.  Roddis 

J.T.Barber 
LesUe  E.  Glover 

R.  B.  Tweedy 

Alfred  Johns^ 

R.J.  Sprague 

T.  S.  HowSmd 
C.F.Clements 

C.  A.Olin 

R.  R.  Edwards 
W.  E.  Hallenbeck 


Chief  Engineer 


C.  F.  Loweth 
Wm.  H.  Finley 
R.  R.  Rettinghouse 

T.  E.  Calvert 
A.  Montsheimer 


A.  Montsheimer 
T.  B.  Knuth 

A.  H.  Rogeland 


A.  S.  Baldwin 
G.  P.  Bradish 


C.  N.Kalk 
W.  L.  Darling 


Wm.  Cambier 


*  Wm.  R.  Clough,  chairman  of  the  board. 
*Rereiver. 
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DIRECTORS  AND  OFnCERS  OF  RAILWAYS 
QKmauL  Orri 


Nam*  or  Company 

General 
solicitor 

Attorney  or 
counsel 

Comptroller 
or  auditor 

Ahnapee  &  Western 

Ashland.  Odanah  k  Marengo 

Bayfield  Transfer 

G.  F.  Merrili ......  .r 

G.  H.  Noyes 

J.C.Thurman 

D.J.McMahon 

Big  Falls  RaUway  Co 

Cuenovia  k  Southern 

Chicago,  MUwaukee  k  St.  Paul 

Chicago  k  North  Western 

Chicago.  St  Pftul.  Minneapolis  k  Omaha 

Chicago.  Burlington  k  Quincy.  .„ 

Chicago.  Lake  Shore  k  Eastern 

Chicago,  Harvard  k  Geneva  Lake 

Burton  Hansen 

Cart  C.  Wright 

J.B.Sheean 
C.M.Dawea 

K.  K.  Knapp. - 

F.  R.  BenUcy  ■ 
H.H.  Field 
E.M.Hyier 

6.  M.  Spacer..:... 

^KMilier^^.    .. 
R.  A.  Jackson 

A.  H.  Bright 

C.  W.  Bunn 

John  H.  Savage..  

J.  P.  Lord 

RJ.  Wailricb. ~ 

J.M.  Canaan 

R.  A.  Doosman 

L.  A.  Robinson .  _ 

L.  A.  Robinson    .^    . 
C.  F.  Sturgia.    . 

F.  W.  Sutton^ 

Chicago  k  Lake  Superior 

Chippewa  VaUey  k  Northern 

Duluth.  South  Shore  k  AUanUc 

Dunbar  k  Wauaaukee. 

Elgin.  JoUet  k  Eastern 

Fairohild  A  Northeastern 

Great  Northern. 

Green  Bay  k  Western 

Hillsboro  k  Northwestern. 

niinois  Central 

lola  &  Northern. 

Kewaunee,  Green  Bay  k  West«m 

La  Crosse  k  Southeastern 

lAona  A  Northern 
Marathon  County  Railway  Co 

Marinette.  Toniaha»-k  k  Western 

Milwaukee,  Bay  View  k  Chicago 

Mineral  Point  k  Northern 

Minneapolis.  St.  Pftul  k  Sault  Ste.  Marie 

Northern  Pacific 

Northwestern  Coal  Railway  Co 

Oahkosh  Transportation  Co 

Prairie  Farm  k  Southwestern 

Roddis  Lumber  k  Veneer  Co.,  IxMudng  R'y 

Robbins  RaUway  Co 

Stanley.  Merrill  4  PhilUps 

Superior  k  Southea.«»tcm _ 

Tomahawk  A  Eastern 
Waupaca-Oreen  Bay 

Whitcomb  4  Morris 

Winona  Bridge  Railway  Co 

Wisconsin  Central 

Wiseonain  k  Michigan... 

WiaooDsin  A  Northern 

Wisoonsin  Northwestern ~    

"k.  E.  Miller  ■■■;; 

E.  C.Eastman 

K.K.  Knapp 

E:c:iindiey  :: 

BicwittLee.  ■ 

W.  S.  Burroughs 

J.  A.  Murphy 

H.BVDikcI  ..  . 

F.  L.  Sti^aon 

■■■■■■■;  ■■■  ; _■;■_  ■" ' 

B.L.DHamater 
L.E.  KnudMon 
A.E.DeIf 
F.  G.Woodford 

F.W.Sutton    

C.  M.  Sherwood        . 
J.R.MarUn 

J.C.Thurman 
A.  E.  Rood 

J.A.Ca.<«h.. 
M.P.BhuiT-lt. 

J.C.Thurman 

J.  C.  Thunnan 

S.J.Lennon. 

e!  C.  McNaughton 
F.  W.  Sutton  _ 

A.  P.  Sperbeck^. 
C.  W.  Owdner 
H.  A.  Gray 

A.  K.H.RoeW 

F.  a  Woodward    - 

Robt.L.  CaWwea. 
F.H.L  Cotten 

E.  C.  McNauirhtoo  .^ 
J.C.Thurman^ 

C.W.  Gardner 
M.F.Schulie_ 
W.  R  Hallenbeck. 
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OPERATING  IN  WISCONSIN-Conduded 
CKB8— Cooduded 


General  manager 

General  freight  agent 

or  freight  traffic 

manager 

agent  or  passenger 
traffic  manager 

General  superintendent 

F.B.  S«ymour 

L.  K.Baker 

J.  B.  Call 

E.  J.  Darke 

J.  B.  Call 

EdMercier 

H.  C.  Hale 

Jiaixjinkn^hler.!'^;.;:'.'"     ":  ■ 

P.C.Hart 

a  G.  Strickland,  Frank  Walters 
A.  W.Trenholm 

W.  R.  Mokenney! ... 

H.  E.  Pierpont 

M.Hughitt.Jr 

H.  W.  Pearce 

F.A.Mmer 

Alex.  C.  Johnson. 

G.  H.  McRae 
P.S.Eustis 

W.  L.  Cooper.  P.  C.  Eldredge. 

J.  H.  Foster.  W.  P.  Foster 
George  B.  VUas,  C.  T.  DUte.  8. 

M.Braden 
E.  R.  Peohin 

E.  P.  Bradcen.  G.  W.  Holdrege 

H.  H.  Wmdsor. 

G.H.  Crosby 

F.  L.  Johnson,  Robt  Rice.  F.  H. 
U8tidc.L3.AUen.  £.  E.  Young 

B.  L,  TVlamat^r 

J.  Z.  Aran 

W.W.Walker 

J.W.Welli 

L.E.knud8on 

S.R.Lewis 

James  Maney 

C.M.Sherw^wd ,...:';. 
H.  A,  Noble 

J.B.CaU 

Walter  Alexander 

S.  G.  Hatch     .. 

J.  B.  Call 

J.B.CaU 

A.  H.  Mudler 

C.  E.  Lytle 
T.  H.  LoveU 

W.  L.  Louis 

C.M.Sherwood 

J.  B.  CaU 

Walter  Alexander 

b.  W.  Longstreet 

J.B.CaU 

J.B.CaU 

A.ri.  Mudler 

W.  Foster 

C.O.Jcnks,F.Bdl,F.8.EIKott» 
J.  H.  O'NdU 

A.E.CUft.J.F.Porterfidd 

P.VaUcr 
C.  P.  Brown 

F.  B.  Sgrmour 

F.  M.  White 

W.  H.  H.  Cash 

T.J.Foley 

F.B.Seymour 

F.B.Seymour 

P.VaHcr 

W.  b.  Connor          

J.  D.  Kininger 

N.  F.  GoeU 

C.  H.  Grundy 

C.H.Grundy 

C.  H.  Grundy 

W.  D.Brown 

N.T.Martin 

T.  E.  Sands 

N.T.Martin 

W.R.Calhiway 
A.  M.  Cldand 

G.B.Huntington 

G.A.Goodeir. 

Henry  Blakdey 

Richards 

A.A.Houda^ 

G.W.CampbdL 

p.aHohhins 

M.W.  Hodge  : 

C.  H.  Grundy 

H.N.Breekheimer 

R.D.Caldwdl 

JLM.?enneyZ7rrr':.'''Z 
J.W.Wdls 

M.  W.  Hodge 

C.H.  Grundy 

A.  M.  Penney 

H.  N.  Breckhdmer.... 

L.  F.  Easteriy 
S.Jaoobeon 

C.  H.  Grundy 

D.  Cunningham 

W.  H.  Wright 
W.  E.  HaUenbeek 
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llaUe  figurea  denote  defidta. 


Financial  and  Operating  Sid 
B— Electric 

INCOME  ACCX)UNT.    YEAH 


Total 
operating 
revenue 

Total 
operating 
expenses 

Net 
operating 
revenue 

Non- 
operating 
revenue 

GroM 
inoome 

Nams  or  Road 

Intcrat 

on  funded 

debt 

A.  WBOOWDf 

Clou  A 
Chicaoo  A  MUwBukee  Elec.  R.  R.  Co 

Duluth  St.  Ry.  Co.- 

MUwauk«e  Elec  Ry.  Alight  Co 

MUwaukee  Lt.  Ht  k  TrTCo 

Rookford  St  Interurbaa  Ry.  Co 

$323.336  64 
294.875  05 
4.208.890  57 
973.996  82 
353.873  26 

88.729  41 

$233,841  66 

189.959  10 

3.190.072  69 

630.434  43 

215.398  66 

54.322  76 

$89,494  98 
104.915  95 
1.018.817  88 
343.562  39 
138.474  60 

34,406  65 

$11,880  00 

3.055  52 

14.129  61 

663.000  80 

218  28 

680  58 

$101,374  98 

107.971  47 

1.032.947  49 

1.006.563  19 

138.692  88 

35.087  23 

$62,160  08 
35,239  82 
628,259  44 
532.577  91 
78,58110 

24.698  07 

Total 

$6,243,701  75 

$4,514,029  30 

$1,729.672  45 

$692,964  79 

$2,422,637  24 

$1,351,517  45 

CUm  B 

Adiland  Lt.  Pr.  k  St.  Ry.  Co 

Wisoonan-Minneeota  Lt.  A  Pr.  Co 

EMtern  Wiaconan  Ry.  ft  Lt  Co. 

Sbeboygan  Ry.  ft  Eleo.  Co..„ 

Southern  Wi>conrin  Ry.  Co 

Wnoonain  Elee.  Ry.  Co 

Wiioonsin  Public  Service  Co 

WiaooDsin  Ry.  Light  ft  Pr.  Co 

Wiscondn  Tr.  Lt.  Ht.  ft  Pr.  Co 

$20.158  66 
119,049  63 
111.615  60 
159,257  27 
268.252  32 

200.531  10 
178,492  95 
178.096  65 
140.896  06 

$18,321  19 
82.891  59 
74.509  70 
130.694  91 
197.658  39 

135.801  03 
144.636  04 
132,377  40 
107.089  25 

$1,837  47 
36.158  04 
37.105  90 
28.562  36 
70.593  93 

64.730  07 
33,856  91 
45,719  25 
33.806  81 

$3.149  44 
1.250  00 

263  32 
3.088  66 

$1,837  47 
36.158  04 
40.255  34 
28.562  36 
71.843  93 

64.730  07 
33.856  91 
45,982  57 
36.895  47 

$4,000  Oi 
10.000  00 
24.000  48 

44.705  51 
62.324  79 

39.975  00 
59.037  22 
17.848  50 
29.016  00 

Total -.-. 

$1,376.350  24 

$1,023,979  50 

$352,370  74 

$7,751  42 

$360,122  16 

$291,507  52 

Clou  C 

Bay  Shore  St  Ry.  Co.. 

Beloit  Traction  Co 

$3,831  25 
46.233  86 
82,807  02 
8.782  65 
25.981  17 

24.605  84 
22.380  90 
9.114  23 
40.369  91 
41,172  31 

10.676  73 

$3.692  86 
31.311  51 

65.848  08 
10.042  31 

13.849  35 

9.526  71 
17.495  48 

5,731  42 
30.187  62 
.^.455  58 

9.698  59 

9.768  20 
51,983  07 
78,520  87 

$138  39 
14.922  35 
16.958  94 
I, $69  66 
12.131  82 

15,079  13 
4.885  42 
3.382  81 

10.182  29 
6.716  73 

978  14 

2.531  30 
12.969  23 
15.977  89 

$176  59 
27  35 

2  01 
70  80 

350  58 
353  81 

3.028  45 

$138  39 
14,922  35 
17.135  53 
IJS9  66 
12.159  17 

15.079  13 
4.887  43 
3,453  61 

10.182  29 
6.716  73 

978  14 

350  58 

2.885  11 

12.969  23 

19.006  34 

$900  00 
3.^  99 

Chicago  ft  Milwaukee  Elec  Ry.  Co 

Chicago  ft  Wiwonsin  Valley  Ry.  Co...„ 
Gfud  Rapids  St.  R.  R.  Co„ 

Ironwood  ft  Bessemer  U.  ft  Tr.  Co 

Janesville  Traction  Co 

U  Crosse  ft  OnaUska  St  Ry.  C^ 

Merrill  Ry.  ft  Ltg.  Co 

13.929  72 

2.000  00 
2.500  00 

slooooo 

3.016  10 
500  00 

Waupaca  Elec.  Lt  ft  Ry.  Co 

Waosau8tR.R.Co 

Wiflconwi  Qas  ft  Elec.  Co. 

12.299  50 
64,952  30 
.89.498  76 

1.247  50 
4.493  80 

Total „ 

$482.706  43 

$367,111  65 

$115,594  78 

$4.009  59 

$119,604  37 

$31.087  11 

B.  Eicmuc  Lms— INTBS8TATS  Roads 

ClauA 
.Chicago  ft  MUwaukee  Elec.  R.  R.  Co.. 

Duluth  St  Ry.  Co 

ilockfofd  ft  Intenirban  Ry.  Ca.^ 

$053.678  53 

1.279,228  96 

464,674  59 

$653,996  22 
857.024  64 
292.739  31 

$299.682  31 
422.204  32 
171.935  28 

$19,913  76 
16.618  63 
74.810  47 

$319,596  07 
438.822  95 
246.745  75 

$62,174  66 
165.416  20 
183.100  04 

Total «. 

$2,697,582  08 

$1,803,760  17 

$893,821  91 

$111.342  86 

$1,005,164  n 

$300.600  90 

Cla$tB 

(None) 

CUm  C 

$98.280  28 

$76,154  22 

$22,126.06 

$22.126  06 

$4,686  08 

Digitized  by 


Google 


Statistics — Electric  Railways 


969 


tistics  of  Railroad  Companies 
Railways 


ENDING  JUNE  30.  1914 


DedwtUmfrom  9x099  incomt 

Net 
income 

DitpotUion  of  net  income 

Interest  on 
mtetsBseand 
Ikmtmgdebt 

AmortiiatioD 
reserve  re- 
quirements 

Miscel- 
laneous de- 
ductions 

Total 
deductions 

Dividends 

Other 
dispositions 

Total 

Surplufl 
for  the 
year 

$62.160  00 
38,237  82 
532.586  79 
583,634  67 
113.004  27 

30.636  30 

$39,214  98 
69,733  66 
500.361  70 
422,928  52 
25,688  61 

4.450  93 

$56,590  26 
719,440  00 
598,000  00 
24,000  00 

22.268  04 

$66.59620 
719.440  00 
598,000  00 
24.060  00 

22.268  04 

$39,214  98 

$2,998  00 
95,675  66 
61.066  75 
3,422  97 

4,878  61 

$1,058  72 

$31 ,060  00 

13,143  45 

219,078  SO 

176,071  48 

1.688  61 

17,817  11 

t93,S17  St 

$1,058  72 

$31.000  00 

$1,360,258  85 

$1,062,378  39 

$1,420,298  24 

$1,420,298  24 

$357,019  86 

S623  53 
1,651  64 
7.229  20 

408  52 
2,546  33 

$1,947  iiz 

$1,000  00 
20,500.00 

$4.600  00 
11,000  00 
24.624  01 
48.304  29 
90.053  99 

40.383  52 
61.583  55 
18.234  50 
29,016  00 

9t,769  53 
25,158  04 
15,631  33 
19,74t  9S 
18,910  06 

24,346  55 

27, 7 £6  64 

27,748  07 

7,879  47 

$24,000  00 
10.431  00 

$24,060  06 
10,431  00 

$2,762  6S 

1,158  04 

5,200  33 

19,741  93 

18,210  06 

24,346  55 

27,726  64 

386  00 

6,813  31 

6.813  31 

27,748  07 

1.066  16 

$12,845  22 

$1,947  12 

$21.500  00 

$327,799  86 

$32,322  30 

$41,244  31 

$41,244  31 

$8,922  01 

$900  00 
3.499  99 
13.929  72 

131  66 

2.000  00 
4,796  00 

5,96006 
3.576  08 

773  70 

476  57 

1.247  50 

6.291  30 

$761  61 
11.422  36 
3.205  81 
l,tS9  66 
12.027  51 

13,079  13 
91  43 
3.453  61 
4,282  29 
3.140  65 

204  44 

m  99 

1.637  61 

6,677  93 

19.006  34 

$14,400  00 

$14.400  00 

3761  61 
2,977  64 

3,205  81 

$131  66 

7.66660 
10.714  50 
1.96060 
2.072  00 

10.000  00 

■ •-; 

7.'500  00 

10.714  50 

1,900  66 

2.072  00 

io.ooooo 

1,269  66 
4.527  51 

"    2,296  00 

"1,300  98 

236  46 

$250  00 

273  70 
240  11 

1,797  50 

2.364  63 
91  43 
1,553  61 
4.282  29 
1.068  65 

204  44 

126  99 

1.637  61 

3,322  07 
19.006  34 

C3,974  10 

$2,561  31 

$43,622  52 

$76,081  85 

$46,586  50 

$46,586  50 

$29,495  35 

$14,121  06 
26,290  30 

$5.705  28 

$62,174  66 
179,537  20 
165,095  62 

$257,421  41 
259.285  75 
81,650  13 

$267,000  00 
120,000  00 

$207,000  00 
120.000  00 

$257,421  41 
52.285  75 
38,349  87 

$40,411  30 

$5,705  28 

$406,807  48 

$598,357  29 

$327,000  00 

$327,000  00 

$271,357  29 

$3,044  82 

$375  00 

$8.105  90 

$14,020  16 

$10.172  00 

$10,172  00 

$3,848  16 
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OPERATING  REVENUES. 
Rktbnucs  Fboh 


Namx  or  Road 


Punnger 
reTenue 


Baggage 
revenue 


Parlor  and 
chair  car 
revenue 


A.    Wisconsin 
CUut  A 

Chicago  A.  Milwaukee  Elec.  R.  R.  Co 

Duluth  St.  Ry.  Co 

Milwaukee  Elec  Ry.  &  Lt.  Co 
Milwaukee  Lt  Ht.  A  Tr.  Co 
Milwaukee  Northern  Ry.  Co 

Roekford  A.  Interurban  Ry.  Co 

Total 


Clou  B 
Ashland  Lt.  Pr.  k  St.  Ry.  Co 

Wisconsin-Minnesotn  Lt.  A  Pr.  Co 

Eastern  Wiseon^n  Ry.  k  Lt.  Co 

SJieboygan  Ry.  *  Elec.  Co 

Southern  Wisconain  Ry.  Co 


Wisconsin  Flee.  Ry.  Co 

Wisconsin  Public  Service  Co 

Wisconsin  Ry.  Light  k  Pr.  Co 

Wisconsin  Tr.  Lt.  Ht.  k  Pr.  Co 

Total 


Clou  C 

Bay  Shore  St.  Ry.  Co 

Beloit  Traction  Co 

Chicago  k  Milwaukpc  Elw.  Ry.  Co 
Chicago  k  Wisconsin  Valley  Ry.  Co . . 
Grand  Rapids  St.  R.  R.  Co 

Ironwood  k  Bememn  Lt.  Pr.  Co 

JaneeviPe  Traction  Co 

La  Crosse  A  Onalaska  St.  Ry.  Co  

Manitowoc  k  Northern  Tr.  Co 

Menominee  k  Marinette  Lt.  k  Tr.  Co 

Merrill  Ry.  k  Ltg.  Co 

Milwaukee-Weetem  Elec.  Ry.  Ca 

Waupaca  Elec.  Lt.  k  Ry.  Co 

Wausau  St  R.  R.  Co 

Wisconsin  Gas  k  Elec.  Co 


Total.. 


B.    Entirk  Link— iNTBRSTAra  Roads 
Clau  A 
Chicago  A  Milwaukee  Elec.  R.  R.  Co 

Du'uth  St  Ry.  Co 

Roekford  A  tnterurban  Ry.  Co 


$205,162  37 
292.833  39 
4,173,680  74 
949.154  82 
262,198  28 

72.970  50 


$13  38 


426  41 
222  19 


16.045,900  10 


$661  98 


$19,749  66 
119,049  63 
108.640  43 
136.123  05 
267,307  82 

193.267  91 
175.154  48 
175.865  24 
139.536  34 


$1,334.694  56 


$3,831  25 
45.958  78 
52,934  26 
8.782  65 
24.273  12 

24.605  84 
17.765  87 
9.114  23 
37.913  66 
40,789  77 

10,551  73 


11,084  OC 
60.891  21 
88.068  52 


$4^7.164  89 


$845,010  26 

1.269.5S4  93 

393.229  96 


Total  . 


$2,507,825  15 


CUu$  B— None 
CUuiC 
Menominee  A  Marinette  Lt  A  Tr.  Co 


$97,367  22 


$12  00 


i$267  50 


$267  50 


$12  00 


$30  00 
1.197  35 


$1.227  35 


*  Indudei  ez[H%aB  revenue. 
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YEAR  ENDING  JUNE  30.  1914 
Transportation 


Special  car 

revenue 

(chartered  ear) 

Mail 
revenue 

Express 
revenue 

MUk 
revenue 

Freight 
revalue 

Miscellaneous 
revenue  from 
transportation 

Total 

transportation 

revenue 

$4,450  00 

132  75 

7,296  90 

9.833  40 

1,392  18 

58  45 

$194  16 
503  06 
196  94 

102  31 

$18,504  42 

29,196  39 
364  64 

$16.958  33 
1.135  76 

$4,925  93 

7.807  59 
6.240  18 

8.603  75 

$119  00 
1.381  39 
2.109  59 
1.758  17 

17  04 

$293,056  10 
293.279  30 
4.182.762  09 
969,102  34 
348,079  94 

83.474  64 

$23,073  68 

$996  47 

$48,065  45 

$18,094  09 

$27,577  45 

$5,385  19 

$6,169.754  41 

$37  50 
3150 

$269  04 
656  17 

$2,202  70 
1.646  25 

3.110  66 
2.471  26 

$185  05 
1,337  8, 

168  20 

$19,787  16 
119,049  63 
111,059  68 

848  43 
164  50 

526  36 
599  65 
192  40 

$8.983  80 
61  60 

$269  09 

149.208  41 
267.472  32 

197.729  30 
178.225  39 
176,057  64 
139.992  06 

125  03 

$2,525  37 

$925  21 

$9,430  87 

$1,691  09 

$9,045  40 

$269  09 

$1,358,581  59 

*"               $12  95 

57  20 

30  00 

$100  00 

727  99 
248  00 

$745  90 
666  70 

$338  63 

$1.277  36 
105  36 

$3,831  25 
46.058  n 
52.934  26 
8.782  65 
25.010  02 

24.605  84 
17,777  87 
9.114  23 
38.980  28 
40.802  72 

10.551  73 

12.199  50 
62,892  47 
88.203  88 

$100  15 

$1.075  99 

$1,412  60 

$338  63 

$1,382  72 

$441.754  48 

$9,610  00 
372  60 
315  00 

$429  44 
551  34 

$39,479  91 
i;965  00 

$180  15 
6.12051 

$21.930  88 
46,364  63 

$664  00 
91  81 

$916,241  20 

1,271.050  87 

449.835  60 

$10,297  60 

$980  78 

$41,444  91 

$6,300  66 

$68,295  51 

$755  81 

$2,637,127  67 

968  06 

$97,435  28 
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Haiic  figures  denote  lo««. 


OPERATING  REYEN 


Namb  or  Road 


Station 
and  car 
privilege! 


Pared 

room 

reoeipte 


Rbtwcubb 


Storage 


A.     WUCONBIN 

CUut  A 

Chicago  &  Milwaukee  Elec.  R.  R.  Co 

Duluth  St.  Ry.  Co 

Milwaukee  Elec.  Ry.  &  Lt.  Co 

MUwaukee  Lt.  Ht  4  Tr.  Co 
Milwaukee  &  Northern  Ry.  Co 

Rockford  A  Interurban  Ry.  Co 

Total 


CUui  B 


Ashland  Lt.  Pr.  A  St.  Ry.  Co 
Wisconain-MinneMta  Lt.  A  Pr.  Co 
Eastern  Wisconsin  Ry.  A  Lt.  Co 

Sheboygan  Ry.  A  Elec.  Co 

Southern  Wisconsin  Ry.  Co 


Wisoonnn  Elec.  Ry.  Co 

Wisconsin  Public  Service  Co 
Wisconsin  Ry.  Lt.  A  Pr.  Co 
Wiaconsin  Tr.  Lt.  Ht.  A  Pr.  Co 


ToUl 


Clau  C 


Bay  Shore  St.  Ry.  Co 

Bcloit  Traction  Co 
Chicago  A  Milwaukee  Elec.  Ry.  Co 
Chicago  A  Wisconsin  Valley  Ry.  Co 
Grand  Rapids  St.  R.  R.  Co 


Ironwood  A  Benemer  Lt  A  Pr.  Co 

JanesviUe  Traction  Company 

La  Crosse  A  Onalaska  Rv.  Co 

Manitowoc  A  Northern  Tr.  Co. 

Menominee  A  Marinette  Lt  A  Tr.  Co . 


Merrill  Ry.  A  Ltg.  Co 
Milwaukee  Western  Elec.  Ry.  Co 

TVaupaea  Elec.  Lt  A  Ry.  Co 

Wausau  St  R.  R.  Co 

Winoonsin  Gas  A  Elec  Co 


Total... 


B.    Entibr  Lnnc— ImiERirrATK  Roads 
CUu9A 


Chicago  A  Milwaukee  Elec  R.  R.  Co ... 

Duluth  St  Ry.  Co 

Rockford  A  Interurban  Ry.  Co 

Total 


CUu9  ^— None 
CUui  C- 
Menominee  A  Marinette  Lt.  A  Tr.  Co „ .. 


$1,337  96 
1,262  76 

26.128  48 
4,811  15 
1.254  01 

180  64 


$382  65 


$0  60 


60  00 


$34,975  00 


$382  65 


$60  «0 


$300  00 

550  04 
898  46 
780  00 

902  95 

600  00 

1.139  01 

840  00 


$6,010  46 


$175  08 
500  04 

267  00 
120  00 
369  59 

100  00 
772  50 


$6  20 


$2.304  21 


$6  20 


$5,401  35 

5,400  02 

973  44 


$11,774  81 


15  ao 


$845  00 
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UBB,  1914— Concluded 


Fbom  Opbration  Othbk  Than  Transportation 

Rent  from 
tnekiand 
terminals 

Rent  from 
equipment 

Rent  from 

lands. 

buadings.ete. 

Sales  of 
power 

revenue 

Total  of 

other  than 

transportation 

Total 
operating 
revenue 

$6,226  50 
65  49 

$47  00 
267  60 

$22.668  48 

$83  33 
18  54 

39  76 

$30,280  54 

1,595  75 

26,128  48 

4,894  48 

5.793  32 

6.254  77 

$323,336  64 
294.875  05 

4.208.890  57 

973.996  82 

r40  19 
3.151  00 

10  00 
97  06 

347  00 
135  00 

2,980  93 
1.651  31 

353,873  26 
88.729  41 

$3,891  19 

$6.399  05 

r96  50 

$27.300  72 

$141  63 

$73.947  34 

$6,243,701  75 

$71  50 

5  88 
104  65 

$371  50 

556W 

10.048  86 

780  00 

2.801  80 
267  56 

2.039  01 
904  00 

$20.158  66 
119.049  63 

111,615  60 

$6,279  33 

$5  60 
64  do 

$1.056  00 

$1,704  82 

159,257  27 
268,252  32 

1.500  00 

10  08 
900  00 

388  77 
S3t  44 

200.531  10 
178.492  95 
178.096  65 
140.896  06 

r. 779  33 

$69  60 

$1 .056  00 

$2,614  90 

$238  36 

$17,768  65 

11.376.350  24 

$695  15 

20  00 
1.389  63 

125  0^ 

2.059  83 
516  18 

$17508 
29,872  76 

962  15 

4,603  03 

1.389  63 
369  59 

125  01 

ioo  00 

2.05»83 
1.294  88 

$3,831  25 

$29,372  72 

4.463  03 

46,233  86 
82.807  02 
8.782  65 
25,981  17 

24.605  84 
22.380  90 
9.114  23 
40.369  91 
41.172  31 

13.676  73 

12.299  50 
64.952  30 
89.498  76 

$33,835  75 

$4,805  79 

$40,951  95 

$482,706  43 

$3,151  00 

$6,226  50 

1.233  26 

907  56 

$1,775  90 

447  50 

7,652  30 

$23,974  98 
1.097  31 
1,940  44 

$53  00 
214  25 

$37,437  33 
8.178  09 
14.838  99 

$953,678  53 

1.279.228  96 

464.674  59 

$3,151  00 

$8,367  32 

$9,875  70 

$27,012  73 

$267  25 

$69,454  41 
$845  00 

$2,697,582  08 

$08.280  28 
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ItaUe  fijsures  denote  credits. 


OPERATING  EXPENSES.    CLASS  A    ROADS. 

MATlfTCNANCI  or  WaT 


1 

Nami  or  Road 

k^penntend* 
ence 

BaUa«t 

Ties 

WimONBIN 

ChicMO  A  Milwaukee  Elec.  R.  R.  Co 

Duluth  Pt.  Ry.  Co 

MUwaukee  Elec.  Ry.  &  Lt.  Co 

Milwaukee  Lt  Ht.  4  Tr.  Co 

Milwaukee  Northern  Ry.  Co 

Rockford  A  Intenirhan  Ry.  Co 

$1,240  90 

1.282  61 

6.245  18 

4.734  33 

600  00 

327  15 

$148  68 

208  00 

1.229  38 

419  36 

15  62 

$5.367  55 

34  02 

459  37 

6.0O5  35 

3  10 

680  30 

ToUl 

$14,430  17 

$2,021  04 

$12,549  75 

EnTIBI   Lim— iNTEBaTATl  ROAD6 

ChicMO  4  Milwaukee  Elec.  R.  R.  Co       

Duluth  St.  Ry.  Co    

Rockford  4  Interurban  Ry.  Co 

$3,639  65 
5.540  60 
1,763  01 

$436  56 
896  66 
84  18 

$15,419  86 

146  69 

3.666  08 

Total 

$10,943  35 

$1,417  40 

$19,232  63 

MAnmNANCK  or  Wat 


Wav- 

Nami  or  Road 

Maintenance  of 

treetles,  culverta 
and  subways 

Maintenance  of 
crosnnfls,  fences 

and  signs 

Maintenanoe  of 

Rgnalsand 

interlockins 

systems 

WncoNstN 

Chicago  4  Milwaukee  Elec.  R.  R.  Co 

Duluth  St  Ry.  Co 

Milwaukee  Elec.  Ry.  4  Lt.  Co 

Milwaukee  Lt.  Ht.  4  Tr.  Co 

Rockford  4  Intcnirban  Ry.  Co 

$1,100  75 

118  83 

2.486  08 

3,251  54 

56  74 

316  20 

$1,784  11 

190  03 

170  66 

1,845  03 

99  02 

220  42 

r63  84 
122  25 

Total 

$7,330  14 

$4.309  27 

$886  09 

Entire  Lpto— Intbr8tatb  Roads 

Chicago  4  Milwaukee  Elec.  R.  R.  Co 

Duluth  St.  Ry.  Co 

Rockford  4  Intenirban  Ry.  Co 

$3,228  30 

513  73 

1,703  95 

$5.232  64 

819  25 

1,187  82 

$2,240  10 

658  77 

Total 

$5,445  98 

r.239  71 

$2.898  87 
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YEAR  ENDING  JUNE  30.  1914 

AND  StUUCTURM 


Fay 


Raite 

R«U 
fmstenings 
andjomts 

Special 
work 

Roadway 

and  track 

Ubor 

Maintenance 
of  paving 

roadway 
and  track 
expenses 

Cleaning 

and  sanding 

track 

Removal  of 
snow,  ice 

from  track 

$746  11 

52  26 

2.540  30 

718  06 

2  17 

1  18 

$547  65 

95  15 

1,948  23 

1,487  57 

1  26 

88  58 

$228  47 

97  77 

5,829  13 

2,121  73 

5  50 

147  54 

$8,644  60 
2,509  97 
18,767  68 
27,934  95 
8,466  44 

1.458  58 

$52  86 

606  80 

7,877  40 

2,036  59 

313  93 

36  95 

$502  29 

414  66 

2.806  83 

2,377  08 

283  87 

34  32 

$393  17 
2.613  80 
16,944  28 
4.306  12 
1.444  67 

157  26 

$686  77 
1.014  46 
6,348  69 
5.953  50 
1.234  83 

81  49 

$4.056  72 

$4.168  44 

$8,430  14 

$67,782  22 

$11,724  53 

$6,419  05 

$25,859  30 

$15,319  74 

$2,187  94 

225  78 

//  77 

$1,605  67 
410  74 
477  34 

$670  02 
422  35 
795  07 

$35,644  26 
10,836  72 
7,860  11 

$155  33 

2.184  73 

199  14 

$1,473  43 

1.789  96 

184  94 

$1,153  19 

11.284  01 

847  45 

$2,014  48 

4,385  22 

439  13 

$2,401  95 

$2,493  75 

$1.887  44 

$44,341  09 

$2.539  20 

$3,448  33 

$13,284  65 

$6.838  83 

AWB  STRDCTUKia— Continued 


CJontinued 

Btedrieline 

Maintenance 

and  telegraph 
QTBtems 

way 
expenaee 

Total 
way 

Maintenance 
of  transmia- 
sion  systems 

Maintenance 
of  distribu- 
tion systems 

electric  line 
expenses 

Total 
electric  Unc 

$577  31 

$22,785  06 
9,197  11 

103,902  35 
78,306  00 
12,989  63 

3,752  96 

$396  58 

i.62i  27 

5.304  08 

588  61 

79  57 

$4,418  68 

1.233  38 

21,371  59 

26.676  31 

1,243  60 

486  10 

$95  14 
72  04 
87  59 
64  87 
1,246  81 

284  07 

$4,910  40 

32  22 

7.680  61 

8.849  47 

408  62 

68  48 

$26  53 

22,568  53 

5.365  32 

69  42 

1.305  42 
23.081  45 
32.045  26 

3.078  92 

849  74 

$17,616  71 

$28,029  80 

$230,933  11 

$7,991  11 

$55.429  56 

$1,850  52 

$65,271  19 

$1,692  80 

93  62 

369  04 

$114  86 

$66,794  23 
39.665  01 
20.224  26 

$1,163  46 
428  78 

$12,058  19 
5.553  63 
2.619  56 

$279  55 

311  10 

1.530  81 

$14,401  20 
5.864  73 
4.579  15 

$2,155  46 

$114  86 

$126,683  50 

$1,592  24 

$21,131  38 

$2,121  46 

$24.845  08 
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OPERATING  EXPENSES 


MAiirTBNAircs  or  Wat 

Nams  or  Road 

Way  buUd- 
inga,  fixtures 
and  grounds 

Shop  build- 
inga,  fixtures 

Carbovse 
buildinei.  fix- 
tures and 
grounds 

W18CON8IN 

ChicMo  k  MUwftukee  Elec.  R.  R.  Co 

Duluth  St.  Ry.  Co 

Milwuikee  Elec.  Ry.  &  Lt.  Co 

MUwaokee  Lt.  Ht.  A  Tr.  Co 

Milwaukee  Northern  Ry.  Co 

$1,313  87 

118  73 
139  25 

$294  28 

81  40 

2.435  65 

33  46 

$162  32 

190  18 

5,607  76 

1,034  64 

Rockford  A  Interurban  Ry.  Co 

Total 

$1,671  85 

$2,844  79 

$6,894  90 

EnTIBC  LiNB—lNTIRflTATB  RoADS 

ChicaK)  A  Milwaukee  Elec  R.  R.  Co 

Duluth  8t  Ry.  Co 

$3,853  73 

$863  89 
351  36 

$475  82 
821  23 

Rockford  A.  Interurban  Ry.  Co 

Total 

$3,853  73 

$1.215  25 

$1.297  05 

Equxphbnt— 

Naui  or  Road 

Maintenance 
of  dectric 

equipment  of 

revenue 
locomotiyee 

Maintenance 
ofutiUty 
equipment 

Shop  expenses 

Wisconsin 

Chicago  4  Milwaukee  Elec.  R.R.  Co 

Duluth  St  Rv.  Co 

Milwaukee  Elec.  Ry.  k  Lt.  Co 

Milwaukee  Lt.  Ht.  A  Tr.  Co 

MUwaukee  Northern  Ry.  Co 

Rockford  4  Interurban  Ry.  Co 

$290  18 

$693  20 
534  06 
3,523  29 
896  97 
315  13 

285  44 

$815  59 

719  38 

28.967  47 

7.454  22 

1.288  88 

598  32 

•Total 

$290  18 

$6,248  09 

$39,833  86 

Entirb  Link— iNTUin-ATB  Roads 

Chic»m)4MUwaukccElec.R.R.Co 

Duluth  St.  Ry.  Co 

Rockford  4  Interurban  Ry.  Co 

$882  35 

$2,107  08 
2.307  36 
1.538  22 

$2.478  88 
3,107  88 
3,224  23 

Total 

$882  35 

$5.952  66 

$8,810  99 

^  Includes  $16,996.00  maintenance  adjustments  due  to  re-analyzing  work  orders. 
*  Indudee  $7,000.00  maintenance  adjustments  due  to  re-analyxing  work  ord^s. 
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CLASS  A  ROADS.  1914~Contiiiued 


AMD  81BUCTUKB8— CoDchided 


fuiurm  and  ground* 


MiaceUaoeoiis 

buildiDCB, 

fixtures  and 

grouncb 


Total 

buildJngBi 

fixtures  and 

grounds 


Total 
way  and 
structures 


EgumiBNT 


Superin- 
tenidenoe 


Maintenance 
of  revenue 


uid  combi- 
nation oars 


Muntenanoe. 
of  revenue 
freight  and 
mail  can 


Maintenance 

of 
locomotives 


Maintenance 

of  dectrio 

equipment 

clears 


$169  82 

54  32 

U7,179  70 

«7,371  68 

987  87 

289  56 


$1,940  291 
825  90 

25.241  84 

8.579  03 

987  87 

289  55 


$29,635  75 

10,828  43 

152.225  64 

118.930  29 

17.056  42 

4,892  25 


$885  67 

1.152  82 

17.409  69 

4.527  83 

2,315  22 

403  62 


$6.742  66 

8,940  65 

105,415  73 

26.812  34 
9,068  54 

1.826  87 


$768  54 


$75  99 


308  45 
150  52 


*241  44 


$5,376  00 

3,939  72 

101,768  68 

28,024  67 
4,260  46 

1.135  88 


$26,052  94 


$37,364  48 


$833,568  78     $26,694  85 


$158,806  79 


$1,227  51 


$317  43 


$144,500  41 


$496  58 

234  30 

1.560  39 


$5,692  02  $86,887  45  $2,692  21 
1,406  89]  46.936  63  4.979  83 
1.560  39      26.363  80        2.175  05 


$20.453  25 

38,623  06 

9.844  80 


$2,335  88 


811  16 


$231  53 


n,301  10 


$16,309  92 
17.020  37 
6.121  13 


$2,293  27 


$8,659  30  $160,187  88 


$9,847  09 


$68,921  U 


$3,147  04 


$1,532  63 


$89,451  42 


Concluded 

Trafhc  Exnima 

MtsoeOaneous 
expenses 

Total 
equipment 

Superinten- 
dence 

Advertising 

Pkrks,  re- 
sorts and 

Miscellaneous 

traffic 

expenses 

Total 

traffic 

expenses 

$656  36 

$16,304  19 
15.306  01 

258.044  06 
67.960  43 
17.573  91 

4.643  65 

$28  91 

$1,297  61 
122  26 

$1,326  52 

19  38 

122  26 

974  20 

253  40 
17  23 

1  56 

197  80 

i",958' 42 

268  41 

$1  80 

1.960  22 

466  30 

$1,922  13 

$379,841  25 

$226  80 

$3,646  70 

$1  80 

$3,875  30 

$1,994  86 

$49,485  96 
66.122  19 
25.024  11 

$81  00 
1.066  43 

$3,918  21 

527  66 

1,446  41 

$3,999  21 

83  69 

527  66 

8  42 

2,512  84 

$2,086  97 

$140,632  26 

$1,147  43 

$5.892  28 

$7,039  71 

•  Sufastatioo  equipment. 


Rita-o 
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OPERATING  EXPENSES 

CONMJOTDH 


Potter 

Nami  or  Road 

of  power 

equipnM&t 

(inckldiiig 

oi  power 
equipment 

Power 
purchased 

Power 
ap^rtioned 

Total 
power 

WncoNsrtr 
Chiotto  t  MOw.  Elee.  R.  R.  Co. 

Dukith  St.  Rv.  Co 

MUwMikm  Elec.  Ry.  t  Lt.  Co. 

MOmokee  Lt.  Ht.  k  Tlr.  Co 

$554.36 
116.25 

1,389.44 

86,077.34 

$46,553.41 
38,052.22 

$346,011.01 
61,945.69 

$55,185.11 
33,368.47 

346.011.01 
61,945.60 

Mtlwaakee  Northern  Ry.  Ca 

Rookford  A  Iiitarur»»n  Ry.  Co 

27.717.00 

5,491.61 
12,680.03 

86,618.06 
12.680.03 

Totd 

$4,260.05 

$33,614.34 

$99,777.27 

$407,956.70 

$546,868.36 

EnTISB    LWB-lKTBBnTATB    ROADB 

Chiago  k  MUw.  Elec.  R.  R.  Co.. 

Duhito  St.  Rv.  Ca 

Rookford  &  Interurban  Ry.  Co 

$1,621.31 
1,495.88 

$17,770.41 
2.472.71 

$144,893.55 
164.208.42 
66,331.26 

$164,285.27 
168.177.01 
68,331.26 

Totd 

$3,117.19 

$20,243.12 

$377,433.23 

$400,793.54 

CONDCCTINO  TiumpoB 

Operatwn  cfCan— 

Namb  or  Road 

Wages  ear 

MisceUaneous 
car  house 
expenses 

Operating 

signal  an(i 

interlocking 

system 

Operatang 

telegraph 
qrstems 

Exprasaad 

dons  and 
delivery 

WiSCONBUf 

Ofaioaco  k  MUw.  Eleo.  R.  R.  Co. . 
Duluth  St.  Ry.  Co 

$4,852.98 
4.000.05 
107,139.52 
17,175.74 
3,686.50 

930.18 

$293.09 

728.92 

17.201.93 

2,701.15 

503.81 

$2,009.59 

$3,121.26 

510.28 

14.39 

47.02 

MUwaukee  Elec  Ry.  k  Lt.  Co. 

MUwaukee  Lt.  Ht.  A  Tr.  Co 

Milwaukee  Northern  Ry.  Co. 

Rookford  k  Uterurfaan  Ry.  Co 

470.30 

$14,810.24 

Total.. 

$137,774.97 

$21,428.90 

$2,479.80 

$3,698.05 

$14,810.24 

Entibc  LnnB-I?rrEH8TATB  Roaw 

CfaiQa«>AMUw.Eler.R.R.Co 

DttlttttStRy.Co 

Roekford  k  Interurban  Ry.  Co 

$14,190.24 
18.014.84 
4,958.75 

$857.78 
3.149.83 

$5,876.41 
2,534.42 

$253.38 

f^tal 

$37,163.83 

$4,007.61 

$8,410.83 

$253.38 

■      -       -■■' 

>  Indudes  general  expense  apporti(nunent  964^S8SM. 
*  Reserve  credit. 
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ClJiSS  A    ROADS.  1914-Continued 

TlUNSPORTATION 


Opgration  of  Can 


Superin- 
tendpnce 

poawDser 
trainmen 

Wages 

freight  and 

exprem 

trainmen 

Wages  mia- 

ceUaneouacar 

service 

employes 

expenses 

Wa^ 
station 
employes 

Misodlaneous 
station 
expenses 

$3,288.23 
4.798.08 

56.739.19 
9.090.5? 
4.245.00 

1.073.09 

$33,212.57 
54.754.50 
904.287.35 
145.203.37 
33,439.64 

6,356.07 

$2,945.65 

2.789.39 
1.115.85 

$110.47 

379.32 

6.207.85 

978.77 

112.86 

228.94 

$4,290.73 
5.680.94 

51.139.48 
8,666.10 
2.203.48 

1.084.83 

$3,953.86 

8.525.98 

559.23 

6.718.35 

2,256.15 

$1,520.87 

687.26 

106.67 

3.280.61 

1.721.82 

r9.234.11 

$l,m,253.50 

$6,850.89 

$8,018.21 

$73.065  56 

$17,013.57 

r.317.23 

$9,615.71 
18.679.90 
5,782.74 

$94,027.94 
237.367.68 
34.252.17 

$8,613.25 
6.013.19 

$322.97 
1.638.21 
1.233.71 

$12,546.02 
24.536.36 
5,846.01 

$11,561.68 
12.158.13 

$4,447.11 
9.278.69 

ia4.676.3» 

$366,647.74 

$14.«26.44 

$3,194.89 

$42,928.30 

$23,719.81 

$13,725.80 

TATiOK— Concluded. 

GlNKBAL 

Concluded. 

ToUl  con- 
ducting trans- 
portation 

Salaries 
general 
oniocrs 

Salaries 
office  clerks 

MiscMianeouff 
general  office 
supplies  and 
expenses 

Loss 

and 

damages 

Miscellaneous 

tJOQ  ex- 
penses 

Total 

operation 

oars 

Uw 
expenses 
general 

$207.2/ 
110.90 

$254.79 

29  36 

21.362.72 

3,427.44 

.23 

82.32 

$58,732.83 

70,371.17 

1.171.412.54 

188.419.27 
72.011.77 

15.467.47 

$111,917.94 

103.739.64 

1,517.423.55 

250. .364. 96 

108.629.82 

28.147.50 

$11,042.42 
6.526.06 
24.804.84 
4.829.29 
5.562.50 

1.836.19 

$4,749.02 
4,412.36 

49,041.61 
9.646.30 
4,144.01 

942.77 

$1,642.60 
390.40 

H7,30t.5S 
1.752.49 

393.90 

$3,917.40 

861.75 

n6.835.56 

>3, 895.99 

1.195.69 

129.45 

$318.17 

$25,156.86 

$1,674. 415. 05|  $2,120,223.41'    $54,601.30 

$72,936.07 

UJSt.SS 

$26,835.84 

$597.68 

$745.80 
126.9! 
443.61 

1                         1 

$162,804.91       $327,090.18!    $26,105.25 

308, 513. 6»        471,690.60'      28,191.04 

83.352. 48|        151.683.74^        9.895.01 

$11,226.95 
19.060.20 
5,080.49 

$2,465.70 
1.686.82 
2.122.70 

$9,261.40 

6.879.02 

697.59 

$597.68 

$1,316.32 

$549,671.07      $950,464,611    $64,191.30 

$35,367.64 

$6,275.22 

$16,838.01 

*  Includes  general  expense  aM)ortionment  iU,7i9M. 
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OPERATING  EXPENSES. 


QwiBAir-ConchidecL 

Nams  or  Road 

MbodlaneouB 
Keoeral 
expmaee 

Mamtenanoe 
equipment 

Maintenance 
general  oflice 
Duildinxs,  fix- 
tures and  ' 
grounds 

Total 
general 

Wmconbin 

ChioaffO  A  MUw.  Elec.  R,  R,  Co 

DuKtK  St  for.  Co 

Milmukee  ESec  Ry.  A  U.  Co 

MUwaokee  Lt  Ht.  k  Tr.  Co „ 

MHwaukee  Northern  Ry.  Co 

Rookford  k  Interurban  Ry.  Co 

$1,370.94 

1,748.20 

167,560.90 

•14.126.69 

979.39 

450.65 

$1,200.86 

646.89 
129.80 

$192.89 

17.30 

H. 268.62 

851.01 

$22,315.36 
15,156.93 

121.127.62 
26,177.55 
13.634.06 

3.752.96 

Total 

$86,236.77 

$1,977.55 

$5,329.82 

$202,164.50 

Entirr  Lnn— Intbrstatr  Roads 

Chicago  k  Mflwaukee  Hec.  R.  R.  Co. 

Duhith  St  Ry.  Co 

Rockford  k  Intenirban  Ry.  Co 

$3,241.52 
7,557.88 
2,428.50 

$1, 200.86 

$456.49 
74.82 

$52,757.31 
64,650.64 
20,224.29 

Total 

$13,227.90 

$1,200.86 

$531.31 

$137,632.24 

SumuRT   or 


Nakk  or  Road 


Way  and 
structures 


Equipment 


Traffic 


Conducting 
tnnsportation 


Wdconsik 

Chicago  k  Milwaukee  Elec.  R.  R.  Co 

Duluth  St  Ry.  Co 

Milwaukee  Elec.  Ry.  k  Lt.  Co 

Milwaukee  Lt  Ht  k  Tr.  Co 

Milwaukee  Northern  Ry.  Co 

Rockford  k  Interurban  Ry.  Co. 

Total 

ENToa  Lnne-lNTiRSTATi  Roads 

Chicago  k  Milwaukee  Elec.  R.  R.  Co 

Duluth  St  Ry.  Co. 

Rockford  k  Interurban  Ry.  Co.. 

Total 


$29,635.75 

10.828.43 

152.225.64 

118.930.29 

17.056.42 

4,892.25 


$16,304.19 
15,306.01 

258,044.06 
67.969.43 
17,573.91 

4.643.65 


$1,326.52^ 
122.26 


1  ,'960.22 
466.30 


$111,917.94 
103.739.64 

1,517.423.55 
250.364.96 
106.629.82 

28.147.50 


$333,568.78 


$379,841.25 


$3,875.30 


$2,120,223.41 


$86,887.45 
46.936.63 
26.363.80 


$49,485.96 
66,122.19 
25,024.11 


$3,999.21 

527.66 

2.512.84 


$327,090.18 
471.600.69 
151,683.74 


$160,187.88 


$140,632.26 


$7,039.71 


$950,464.61 


1  Inohides  Relief  and  Pension  AsBooiation  expenses  (reserve  credit)  $21,048.96  and  Raihoad  CommtiBion  expeoie 
and  law  expense  general  reserve  fund.  $16,685.34. 

*  Inchides  maintenance  adjustment  $70.00. 

*  Reserve  credit 

« Inohides  V7,97eM  undistributed  expense  apportionment 
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CLASS  A    ROADS,  lOH.-OoocIuded. 


UNDIBTHIBUTaD 


Injurira 

and 

damages 

InsuraDoe 

Stationery 

and 
printing 

Operation  of 

stores 
department 

Operation  of 

utility 
equipment 

Rent  of 
tracks  and 
tenninab 

Rent  of 
equipment 

Total  undis- 
tributed 

$9,642.71 

$2,308.73 

760.41 

•21,044.46 

•7,304.98 

2.408.25 

336.09 

$884.07 

516.31 

18.409.04 

3.610.80 

654.97 

316.77 

$1,012.66 
681.09 

31.202.98 

6.081.11 

553.24 

190.80 

$19,743.72 

«89,7M.70 
U,S41-7& 
3.834.33 

6,827.70 

$33,591.89 

12,777.93 

•220.710.47 

•50.857.97 

1.606.80 

2.455.61 

$427.68 

»$1. 736.81 
'341.86 

.26 

15.163.42 

382.868.46 

66.854.93 

9.057.59 

10.127.23 

$298,051.49 

$34,162.92 

$24,391.96 

$39,721.88 

$427.68 

$118,828.66      $2.078.93|  $517,663.52 

$22,796.18 

$5,457.76 
4.012.28 
1.811.15 

$2,089.97 
2,229.73 
1,707.02 

$2,304.05 
2.941.56 
1,028.20 

$46,538.15 
36.793.70 

r9.276.11 
65,154.06 
54.  fi74  J» 

54.124.38 
13.233.03 

$1 {847.00 

$l'.45j 

$90,153.59 

$11,281.19 

$6,026.72 

$6,363.81 

$1,847.00 

$83,331.85 

$1.45 

$199,005.61 

Opkbatino  Expbnsks 


General 

Undistributed 

Total 
ordinary 
expenses 

(extraordi- 
nary) 

Taxes 

Total 
operating 
expenses 

$22,315.36 

$33,591.89 

15,163.42 

.     382.868.46 

66.854.93 

9,057.59 

10,127.23 

$215,091.65 

160,316.69 

2.431.689.33 

530.297.16 

167.912.04 

52.029.89 

$18,750.01 
14.701.51 

262,957.87 
68.179.77 
23,486.62 

2,292.87 

$233,841.66 

15.156.93 

$14,940.90 
490.036.24 
30.601.58 
24,000.00 

189,959.10 

121.127.62 
26.177.55 
13.634.08 

3.752.96 

$5,389.25 
1,355.92 

3,190.072.69 
630.434.48 
215.398.66 

54.322.76 

$202,164.60 

$517,663.52 

$3,557,336.76 

$559,578.72 

$6,745.17 

$390,868.65 

$4,514,029.30 

$52,757.31 

$79,276.11 
65.154.95 
54.574.55 

$599,496.22 
715.082.76 
280.383.33 

$54,500.00 
67.841.38 
12,355.98 

$653,996.22 

64.650.64 

$74,100.50 

857.024.64 

20,224.29 

292.739.31 

$137,632.24 

$199,005.61 

$1,594,902.31 

r4, 100.50 

$134,697.36 

$1,803,760.17 

•  Rent  of  land.  I 

•  Indudes  Relief  and  j 


and  law  expense  general  reserve  fund.  $3,465.88. 
'  Undistributed  expense  apportionmait. 


I  and  other  property, 
sion  Aaociation  expense  (reserve  cre^t)  $4,860.97.  and  Railroad  Comnussion  expense' 
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OPERATING  EXPENSES.  CLASS  B 
Way  and 


Way 

Namv  or  Road 

Superinten- 
dence 

roadway 
and  track 

maintenance 
of  way 

Total  way 

W1B00N8IN 

AshUnd  Lt  Pr.  &  St  Ry.  Co 

Wisoonan-Mmnesota  Lt  A  Pr.  Co. 

EasUsrn  Wiaconain  Ry.  A  Lt  Co 

Sheboygan  Ry.  ft  EI©c.  Co. 

Southern  Wisconnn  Ry.  Ca 

Wisconmn  Ry.  Lt.  k  Pr.  Co.                 

^       $810  00 

540  21 
1.301  22 
1,666  64 

168  20 

1,593  84 

686  61 

762  42 

$2,358  36 
10,609  32 

4,769  15 
14.705  92 

7.287  61 

7.686  85 
5.313  90 
5,692  68 
6,523  12 

$177  32 

218  32 
1,211  01 

312  54 
907  31 

$3,345  68 
10.609  32 

5.527  68 
17.218  15 

8.954  25 

8,167  59 
17,815  05 
6,379  29 

Wisconain  Tr.  Lt.  Ht.  ft  Pr.  Co 

60  53 

7,346  07 

ToUO. 

$7,529  14 

$74,946  91 

$2,887  03 

$85.363  06 

Wat  and  Structcbeb  (concluded) 

BtiadinM,Fixtvruand 
Orovmdi,  (concluded). 

Total 
way  and 
structures 

Namb  or  Road 

MiaoeilaneouB 

fixtures 
and  grounds 

Total 

buildinga 

fixtures  and 

grounds 

Superintea- 
denee 

Wisconsin 
Aahland  Lt.  Pr.  4  St.  Ry.  Co 

$26  20 
2550 
15  78 

136  61 
337  81 

6  30 

$804  08 

125  01 

25  50 

315  78 

1,087  81 

136  61 
337  81 
329  52 
103  24 

$4.385  88 
11.936  20 
6.644  77 
19.391  63 
12.302  96 

10.845  58 
21,080  30 
7,544  87 
8,248  75 

Eattem  Wiaconain  Ry.  ft  Lt  Co 

Sheboygan  Ry.  A  Elec.  Co 

Southern  Wiaoonmn  Ry.  Co 

Wiwsooain  Elec.  Ry.  Co 

Wiaconain  Public  Service  Co 

Wiaconain  Ry.  Lt  ft  Pi-.  Co 

Wiaconain  Tr.  Lt  Ht  ft  Pr.  Co 

$557  04 

300  14 

1.091  28 

1.666  64 

1.883  74 
720  00 

1,230  00 

Total 

$548  20 

$3,265  36 

$102,380  96 

$7.448  84 

>  IilehideB  munteoaaoe  of  ahoiis  and  car  house  buildings,  fixtures  and  grounds. 
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ROADS.  YEAR  ENDING  JUNE  30, 1914. 


Ekdrie  Line 

BuQdinga.  Fixiunt  and  Oroundi 

MjinteouMe 

tniuminion 

system 

Maintenuice 

distribution 

system 

electric 

Uoe 
expenses 

Total 
electric 
line 

Mftintensnce 

wsy  buildings 

fixtures  and 

grounds 

Maintenance 

shopbuildinn. 

fixtures  and 

grounds 

Mamtonanoe 
car  house 
fixtures  and 
grounds 

$3  60 

73  82 

266 

236  19 

1.079  44 

$143  32 
1.128  05 
943  46 
1.598  37 
1.012  58 

2.537  77 

2,160  52 

836  06 

648  45 

$89  20 

145  47 
23  14 
168  90 

51 
407  10 

147  49 

$236  12 
1.201  87 
1.091  59 
1,857  70 
2.260  92   . 

2.541  38 

2,927  44 

836  06 

799  44 

$579  09 
93  43 

100  00 

$165  14 
358 

100  00 

$50  85 
1  80 

100  00 

1,087  81 

3  10 
369  82 

3  50 

'96  94 

329  62 

$1,772  » 

$10,99g  58 

$981  81 

$13,752  52 

$809  40 

$266  72 

$1,578  98 

Tiurnr 

EXFKNBKB 

CoNDUcTiNQ  Transportation 

Equipuknt 

Power 

revenue 

ears  and 

locomotives 

eleetric 

equipment  of 

revenue  cars 

and  locomotives 

MisceOaoeous 

equipment 

expense 

Total 
equipment 

Maintenance 
power  equip- 
ment (inohid- 

Operation 

power 
equipment 

$1,767  59 
9.553  96 
3.811  61 
7.272  83 
7,880  40 

4.689  57 
9,992  57 
3,141  32 
2,976  96 

$881  48 

2.329  98 
2,452  36 
2.008  45 

5.678  08 

4,392  15 

880  13 

1,299  53 

$10  80 

68  90 

2.246  50 

2,334  77 

547  79 
930  69 

205  64 

$2,640  07 
10,121  80 
6,510  63 
13.062  97 
13.890  26 

12.797  18 
16,035  41 
4.021  45 
6.712  13 

$1,898  19 

373  51 

1.628  32 

745  11 

1.235  83 
49  65 
230  00 
145  28 

$1,640  87 
871  69 

1.345  03 
474  59 
553  52 

$41  00 
3,492  20 
13,326  83 

23,243  13 
3,920  96 
16.68)  68 

$51.086  81 

$19,920  16 

$6,345  09 

$84,800  90 

$6  305  89 

$4,884  70 

$60,713  39 
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OPERATING  EXPENSES 

CONDUCTTNQ  TrUIB 


Pmm.-Ctm 

Nahb  or  Road 

Pbwer 

Power 
exchanged, 
balance. 

(proportion  of  coet  of  power) 

Dr. 

(nulnav) 

Cr.  (other 
than  railway) 

Wmcombin 
AthkndT/t.  Pr  ft  St.  Rv,  Co.     ,    

1300  00 

WiaOoiiBin-Miimeioto  Lt  k  Pr.  (V 

Eastern  Wisoonan  Ry.  k  Lt  Co. , 

$4. 800  6b 

37,812  76 

2.480  00 

She  boygan  Ry.  k  Etoe.  Ca..«. .„ „. 

Soathtfn  Wisooomn  Ry.  Co. 

19,517  06 

WiMODBiD  Elec.  Ky.  Co. 

WiaeooBinRy.LtftPr.Co. 

Wkcoimn  Tr.  Lt.  Ht  &  Pr.  Co.... 

5.376  06 

8,168'  88 

TotoL„ 

$50,467  82 

$28,075  94 

Nams  or  Road 


Operating 
agmJ,  inter- 

locting, 
td^hone  and 
tdegraph 
systems 


CoNDUCTiKO  TBANBPORTAnoN — Omduded. 


(ypmOUm,  of  Cart — Conduded. 


MkoeUaneous 
tnnspOTta- 

tion 
expenses 


Total 

opoation 

of  cars 


Total 
conducting 
tranq>ortar 

tion 


Wdoonbin 

Ashl&nd  Lt  Pr.  k  St  Ry.  Co. 

Wnoonsin-Minnesota  Lt  &  Pr.  C3o.. 
Eastern  Wisconsin  Ry.  k  Lt  Co.... .. 

Sheboygan  Ry.  k  Elec.  (3o 

Southern  Wiseoosin  Ry.  Co. 


Wisconsin  Elec.  Ry.  Co. 

Wisconsin  Pubtie  Senriee  Co. 

Wisconsin  Ry.  Lt  &  Pr.  Co. 

Wisconsin  Tr.  Lt  Ht  k  Pr.  Co. — 


$468  25 
171  96 
159  66 


196  74 
294  91 


$836  57 
41  83 
264  54 
399  59 

186  89 
25  74 


36  02 


$6,274  92 
28,782  87 
22.013  15 
36.060  31 
70,773  38 

50,834  74 
50,453  25 
55,870  98 
25,790  79 


TotaL. 


$1,291  52 


$1,791  18 


$347,754  39 


$6,705  92 
33,916  03 
41,011  17 
56.4n  37 
108,586  14 

77,902  90 
54,854  80 
78.482  24 
33,969  67 


$491,896  24 


>Stoble 
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CLASS  B  ROADS.  1914— Contmued 
POBTATION— Continued 


duded. 

OptraHonofCari 

Total 
power 

intendence 

Wa«« 
pueenger 
trainmen 

Wage*, 
freight  and 
express 
trainmen 

Miscel- 
laneous  car 

service 
wages  and 
expenses 

Wages 
station  em- 
ployes and 
station  ex- 
penses 

Wag«i 

car  house 

cmrioyes 

and  car 

house 
expenses 

$431  00 

$1,620  00 
1.353  22 
1,200  00 
5,824  86 

2.676  48 

8.332  50 

688.61 

828  09 

$5,514  12 

25.631  80 

16.632  97 
23,172  30 
55,093  92 

39,686  03 
37,963  81 
48.212  51 
18,038  58 

$241  60 
226  25 
2,034  39 
2,045  71 
6,353  71 

3,522  93 
3,422  16 
2,208  55 
3,452  71 

$519  20 

5,133  16 

$279  94 
3,710  43 

463,91 

2,225  65 

12  00 

356  02 

18.998  02 
19,517  06 
37,812  76 

27,068  16 

$1,783  11 

1,498  84 
4,624  56 
3,101  30 

4,101  76 
3,188  48 
4,749  31 
3,079  87 

4,401  55 
22,611  26 
8,168  88 

" 

$144,141  85 

$17,523  76 

$269,946  04 

$1,783  11 

$23,508  01 

$7,047  95 

$24,862  82 

QlNBlUL 


Salaries 
officers 

Salaries 

general 

office 

derks 

General 
office  supplies 

expenses 

Law 
expenses- 
general 

MiaoeUaneous 
general 
expenses 

Railroad 
expenses 

general 

office 

equipment 

$1,726  68 
1,475  00 

$761  98 
1,134  00 
1,178  56 
1.898  83 
3.019  96 

2.861  25 
2.670  71 

1.884  '40 

$51  60 

169  15 

1,193  12 

1,765  00 

1,792  95 

2,377  36 

1.406  84 

73  81 

636  34 

$133  32 
1,765  00 
492  41 
1,636  00 
4,320  00 

1,577  20 
1,032  13 
1.468  14 
M, 408  96 

$13  72 
93  10 

646  50 
1,692  50 
1,219  94 

704  96 
4,375  26 
3.532  23 

729  27 

2.796  56 
4.100  00 
8.499  96 

5,889  14 

238  63 

5,229  99 

4.429  98 

90  ts 

1,335  66 

1  28 
43  98 

$9  58 
289  80 
>891  85 

10  00 
309 

26  25 

$34,385  94 

$15,409  69 

$9,466  17 

$13,833  16 

$13,007  48 

$1,380  08 

$1,230  07 

'  Ressrye  charge. 
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OPERATING  EXPENSES.    CLASS  B 


(?e}i«ra<-<)onchided 

Name  or  Road 

Maintenance 
general  office 
buildingit  fix- 
tures and 
grounds 

Total 
general 

Injuries 

and 
damages 

Insurance 

,  Wisconsin 

AshUnd  Lt.  P.  Ak.  Ry.  Co 

WisconsuQ-MiimeBota  Light  &  Power  Co 

EMtern  Wiaconsm  Ry.  k  Lt.  Co 

Sheboygan  Ry.  k  Eloc.  Co 

Southern  Wisconsin  Ry.  Co 

Wiseonsin  PubUo  Serviee  Co ' 

Wisconsin  Ry.  Lt.  k  Pr.  Co 

WiseooBii  Tr.  Lt.  Ht.  k  Pr.  Co 

$146  74 

225 

133  30 

10  95 

34  94 

$2,687  30 
4.636  25 
6,463  24 
11.381  63 
21,079  66 

13,423  44 
9.903  94 

10.315  12 
9.160  14 

$179  35 
3.600  00 
3.817  63 
3,058  11 
6.600  00 

6,766  42 
7,853  12 
5.512  00 
H.226  80 

$506  64 
1.980  00 
684  39 
1.606  02 
3.480  76 

1.262  76 

2.274  24 

977n 

U.406  06 

Total 

$328  18 

$89,040  72 

$41,614  42 

$14,280  54 

BuioiABT  or 


Naub  op  Road 

Way  and 
structures 

Traffic 

CooduetinK 

transport*- 

tioo 

Wisconsin 

Ashland  Lt.  Pr.  k  St.  Ry.  Co 

Wisconsin-Minnesota  light  k  Power  Co 

Eastern  Wisconsin  Ry.  k  Lt.  Co 

$4,385  88 
11,036  20 
6.644  77 
19,391  63 
12,302  98 

10,845  58 
21,080  30 
7,544  87 
8,248  75 

$2,649  07 
10,121  80 
6,510  63 
18,062  97 
13,890  26 

12,797  18 
16.035  41 
4.021  45 
5.712  13 

$1,898  19 

373  51 

1.628  32 

745  11 

1.235  83 
49  65 
230  00 
145  28 

$6,705  02 
33.016  03 
41.011  17 

Sheboygan  Ry.  A  Elec.  Co 

Southern  Wisconsin  Ry.  Co 

WiscoMJn  Elec.  Ry.  Co 

Wisconsin  Public  Service  Co 

Wiaconsin  Ry.  Lt.  4  Pr.  Co. 

Wisconsin  Tr.  Lt.  Ht  &  Pr.  Co. 

66,477  37 
108.586  14 

77,902  90 
54.854  80 
78,482  24 
33.059  67 

Total 

$102,380  96 

$84,800  90 

$6.305  89 

$401,896  24 

1  Reiwve  charge. 
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ROADS,  1914— Concluded 


Undutbibutkd 


Stationery 

aad 
printing 

Operation  and 

stores 
department 

Operation 

utility 
equipment 

Maintenance 
utility  equip- 
ment buildings, 
fixtures  and 
grounds 

Rent 
tracks  and 
terminals 

Rent 
equipment 

Total 

$20  95 

868  62 

67  50 
101  90 

170  13 

$10  00 

1.500  00 

11,093  26 

$1,000  00 

$796  94 

$69  10 
1,203  75 

$334  18 

289  96 

1.768  84 

1.617  39 
691  63 
761  42 
207  51 

$49  30 
28  94 

293  80 

45  36 
276  13 

6,500  09 
7.464  60 
18.148  64 

367  91 
110  30 

12.226  61 
10.118  17 

89  04 
3  00 

26  00 

17  »8 

11,017  65 
7,300  44 

331  42 

>30  00 

6,651  04 

$2,174  52 

$5,670  92 

$1,229  00 

$693  62 

$12,628  25 

$1,012  72 

$79,303  89 

OmUTUlO  EXFIIfBIB 


Genefal 

Undistributed 

Total  of 

foregoing 

items 

Contingen- 
cies (extra- 
ordinary) 

Taxe» 

Total 
operating 
expenses 

$2.687  30 
4.636  26 

$796  94 
5.590  00 
7.464  60 
18.148  54 
12.226  51 

10.118  17 
11.017  65 
7,300  44 
6.651  04 

$17,226  11 
68,098  47 
68.457  92 
120.090  46 
168,830  66 

126.323  10 
112.941  75 
107,894  12 
63.867  01 

$9.000  00 

15.000  00 

17.849  i29 
17.809  66 
32.694  50 

$1.096  08 
5.793  12 
6,051  78 
10,604  45 
13,827  73 

9,477  93 
13,845  00 

6.673  62 
10,527  74 

$18,321  19 
82.801  69 

6.463  24 
11.381  63 
21.079  66 

13.423  44 
9.903  94 

10.315  12 
9.160  14 

74.609  70 
130.694  91 
197.658  39 

135,801  03 
144,636  04 
182.377  40 
107.089  26 

$89,040  72 

$79,303  89 

$863,728  60 

$92,353  45 

$77,897  45 

$1,023,979  60 

s  Rent  of  land. 
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OPERATING  EXPENSES,  CLASS  C  ROADS. 


Wat  AH© 

Name  or  Road 

Wav 

Superinten- 
dence 

Maintenance 
of  way 

Total  way 

Wisconsin 

B»y  Shore  St.  Ry.  Co 

Bcioit  Traction  Co 

Chicago  4  MUwBukee  Elec.  Ry.  Co 

Chkaio  A  Wisconsin  Valley  Ry.  Co        , 

Grand  Rapids  St.  R.  R.  Co 

Iroowood  4  BesienMrr  Lt.  4  Power  Co 

Janesvillo  Traction  Co 

La  Cro«5  Onalaska  Ry.  Co 

Manitowoc  4  Northern  Tr.  Co 

Merrill  Ry.  4  Ltg.  Co 

Milwaukee-Western  Elec.  Ry.  Co 

Waupaca  Elec.  Lt.  4  Ry.  Co  

Wauaau  St.  R.  R,  Co 

Wisconsin  Gas  4  Elec.  Co 

$102  20 

478  88 

244  75 
137  16 
60  00 

159  33 

360  00 

315  00 

3  64 

$102  47 

2,680  75 

3.851  99 

44  28 

1.151  21 

792  77 

826  04 

981  29 

1,372  61 

2.604  49 

304  92 

836  51 
3,269  33 
2.037  48 

$102  47 

2.680  75 

3.954  19 

523  16 

1.151  21 

1.037  52 
963  20 
1.041  29 
1.372  61 
2.763  82 

304  92 

1.196  51 
3.584  33 
2,041  12 

Total 

$1.860  96 

$20,856  14 

$22,717  10 

ENTIRa  LiNS— iNTBBflTATB  ROADB 

$381  18 

$4.598  44 

$4.979  62 

TBAmc 

EznNBBS 

Con 

Namb  or  Road 

POIMT 

Maintenanoe 
of  power  equip- 
ment Cmdud- 

Opentioaof 

power 
eqmpmeot 

WraooNsm 
Bay  Shore  St.  Ry.  Co 

$14  00 
3  75 

733  24 

439  08 
1  50 

Bdoit  Traction  Co 

Chicago  4  Milwaukee  Elec.  Ry.  Co    

Chicago  4  Wisconsin  V.illey  Ry.  Co 

Grand  Rapids  St.  R.  R.  Co 

Ironwood  4  Bessemer  Lt.  4  Pr.  Co 

Janeeville  Traction  Co 

La  Crosse  4  Onabska  Ry.  Co 

Manitowoc  4  Northern  Tr.  Co 

Menominee  4  Marinette  Lt.  4  Tr.  Co 

Merrill  Ry.  4  Ltg.  Co 

$3  00 

5,554  28 
18  45 

$3,130  77 
346  43 

Milwaukee- Western  Elec.  Ry.  Co 

Waupaca  Elec.  Lt.  4  Ry.  Co 

552  06 
3.015  64 

27  26 

330  06 

Wauaau  St.  R.  R.  Co 

Wisconsin  Gas  4  Elec  Co 

Total 

$4,759  27 

$5.602  99 

$3,807  25 

Enrnu  Linb— Intebbtatb  Roads 
Menominee  4  Marinette  Lt.  4  Tr.  Co 

$816  32 

$61  52 

$835  12 

» Power  apportioned— debit  (proportion  of  cost  of  power— railway). 
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YEAR  ENDING  JUNE  30.  1914 


EQUmONT 

ofdeetrieline 

ofbuUdings, 

fixtures  and 

grounds 

Total  wio^ 

and 
structures 

Buperinteo- 
denoe 

revenue  ears 
and 

electric 
equip- 
ment of 
revenue  cars 

MisoeOaneoQS 
equipment 
expenses 

Total  equip- 
ment 

$102  47 

2,811  22 

5.347  80 

523  16 

1.412  17 

1,225  03 
1,122  14 
1,061  70 
1.846  25 
3.046  06 

337  18 

1,216  81 
4,145  85 
2.767  91 

$73  73 

$32  49 
2,732  14 
2,276  17 

918  14 
1.076  02 

718  96 

1.878  07 

9698 

2.613  03 

1.785  28 

538  81 

796  32 
5.934  93 
1.896  36 

$2  89 
44  02 

$32  49 

$130  47 

$887  66 

1.161  17 

329  22 

215  88 

323  32 
1.422  39 

3.622  68 
3.555  09 
1.247  36 

1.345  99 

$47  62 

188  34 

72  62 

10  84 

288  61 
168  03 

1.302  74 
1.831  70 

187  51 

500  90 
137  75 

158  94 

3.606  24 

20  41 

96  98 

473  64 

159  83 

i2,322  96 
542  34 

536  48 

317  77 

554  99 

1,900  26 

46  26 

15  90 

19D2 
44  32 
42  30 

4,935  99 
2.533  21 

1,091  19 

115  11 
26  16 

167  13 

6  10 

9"i6 

141  22 
16  65 

180  00 
295  00 
34  58 

11  14 
420  30 
710  14 

1,312  11 
6,829  24 
3,873  50 

$3,788  15 

$460  50 

$26,965  75 

$1,381  29 

$23,292  70 

$10,514  43 

$682  19 

$35,870  61 

$360  81 

$407  14 

$5,747  57 

$381  18 

$3,750  76 

$1,148  77 

$110  67 

$5,391  38 

DUOnifG  TRAMSPOItTATIOH 


OptfOMWK  of  KOTt 

Power 
purchased 

Total 
power 

Superinten- 
dence 

Wages  con- 
ductors, 

trainmen 

Miscellaneous 

transpcvtadon 

expenses 

Total 

operation 

of  cars 

Total 

transportation 

expenses 

$608  24 
5,437  53 
21.816  02 
3,444  51 

$608  24 

5.437  53 

21.816  02 

3.444  51 

2.511  50 

3.514  58 
1.025  10 
8.685  05 
3.965  66 

1.800  00 

$608  23 
1.319  61 

$908  95 
8.876  05 
10,826  82 
4.253  36 
3.281  38 

4,202  97 
4,611  56 
1,688  49 
5,594  87 
12.335  99 

1,676  16 

1,49706 
12.996  27 
25,017  57 

$2,131  51 

4.024  77 

117  03 

1.517  65 

296  78 
426  41 

$908  95 
11,615  79 

15.671  20 
4.370  39 
4.799  03 

^       4.499  75 
5.665  92 
1.988  49 
5.594  87 

14.672  14 

2,310  24 

2,01939 
15,126  90 
29,008  27 

$1,517  19 

17.063  32 

37.487  22 

7,814  90 

2.506  50 

3.514  58 
1,025  10 

627  95 
300  00 

174  33 

7.310  53 

4,499  75 
9,180  50 
3,013  59 

3.600  79 
1,800  00 

2,181  82 

634  08 

217  34 
1.285  63 
2,787  04 

14.279  92 
18.637  80 

4,110  24 

4.969  75 
•14,171  36 

357  32 
4,959  75 
14,171  36 

305  00 

845  00 

1.203  66 

2,376  71 
20.086  65 
43,179  63 

$62.886  38 

$72.296  62 

$5,383  78 

$97,267  49 

$15,600  06 

$118,251  33 

$190,547  95 

$8,701  18 

$9.507  82 

'  $417  06 

$29,514  72 

$5,221  32 

$35,153  10 

$44.750  92 
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operating  expen8eb.  class  c 


Namx  op  Road 


Gknuul 


General 
office 
aalariei 


MiscdUneoun 
tSBaend 
expenses 


Railrpftd 

Couuniflooii 

expoues 


MAintcoanoc 
general  office 
eguipmeDt, 
buuduigB.  fix- 
tures and 
groonds 


Wucorvsm 

Bay  Shore  St.  Rv.  Co 

Beloit  Traction  Co. 
Chicago  &  Milwaukee  Elec.  Ry.  Co 
Chicago  A  Wisconsin  Valley  Ry.  Co. 
Grand  Rapids  St.  R.  R.  Co 

Ironwood  A  Bessemer  Ry .  A  Lt.  Co. 

Janesviile  Traction  Co. 

La  Crosse  &  Onalaska  Ry.  Co 

Manitowoc  &  Northern  Tr.  Co 

Menominee  A  Marinette  Lt.  A  Tr.  Co 

Merrill  Ry.  4  Ltg.  Co 

Milwaukee-Western  ESec.  Ry.  Co. 

Waupaca  Elec.  Lt.  k  Ry.  Co 

Wausau  St.  R.  R.  Co 

Wisconsin  Gas  A  Elec.  Co 

Total 


ENTntB  Link— Intirstatk  Roads 
MenoBinee  &  Marinette  Lt.  A  Tr.  Co 


$1,014  35 
1,184  30 

275  00 
1.065  00 


369  00 

145  00 

4.200  00 

1.538  95 

600  00 

1.508  50 
2.520  00 

1.509  96 


$15,921  06 


$$,672  91 


$101  29 
795  58 
181  89 
364  83 


36  58 

140  21 

3.002  82 

403  21 

96  27 

574  83 

947  56 

1.859  35 


$8,604  42 


$958  72 


$20  00 


45 


73  12 

74  40 

588 


$37  25 


2  92 
30  55 


$173  85 


$T0  72 


$0  45 


188  91 


SUMMART  I 


Nami  op  Road 

Way  and 
structures 

Traffic 

Wiscoiom 
Bay  Shore  St.  Ry.  Co              

$102  47 

2.811  22 

5.347  80 

523  16 

1.412  17 

1,225  03 
1.122  14 
1,061  70 
1.846  25 
3,046  06 

337  18 

1,216  81 
4,145  85 
2.767  91 

$32  49 
3.622  68 
3.555  09 
1,247  36 
1,302  74 

1.831  79 
3.606  24 
96  96 
4,935  99 
2,533  21 

1,091  19 

1.312  11 
6,829  24 
3.873  50 

Bdoit  Traction  Co 

Chicago  k  MUwaukee  Elec.  Ry.  Co 

Chicago  A  Wisconsin  Valley  Ry.  Co 

Grand  Rapids  St.  R.  R.  Co 

Ironwood  A  Bessemer  Lt.  A  Pr.  Co 

Janesviile  Traction  Co 

U  Croise  A  Onal^ka  Ry.  Co 

Manitowoc  A  Northern  Tr.  C^ 

Menominee  A  Marinette  Lt.  A  Tr.  Co 

MerriU  Ry.  A  Ltg.  Co 

Milwaukee-Western  Elec.  Ry.  Ca 
Waupaca  Elec.  Lt.  A  Ry.  Co. 

Wausau  St.  R.  R.  Co 

Wiseottrin  Gas  A  Elec.  Co 

$14  00 
3  75 

733  24 

439  08 

1  50 

552  06 
3.015  64 

Total 

$26.065  75 

$35.870  61 

$4,750  27 

ENTHti  Link— Intbiwtatk  Roam 
MenoDcinfe  A  Marinette  Lt.  A  Tr.  Co 

$5,747  57 

$5,391  38 

$816  32 

>  lochidfls  contingencies  $125.00. 
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ROADS.    1914— Concluded 


Undutributbd 

Total 
gracrftl 

Injuries 

and 
damages 

Inauranee 

Stationery 

and 
prbting 

Stores  and 
utility  equip- 
ment ex- 
penses 

Rent  of 
tracks,  tenai- 
nals  and  equip- 
ment 

Total 
undistributed 

$1,014  35 

$220  08 

$81  28 
1 .249  29 
6.226  50 

$    301  36 

1.285  59 
795  58 
456  89 

1.449  83 

$900  00 
3.528  14 

103  90 

498  33 

3.163  16 

949  17 
3.575  96 

$636  83 

149  75 

80  00 
77  76 

398  75 
244  11 

653  95 

187  93 
554  45 

839  87 

$37  28 
400 

17  28 

158  61 
105  58 

1  98 

54  39 
89  75 
71  36 

2.823  40 
9.758  64 

253  65""' 

80  00 

396  58 

1.910  65 
45  00 

2,604  02 

285  21 
7.202  82 
1.979  86 

696  27 

2.159  37 
3,541  96 
3;405  74 

561  67 
346  85 

557  36 
4.074  52 

655  93 

287  32 
1.543  37 
4.834  03 

$24.670  05 

$12,718  65 

$3.823  40 

$490  23 

$1,128  60 

$9,512  72 

$27,673  60 

$4.720  99 

$3,738  31 

$583  99 

$250  21 

$1,310  12 

$5.882  63 

OraUTINQ  EZPKNSIS 


Conducting 
transporta- 
tion 

General 

Undistributed 

Total  of 

foregoing 

Items 

Depredation 

Taxes 

Total 
operating 
expenses 

$1,517  19 
17,053  32 
37.487  22 
7.814  90 
7.310  63 

4.490  75 
9.180  50 
3.013  59 
14.279  92 
18.637  80 

4.110  24 

2.376  71 

20,086  65 
43.179  63 

$1,014  35 

1.285  59 

795  58 

456  89 

1.449  83 

396  58 

285  21 

7.202  82 

1.079  86 

696  27 

2.159  37 
8.541  96 
3.405  74 

$301  36 
^.823  40 
9.758  64 

253  65 

80  00 
2.504  02 

567  36 
4,074  52 

655  93 

287  32 
1.543  37 
4.834  03 

$2,967  86 
27,610  21 
56,948  08 
10.042  31 
12.462  16 

7.636  57 
16.809  48 

4,457  48 
28,822  34 
30,710  53 

6.892  31 

7.904  38 
39.162  71 
58.060  81 

• 
i$625  00 
6.000  00 

1.000  00 

1,944  55 

S2.282  32 

1 ,229  95 
10.000  00 
11,131  37 

$100  00 
3.701  30 
2,900  00 

1,387  19 

1.890  14 

686  00 

278  94 

1.365  28 

1.800  50 

523  96 

633  87 
2.820  86 
4.328  69 

$3.692  86 
31.311  61 

65.848  08 
10.042  31 

13.849  35 

9,526  71 
17.495  48 

5,731  42 
30,187  62 
34,455  58 

9.698  59 

9.768  20 
51.988  07 
73.520  87 

$190,547  95 

$24.670  05 

$27,673  60 

$310,487  23 

$34,213  19 

$22,411  23 

$367,111  66 

$44.750  92 

$4,720  99 

$5,882  63 

$67,309  81 

$4,817  15 

$4.027  26 

$76,154  22 

'Inelttdss  eoBtaagsaoias  $282.32.  loss  operating  traekless  trol%. 


Digitized  by 


Google 


992 


Report  of  Railroad  Commission 


POWER  ACCOUNTS.    CLASS  A    ROADS.    ENTIRE 
Sxsui  POWR 


OPBunoiv 

Namb  or  Road 

Superin- 
tendenoe 

^ 

Electrical 
labor 

Misoellan- 
ecrai  labor 

Steam 
generated 

Chieuo  &  Milwsakee  Elec.  R.  R.  Co 

Duhith  St.  Ry.  Co. 

Milwaukee  El.  Ry.  k  Lt.  Co 

$9,39931 

$26.2M68 

»I12,081  72 

$4.S44  M 

10.884  28 

$3,193  09 

565,571  08 

MUwaukee  U.  Ht.  A  Tr.  Co.< 

ToUL                  

19,399  31 

120.264  68 

122.966  00 

$3.193  09 

$569  915  67 

Gab  Powsb 


OPBBATION 

Name  of  Road 

Superin- 
tendence 

Engine 
house 
labor 

Sub- 
Station 
employes 

Power 
produced 

suppUeeaod 
expenses 

Milwaokee  Northern  Ry.  Co 

$1,044  78 

$3,414  26 

$3,421  69 

$23,543  74 

$385  50 

Htmuuuc 


OraiUTION 

Nami  or  Road 

Superin- 
tendence 

Hydraulic 

Electrical 
labor 

MisceOaneouB 

power  plant 

supplies  and 

expenses 

Mflwaukee  El.  Ry.  A  Lt.  Co 

MUwaukee  Lt.  Mt.  k  Tr.  Co« 

$20  46 

$943  59 

$628  95 

ArpoKnomoKT  or 


Nahk  or  Road 


Electric 

current 

purchased 


Chicaso  k  Milwaukee  El.  R.  R.  Co 

Duluth  St.  Ry.  Co. 

Mflwaukee  El.  Ry.  4  Lt.  Co 

Milwaukee  Lt.  Ht.  k  Tr.  Co.< 

MUwaukee  Northern  Ry.  Co 

Rockford  k  Intcrurban  Ry.  Co 

ToW. : :..:..: 

1  Substation  labor 
•Not 


$19,391  72 

3,968  59 

654.756  23 

36.618  05 


$714,734  59 


$144,893  55 
164.308  42 
186.197  04 


68.331  36 


$563.630  27 
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SYSTEM.    YEAR  ENDING  JUNE  30.  1914 
Qbrbution 


MAINTBNANCB 

Ubri- 

eanU 

MiMd- 

laneouB 
power 
planf 
expenses 

Total 
opermtion 

Steam 

and  tur- 
bines 

Auxiliary 
power 
plant 
equip- 
ment 

Genera- 
tors 

Auxiliary 

power 
pUintelee- 
trical  equip- 
ment 

Power 

nlmit-hnilA. 

ings.  fix- 
tures axKl 
grounds 

Totalmain- 
tenance 

Total 

steam 

power 

generatioo 

$1,344  10 
«2.472  71 
8.538  38 

$17,770  41 

2.472  71 

618.086  64 

$1,288  87 
5,904  90 

$332  44 
n.495  88 
10,265  70 

$1,621  31 

1.495  88 

04,928  07 

$19,391  72 

W^msi 

$7,89574 

$3,604  48 

$7,257  25 

3.968  59 
658,014  71 









$5.235  82 

$7,355  19 

$638.329  76 

$7,895  74 

$3,604  48 

$7,257  25 

$7.193  77 

$12,094  02 

$38,045  26  $676,375  02 

GXNIKATXON 


MAINTBNAICCB 

Total 

Lubricants 

power  plant 

supplies  and 

expenses 

Total 
operation 

Gas 

engines  and 

turbines 

SubeUUon 

Electrical 

plant 
equipment 

Total 
maintenance 

gas  power 
generation 

$1,034  59 

$383  96 

$33.228  61 

$1.696  37 

$1,542  48 

$150  59 

$3,389  44 

$36,618  05 

POWU  (jBNBRATTOIf 


IIAINTBNANCB 

Total 
operation 

Dams,  canals 
andfhimes 

Turbines  axKi 
water  wheels 

Generators 

Auxiliary  power 

plant 

electncal 

equipment 

Total 

Total  hy- 
draulic power 
generation 

$1.593  00 

$14  54 

$132  18 

$1  80 

$148  52 

$1,741  52 

CowF  or  POWSR 


Total  cost 

transfoi^ 

mation  and 

storage 

ApmrHonment  oftoUdeo$iof  povtr 

Total  cost  of 

Total 
cost  of 
power 

Amount  charged 
torailwaiy 
department 

Amount  charged 

toother 

departments 

power  charged 
toWisconam 

$164,285  27 

$164,285  27 
168.177  01 
919.694  77 

$164,285  27 

168,177  01 

/         346,011  01      \ 

\           61.945  69      / 

36,618  05 

68.331  26 

$55,185  11 

168.177  01 
840.953  27 

$511,738  07 

33.368  47 
346.011  01 
61,945  69 

36.618  05 

36.618  05 
68,331  26 

36,618  05 

68.331  26 

12,680  03 

$1,278,364  86 

$1,357,106  36 

$845,368  29 

$511,738  07 

$546,808  36 

*  Inchides  $8,300.00  maintenance  adjustment. 

*  Inchided  in  T.  M.  E.  R.  ft  L.  Co.  report 


RJLC- 
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POWER  ACX'OUNTS.  CLASS  B  ROADS 

SnAM  POWKR 


OPBB 

Namb  or  Road 

Superinteo- 
denoc 

Ejgj. 

Eleclrical 
labor 

Miacellan- 

eOQB 

labor 

Steam 
generated 

ABhUndLtPr.4  8t.Ry.Co 

Ei»t«ni  Wiwonnin  Ry.  4  Lt.  Co 

Sheboygan  Ry.  A  Elec.  Co 

WiKOMin  El.  Ry.  Co 

WiBConwn  Ry.  Lt.  4  Pr.  Co 
Wiiconain  Trwrtion  Lt.  Ht.  4  Pr.  Co 

$517  15 

990  00 

1.285  21 

$19  00 
1.212  43 
2.205  08 
1,177  33 

2.112  58 
80  96 

$904  96 
835  95 
846  09 

74  71 

$7  00 
431  49 
373  81 
349  93 
392  51 

26  60 
1  10 

34.185  06 

87,773  05 

24.601  67 

36130 

14.004  03 
2,920  73 

Total 

$2,792  36 

$6.807  38 

$2,661  71 

$1,582  44 

$113,936  72 

Htmuulic  Povir 


OPBU 

Namk  or  Road 

Superinten- 
dence 

Hydraulic 
labor 

Electrical 
labor 

Hydiaulie 

power 
purchaKd 

Lubricants 

Aahland  Lt  Pr.  4  St.  Ry.  Co 

Wkoonain  Public  Service  Co 

Wisoonain  Traction  Lt.  Ht.  4  Pr.  Co 

$778  42 
1.441  17 
1,350  00 

$390  00 

300  75 

1,583  90 

$1,458  50 
2,084  24 
1.212  96 

$15,000  00 

$32  10 
38  15 

Total 

$3,569  59 

$2,274  65 

$4,755  70 

$15,000  00 

$70  25 

ArroRTioNiaNT  or  Coar  or  Powbb 


Total 

power 

generated 

Electric 

current 

purchased 

Total  cost 
of  power 

Cod  of  Powr 

Name  or  Road 

Amount 

charged  to 

railway 

Amount 
departments 

Aahland  Light.  Pr.  4  St.  Ry.  Co 

Eastern  Wiaoonan  Ry.  A  Lt.  Co 
Sheboygan  Ry.  4  Elcc.  Co 
Southern  Wisconsin  Power  Co 

Wiaconain  Public  Service  Co 

Wisconsin  Ry.  Lt.  4  Pr.  Co 

Wisconsin  Tr.  Lt.  Ht.  4  Pr.  Co 

$431  00 

5.133  16 

38.355  07 

47.556  52 

29,388  16 
10.243  32 
17,236  20 
23,261  90 

$37,812  76 
5,375  06 

$431  00 

5.133  16 

38.355  07 

47,556  52 

37,812  76 

29,388  16 
>17,130  88 
22.611  26 
23.261  90 

$431  00 
5.133  16 
14.198  02 
19.517  06 
37.812  76 

24.588  16 
4,545  41 

22.611  26 
8.796  31 

$24,157  05 
28.030  46 

^,800  00 
12.585  47 

14.465  50 

Total 

$171,605  33 

$43,187  82 

$221,680  71 

$137,633  14 

$84,047  57 

>  Sold  to  E.  Wis.  Ry.  4  Lt.  Co. 

s  Inehides  $6,887.56  transmiarion,  transformation  and  storage. 
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YEAK  ENDING  JUNE  30.  1914 
Qbmbration 


ATION 

MAINTKNANd 

Lubricants 

Mb^ellftDeous 

power  plant 

supplies  and 

expenses 

Total 
operation 

Steam 

engines  and 

turbines 

Auxiliary 
power  plant 
equipment 

Generators 

Auxiliary 

power 

plant 
electrical 
equipment 

Power 

plant 

buUdinns, 

fixtures 
and 

grounds 

Total 
main- 
tenance 

Total 

steam  power 

power 

$228  98 
787  45 
454  56 
41  79 

253  48 
84  30 

$465  07 
670  87 
367  46 
181  50 

197  00 
90  36 

$26  00 
37,945  14 
43,637  11 
29,082  25 

977  10 

16.683  68 
3.252  15 

$0  40 

86  87 

1.546  66 

138  72 

101  31 
18  05 

$10  10 

63  86 

915  47 

85  08 
16  12 

$4  50 

75  20 

619  22 

23  33 

116  99 

$48  20 
763  51 
21  40 

25  05 
41  75 

$135  80 
74  56 
122  46 

224  09 
13  00 

$15  00 

409  93 

3.919  41 

305  91 

552  52 
88  92 

$41  00 
38.355  07 
47.556  52 
29.388  16 

977  10 

17.236  20 
3,341  07 

$1.850  56 

$1,972  26 

$131.603  43 

$1,892  01 

$1,090  63 

$839  24 

$809  91 

$569  90 

$5,291  69 

$136,895  12 

Obivbration 


noN 

MAWnMANCB 

Total 

Miaeellaneons 

power  plant 

•appfiesand 

expensep 

Current  used 
by  company 

Total 
operation 

Dams, 

«»^ni^lf  ^nd 

flumee 

TurWnes 

and  water 

wheels 

Generators 

Auxiliary 

power 

plant 
electrical 
equipment 

Power 

plant 

buildings 

fixtures  and 

grounds 

Total 
main- 
tenance 

hydraufic 

power 
generation 

$390  00 
3.402  29 
8.218  95 
19.724  79 

$487  62 
9  57 

$1,096  07 
40  30 
22  69 

$545  80 
9  14 
72  33 

$405  03 
16  96 

$1,640  87 

1.047  27 

196  04 

$390  00 

$922  52 
3.109  64 
2.123  68 

$105  18 
74  49 

5.133  16 
9.266  22 
19.920  83 

16.155  84 

$31,826  03 

$497  19 

$179  67 

$1.158  06 

$827  27 

$421  99 

$2,884  18 

$34,710  21 
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POWER  ACCOUNTS.   CLASS  C  R0AD8. 
SvBAU  Pown 


Namb 

■0,^ 

Steam 
generated 

Iron  wood  A  Beasemer  Ry.  ft  Lt.  Co 

Manitowoc  k  Northern  TrMtioii  Co 

$346  42 

Wftvpa4»  F1^.  Lt.  ft  Ry.  Co 

$353  75 
3.081  70 

l,27fl  12 

Wf(fmn«in  nug  4  PJac   ^-n 

44,109  70 

Total 

$3.435  45 

$45,735  24 

HTDmAUUc  Pown 


Namx  or  Road 


Grand  Rands  St  R.  R.  Co 

Wanpaca  Elec.  Lt  ft  Ry.  Co.. 

Total 


Operating 
labor 


$1,150  00 


$1,150  00 


Hydraulic 

power 
generated 


Apportignmbmt  or  Cost  or  Powxa 


NaMI  or  COMPANT 


Total 

power 

generation 


Electrie 

current 

purchased 


Total 
cost  of 
power 


Apportionmeni  of  TaUU 
Cod  of  Powtr 


Amount 
charged  to 

railway 
department 


Amount 
charged  to 

ouer 
departmoits 


Bay  Shore  St  Ry.  Co 

Beloit  Traction  Co 

Chicago  ft  Milwaukee  El.  Ry.  Co 

Chicago  ft  Wisconttn  Vidley  Ry.  Co. 
GrandRairidfl  St  R.  R.  Co 


$3  00 


Inmwood  ft  Beawm^  Ry.  ft  Lt  Co 

Janesville  Traction  Co 

la  Crosse  ft  Onahiska  St  Ry.  Co 

Manitowoc  ft  NOTthem  Traction  Co 

Moiominee  ft  Marinette  Lt  ft  Tr.  Co... 


Merrill  Ry.  ft  Ltg.  Co 

Waupaca  Elec  Lt  ft  Ry.  Co  . 

Wauaau  St  R.  R.  Co 

Wisconsin  Gas  ft  Elec.  Co 


$608  24 
5,437  53 
21,816  02 
3.444  51 
2.508  50 


3.514  58 
1.025  10 


$608  24 
5,437  53 
21.816  02 
3,444  51 
2.511  50 


3,514  58 
1.025  10 


364  87 


3.113  54 
il.408  87 


3.600  79 

1,800  00 

4,959  75 
14.083  21 


3.965  66 

1.800  00 
3.113  54 
4.959  75 
65,492  08 


$608  24 
5.437  53 
21,816  02 
3.444  51 
2,511  50 


3,514  58 
1,025  10 

3,965  66 

1,800  00 

357  32 

4,950  75 

14.171  36 


$2,756  22 
51.320  72 


Total. 


$54,890  28 


$62,798  23 


$117,688  51 


$63,611  57 


$64,076  04 


1  Indudee  substation  and  transformer  station  labor  and  material  $366.98. 
*  Includes  substation  and  transformer  station  maintenance  $310.79. 
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ENTIRE  SYSTEM.  YEAR  ENDING  JUNE  30.  1914 

GSKBRATION 


OPUATION 

lUXMTBNANCI 

MiscellaneoiiB 

power  plant 

supplies  axKi 

expenses 

ToUl 
opention 

Power  plant 
equipment 

Power  plant 
buiUinffi, 

fixtures  and 
grounds 

Total 

Totd 

steam  power 

generatioo 

$346  42 

1,693  17 

48,137  36 

$18  "45 

19  22 
Q.137  36 

$60  JM) 
1945  96 

$18  45 

19  22 

3,271  51 

$364  87 

$133  79 

1,712  39 
51,408  87 

$1,006  26 

$50,176  95 

$3,175  39 

$133  79 

$3,309  18 

$53,486  13 

GsKBRATION 


non 

MAIMTKNANCB 

Total 

Miscellaneous 

power  plant 

supplies  and 

expenses 

Total 
operation 

Hydraulic 
power  works 

Power  plant 
equipment 

Power  plant 
buildings, 

fixtures  and 
grounds 

Total 
maintenance 

hydraulic 

power 
generation 

$1,182  99 

$3  00 
10  94 

$3  00 
218  16 

$3  00 

$32  99 

$207  22 

1,401  16 

$32  99 

$1,182  99 

$207  22 

$13  94 

$221  16 

$1,404  15 
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POWER  APPORTIONMENT.    ENTIRE  SYSTEM. 

Stbam 


Namb  op  Road 


Operating 
labor 


Fuel 


Water 


Miaodlaneouf 
fteam  sup- 
plies aod 
expenses 


AslUand  Lt.  Pr.  k  St.  Ry.  Co 

Chicago  A  Milwaukee  Elee.  R.  R.  Co.... 

Eastern  Wisconsin  Ry.  A.  Lt.  Co 

Ironwood  k  Beasemer  Ry.  k  Lt.  Co 

Menominee  k  Marinette  Lt.  k  Tr.  Co... 


Milwaukee  Elec.  Ry.  k  Lt.  Co 

Milwaukee  Lt.  Ht.  k  Tr.  Co.> 

Sheboygan  Ry.  k  Elec.  Co 

Waupaca  Elec.  Lt.  k  Ry.  Co 

Wisconsin  Elec.  Ry.  Co 


Wisconsin  Gas  A  Elec.  Co 

Wisconsin  Public  Service  Co 

Wisconsin  Traction  Lt.  Ht.  k  Pr.  Co... 


$3,287  42 

247  95 

44.221  87 

5.189  05 

282  45 

2.073  53 

6.152  09 

70  16 

300  37 


127.638  40 


44  34 
552.520  06 


29,060  78 

963  62 

21.402  24 

41.907  35 

274  08 

2.538  13 


$379  95 

3  08 

5.403  04 

86  07 
5 

1.063  33 


$1,011  52 

51  05 

8.669  79 

482  44 
7  44 

180  78 

846  34 
14  88 

48  72 


PowBH  Gas 


OPKRATION 

Nams  op  Road 

Gas 
production 

Gas 

producer 

fuel 

Gas 

producer 

water 

.Miscellaneoiis 
gas  producer 

supplies 
and 

expenses 

Milwaukee  Northern  Ry.  Co 

$5,679  51 

$17,332  25 

>  Included  in  T.  M.  E.  R.  k  L.  Co. 
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ALL  CLASSES.    YEAR  ENDING  JUNE  30.  1911 
Qbiooutioii 


MAOmifANCB 

Total 
cost  of 
steam 

Apportimedto 

Total 

Boilers  ftnd 

boUer 
auxilmry 
equipment 

Coal 
andasb 

^ln.^l^ng 

equipment 

Boiler  plant 

bjildings, 

fixtures 

Total 
maintenance 

Street 
railway 
aoeount 

Other 
accounts 

132.317  29 

346  42 

610  814  76 

34.818  34 
1,258  75 

14,287  78 
1,821  51 

31,456  75 

2.670  89 

20  37 

1.036  5S 

2.269  72 

32  61 

$7  85 

4.624  17 
183  83 

156  81 

38  38 

1.181  58 
100  83 

2  54 

31  42 
25 

14.344  59 
1.867  77 

37,262  50 

2,955  61 

20  37 

1,039  12 

2,301  14 

1  28 

33  50 

14,344  59 
34.185  06 

346  42 

618,077  26 

37,773  95 

1,279  12 

24.601  67 

52.270  12 

361  30 

2.920  72 

14.344  59 
34.185  06 

346  42 

565.571  08 

15.493  62 

1.279  12 

24.601  67 

44.109  70 

361  30 

2.920  72 

$82,506  18 
«22,380  83 

23,662  55 

49.968  98 

8,160  42 

360  02 

2,8^7  22 

1  28 
64 

PBODUCnON 


UAIMTINANCI 

Total 

cost  of 

power  gas 

ApportUmmito 

Total 
operation 

Qas 
producer 
equipment 

Coal 

and  ash 

handling 

equipment 

Gas  producer 
buUdings 
fixtures 

Total 

Street 
railway 
account 

Other 
accounts 

123.011  76 

>531  98 

$531  98 

$23,543  74 

$23,543  74 

>  BMis  of  }nhhr.  used. 


Digitized  by 


Google 


1000 


Report  of  Railroad  Commission 


BALANCE  SHEET.  ENTIRE  UNE. 


ItfftU  figorei  donftte  dedactions* 


Proptrtv  and  Plant 

Treasury 
securities 

Stocks,  bonds 
and  other 

Reserve 

sinking  vid 

spedalfund 

assets 

Namb  or  Road 

Cost 

beginning  of 

year 

Construction 
and  equip- 
ment current 
year 

Cash 

Clou  A 
OhKMO  A  Milw&iikee  VAtm.  R.  R.  Co.^.... 

11.296.636  08 
5.848,220  16 

26,186.803  70 
8,517,275  19 
3.633,292  02 

4,735,974  91 

$51,460  84 

27.471  73 

1,427,580  02 

244,112  27 
58,329  66 

46.473  06 

$294,014  00 

10,000  00 

89,148  00 

12,568.011  92 

$332,480  85 

iSnliith  8L  Rv  Co           

$273,493  20 
714,000  00 
46,000  00 

'  i7;97J47 
193.305  73 

26,953  84 

188,570  42 

MHwHukee  Hec.  Ry.  &  Lt  Co 

MOwAukee  Lt.  Ht  &  Tr.  Co..„ 

Mn«&ukee  Northern  Ry.  Co 

2,139,920  00 

40,874  87 

Total 

$50,216,202  06 

$1,855,427  58 

$15,101,093  92 

$1,074,368  07 

$750,283  aO 

CUu$B 
AahUnH  Ll.  pp.  Ik  St.  Rv.  Co 

$141,235  82 

583,132  94 

681,104  63 

1,360,595  10 

1,290,795  88 

1,225,419  66 

2,284,312  75 

535,852  85 

990.660  79 

$2,094  86 
28,056  55 
18,271  59 
30,681  74 
9,292  78 

30,628  24 
105,355  38 
28,776  03 
29.494  04 

$712  96 
2,500  00 

Wifloonan-Mfamesota  Lt.  A.  Pr.  Co 

$83,766  45 

4.881  14 

Eastern  WiacoDnn  Ry.  A  Lt.  Co.. 

$34,075  00 

8,911  32 
509  98 

SMbovean  Ry.  4  Elec.  Co 

1,387  58 
229  12 

Soathern  Wiaoonsm  Ry.  Co..^ 

25,000  00 
83,000  00 

■»io,956oo 

117,234  00 

3.401  35 

WiacoiiBin  E3ec  Ry.  Co 

13,340  18 

Wiaaanan  PuUio  Servioe  Co 

108,206  00 

2.950  01 

Wisconnn  Ry.  Light  4  Pr.  Co 

1,011  84 

Wfaoonnn  Tr.  Lt  Ht.  ft  Pr.  Co 

13,435  00 

37,830  00 

25,740  46 

Total 

$9,093,110  42 

$282,651  21 

$270,259  00 

$205,407  45 

$42,659  66 

$61,023  07 

ClauC 

Bay  Shore  St  Ry.  Co... „ 

BdoitTnotion  Co 

$31,302  89 
138.354  31 
294,400  54 
88.651  23 
145.774  25 

40.000  00 
210.765  45 

38.000  00 
249.947  03 
445.278  56 

34,708  66 
688.045  29 

59.390  53 
285.571  33 
648.108  86 

$881  61 

915  60 

$40,000  00 

5,113  31 

Chieaco  ft  Milwaukee  Elec.  Ry.  Co.. 

ChiraSo  ft  Wigconain  VaDey  Ry.  Co 

11.580  70 

8.616  05 
887  73 

ff5/"«5 

5.385  77 

2,823  92 

827  73 

4.871  34 

24.713  86 

96  64 

5.757  41 
32.613  02 

106  ao 

812  53 

IroowDod  ft  Benemer  Lt  ft  Pt.  Co 

06  79 

JaBesyOle  Traction  Co 

La  Croaw  ft  Onalaika  St  Ry.  Co 

322  72 
12  88 

Maidtowoo  ft  Northern  TV.  Co  .„  .     . 

$1,509  29 
100  00 

$C686'57 

67  85 

Menominee  ft  Marinette  Lt  ft  Tr.  Co..... 
Merrill  Ry.  ft  Ltg.  Co 

3.997  54 
10  50 

Milwaukee-Western  E3eo.  Ry.  Ca... 

424  73 

Waapaea  Elec  Lt  ft  Ry.  Co 

Wauaau  St  R.  R.  Co „ 

WiflMHMin  Oaa  ft  Eleo.  Co 

— 

46.778  M 

124  97 
8.837  88 
5.724  3S 

Total 

$8,408,198  93 

$85,876  62 

$40.000  00 

$1,609  29 

$48,465  18 

$37,922  03 

>  Reoeiyer*8  statement 

*  Adjustatent  to  balance  dqwrtments. 
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YEAR  ENDING  JUNE  30,  1914 


Notatand 
hois  receivable 

Accounts 
receivable 

Materiab 
and  supplies 

assets 

Prepaid 
accounts 

Open 
accounts 

Deficit 

Total 
assets 

$68,000  00 

$45,115  47 

5.833  80 

1.739.767  26 

124.200  00 
4,442  76 

136,436  22 

$53,759  45 
115.445  58 
545,502  63 

18,246  55 

51,592  68 

$9,620  12 
677  40 
5,946  77 
2,316  96 
4,562  48 

722  54 

$522,891  06 

33.263  74 

52,796  16 

469,352  15 

$2,663,977  87 

6.330.378  06 
30.963.122  13 

8,271  87 

«$588,697  99 

22,559.966  48 

350  00 

3,746,177  31 

209,605  00 

78,514  09 

7,678.683  79 

$326,226  87 

$2,055,795  51 

$784,546  89 

$23,846  27 

$1,156,817  20 

$588,697  99 

$73,942,305  66 

$4.'944""55 

272  21 

2.771  27 

2.806  79 

291  54 

208  97 

$894  46 
1,912  37 
8,779  49 
1.629  12 
6.936  19 

24,849  44 
7,379  54 
12.346  18 
14.461  99 

$882  05 

$236  08 

$6,212  29 

17,262  56 

2,080  00 

121,062  73 

450  20 

26,906  21 

6,231  70 

20,918  92 

'  $2,762  53 
3.150  42 

$149,088  95 

628.845  71 

$7,727  72 

2.750  00 

1.116  17 

4,132  23 

504  32 

1.928  26 

1,046  85 

*           29804 

356  24 

868.709  47 

2,377  46 

48,826  16 

1.452,219  37 

5.500  00 

1,457,494  68 

1,387,893  26 

2,538,964  13 

3,650  00 

599,408  18 

1,260,340  41 

$18,755  18 

$11.295  33 

$79,188  78 

$9,132  05 

$9,618  19 

$200,124  60 

$54,739  11 

$10,332,964  05 

$16  60 
18,6db  00 

$742  75 
1.752  26 
1.805  71 
1,259  66 

$32,743  85 

$24  79 
51,663  50 

$387  10 

186,616  17 

"" 

$270  00 

377.720  46 

98.533  24 

$392  61 

59  35 

147.876  46 

40.096  79 

279  25 

175  00 

6.492  15 

61  74 

566  61 

703  52 

25  61 

5,223  00 
85  00 

7,073  87 
•5.075  00 

211.445  20 

$2,000  00 

50,796  66 

776  00 

4,381  26 
79  20 

260,926  24 

467,109  40 
47,239  98 

728  268  87 

350  00 

60.040  34 

300.166  12 

.  11  40 

243  57 

13,633  58 

747.113  37 

$2,011  40 

$59,263  04 

$2,222  13 

$270  00 

$5. 176  TO 

$49,107  05 

$5,560  38 

$3,746,682  13 

*  Cl«nent  C.  Smith  stock  trust  account. 
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BALANCE  SHEET.  ENTIRE 


Italic  figura  denote  defidtfi 


CapOallialriime* 

Namb  of  Road 

Capital 

stock 

preferred 

Capital 

stock 

common 

Funded 
debt 

lii^iStt 

Clou  A 
ChicMO  &  Milwaukee  Elec.  R.  R.  Co.» 

Duluth  St.  Ry.  Co 

Milwmukee  Elec.  Ry.  &  Lt.  Co 
Milwaukee  Lt.  Ht.  &  Tr.  Co 
Milwaukee  Northern  Ry.  Co 

Rockford  A  Interurban  Ry.  Co 

$3,060,000  00 
1.000.000  OC 
2,000.000  00 

$1,800.000  00 
6.698.000  00 
9.200,000  00 
1.000,000  00 

2,000.000  00 

•$1,036,000  00 
3,292.000  00 
12,602.440  00 
10.293.880  00 
J. 595,500  00 

2.851.000  00 

Total 

$6,060,000  00 

$20,098,000  00 

$31,670,820  00 

CUui  B 
Aihland  Lt.  Pr.  A  St.  Ry.  Co 

Wisconsin-Minnesota  Lt.  A  Pr.  Co 

Eastern  Wisconsin  Ry.  4  Lt.  Co 

Sheboygan  Ry.  k  Elec.  Co 

Southern  Wisconsin  Elec.  Ry.  Co 

Wisconsin  Elec.  Ry.  Co 

Wisconsin  Ry.  Light  A  Pr.  Co 

Wisconsin  Tr  Lt.  Ht.  &  Pr.  Co. 

$39,000  OC 
247.800  00 

$300,000  00 
173,850  00 
448.910  00 
50.000  00 

350.000  00 
413.000  00 
179.580  00 
390.000  00 

$92.000  00 
200.000  00 
514,943  70 
894.110  00 
1.185.000  00 

884.000  00 

1,320.361  00 

356.970  00 

579.150  00 

$49.500  00 

Total 

$286.800  00 

$2,305,840  00 

$6,026,534  70 

$49.500  00 

CUmC 
Bay  Shore  St.  Ry.  Co 

Bcloit  Traction  Co 

Chicago  A  Milwaukee  Elec.  Ry.  Co 
Chicago  A  Wisconsin  Valley  Ry.  Co 
Grand  Rapids  St.  R.  R.  Co 

Ironwood  A  Bessemer  Lt.  A  Pr.  Co 

Janesville  Traction  Co 

U  Crosse  4  Onalaska  St.  Ry.  Co 

Manitowoc  A  Northern  Tr.  Co 

Menominee  A  Marinette  Lt.  A  Tr.  Co 

Merrill  Ry.  A  Ltg.  Co 

Milwaukee-Western  Elec.  Ry.  Co 

Waupaca  Elec.  Lt.  A  Ry.  Co 

Wausau  St.  R.  R.  Co 

Wisconsin  Gas  A  Elec.  Co 

$100.000  00 
38,000  00 

$11.500  00 
100.000  00 
232.162  57 
25.000  00 
125,000  00 

m,  000  00 

38,000  00 
100,000  00 
•240.800  00 

20.000  00 
702.636  92 

28.500  00 
133,300  00 
190,000  00 

$15,000  00 
70.000  00 

42,250  00 

40.000  00 
50.000  00 

118,000  00 
107,815  00 

10,000  00 

26,500  00 
92.250  00 
380,000  00 

$2,850  00 

Total 

$138,000  00 

$2,071,899  49 

$951,815  00 

$2,850  00 

I  Reoeiyer's  statemaot. 
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UNE..   1914— Continued 

BIUTUS 


R€$ene,  rinking  and  tpeeial  fund  lialnlUiet 

( 

CunaUHalriliiiu 

Depreciation 

reserve 

fund 

Sinking 
fdnd 

Special 
fands 

Notes 
and  bills 
payable 

Matured 
interest 

on  funded 

debt 

unpaid 

Accounts 
unpaid 

Deposits 

MisoeUancouB 

current 

liabilities 

$350,494  34 

1.655,631  01 

188.462  97 

53,183  96 

3,264  22 

$67,154  85 

31.149  71 

1,353.173  85 

110,288  65 

1,829  51 

19,448  06 

$58.000  00 
221.500  00 
61,200  00 

22.500  00 

326.000  00 

$115.552  40 
8,303  00 

$135,551  78 

70,008  60 

527,082  38 

2.387,160  17 

19,504  26 

44.703  72 

$4,240  00 
2.011  00 
11.019  84 

269  00 

$7,501  38 
120,134  90 

$2,251,036  50 

$1,573,044  63 

$689,200  00 

$123,855  50 

$3,184,010  91 

$17,539  84 

$127,636  28 

$5,455  69 
58.500  00 
6,958  38 
7.420  00 

12,173  27 

6,958  96 

$5.000  00 
513  10 

$2.000  00 
6,036  02 

10,024  86 
2.342  09 

11,633  88 
1,860  38 
3,534  09 

38,651  24 



$24,339  00 
12.027  60 
94.169  98 

22,225  26 
28.910  00 

$5,000  00 

$11,263  50 
2.000  00 
4,808  91 
64.<00  00 
22.031  57 

10.580  75 
19.663  88 

10,525  16 

$1.058  21 

195  25 
252  50 

$829  22 
1,144  28 

$96,466  30 

$5,513  10 

$72,361  80 

$181,671  83 

$32,800  00 
2,150  00 

68.918  75 
22,300  00 
48,830  00 

$5.000  00 

$145,573  77 

$1,505  99 

$1,973  60 

$5.300  00 
10.800  00 
6.694  89 

1.750  00 

8.717  17 

2.000  00 

1.229  95 
30.011  08 
29,937  73 

$4,422  50 

$534  61 
1,550  05 
1,631  82 

14  45 

2,492  60 
1,272  00 

$2,004  33 
2,840  60 

$409  24 

477  78 

11.074  67 

31,283  24 

1.092  11 

2.377  73 
8.669  80 

4.180  00 

471  95 

1.339  78 

'10.361  96 

$165  00 

'"'"■■'■■"•"•'      ■ 

$96.440  82 

$4.422  50 

$7,495  53 

$174,998  75 

$4,844  83 

$71,738  26 

$165  00 

*  Receiver's  certificate. 
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BALANCE  SHEET.    ENTIRE 
LuBiums 


Name  op  Road 


Tue8 
Mcroed 


Acenud 


Unmatured 

interest  on 

funded  dd)t 

accrued 


Clou  A 
Chicago  k  Milwaukee  Elec.  R.  R.  Co 
Duluth  St.  Ry.  Co 

Milwaukee  Mec.  Ry.  k  Light  Co 

Milwaukee  Lt.  Ht.  4  Tr.  Co 

Milwaukee  Northern  Ry.  Co 


Rockford  k  Interurban  Ry.  Co 
Total 


Ashland  Lt.  Pr.  k  St.  Ry.  Co. 
Wiseonflin-Minnesota  Lt.  k  Pr.  Co... 

Eastern  Wiaconain  Ry.  k  Lt.  Co 

Sheboygan  Ry.  k  Elec.  Co 

Southern  Wisconsin  Ry.  Co 


Wisconsin  Elec.  %.  Co 

Wisconsin  Public  Service  Co 

Wisconsin  Ry.  Light  k  Pr.  Co 

Wisconsin  Tr.  Lt.  Ht.  k  Pr.  Co. 


CUu»  B 


Total. 


CUu$C 

Bay  Shore  St.  Ry.  Co 

Beloit  Traction  Co...   

Chicago  k  Milwaukee  Elec.  Ry.  Co. 

Chicago  k  Wisconsin  Valley  Ry.  Co 

Grand  Rapids  St.  R.  R.  Co 


Ironwood  k  Benemer  Lt.  k  Pr.  Co 

JanesviUe  Traction  Co 

La  Crosse  k  Onalaska  St.  Ry.  Co 

Manitowoc  k  Northern  Tr.  Co 

Menominee  k  Marinette  Lt.  k  Tr.  Co... 


Mwrill  Ry.  A  Ltg.  Co. 

Milwaukee-Western  Elec.  Ry.  Ca 

Waupaca  Elec.  Lt.  k  Ry.  Co 

Wausau  St  R  R  Co 

Wisconsin  Gas  k  Elec.  Co 


Total... 


$33,821  42 
35.738  M 

168.594  56 
65.176  23 
13,527  19 

1.874  72 


$318,732  76 


$540  54 
3.000  00 
3.213  09 
5,668  51 
19.392  43 

4.997  33 
3,237  18 
3,163  44 
7.635  37 


$50,847  89 


$1,763  12 
3.732  20 

681  52 

340  38 

2.284  71 


1,311  79 
1,962  82 


$12,076  54 


$8,017  85 
27,508  56 
107,114  17 
62,057  83 
19,943  80 

33,033  38 


$257,675  59 


$6,851  84 
5.500  04 
31.610  72 

16.687  50 

27.058  37 

6.083  33 

1.772  42 


$95,564  22 


$875  00 


1.986  06 


$2,861  06 


1  Inchides  adjustment  to  balance  departments.  $3,650,481.40. 
s  Adjustment  to  baUnce  departments. 
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USE,  1914-Coiicluded 
CoDchided 


lAabaitui 

Open 
accounts 

Surplus 

Unmatuml 

mtcnst  on  notes 

and  bills  pavaUe 

accrued 

Dividends 
accrued 

MisoeUaneous 
accrued 
liabilities 

Total 
liabilities 

$11,149  15 

13.941  72 

518  07 

$116,610  67 

$1,203,432  15 

475,121  16 

317,533  65 

244.637  63 

1,688  61 

386,598  43 

$2,663,977  87 
6,330,378  08 

$3,402  97 

$131,070  00 

'3,734,057  30 

30,963,122  13 
22,559.966  48 

18,000  00 

499  98 
12,492  26 

3,746,177  31 
7,678,683  79 

$3,402  97 

$149,070  00 

$38,601  18 

$3,850,667  97 

$2,929,011  63 

$73,942,305  66 

$149,088  95 

$ll,i287  50 

$1,345  71 

940  29 

3.858  36 

1,815  84 

988  38 

983  75 

•11,587  00 

$40,712  50 
»66,506  40 

4,757  75"" 

5.623  76 

iW(),i88  65 

1,118  85 

74,319  04 
475.061  80 

32,614  06 
215,502  98 

628,845  71 

$14  95 

868,709  47 
1,452,219  37 
1,457,494  58 

1,387,893  25 

2.538.964  13 

599,408  18 

1.250,340  41 

92  60 
78 

$108  33 

$11,287  50 

$21,519  33 

$116,600  41 

$858,795  38 

$10,332,964  05 

$150  22 
2,410  97 

420  84 
139  67 
350  00 

257  36 

$18,()0b  00 

6,223  (» 
256  16 

$21,774  10 

96  79 

2.058  59 

3,673  65 

40.291  36 

13,957  38 

9,787  98 

2,470  61 
38,870  76 
31,518  86 

$32,743  85 
185,616  17 
377.720  45 

98,533  24 
147.876  46 

40.096  79 

211,445  20 
50,796  65 
260,925  24 

$1,117  93 

457,109  40 

«12,b99  14 

47,239  98 
728,258  87 

60,040  34 
300  166  12 

$1,140  00 

747.113  37 

$1,117  93 

$1.140  00 

$3,738  06 

$35,578  30 

$164,500  06 

$3,745,682  13 

*  Includes  $10,950.00  reported  as  management  stock  account. 
<  Includes  adjustment  to  balance  departments,  $11,090.87. 
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STATION  EQUIPMENT.    ENTIRE  LINE. 
CiimAL  &rAnoN 


Nahb  or  Road 

BoDers 

Steam  endnee 
redprocating 

Steam  turbines 

No. 

Total 
capacity 
mh.  p. 

No. 

Total 

capacity 

mh.  p. 

No. 

Total 
capacity 
inh.p. 

ClanA 

Chicago  A.  Milwaukee  Klec.  R.  R.  Co. 

Duluth  St.  By.  Co 

Milwaukee  0ec.  Ry.  &  light  Co 

Milwaukee  Lt.  Ht.  A  Tr.  Co 

142 
»7 

3 
52 

24.922 
2.470 

1,500 

i|4 
>2 

2 

25,661 
4,020 

1.200 

>8 
>2 

69,680 
3.350 

MUwaukee  Northern  Ry.  Co 

Rockford  &  Interurban  Ry.  Co 

Total 

28.892 

18 

30,881 

10 

73.030 

CUmB 
ABhland  Lt.  Pr.  A  St,  Ry.  Co. 

Wiaoonon-Minneaota  Lt.  A  Pr.  Co 

Eastern  Wisconsin  Ry.  ft  Lt.  Co 

Southern  Wisconsin  Ry.  Co 

Wisconsin  Elec  Ry.  Co 

Wisconsin  Public  Service  Co 

Wisconsin  Ry.  Light  &  Pr.  Co 

Wisconsin  Tr.  Lt.  Hi.  4  Pr.  Co. 

4 

""4" 
5 

4 

4 
4 
4 

500 

1.670 
1,000 

1.050 

1.380 

625 

1.380 

2 

3 

4 

3 
3 
2 

2 

200 

I.6O6 
2.300 

1,800 

1.650 

600 

2.000 

""1"' 

1 
2 

1,350 
750 

800 
3.851 

Total - 

29 

7.605 

19 

10,150 

5 

6.251 

CUmC 

Bay  Shore  St  Ry.  Co. 

Bdoit  Traction  Co. 

Chicago  ft  Milwaukee  Elec.  Ry.  Co 

2"" 

2 

2 

""2"" 

600 
425 

1 
2 

Chicago  ft  Wisconsin  VaU^r  Ry.  Co. 
Grand  Rapids  St.  R.  R.  Co 

Irtmwood  ft  Bessemer  Lt.  ft  Pr.  Co 

■■■■■-•" 

Janesvillc  Traction  Co. 

U  Crosse  ft  Onalaska  St.  Ry.  Co. 

Manitowoc  ft  Northern  Tr.  Co 

Menominee  ft  Marinette  Lt.  ft  Tr.  Co 

MerriU  Ry.  ft  Ltg.  Co 

3 

4 

■•-2 
2 
6 

350 
370 

140 

600 

1.140 

Milwaukee-Western  Elec.  Ry.  Co. 

Waupaca  Elec.  Lt.  ft  Ry.  Co 

Wausau  St.  R.  R.  Co 

Wisconsin  Gas  ft  Elec.  Co.„ 

165 
970 

1.200 
1.875 

Total 

17 

2.600 

8 

2.160 

3 

3.075 

>  Railway  and  lighting. 

*  Used  for  railway  and  lighting  at  various  substations. 

*  Indudes  one  double  current  generator. 
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YEAR  ENDING}  JUNE  30,  1914. 

EQUmCElfT 


GasengineB 

Water  wlieels 

Arc  Ught 
generators  d.  c. 

Direct  curroit 
generators 
(other  than  arc) 

Alternating 

current  generators 

(other  than  arc). 

No. 

Total 

capacity 

in  h.  p. 

No. 

Total 
capacity 
m  h.  p. 

No. 

Total 
capacity 
uikw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
inkw. 

4,000 

- 

6 
2 

10.100 
3.000 

«6 

2   ' 

2 

21,660 

2 

2,000 
1.100 

2 

4.000 

8 

13.100 

10 

24.100 

:::::::.. 

:: 

■■'7   " 
16 

n.iwo 

2,550 

ti 

102 

2 

2 
2 

2 

1 

2 

125 

75b""' 

500 

475 
100 

1 .000 

2 

«2 
8 
3 
2 

1,666 
1.000 

800 
6.500 

400 
1.000 



23 

13.800 

4 

102 

11 

2,960 

18 

10.700 

5 

^ 

3 

i " 

250 

156'" 

■  12 
3 
4 

210 
2.800 

175  ■ 

1.600 
2,125 

6 

3,010 

4 

,400 

9 

3.900 

*  Indudes  two  a.  c.  generators. 

*  Used  for  lighting  and  power  department. 
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STATION  EQUIPMENT.   ENTIRE 


CENTRAL    SXATIOlf 

Exciters 

Rotaries 

Motor  generators 

Namb  or  Road 

Used 
as  motor 

Used  as 
,    generator 

Ko. 

Total 
capacity 
mkw. 

No. 

Total 
capacity 
mkw. 

No. 

Total 
capacity 
m  kw. 

No. 

Total 
opacity 
inkw. 

ClauA 
Chicago  ft  MUw.  Elec.  R.  R.  Co. 

300 

76"" 

80 

2 

m 

11 

600 

Dukth  St.  Rv.  Co 

Milwaukee  Hec.  Ry.  ft  Lt.  Co 

i 

2 

Milwaukee  Lt.  Ht.  ft  Tr.  Co 

Milwaukee  Northern  Ry.  Co 

Total 

8 

455 

2 

600 

1 

500 

CUmB 

Ashland  Lt.  Pr.  ft  St.  Ry.  Co 

Wi8.-Minn.  Lt.  ft  Pr.  Co 

3 
2 

5 
2 

27  ■■ 

1,650 
70 



1 

3 

500 
1,100 

1 

200 

i 

2 
1 

Eastern  Wisoonain  Ry.  ft  Lt.  Co 

Sheboygan  Ry.  ft  Elec.  Co 

Southern  Wisconsin  Ry.  Co 

Wisconsin  Elec.  Ry.  Co 

Wisconsin  Public  Service  Co 

Wisconsin  Ry.  Light  ft  Pr.  Co 

Wisconsin  Tr.  Lt.  Ht.  ft  Pr.  Co. 

2 

400 

200 
400 

2.090 
50 

Total 

12 

1.747 

4 

1.600 

3 

600 

8 

2.740 

ClauC 

Bay  Shore  St.  Ry.  Co 

Bdoit  Traction  Co 

Chicago  ft  Milwaukee  Elec.  Ry.  Ca 

Chicago  ft  Wis.  Valley  Ry.  Co 

Grand  Rapids  St.  R.  R.  Co 

Ironwood  ft  Bessemer  Lt.  ft  Pr.  Co.... 
Janesville  Traction  Co. 

La  Crosse  ft  Onalaska  St.  Ry.  Co 

Manitowoc  ft  Northern  Tr.  Co 

Merrill  Ry.  ft  Ltg.  Co 

42 

4 
3 

4" 

155 
83.4 

2 

500 

1 

2 

206 

Milwaukee-Western  Elec.  Ry.  Co 

Waupaca  Elec.  Lt.  ft  Ry.  Co 

Wausau  St.  R  R.  Co 

Wisconsin  Gae  ft  Elec.  Co 

700 

Total 

9 

242.4 

2 

500 

3 

900 

1  Rulway  and  lighting. 

a  200  ampere  feeder  regulators. 
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LINE.  1914— Concluded 


Eqvi] 

noMT— Conch 

ided 

SuBSXATioN  Ain>  Traiibvoiuisii 
Equiphxnt 

Stormge 

battmefl 

at  1  hoar 

rating 

Booster 

Stewip 
trauionners 

Step-down 
transformers 

Rotariee 

Step-down 
transfonners 

No. 

Total 

No. 

Total 

No. 

Total 
capacity 
inkw. 

No. 

Total 
capacity 
mkw. 

No. 

Total 
capacity 
inkw. 

No. 

Total 

18 
1 
9 

24 
9 

5 

9.000 

500 

12,500 

11,100 

3.100 

1.000 

68 
4 
27 
50 
27 

30 

10,036 

166 

6 

15.000 

»6 

480 

14.040 

23.786 

4 
6 

2.000 
1.350 

3,000 

2.100 

16 

18.350 

6 

480 

66 

37,200 

196 

54,026 

3 

....... 

600 

m 



3 

5.200 

2 

15,200 

12.5 

1 
8 

180 
5^066 

1 
2 
2 

150 
400 
600 

3 
6 

180 

] 

5 

5.566 

450 



3 

135 

«2 

92 

»3 

137 

1 

12.6 

15 

11,181 

13 

6.423 

5 

1,150 

14 

15,967 

■ •■• 

....... 

150 

3 

50 

•  j 



4,725 

"i 

i,206 

1 

1,260 

1 

100 

1 

100 

4 

1.200 

1 

1.250 

1 

150 

10 

4,776 

*  Incbdes  one  transformer  for  snies  arcs  and  2  feeder  regulators. 

*  Used  for  lighting  and  power  departaient. 


n:sLJC,'-u 
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POWER  STATION  STATISTICS.    ALL  CLASSES. 


• 

Navii 

CL&MinCATION 

Ashland  Lt 
Pt.ASt. 
Ry.Co. 

Bay  Shore 
StTky.  Co. 

Beloit 

Traction 

Co. 

ChieagoA 
MilwaokM 
E.R.R.C0. 

QTMAU  Powkll  GiNBKAtlON: 

No. of kw-hr. generatedlnr 8t«MiL .... 

Avg.  ooft  of  ood  of  2,000  lb.  at  plant 

Lb.  of  ooal  oonfumed 

Lb.  of  ooal  ff>n«amfid  p«r  k«-hr.  (iiwitchboard) 

Watta  per  lb.  of  ooal^omumed 

B.  t.  u.  per  lb.  <^  ooal  eooaumod 

B.  t  u.  per  switchboard  kw-far 





MaJrimum  output  in  any  one  day: 

Kw-hr 

Date 



Minimum  output  in  any  one  day: 

Kw-hr 

Date 

Qam  Powsb  GaitaaATiGN: 

No.  kw-hr.  generated  by  tta 

Avg.  cost  of  generator  lud  per  ton. 

M  cu.  ft  of  gas  produced  for  power 

Maximum  output  in  any  one  day: 



Date    





Minimum  output  in  any  one  day: 

Kw-hr 

Date. 

Htmuuuc  Powkr  Gbniiution: 
No.  of  kw-hr.  generated   

Kw-hr 

Date 

Kw-hr 

Date 

PpwBE  Puhchabid: 

No.  of  kw-hr.  purchased 

Rate  per  kw-hr.  purohased 

466.300 
2.565 

1.140 

454,216 

fo.ono 



1.436,200 
10.0162 

Maximum  amount  purchased  in  any  one  day: 
Kw-hr 

466.300 
2.565 

Date 

Kw-hr 

Date 

Total  Station  SrATimcs: 

Total  No.  of  kw-hr.  generated  and  purchased 

Maximum  station  output  in  any  one  day: 

Kw-hr 

Date 

Minim^im  utAtion  output  in  any  one  day: 

454.216 

■::;:;:::::::i:.. 

Kw-hr 

Date 

1.140 

I  Pdwer  purchased  at  flat  rate  of  185  per  month. 
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WISCONSIN.    YEAR  ENDING  JUNE  30,  1914 


or  Roads 


Chicago  ft 
MUwaukee 
El.  Ry.  Co. 

Chicago  ft 

Wi8.^1«y 

Ry.Co. 

Duluth 
St.  Ry.  Co. 

Eastern 

Wisconidn. 

Ry.  ft  Lt.'Co. 

Grand 

Rapids 

8tR.R.Co 

Ironwood 
ftBeasemer 
Lt.ftPr.Co. 

JancsviUe 

Traction 

Co. 

La  Crosse 
ftOnalaska 
St.  Ry.  Co. 

Manitowoc 

ft  Northern 

Tr.Cto. 

ft  Marinette 
Li.  ft  Tr.  Co. 

■••I  

18,268,017 

6.32 

187.90 

13.000 

71,500 

13.940 
Dee.  1913 

6.611 
Sept  1913.. 

/ 

451.910 

13.06 

3.821.710 

7.35 

13.60 



179.660 

680 
Aug.  28. 1913 

290 
June  21. 1914 

179.660 

680 
Aug.  28,  1913 

290 
June  21. 1914 

15.061.009 

3.323,222 
10.01 

11,176 
Sept.  1, 1913. 

8,225 
Oct.  23,  1913. 

3,323,222 

11,175 
Sept.  1.  1913. 

8.225 
Oct.  23.  1913. 

326.008 
10.0147 

3.766.683 

13.940 
Dec.  1913 

6.611 
Sept  1913 

260.860 
fO.Ol 

1.820 
Jan.  21. 1914. 

490 
July  21, 1913. 

260,860 

1.820 
Jan.  21. 1914. 

490 
July  21. 1913. 

171,376 
10.0205 

(») 

1.343,033 

to.ooo« 

71.076 

10.0065 
6,060 

July  4. 1913. 

Apr.  8, 1914. 

32.066 

3,000 

Jan.  18, 1914. 

Oct  1, 1913. 

15.001,699 

171,376 

451.910 

1,343.083 

71,076 
July  4, 1913. 

6,060 
Apr.  8, 1914. 

82.666 

3,000 

Jan.  18, 1914. 

Oct  7. 1018. 
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POWER  STATION  STATISTICS.   AUi 


Nambot 

CLAasmOATION 

Merrill  Ry. 
A  Ltg.  Co. 

MUwaukee 

EfecRy.A 

Lt..Co. 

MttwaukeeLt 
Ht&Tr.Co. 

MOwaukee 
Northern 
Ry.Co. 

Mflwaukee 

Western 

E.  Ry.  Co. 

Roekfod* 

Intcnrban 

Ry.Co. 

BnAM  PowBB  Gbnuution: 
No.  of  kw-far.  generated  by  sbmm. 

121.434,468 

<2.80 

398.410.698 

3.28 
304.8 
12.386 
40.626 

401,800 
Feb.  28. 1914. 

85.100 
Nov.  2, 1918.. 

ATg.oo8torooiilor2.000U>.atpUnt 

Lb.  of  ooal  eonsumed 

Lb.   of  ooal   eoMumed   per   kw-hr. 

Watta  per  lb.  of  ooiU  ooonmed..  .^ 

" " 

B.  t.  u.  per  lb.  of  eod  eonmimed 

15,500 
Feb  23, 1914.... 

5.000 
Nov.  27, 1913„ 

Maiinnim  output  in  any  one  day: 
Kw-hr...„ 

Date. 

Minimum  output  in  any  one  day: 
Kw-hr 

Date...„ 

Qab  Powsb  Gbnuation: 
No.  kw-hr.  ceoerated  by  faa 

5,361,940 
13.385 

20,125 
July  6, 1913 

12,220 
Feb.  4,  1914.   . 



5,361.940 

2.0125 
July  6, 1913 

12.220 
Feb.  4,  1914. 

Avg.  cost  of  generatcr  fuel  per  ton      .  . 

M  cu.  ft  of  gae  produced  for  power 

Mcu.  ft.  of  gJBoonaumed  in  generation 
ofdectridty 



Kw-hr. ■ 

Date 

Minimum  output  in  any  one  day: 

Kw-hr..-. _ 

Date. 

— 

Htdhaulic  Power  Gbnuation: 

No.  of  kw-hr.  generated 

Maximum  output  in  any  one  day: 
Kw-hr 

Date 

Minimum  output  in  any  one  day: 
Kw-hr 

897,751 

4.852 
June  23, 1914. 

240 
Feb.  1, 1914. 

31.045.310 
80.006 

122.400 
April  17.  1914 

19.976 
Oct  11,  1913 

«65.459.155 

196,150 
Feb.  7.  1914 

104.850 
Nov.  2. 1915... 

Date 

PowBB  Pxtrcraskd: 

No.  of  kw-hr.  purchased 

Rate  per  kw-hr.  purchased  

Maximum  amount  purchased  in  any 
one  day: 
Kw-hr     

144.000 
10.0125 

460 
Aug.  28.  1913. 

340 
Aug. «,  1913. . 

144.000 

460 
Aug.  28. 1913... 

340 
Aug.  6, 1913 

6.003,963 
*I0.01W 

Date     

Minimum  amount  purchased  in  any 
one  day: 
Kw-hr      

Ml, 715,043 

53.440 
Oct  16. 1915 .. 

28.515 
Nov.  8. 1915 

Date 

Total  Powm  SrATiaTirs: 
Total  No.  of  kw-hr.  generated  and 
purchased  _ 

day: 

Kw-hr 

Date 

Minimum  station  output  in  any  one 

day: 
Kw-hr 

6,002.963 

Date 



» Railway  only  T.  M.  E.  R.  4  L.  Co. 

»  Amount  apportioned  to  T.  M.  E.  R.  ft  L.  Co. 

>  Inchided  in  T.  M.  E.  R.  ft  L.  Co. 
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CLASSES.    WISCONSIN.    1914-CoDoluded 


Roam 


Sheboygan 

Ry.4 
Hec.Co. 

Southern 
Wuoonain 
Ry.Co. 

Waupaca 
Elec.  Lt. 
4  Ry.  Co. 

Wauaau  St. 
R.  R.  Co: 

t 

Wiaoonain 

ElecRy. 

Co. 

Wiaeonain 

GasA 
Elec.  Co. 

Wisoonain 

Public 
Service  Co. 

Wweonsin 

Wisoonan 
Tr.Lt.Ht. 
4Pr.Co. 

4.967,005 

109,900 

$4,463 

511,500 

4.65 

2.194,136 

$3.15 

13.828,085 

6.32 

158.6 

13,000 

71,500 

7,900 
July  4, 1913. 

5,100 
Aug.  24, 1918 

3,326,296 

$2.86 

23.577,189 

7.08 

132.8 

11,710 

88,176 

17,036 
Oct.  27, 1913. 

1,330 
July  6, 1913. 

6,417 

$2.95 

38,500 

6 

1,130,710 

$3.25 

6,672,000 

5.8 

136,143 

$3.00 
19.476.000 

$4.60 
303.000 

.99 
1.010 

410 
Jan.  13. 1914. 

90 
June  14.  1914 

$3.15 
608,602 

3.92 

4.60 

255 

222.09 

13,000 
Sept.  6,  1913. 

100 
May  4.  1914 



4,600 
Sept.  6, 1913 

18.542 
Nov.  29. 1913 

8,043 

3,120 
June  26, 1914  . 

May  17, 1914 

5.447,300 

37.300 
Apr.  30, 1914. 

3.380 
Sept  8, 1913 

' 

■,:::..:.::::::z 

11,894,744 

41,900 
Feb.  7, 1914 

15.900 
July  6.  1913 

2.092,982 

10,200 

376,790 
$0,014 

Feb.  8,  1914. 

4.500 

Sept.  16, 1913..„ 

2,029,700 
$1,875 

2,029,700 

155,000 
$0,016 

14,000 
Nov.  1913 

10,600 
May,  1914 ... 

2.194,136 

7.900 
July  4, 1913. . 

5.100 
Aug.  24, 1913 

1,154,128 
$0.0114 

5.790 
Apr._20.  1914 

0 
Several  thnee. 

4,480,423 



„ 

305,898 

1,343 
Jan.  13, 1914. 

466 
May  31, 1914 

5,557,200 

41,700 
Apr..30. 1914 

2,800 
Sept.  7,  1913. 



11,901.161 

41.900 
Feb.  7.  1914 

15.900 
July  6, 1913 

1,607,500 

4,967.005 

18,542 
Nov.  29, 1913 

8,043 

2.228,126 

10.200 
Feb.  8, 1914 

4.600 

May  17, 1914 

Sept.  16, 1913... 

*  Amount  apportionad  to  M.  L.  H.  4  T.  Co. 

*  $0.01M  cts.  for  first  16,000  kw-hr.  per  day  and  $0.01  H  eta.  per  kw-hr.  in  exoen  of  15,000. 
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GENERAL  STATISTICS,  YEAR 


Nami  or  Road 

Percent  of 
ordinary 
operating 
expenses 
to  gross 
eamidgs 

Percent  of 
operating 

taxes  and 

to  gross 
earnings 

Average 

number  of 

miles 

operated 

Ordinary 
operating 
expenses 
per  mile 

A.    WucoNsm 
CUutA 

Duluth  St.  Ry.  Co .... 

66.52 
53.81 
57.58 
54.45 
47.59 

60.34 

72.32 
63.76 
75.79 
64.73 
60.88 

63.00 

72.24 
23.54 
177.24 
202.29 
63.50 

14.40 

12,977.46 
6,810.39 

Milwaukee  Hec.  Ry.  A  Li.  Co 

Milwaukee  U.  Ht.  A  Tr.  Co 

13.719.75 
2.621.47 

Milwaukee  Northern  Ry.  Co 

2,644.29 

Rockford  A  Interurban  Ry.  Co 

3,613.19 

Total 

56.97 

72.30 

553.21 

16.430.36 

CUumB 
Ashland  Lt.  Pr.  k  St.  Ry.  Co 

85.40 
57.00 
61.32 
75.50 
62.93 

63.00 
61.20 
60.60 
45.33 

91.30 
69.00 
66.74 
81.75 
73.68 

67.72 
68.50 
64.30 
76.01 

7.00 
21.03 
24.53 
31.83 
15.28 

43.04 
38.40 
15.98 
20.57 

12,460.78 
3,404.90 

Eastern  Wisconsin  Ry.  &  Lt.  Co 

Sheboygan  Ry.  A  Elec.  Co 

Southern  Wisconsin  Ry.  Co. 

Wisconsin  Elec.  Ry.  Co 

Wisconsin  PubUc  Service  Co 

Wisconsin  Ry.  Light  A  Pr.  Co 

Wisconsin  Tr.  Lt.  Ht.  4  Pr.  Co 

2.791.50 
3,770.00 
11.052.02 

2,935.02 
2.940.96 
6.333.M 
3.104.71 

Total 

62.03 

74.40 

217.66 

$4,111.18 

CImmC 

Bay  Shore  St.  Ry.  Co 

Beloit  Traction  Co 

Chicago  A,  Milwaukee  Elec.  Ry.  Co 

Chicago  ft  Wisconsin  Valley  Ry.  Co 

Grai^  Rapids  St.  R.  R.  Co 

Ironwood  k  Bessemer  Lt.  ft  Pr.  Co.    . 

77.46 
59.72 
68.77 
1.14 
48.00 

31.00 
75.10 
49.00 

74.60 

68.10 

62.40 
60.29 
64.87 

96.38 
67.72 
79.52 

1.50 
6.60 
6.92 
3.00 
8.00 

2.25 
6.11 
2.37 

8.00 

1.74 

5.21 
9.08 
7.63 

11,978.57 
4,183.87 
8,229.48 
3,347.44 

53.00 

30.50 
78.16 
63.00 

83.80 

1,557.77 
3,394.03 

Janesville  Traction  Co 

U  Crosse  ft  Onalaska  St.  Rv.  Co 

2.751.59 
1.880.00 

Manitowoc  ft  Northern  Tr.  Co.  _ 

Menominee  A  Marinette  Lt.  ft  Tr.  Co 

Merrill  Ry.  ft  Ltg.  Co. 

3.951.31 

Milwaukee  Western  Elec.  Ry.  Co 

Waupaca  EAec.  Lt.  ft  Ry.  Co. 

77.20 
80.03 
82.15 

1,520.00 

Wauku  St.  R.  R.  Co..  .' 

Wisconsin  Gas  ft  Elec.  Co 

4,313.07 
7.606.84 

Total 

64.32 

76.05 

68.41 

»4.538.62 

Clan  A 

Chicago  ft  MUwaukee  Elec.  R.  R.  Co 

Duluth  St.  Ry.  Co 

Rockford  ft  Interurban  Ry.  Co. 

62.86 
55.18 
60.34 

68.57 
66.14 
63.00 

165.83 
82.47 
77.60 

3.615.12 
8,670.82 
3,613.19 

Total 

59.13 

66.87 

325.90 

$4,803.87 

CIoM^-None 
Clai$C 

68.50 

77.60 

19.00 

I3.542.62 
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ENDINa  JUNE  30, 1914 


Ordinary 
operating 

Tons  of 
frof^t 

expenaet, 

taxes  and 

de|re;iation 

per  mile  of 

node  track 

Revenue 
passengers 

Transfer 

Free 
passengers 

Total 

Percent 

transfer 

to  total 

passeng  ra 

13.237.01 
8,069.63 

17,998.60 
8.116.49 
3,392.10 

8,772.41 

1,060,606 
5,991,297 
100,001.380 
11,998,878 
2.553.727 

459.273 

709,765 

38.293.848 

1.143,339 

102.359 

1,026 

38.068 

12.869 

447.084 

222.197 

19.359 

8.665 

1,098.673 
6,713,931 
138.742,312 
13.364.414 
2.675.446 

468,963 

17,299 

15.07 

27.60 

8.56 

3.68 

2.19 

18,459.70 

122.065.160 

40.250.336 

748.242 

163.063.738 

17,299 

24.68 

$2,617.31 
3,940.99 
3,037.60 
4,080.00 

12.989.14 

3.155.23 
2,301.48 
6,750.74 
5,205.84 

394.993 
1.858.208 
1.396.367 
1.861.958 
5.393.426 

2.932.564 
2.623.356 
3.638.103 
2.790.727 

278.502 

2.254 

148.598 

623.794 

428.827 

310.739 

1.041.480 

178,407 

2.001 
98,636 
14,679 
60,148 
39.936 

14,514 
98.922 
14.314 

396.994 
2,236,346 
1.413.200 
2.070.704 
6.957.155 

3.375.896 
3.033.017 
4.693.897 
2.969.134 

2,460 

.16 
7.10 
8.79 

12.90 
10.20 
28.63 
6.01 

14,931.08 

22.889.692 

1.912,601 

343,049 

26.146.842 

2.458.08 

7.32 

12,461.91 
4,744.17 
9,515.62 

1,731.17 

76.625 

956.819 

1.182,743 

176.653 

329.669 

492,117 
360.181 
117,397 

9()2,019 

232,138 

131,194 
1.025.950 
1.763.473 

1.589 
25.632 
136.281 

30.787 
243.235 

196.268 
231.401 

734'"" 

33.953 

25 

2.876 

3.042 
10.064 

6.581 
56.923 
3.970 

78.214 

983.185 

1,362.977 

176.678 

332.446 

492.117 
390.968 
120.439 

1,155.318 

232.138 

137,776 
1.278.141 
1.998.844 

2.03 
2.61 
10.07 

4.234.09 
2,863.89 
2,418.00 

4,306.93 
1,878  00 

7.87 
21.00 

6.725.01 
9,634.87 

16.29 
11.58 

$5,366.34 

7.745.878 

864.193 

118.168 

8.728.239 

9.90 

3,943.77 
10,391.96 
8,772.41 

7.401.606 
25.626.328 
2.298.272 

374.486 

4.372.430 

26.982 

412,544 
119,811 
49,760 

8.188.686 
30.018.669 
2.376.014 

71.707 

4.68 
14.66 
1.14 

$5,534.53 

36.226.205 

4.773,898 

582,115 

40.582,218 

71,707 

11.76 

$4,008.12 

2.157.941 

581.904 

24,078 

2,763,928 

21.00 
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GENERAL  STATISTICS- 


Gar 

Nami  or  Road 

Pueenger 
motor 

Passenger 
traU 

Total 
passenger 

Chartered 

A.    WiaooNMN 

ClauA 

Chicago  A  Milwaukee  Elee.  R.  R.  Co 

665.935 

1.049.055 

14.687.844 

3,212.132 

1.040.583 

192.142.85 

665.935 

1,049.055 

14,687,844 

3.212,132 

1.040.583 

197,795.55 

15,875 

bulutE  St.  Ry.  Co. 

Milwankw  U  Ht  A  Tr  Cn     

Milwaukee  Northern  Ry.  Co.    „ 

5,652.7 

Rookford  A  Interurban  Ry.  Co^ 

., „ 

Total 

20,847,691.85 

5.652.7 

20.853,844.56 

15,875 

CIomB 
AiihlanH  U  Pr.  A  St.  Ry.  0«- 

193.545 
543.521 
1484.943 
528.572 
1.083,924 

973.340 
881,441 
843.072 
488.099 

193,545 
543,521 
484,943 
528.572 
1,083.924 

973,340 
882.180 
843.072 
488,099 

■     40 

Wisconain-Minnoota  Lt.  &  Pr.  Cd.-. 

Eastern  Wiaoonnn  Ry.  ft  Lt.  Co. 

Sheboygan  Ry.  &  E3ec.  Co 

Southern  Wi¥*nn«Bn  Hy  Cn, 

WiMomun  E3ec.  Ry.  Co. 

Wieoottsin  Public  Service  Co 

WiammirinRy.  Tight  *Pr.  Co 

739 

740 

Wiaooniin  T^.  Lt'Ht.  &  Pr.  Co 

205 

Totals „ 

6.020,457 

739 

6.021,196 

086 

CUmC 
Bay  Shore  St.  Ry.  Co. „ „ 

13,860 
166.808.4 
196.644 

98.356 
101.198 

58,400 
183,870 
61,254 

3o6.'26i 

83,100 

63','612 

284.467 
389,681 

13,860 
166.808.4 
196.644 

98.356 
101.913 

58,400 
183.870 
61,254 

'318,'423 

83,100 

64,'597 

294.433 
389,681 

Beloit  Traction  Co^ 

Chicago  ft  Milwaukee  Elec.  Ry.  Co 

Chicago  ft  Wifloondn  Valley  Ry.  Co 

Qnnd  Rapids  St  R.  R.  Co 

Ironwood  ft  Bessemer  Li.  ft  Pr.  Co...^ 

715 



JaneeviUe  Traction  Co— 

U  Croaw  ft  Onahska  St  Ry.  Co. 

Manitowoc  ft  Northern  Tr.  Co.„    ...„    

i8,'222 

985 

9,966 

Merrill  Ry.  ft  Ltg.  Co. 

MUwaukee-Westam  Elec  Ry.  Co...- 

Wauoaca  Elec  Lt  ft  Ry.  Co... 



Wauaau  St  R.  R.  Co.-.:. 

Wisoonmn  Gas  ft  Elec.  Co 

•" " 

Total 

2,001,451.4 

29,888 

2,031,339.4 

B.    Bmtim  LiN«— InTMaTATi  Roam 
CUmA 

Chicago  ft  MUwaukee  Elec  R.  R.  Co „ 

Duluth  St  Ry.  Co. 

Rookford  ft  Interurban  Ry.  Ca 

2,328,189 
4.630.378 
1,069,685.9 



2.328.189 
4.530.378 
1.085.720.9 

25.190 

16.035 

361 

Total 

7.928,252.9 

16,036 

7.944,287.9 

25,560 

CZoM/l-Noiie 
ClauC 

730,077 

30.529 

760.606 

1  Includes  total  car  mileags. 
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1914— Concluded 


MiLU 

Padbbnokb  Car-Hoxjb8 

Fraght 

ExpretB 

Total 

revenue 

car  mileage 

Utility 
equipment 
oar  mileage 

Paawnger 
motor 

•"-ST 

Total 

25,773 

54.864 

762,447 

1.049,055 

14,687.844 

3.212,132 

1.084.083 

217,137.26 

54.331 

50,716 
114,688.6 
1,708,657 
274,608 

63,979 

11,772.01 

50.716 
114.688.6 

1.708,657 

274,608 

43,500 

63.979 

19,341.71 

397.75 

12,169.76 

88.614.71 

54.864 

21,012.698.26 

54,331 

2,224,420.61 

397.75 

2,224.818.36 

193,585 
543,521 
484.943 
545.331 
1.083.924 

973.340 
890.015 
843.072 
488,304 

26.472 
58,089 

«  40,367 
33,700 

120.908 

>99,815 
384.679 
102.501 
47.346 

26,472 

58,089 

*■' 

40.367 

16.759 

10,716 
5.429 

33.700 

120.908 

99.815 

7.095 

4,499 
9.108 

84.679 
102.501 

47,346 

16.759 

7.095 

6.046.035 

13.860 
166,808.4 
196.644 

98.356 
101.913 

58,400 
183,870 
61.254 

29,752 

613,877 

613,8n 

812.8 
20.726.64 
24,562 
11.960 
7.129 

13.140 
22,629 
6,375 

812.8 

20,726.64 

97 

24,562 

450 

11.960 

7.226 

13.140 

22,629 

6.375 

318.423 
83.100 

39.238 
11,200 

1.070 

40,308 

11,200 



103.5 
1.854 

2.850 

67.447 
294.433 
389.681 

6,606 
29,214 
54.228 

6,799.5 

31,068 

54.228 

2,850 

2.034.189.4 

450 

247,910.44 

3.124.5 

251.034.94 

82,192 

115.932 

2.551,512 
4,530.378 
1.190.939.87 

135,828 

169,056 
503.460 
61.326.26 

1.025.99 

169.056 
503.460 

104,857.97 

62.352.25 

187,049.97 

115.932 

8.272,829.87 

135,828 

733.842.26 

1.025.99 

734,868.25 

760.606 

93,871 

2,560 

96.431 

sinohidea 


trail  car-hours. 
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EQUIPMENT,  CARS  AND  LOCOMOTIVES- 


PASnNOBS  SSRTICI  Cabs 

Nit  MB  or  Road 

Closed 

Open 

Combi- 
nation 
doMxi 
and 
open 

Combi- 
nation 

ger  and 
baggage 

Other 
passen- 

ears 

Total 
cars  in 
passeDger 

OauA 

Chicago  t  Milwaukee  Elec  R,  R.  Co „ 

Duluth  St.  Ry.  Co 

Milwaukee  Efec.  Ry.  t  U.  Co 

48 
122 
538 
138 

22 

30 

6 

8" 

21 

5 

»ii 

«3 

I 

80 
122 
557 

MUwaukee  U.  Ht.  &  Tr.  Co 

Milwaukee  Northern  Ry.  Co 

Rockford  it,  Intenirban  Ry.  Co 

4 

141 
22 

35 

Total 

808 

14 

21 

9 

15 

957 

ClauB 

7 
14 
14 
14 
30 

23 
20 
27 
17 

11 
15 

13 

Wiioonsio-MiniieBota  Lt.  t  Pr.  Co. 

••••"■'•■•• 

25 

Eastern  Wiaoonain  Ry.  t  Lt  Co 

Sheboygan  Ry.  t  Elec.  Co. 

17 
16 

Southern  Wiaconain  H:y.  Co. 

Witpoonmn  FAk,  Ry.  C-o. 

35 
38 

Wieoonain  Ry.  Light  &  Pr.  Co 

Wisconsin  Tr.  Lt.  Ht.  &  Pr.  Co 

28 
36 

19 

Total 

166 

61 

227 

CUutC 

Bay  Shore  St.  Ry.  Co 

Beloit  Traction  Co 

Chicago  &  Milwaukee  Elec.  Ry.  Co 

Chicago  ft  Wisconsin  Valley  Ry.  Co. 

1 
8 
10 
3 

4 

6 " 

2 

2r" 

4 

10 
12 

4   ^ 

29 

6 

4 

1 

8 
10 
3 

Grand  Rapids  St.  R.R.  Co 

Ironwood  &  Bessemer  EI.  Lt  A  Pr.  Co. 

4 

Janesville  Traction  Co. 

10 

UCroeseAOnabskaStRy.Co 

Manitowoc  A  Northern  Tr.  Co 

Menominee  A  Marinette  Lt  4  Tr.  Co 

MerriD  Ry.  A  Ltg.  Co 

Milwaukee-Western  Elec.  Ry.  Co 

Waupaca  Elec.  Lt  &  Ry.  Co 

Wausau  St  R.  R.  Co 

Wisconsin  Gas  4  Elec.  Co 

2 

50   ' 

4 

7" 

14 
12 

Total 

82 

43 



125 

■Old 


ears  not  in  service,  1  funeral  car  and  1  hospital  car. 
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ENTIRE  UNE  JUNE  30.  1914 


Othsr  Rsvsnub  Sbrvicb  Cars 

Ezpr«« 
ears 

Freight  Can 

Total  in 
other 

MaU 
can 

Box  can 

Gondolas 

Flat  can 

Other 
freight 
can 

Total 
freight 
can 

revenue 

4 

3 

26 

21 

l'" 

8 

62 

3" 

112 

4"' 

8 

116 

1 
4 

5 

12 

0 

3 

26 

30 

65 

124 

133 

i 

i""' 

i'" 

l"" 

3"  ■ 

2" 

1 

i 

1 

3 

* 

1 

2 



2 

1 

3 

6 

6 

l'" 



2" 

i 

4" 

l"' 

l'" 

4 

1 

1 

2 

' 

4 

5 

>01dpuBencc 

r  can  not  in  » 

ervice. 
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EQUIPMENT  CARS  AND  LOCOMOTIVES, 


Utiltit  Equip 

Namk  or  Road 

Snow  plows 

Sprinklers 

Sweepers 

Clou  A 
Chicago  A  Milwmukee  Elec  R.  R.  Co 

1 
3 
3 

2 

3 

Dulutb  St.  Ry.  Co                                             .... 

Milwaukee  Elec.  Ry.  &  Lt.  Co  

8 

19 

MUwaukee  Lt.  Ht  A  Tr.  Co 

3 

Milwaukee  Northern  Ry.  Co  

2 

1 

RookfnH  A  Intfrurban  Ry.  Co    . 

Total     • 

9 

10 

26 

Clou  B 
Aahland  Lt.  Pr.  A  St  Ry.  Co 

1 
1 

Eastern  Wisconmn  Ry.  &  Lt  Co  

1 

Sheboygan  Ry.  k  Elec  Co 

2 
2 

1 
3 

1 

SniithMrn  Wiw>nninn  Ry  (> 

i 

Wisconmn  E3ec.  Ry.  Co 

1 

Wiaoonsin  Public  Serrioe  Co 

Wisoonain  Ry.  Light  A  Pr.  Co 

2 

Wiiconsin  Tr.  Lt  Ht  A  Pr.  Co t  ... . 

Total 

10 

3 

4 

ClauC 
Bay  Shore  St  Ry.  Co 

Beloit  Traction  Co 

Chicago  A  Milwaukee  Elec.  Ry.  Co 

1 

1 

ChT<wn  *  Wjfpronflin  Vallfly  Ry.  Co 

1 

Granif  Rapids  St  R.  R.  Co' ' 

Ironwood  A  Beflsemer  Lt  A  Pr.  Co 

Janeaville  Traction  Co 

1 

Ta  Cro<^  ^  OpftlMfVa  Rt.  Ry.  Co 

M^nitAwnf  A  North4>Tn  Tr.  Co 

2 

1 

Merrill  Ry.  A  Ltg.  Co     

Milwaukee-Woitem  Elec  Ry.  Co 

Waupaca  Eleo.  Lt  A  Ry.  Co        . 

Wmiww  St.  R.  R.  Co 

Wiaeonain  Gas  A  Elec  Co 

1 

1 

Total 

3 

2 

4 

1  Includes  1  line  repair  oar  and  4  oars  out  of  senrioe. 

*  Indudes  1  private  car,  2  wire  repah-  oars.  1  wrecking  oar  and  3  miso^laneous  cars. 
'  Includes  16  salt  cars  and  164  dump  oars. 

*  Switching  service. 
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entire  line.  191i--Contiiiued 


MBICT  (SbRTICB  CaSB) 

Electric  Ix>coiionTS8 

Number  of 

paaaenger 

care 

heaters 

Number 
of  oar 
houaes 

Caoadty 
of  car 

houses  in 
cars 

Work  can 

Total  utiKty 
equipment 

semce 

Fre^ht 
aerrice 

Total 
locomotives 

»    7 

13 
14 
299 
3 
4 

35 

2 

2 

2 

1 
1 

3 
2 
5 

4 
2 

2 

39 

«  11 

90 

*26Q 

*2 

2 

488 

107 

1 

22 

»  3A 

50 

823 

368 

4 

4 

4 

18 

856^ 

1 

1 

10 
13 

3 
6 
3 

1 

2 

14 

1 
3 
1 

1 
1 

2 
2 

1 
1 

9 

25 

9 

•7 

0 

^ 

10 

36 

j 

12 

1 
1 

42 

1 

17 

20 

21 

38 

39 

13 

15ft 

2 

1 
1 

4 

1 

2 

5 

2 

4 

1 

6 

2 

17 

4 

i 

7 

1 

3 

1 

1 
2 

1 

6 



5a 

4 

14 

72 
•3 

14 
6 

8 

17 

36 

10 

lOO 

^  Includes  1  box  ear  (Idtehen).  1  tine  ear.  27  dump  cars  and  1  electric  shovel,  3  bunk  cars  and  1  dimng  < 

*  Includes  6  dump  cars. 
^  Include  1  rul  grinder. 

*  Inchides  1  flat  ear  and  1  salt  car. 
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EQUIPMENT,  CARS  AND  LOCOMOTIVES. 


Cabs  in  Paisbn 

Nams  or  Road 

TraaCan 

\                         Motor 

\ 

/ 

No. 

No. 
leased 

No. 
owned 

No. 
leased 

Total  No. 
motors 

CUm  A 

Chicafo  ft  Milwaukee  Elec.  R.  R.  Co 

Duhth  St  Ry.  Co 

14 

66 
122 
503 
79 
22 

23 



263 
448 

Milwaukee  Elec.  Ry.  A  Light  Co 

Milwaukee  Lt.  Ht.  &  Tr.  Co 

54 
59 

1.750 

260 

Milwaukee  Northern  Ry.  Co .                 

88 

Rookford  ft  Interurban  Ry.  Co 

12 

92 

Tot^ 

130 

815 

2.900 

Clou  B 
AiihknH  i.t  Pr  *  R*  Ry  Ctn 

13 
25 
14 
16 
35 

28 
24 
28 
19 

18 

WiaooiMii-MimieBOta  Lt.  ft  Pr.  Co 

56 

Eastern  Wieoonain  Ry.  ft  Lt  Co 

Sheboygan  Ry.  ft  Elec.  Co 

Southern  Wisconsin  Ry.  Co 

3 
6 

10 

4 
8 

46 
60 
70 

Wisconsin  Elec.  Ry.  Co 

76 

Wisconsin  Public  Service  Co 

64 

Wisconsin  Ry.  Light  ft  Pr.  Co 

28 

Wisconsin  Tr.  Lt.~^Ht.  ft  Pr.  Co  

66 

Total 

31 

202 

483 

CUmC 
Bay  Shore  St.  Ry.  Co 

I 
8 

"3 
2 

10 
2 

24 

4 

4 

9 
12 

10 

Beloit  Traction  Co 

Chicago  ft  Milwaukee  El.  Ry.  Co 

16 
40 

Chicago  ft  Wisconsin  Valley  Ry.  Co 

6 

Onuuf  Rapids  St.  R.  R.  Co.. ... ' 

2 

8 

Ironwood  ft  Bessemer  Lt.  ft  Pr.  Co 

Janesrille  Traction  Co 

ab 

U  Crosse  ft  Onalaska  St.  Ry.  Co 

Manitowoc  ft  Northern  Tr.  Co 

Menominee  ft  Marinette  Lt  ft  Tr.  Co 

Merrill  Ry.  ft  Ltg.  Co         

26 

"« 

5 

Milwaukee-Westem  Elec  Ry.  Co 

Waupaca  Elec.  Lt  ft  Ry.  Co 

3 

5 

" io 

Wausau  St  R.  R.'Co...7 

Wisconsin  Gas  ft  Elec.  Co 

34 

24 

Total 

86 

79 

10 

198 
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ENTIRE  UNE.    1914— Continued 


en  8BRT1CB 

Orau  RsvBNUi  SiRTici  Cabs 

Con 

^TnUCan 

Motor  Can 

Total 

No. 
fender 

No. 
with 

No. 
owned 

No. 
leased 

No. 
owned 

No. 
leased 

Total 

No. 

motors 

Total 

No. 

p3"iSh 

TSider 

No 

poTrnth 
powsr 
brakes 

12,508 

10 

122 

494 

79 

22 

33 

66 
106 
485 
110 

22 

33 

112 

4 

16 

746 

4 

55.534 

13.152 
3.600 

8 

5 

4 

3,746 

12 

448 

4 

4 

88.535 

760 

822 

120 

13 

28 

1,194 

4 

8 

379 

13 
25 
14 
16 
35 

28 
24 
28 
19 

7 

9 
8 

2,450 
1.827.9 

160 
150 

16 

i 

1.940 
1,887 

3 

4 

8 

189.48 

10 
9 

1,754 
1,241 
2,115 

1 

4 

1 

14 

13,283.38 

202 

57 

4 

8 

310 

17 

9 

1,492 

1 
8 
10 
3 
2 

20 
2 

20 

4 

4 

9 
12 

1 
4 
10 

4 

1 

2 





1 

240 



522 

::zz 

75 

3 

4 

671.4 

538 

3.538.4 

95 

22 

4 

1 

2 

1 
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EQUIPMENT,  CARS  AND  L0COM0TIVB8. 


UnuTT  EQuiFimrr 

Namb  or  Road 

Trail  Can 

Jfator 

Number 
owned 

Number 
leased 

Number 
owned 

Number 
leased 

CUm  A 

Chicago  &  Milwaukee  Elec.  R.  R.  Co 

Dulutn  St  Rv.  Co 

2 

11 
14 
90 
3 

1 

6 

Milwaukee  Elec.  Ry.  ic  Lt.  Co 

230 

3" 

33 

Milwaukee  Lt.  Ht.  &  Tr.  Co = 

Mflwaukee  Northern  Ry.  Co 

Rockford  &  Intemrban  Ry.  Co 

Total 

277 

95 

Chut  B 

Asblaiid  Lt.  Pr.  A  St.  Ry.  Co 

WiaooMin-MiimeTOta  Lt.  k  Pr.  Co 

Ea0t«m  Wimionflin  Ry^  k  Lt.  Co                

1 

l"' 

10 
13 

3 
5 
3 

I 

Sbebovgan  Ry.  ft  Elec.  Co 

Southern  Wiaconain  Ry.  Co 

Wiaoonon  E3ec.  Rv.  Co 

Wieoonan  Ry.  Ught  A  Pr.  Co. 

WiBoonain  Tr.  Lt.  Ht  k  Pr.  Co 

Total 

37 

CUu%  € 

Bay  Shore  8t.  Rv.  Co 

Bekrit  Traction  Co 

Chicago  k  MUwaukee  Elec.  Ry.  Co 

Chicago  k  Wisconsin  Valley  Ry.  Co .  „ 

Grand  Rapids  St.  R.  R.  Co 

Ironwood  A  Beasemer  Ry.  k  Lt.  Co 

Janesville  Traction  Co 

1 
\ 

2 
2 

Ta  Crrwm^  ft  Onitl^lr^  8f,  Ry.  Co. 

Manitowoc  k  Northern  Tr.  Co 

4" 

^ 6"'" 

Menominee  k  Marinette  Lt.  k  Tr.  Co 

Merrill  Ry.  k  Ltg.  Ca 

Milwaukee-Western  Elec.  Ry.  Co. 

Waupaca  Elec.  Lt.  k  Ry.  Co. 

Waiiiu^ii  Rt  H  R  Cn 

Wisconsin  Gas  k  Elec.  Co 

Wisconsin  Ry.  Lt  k  ft.  Co, 

" 

Total 

12 

4 

1 

>  Equipped  with  truck  pilots. 
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entire  line.  1914-CoQcluded 


(Bbbticb  Cabs) 

Cm 

ELicnuc  LoooMonns 

Total 
number 
motors 

Total 
eapadty 
mkw. 

Number 

r J 

lenoers 

Number 

equii)ped 

with  power 

brakes 

Number 
owned 

Number 
leased 

Total 
number 
motors 

Total 

Total 
fenders 

Total 

with  power 
brakes 

34 

1.268 

ii"' 

37 

7 

9 

27 

2 

8 

597 

2 

46 

201 

6.900 
212 
180 

224 

2 

6 

201 

2 

1 

9 

0 

1 
1 

1 

1 

6 

202 

8.784 

50 

45 

4 

14 

798 

2 

3 

- 

2 

52 

67.1 
460 
261.1 

130.5 
525 

10 

2 

12 

5 
1 

7 

14 

2 





4 

194 

1 

1 

49 

1.689.7 

7 

5 

373 

»2 

2 



10 

4 

165 

1 

i" 



4 

1 

22.38 
171.70 

8 





28 

732.08 

2 

3 

B.B.a-65 
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MILEAGE. 


Nami  ow  Road 


MiLB  or  Road  (FnwT  Maik  Track) 


Totel 
opiated 
finduding 
trackage 

rights) 


Owned 


Leued 


Traekace 
rights 


A.    WncoNBiN 

Clou  A 

Chkago  A  Milwaukee  Elee.  R.  R.  Go 

Duluth  St  Rv.  Co 

Milwaukee  Elec.  Ry.  A  U.  Co -. 

Milwaukee  Lt.  Ht.  dk  Tr.  Co 

Mflwaukee  Northern  Ry.  Co 

Roekford  ft  Interurban  Ry.  Co 


Clou  B 

Aahland  Lt  Pr.  &  St.  Ry.  Co 

WiBcoonn-Miimemta  Lt.  ft  Pr.  Co.. 

Eastern  Wisconsin  Ry.  ft  Lt  Co 

Sheboygan  Ry.  ft  Elec.  Co 

Southern  Wisconsin  Ry.  Co 

Wisconsin  Elec.  Ry.  Co 

Wisconsin  PubUe  Senrioe  Co 

Wisconsin  Ry.  Light  ft  Pr.  Co 

Wisconsin  Tr.  Lt.  Ht.  ft  Pr.  Co 


CUu$  C 

Bay  Shore  St.  Ry.  Co 

Beloit  Traction  Co 

Chicago  ft  Milwaukee  Elec.  Ry.  Co 

Chicago  ft  Wisconsin  Valley  Ry.  Co. ... 
Grand  Rapids  St.  R.  R.  Co 

Ironwood  ft  Bessemer  Lt.  ft  Pr.  Co 

JanesviUe  Traction  Co 

La  Crease  ft  Onabska  St.  Ry.  Co 

Manitowoc  ft  Northern  Tr.  Co 

Menominee  ft  Marinette  Lt.  ft  Tr.  Co. 

Merrill  Ry.  ft  Ltg.  Co 

MUwmukee-Westem  Elec.  Ry.  Co 

Waupaca  Elec.  Lt.  ft  Ry.  Co 

Wausau  St.  R.  R.  Co 

Wisconsin  Gas  ft  Elec.  Co 


B.    Entiri  Likc— iNmamkn  Roads 

CUut  A 

Chicago  ft  Milwaukee  Elec.  R.  R.  Co 

Duhith  St.  Ry.  Co 

Roekford  ft  Interurban  Ry.  Co 

Cbu9  B-Nooe 
Ckm  C 
Meoominee  ft  Marinette  Lt.  ft  Tr.  Co. 


39.36 
22.23 
177.43 
202.29 
U.56 

14.40 


7.00 
20.00 
21.15 
31.63 
10.89 

38.98 
38.40 
12.15 
19.30 


1.50 
0.50 
3.40 
3.00 
8.00 


6.00 
p. 37 


6.17 

1.66 

4.77 
6.36 

7. 


89.60 
77.50 
77.60 


14.79 


35.80 
22.23 
149.92 
228.75 
53.66 

12.70 


7.00 
20.00 
21.11 
23.83 
10.89 

88.98 
38.40 
12.15 
19.39 


1.50 
5.56 
3.46 
3.00 
8.00 


4.85 
2.37 


6.17 
1.66 


4.77 
6.36 
7.63 


83.41 
77.50 
68.50 


14.79 


3.46 


27.51 
1.90 


1.70 


.04 
8.00 


.04 


1.15 


6.S8 
9.10 
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JUNE  30.  1914 


Track  Miliaob  Opbratkd  (Includino  Trackage  Riohts) 

Total 

MainUMTraek9 

MUesof 
turnouts 

Total 

miles  of 

track 

Total 

added 
during 
year 

Miles  of 

Istmain 

track 

MUeaof 

2nd  main 

track 

Miles  of 
additional 
main  track 

Total  mUes 

of  main 

track 

miles  of 
track  added 
during  year 

39.26 
22.23 
177.43 
202.29 
55.56 

14.40 

32.98 

72.24 
22.23 
177.43 
202.29 
64.66 

14.40 

1.80 
1.31 
15.09 
8.74 
4.49 

.50 

A 

74.04 
23.54 
192.62 
211.03 
69.15 

14.90 

5.02 

5.04 

9.10 

.71 

7.00 
20.00 
21.16 
31.83 
10.89 

38.98 
88.40 
12.16 
19.39 

2. 10 

2.23 

1.55 
1.84 
3.63 

7.00 
20.00 
23.25 
31.83 
13.12 

40.53 
40.24 
15.78 
19.39 

1.50 
1.03 
1.28 
.50 
2.16 

1.05 

2.20 

.19 

1.18 

8.50 
21.03 
24.63 
32.33 
15.28 

42.48 
42.44 
15.97 
20.57 

0.12 

1.50 
6.60 
3.46 
3.00 
8.00 

1.50 
6.60 
6.92 
3.00 
8.00 

6.()0 

2.37 

7.54 

1.66 

1.50 
6.77 
6.92 
3.00 
8.25 

• 

0.17 

3.46 

3.00 

3.00 

.25 

6.00 
2.37 

.11 

'.83 

.08 

.44 

1.02 
.22 

6.11 
2.37 

8.37 

1.74 

5.21 
9.08 
7.85 

1 .37 
1.13 

.57 

6.17 

4.77 

6.36 
7.63 

4.77 
8.06 
7.63 

0.22 

89.69 
77.50 
77.80 

77.89 

167.58 
77.50 
77.60 

6.55 
4.97 
2.59 

174.13 
82.47 
80.19 



0.05 

14.79 

2.97 

17.76 

1.60 

19.36 
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LOCATION  OF  TRACKS. 


Namb  or  RoA,D 


bniDBor 


Miksof 

fintmain 

track 


MUesof 

seoondnutii 

tnok 


MiloBof 
addttional 
maintndc 


A.  WiBCONBm 
CUu9  A 

Chioaso  ft  Milwaukee  Elec.  R.  R.  Co 

Duluth  Si  Ry.  Co 

Milwaukee  Elec.  Ry.  A  Lifht  Co 

Milwaukee  Lt  Ht  A  Tr.  Co 

Milwaukee  Northern  Ry.  Co 


Rockford  A  Interurban  Ry.  Co.. 


CUm  B 

Ashland  U.  Pr.  ft  St.  Ry.  Co 

WiecoDBis-Minneeota  Lt  ft  Pr.  Co 

Eastern  Wisconsin  Ry.  ft  Lt  Co 

Sheboygan  Ry.  ft  Elec.  Co 

Southeni  Wisoonsm  Ry.  Co 


Wisconsin  Elec.  Ry.  Co „ 

Wisconsin  PuUic  Service  Co 

Wisconsin  Ry.  Light  Pr.  Co 

Wisconsin  Tr.  Lt  Ht  ft  Pr.  Co. . 


ClauC 

Bear  Shore  St.  Ry.  Co 

Beloit  Traction  Co 

Chicago  ft  Milwaukee  Elec.  Ry.  Co 

Chicago  ft  Wisconsin  Valley  Ry.  Co 

Grand  Rapids  St  R.  R.  Co 


Ironwood  ft  Bessemer  Lt  ft  Pr.  Co 

Janesville  Traction  Co 

La  Creese  ft  Onalaska  St  Ry.  Co 

Manitowoc  ft  Northern  Tr.  Co 

Menominee  ft  Marinette  Lt  ft  Tr.  Co.... 


MeniU  Ry.  ft  Ltg.  Co 

Milwaukee  Western  Elec.  Ry.  Ca... 

Waupaca  Elec.  Lt  ft  Ry.  Co 

Wausau  St  R.  R.  Co 

Wisconsin  Gas  ft  Elec  Co 


3.87 
22.23 
177.43 
70.31 

6.96 

4.00 


14.13 
7.04 

10.42 
9.80 

18.12 
18.77 
12.15 
13.32 


.50 
5.56 
3.46 
3.00 
2.00 


6.00 
1.61 


5.93 

1.66 

1.49 
2.86 
7.63 


B.  Entirk  Link— Intbbstati  Roads 
Clou  A 

Chicago  ft  Milwaukee  Elec.  R,  R.  Co 

DuhithSt  Ry.  Co...  

Rockford  ft  Interurban  Ry.  Co 

Clou  B— None 

Clou  C 
Mraominee  ft  Marinette  Lt  ft  Tr.  Co 


36.31 
77.50 
6.82 


14.55 


3.46 


2.97 


1.71 

2.23 

1.54 
1.84 
3.63 


3.46 


1.37 


1.18 


0.57 


.34.60 


2.07 
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JUNE  30.  1914 


CittLemitb 

Omsmi  or  Citt  Ldoib 

Total  milee 

of  main 

tnek 

Mike  of 

adinsB  and 

turnouts 

Total 

mUeeof 

track 

MUeeof 

first  main 

track 

MUesof 

second 

main  track 

MUcsof 
additional 
main  track 

Total  miks 

of  main 

track 

Miksof 

sidings  and 

turnouts 

Total 

mUesof 

track 

7.33 
22.23 

1.31 
15.09 
2.99 
1.28 

.45 

7.33 

23.54 

,  192.52 

'    73.30 

11.21 

4.45 

35.30 

29.52 

64.91 

1.80 

66.71 

177.43 

70.31 

158.44 
48.60 

10.40 

158.44 
54.73 

10.40 

5.75 
3.21 

.05 

164.19 

9.93 

61.31 



57.94 

4.00 

10.45 

14.13 

0.94 
.92 

2.16 

1.58 

1.76 

.19 

.84 

15.07 
9.67 
10.42 
14.28 

21.24 
22.36 
16.97 
14.16 

5.'87"" 

14.07 

21.41 

1.00 

20.86 
19.64 

5.'87"" 

14.46 

21.41 

1.00 

20.86 
19.64 

.wi 

.36 
1.00 

'5.96' 

8.75 

0.39 

14.82 

10.42 

22.41 

12.12 

1.00 

19.66 

.37 
.44 

21.23 

20.61 

20.08 

15.78 

13.32 

6.07 

6.07 

.34 

6.42 

0.50 

0.50 
5.65 
6.92 
3.00 
2.00 

1.00 

1.00 

1.00 

5.56 

0.09 

6.92 

3.00 

2.00 

6.00 

6.00 

0.25 

6.25 

*■  '■ 

6.00 

.11 

6.11 
1.61 

1.61 

.76 

.76 

.76 

7.30 

.68 

.08 

.15  "' 

.80 
.22 

7.98 
1.74 

.24 

.24 

.15 

.39 

1.66 



1.49 

1.64 
5.36 
7.85 

3.28 
3.50 

3.28 
3.50 

.29 
.22 

3.57 

4.56 

3.72 

7.63 

70.91 

70.91 
82.47 
8.81 

53.38 

41.54 

94.92 

6.55 

101.47 

77.50 

4.97 
1.99 

6.82 

70.78 



70.78 

.60 

71.38 

17.52 

1.45 

18.97 

0.24 

0.24 

0.15 

0.39 
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LINE  CONSTRUCTION.  RAIL  AND  TELEPHONE 


Insidb  op  Cnr  Ldutb 

Naioi  or  Road 

Electric 
line  miles 

track 

operated 

by  overhead 

trolley 

PoU  Line  CondruetUm 

Miles  road 

with  wooden 

poles 

Miles' road 

with  iron 

poles 

Average 
number  of 

A.     WUCOKSW 

Clou  A 

ChioMo  A  Milwaukee  Elec.  R.  R.  Co 

Duhith  St.  Rv.  Co 

Milwaukee  Eaec.  Ry.  4  Ught  Co 

Milwaukee  Lt.  Ht  k  Tr.  Co 

7.33 
23.54 
192.52 

3.46 

1.24 

«3,»43.0f 

«748.0' 

3.29 

104 

12.95 

t '18,693.  OC 

i«24,383.0C 

7.92 

106 

Milwaukee  Northern  Ry.  Co 

Rockford  &  Intenirban  Ry.  Co 

11,21 
.45 

110 
52 

CImB 

AflUand  Lt.  Pr.  k  St,  Ry.  Co 

WifconsiD-MinneBOta  Lt.  k  Pr.  Co 

15.07 
9.67 
10.42 
14.28 

21.24 
22.36 
15.97 
14.16 

13.98 
9.07 
9.42 
8.14 

19.32 
22.36 
16.97 
14. OS 

1.09 

.60 

1.00 

1.75 

1.92 

54 

EaBtem  Wisconsin  Ry.  k  Lt.  Co 

Sheboygan  Ry.  k  HecCo ^ 

Southern  Wisconsin  Ry.  Co 

52 
52 
110 

Wisconsin  Elec.  Ry.  Co 

Wisconsin  Public  Service  Co 

100 
62 

Wisconsin  Light  and  Power  Co 

Wisconsin  Tr.  Lt.  Ht  A  Pr.  Co 

.13 

52 

CUnC 

Bay  Shore  St.  Ry.  Co 

Beloit  Traction  Co 

0.50 
6.77 
6.92 
3.0C 
2.0( 

6.11 
1.61 

7.98 

1.74 

1.64 
5.36 
7.85 

0.5 
5.65 

3.'46 

Chicago  k  Milwaukee  Elec,  Ry.  Co 

104 

Chicago  k  Wisconsin  Elec.  I^.  Co 

Grand  Rapi^  St.  R.  R.  Co 

106 

2.0C 

4.96 

7.98 

1.74 

l.  64 

5.36 
7.61 

36 

Ironwood  A  Bessemer  Lt  A  Pr.  Co 

JanesviDe  Traction  Co 

1.15 

76 

La  Crosse  A  Onalaska  St.  Ry.  Co. 

76 

Manitowoc  A  NorAem  Tr.  (5o „ 

Menominee  A  Marinette  Lt  A  Tr.  Co 

Merrill  Ry.  A  Ltg.  Co 

100 

Milwaukee-Western  Elec.  Ry.  Co 

Waupaca  Elec  Lt  A  Pr.  Co . 

.*24 

00 

Wausau  St  R.  R.  Co 

52 

Wisconsin  Qas  A  Elec.  Co 

92 

B.    EimRB  Ln«— Imwbotaw  Roadb 
CkutA 
Chicago  A  Mflwaukec  Elec.  R.  R.  Co 

70.91 

«82.47 

8.81 

31.35 
33.21 

4.96 
11.75 

104 

Dututh  St  Ry.  Co 

99 

Rockford  A  Interurban  Ry.  Co 

32 

Oau  5— None 
ClauC 

18.97 

18.97 

1  Railway  and  lighting. 
*  Number  of  pedes. 
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Outbids  or  Cmr  Lmm 

Rails  Laid 

Electric 
line  miles 

atedby 

overhead 

troUey 

Pole  Line  CoMtruetum 

Miles  of 
conduits 

During  Ykab 

MOeiof 
conduits 

Mile^road 

with  wooden 

poles 

Miles  road 

with  iron 

pclee 

Average 

number  of 

poles  per 

mile 

Number  of 
tons  laid 

Average 

price  per 

ten 

66.71 

57.M 

10.45 

35.39 

57.94 

104 

66 

52 

•181.21 

740.89 

82.26 
47.85 

$42  00 

«24.06 

28  40 

• 

5.96 
14.82 
21.41 

1.00 

21.23 
20.08 

6.41 

5.96 
14.31 
21.41 

1.00 

21.23 
20.08 

6.41 

0.61 

54 

100 
52 
110 

50 
52 

52 

0.65 
84.00 

t 

42  OO 

109.00 

39  00 

l.OC 

6.bc 

.76 
.39 

l.OC 
6.0C 

.39 

3.57 

3.72 

52 
52 

3.67 
3.72 

•     101.47 

53.38 

104 

52 

75.61 

71.38 

• 

0.39 

0.39 

• 

*  Includes  U2  miles  operated  by  deotric  hoist. 
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COST  OP  REAL  PROPERTY  AND  EQUIP 


Aotte  figurw  denote  deduotioni. 


Namb  of 

Adams 

American 

limns 

Expenditures 
during 
year 

Total  cost 

June  30. 

1914 

Expenditures 
during 
year 

Total  cost 

June  30, 

1914 

A.  Entibb  Ststui 

R«al  estate  used  in  operation 

Buildingi  and  fixtiim  uiwd  in  operation 

11163.536  07 

«|3,378,742  76 

$80,737  58 
423,311  82 

6,916  it 

m,oe9  94 

81,012  80 

$3,796,816  73 
4.149,335  79 

H<Ff«*i"T"Z   ""!""" ""     ""  '  r"-^^ 

TMu 

85.994  47 
6i,e07  8B 

785.667  11 
1.941,632  99 
1.030.204  35 

779,697  75 

Vehicles- -. 

OtW  ^Qoipinftnt                                 

1.007,917  35 
1,267,984  60 

Total                        „ 

$195,430  98 

17.136.347  21 

$386,076  74 

$11,691,663  aO 

B.  WnooNBtM 
Real  estate  used  in  operation. ~ 

$15,927  00 

Boildings  and  fixtures  used  in  operation. ». 

Csrs        

49,614  23 

Horses. - '. 

Vehicles. 



::::::i::::i;.": 

20.335  00 
15,355  55 
23.050  91 

Total 

$124,182  68 

>  Inehides  buildings  and  fixtures. 
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MENT.    YEAR  ENDING  JUNE  80.  1914 


COMPAKT 


Nortborn 

United  Stftt«e 

WeDi  Fargo 

Western 

Ezpeodituni 
during 
ywtf 

Total  oott 

to  June  80. 

1914 

Expenditure! 
during 
year 

Total  oort 

to  June  30. 

1914 

Ezpenditurct 
during 
year 

Total  oort 

to  June  80. 

1914 

ExpeDdi- 

turct  during 

y«« 

Total  ooet 

to  June  80, 

1914 

meters  99 

1,S81  81 

8827.384  12 
236.588  96 

Sl,i67  00 
78.370  36 

19.161  61 

i«f.M9  70 

2.048  09 

70.155  29 

8933.362  75 
2.168.007  04 

603.786  62 

860.539  58 

965.654  37 

1.541.118  48 

88.106  67 

8443  50 
3.073  56 
4.112  11 

861.435  75 
58.361  70 
123.363  07 

60,US94 

H,m  S4 

«.«5t  19 

755.996  94 
864.433  92 
941,189  46 

5.128  50 
8.962  66 
7.702  88 

15.740  25 
20.488  44 
53.04103 

$7,629  17 

8233.160  52 

t4Sl,et9  97 

83.625.593  40 

846.214  65 

87.072.468  84 

821.794  04 

898.277  29 

856.061  75 
46.410  00 

83.402  40 

8450  00 
462  65 
707  44 



31.692  50 
31.126  88 
48.862  81 

2.313  36 
3,835  34 

10.399  86 

81.620  09 

8213.153  94 

819,960  36 
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STATISTICS  OF  EQUIPMENT 


CLAaamcATiON 


Nams  or 


Adame 


Numbcr 


Vake 


Americaii 
(Inehidijig  Nationftl) 


Number 


Value 


A.  Entiu  STaraii 

Automobilee. 

Cars 

Carnfee  (ftationary) 

DouUe  wuoos 

Four  whe^truclcB. 

Hones  and  other  dnft  animals 

Menengera'  mfet. 

Menengtfs'  packing  trunks 

Office  furniture  and  fiitures 

Office  safes 

&igle  wagons 

Sl^hs 

Stable  equipment  fmcluding  hameai) 

All  other  equipment 


676 


$849,426  83 


11.237.863  96 


Total 


B.  WUOONBIN 

Automobiles 

Cars. 

Car  safes  (stationary) 

Double  WMona 

Four  wheeftrucks 

Horses  and  other  draft  animals 

Messengers'  safes 

Messengers'  packing  trtrnks 

Office  furniture  and  fixtures.. 

Office  safes. „ 

Sn^e  wagons. 

Sleigha 

StaUe  equipment  (including  hameai)... 
All  other  equipment 


Total.. 


176 
941 
6.152 
4.324 
3.067 
5,000 


1.608 

2.812 

617 


15.502  62 
150,524  27 

65.380  03 
514,087  30 

30.870  00 

25.000  00 
327.906  25 

80.396  00 
255.447  14 

11.544  28 

192.151  90 

8.708  16 


204 
893 
7.950 
5.064 
2,270 
4.335 
56.358 
3.053 
2.991 
1.548 
5,725 
2.197 


66.188  00 

156.104  43 

223.665  68 

779,697  76 

32.869  03 

24,900  28 

685,568  95' 

130,842  50 

271.970  62 

31.978  34 

89.785  52 

14.164  73 


12.526.944  78 


13,745.599  79 


$720  00 
112  00 
760  00 
36  00 


438  50 
153  75 


90  00 
250  00 


2 

20 
246 
149 
113 

16 

1,588 

134 

110 

91 
147 

44 


$850  00 

2.905  00 

3,874  68 

20,335  00 

1,214  75 

94  00 

9,614  18 

5,429  60 

10,680  00 

1,670  55 

1.724  55 

249  25 


$2.560  25 


$58,641  46 


STATISTICS  OP  FINANCUL  PAPER  ISSUED. 

Namb 

Classification 

Adams 

American 

Numbo* 

Amount 

Number 

Amount 

1.236.389 
7.456 

32,494 
1,120,461 

170 

$11,704,472  13 
184,985  59 

622,940  00 
14,725.803  19 

4.910  73 

5.196.003 

302.175 

956.332 

1,569.720 

4.864 

1.514 

1.560.547 

$46,209,601  89 

Money  orders  sold — foreign. 

Travelers'  cheques  sold — foreign 

6.679.480  00 
23,040,460  00 

"C.  0.  D."  cheques  issued. .T 

22,413.761  79 

Telegraph  transfers 

Letters  of  credit  issued- 

Other  ftmns  of  remittance  papers  issued. 

1.530.382  00 

3,909,527  48 

272,062.768  55 

Total.. 

2,396.970 

$27,243,111  64 

9.591.155 

$375,845,981  71 

Number  of  express  offices  June  30. 1914: 
In  the  United  States-    .„ 

6,000  . 

7.856 
383 

7.127 
375 

In  Wisconsin „ 

Number  of  offices  at  which  money  orders  were  on  sale 
June  30, 1914: 
In  the  United  States 

30. 
4  860 

-  ■■• 

In  Wisconsin.    

30.. 
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OWNED.    JUNE  30.  1914 


Company 


Northerm 

United  States 

Wells  Fargo 

Western 

Number 

Vahic 

Number 

Value 

Number 

Value 

Number 

Value 

3 

$6,124  00 

69 

$170,209  67 

47 
155 
741 
1.003 
10.892 
3.836 
1,863 
8,814 

4,573 

2.120 
460 

$118,399  71 

490,033  00 

49,011  56 

230,519  78 

138,718  42 

484.245  60 

20.097  26 

20.321  04 

385.724  80 

181.268  85 

300,239  63 

8.181  23 

73,172  92 

24,015  21 

**■■  16 

10 

366 

77 

198 

393 

78 
74 
720 
239 
825 
461 

16,012  85 

17.829  21 

20,040  36 

33,323  45 

6,372  51 

3,715  68 

19.796  21 

39,708  00 

21,513  64 

1,342  33 

3.271  31 

.    3,513  07 

265 
746 
4,286 
3,346 
2,556 
3,197 

128,895  80 
332,432  37 
120,029  19 
755,996  94 

33,163  48 

33,795  77 
167.741  22 

97,898  31 
347,016  95 

14,775  03 
134.791  80 
224,873  89 

8,287  88 
3.983  40 
12.740  08 
16.740  26 
8.462  84 
3.062  20 
13.528  79 

322 
123 
49 

1,785 

1.684 

372 

62 
56 
70 

8.711  86 

,     18,737  22 

2.767  82 

3.889  86 

6.329  47 

1192.561  62 

$2,561,620  32 

$2,632,049  01 

$90,170  62 



• 

6 
8 
31 

4 

$9b6bo 

160  00 

3,875  00 

35  00 

17 
376 
138 

78 

$4,238  15 

5.488  63 

17.861  23 

967  10 

1 
105 
10 
SO 

$861  06 

9 
2 

1 

S215  93 

292  50 

16  00 

8.834  80 

2.818  86 

632  00 

96  17 
245  00 
326  07 
53  30 
34  86 
4  18 

839  00 
315  00 
1,860  00 
235  00 
516  00 
79  00 

12,634  82, 

7.664  82 

17,237  58 

1.513  93 

136  67 

555  90 

2.104  46 

2.015  73 

2.049  86 

634  84 

966  81 

3 
2 
2 

7 
19 
15 

171 
108 
76 

13 
13 
10 



967  07 

$1.286  01 

$8.804  00 

$68.288  63 

$16,647  96 

ENTIRE  SYSTEM.    YEAR  ENDING  JUNE  30,  1914 


Of  COMPAMT 


Northern 

United  States 

Wells  Fargo 

Western 

Number 

Amount 

Number 

Amount 

dumber 

Amount 

Number 

Amount 

210.176 
577 

$2,045,294  27 
14,468  89 

n.317,256 

i$ll,755,909  11 

2,648,159 

11,205 

n96.449 

$27,568,939  02 

187,046  89 

M.600.083  62 

212,928 
1.160 
1.689 

$2,041,206  67 
24.661  20 
26.060  00 

«32,766 

«766,030  00 

117.220 

1,612,733  48 

746,994 

360 

4 

4,930 

9,326.803  42 
72,906  62 
16,070  50 

2.318,886  22 

1,612.523 
6,216 

20,612,886  61 
571,997  83 

49.136 

628,770  00 

20,665 

1,201,001  40 

646 

26.340  49 

827,973 

$3,672,496  64 

2,102.309 

$24,256,604  87 

4.393.217 

$64,731,954  77 

266.457 

$2,746,028  86 

733 

4,336 
16 

4.264 
15 

7.223 
293 

6.136 
248 

661 
180 

976 
198 

12 

734 



- 

>  Includes  foreign  oheqoes. 
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INDEX. 


Note: — This  index  includes  Electric  Railways.  Electric  Utilities,  Express 
CouPANiES,  Gas  Utilities,  Heating  Utilities.  Railroads,  and  Water  Utili- 
ties, alphabetically  arranged,  under  each  of  which  the  desired  subject  will  be 
found  if  present  in  that  kind  of  utility  or  carrier.  Financial,  physical  and  unit 
cost  data  for  Telephone  Utilities  are  not  included  in  this  report  dye  to  the  fact 
that  this  class  of  utilities  has  been  placed  upon  a  calendar  year  operating  period  of 
reporting  to  conform  with  legislative  enactment. 

Note: — The  list  of  Formal  and  Informal  Cases  against  Utilities  and  Car- 
riers, Applications  in  re  Certificates  of  Convenience  and  Necessity, 
Authority  to  Issue  Stocks  and  Bonds,  etc.,  will  be  found  chronologically  arranged 
in  Part  II,  but  these  have  not  been  indexed  alphabetically. 

Note: — Statistical  data  for  the  various  kinds  of  utilities  will  usually  be  found 
arranged  according  to  classes.  In  general,  the  population  of  the  city  in  which  the 
utility  is  located  forms  the  basis  for  this  classification.  Utilities  located  in  cities  of 
over  10.000  inhabitants  are  classified  as  Class  A,  those  in  cities  of  from  3,000  to 
10,000  form  Class  B,  those  in  cities  of  1,800  to  3,000  form  Class  C,  those  in 
cities  and  villages  of  800  to  1,800  form  Class  D,  and  those  located  in  cities  and 
villages  of  less  than  800  inhabitants  form  the  Condensed  Cl>ss  of  Util- 
ities. There  are,  however,  a  few  exceptions  to  this  classification  due  mainly  to 
abnormal  business  conditions  or  afliliations  with  larger   utilities. 


ACCIDENTS.  105. 

See  also  Railroads. 

ACCOUNTING 

Systems  Prescribed  and  Installed,  29. 

ADDITIONS  AND  BETTERMENTS 
See  do..  Railroads. 

AMENDMENTS  TO  SCHEDULES,  32-45. 

APPLICATIONS 

Classified,  11-16. 

List  of.  Chronologically  Arranged. 

Authority  to  Issue  Stocks  and  Bonds,  150-156. 

Certificate  of  Public  Convenience  and  Necessity,  149. 

Dealer's  Licenses  under  "Blue  Sky**  Law,  172-184. 

Non-Duplication  Law,  157-171. 

Railroads,  123-139. 

Utilities,  140-148. 

ASSETS 

Development  Percentages,  Combined  Totals  for  Various  Kinds  of  Utilities,  50. 

BALANCE  SHEETS 

Tabulated  by  Companies. 

For  financial  figures,  see  under  particular  class  of  utility 
Yearly  Comparative.  Combined  Utilities,  51-60. 
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BLUE  SKY  LAW 

Licenses  to  Deal  in  Securities 
Decisions  in  re,  17. 
List  of  Licenses  Issued,  172-184. 
Operation  of  Law,  19. 

BONDS 

Application  for  Authority  to  Issue,  List  of,  150-156. 

BRITISH  THERMAL  UNITS 
List  of  City  Inspections,  67. 

CALENDAR,  RAILROAD  COMMISSION 
Cases  set  for  Hearing,  by  Months,  10. 

CAPITAL  STOCK 

List  of  Applications  for  Authority  to  Issue,  150-156. 

CERTIFICATES  OF  CONVENIENCE  AND  NECESSITY 
Applications  for. 
Number  of,  17. 
Ust  of,  149. 

COMPARATIVE  UTILITY  DEVELOPMENT  PERCENTAGES,  50. 

COMPLAINTS 

Classified  According  to  Time  and  Cause,  11-16. 
List  of.  Arranged  Chronologically 
Formal  Complaints 

Against  Carriers,  123-139. 
Against  Utilities,  140-148. 
Informal  Complaints 

Against  Carriers.  185-209. 
Against  Utilities,  210-225. 

CONTRACTS  AND  AGREEMENTS,  RAILROAD,  960. 

CONSTRUCTION,  TOTALS  FOR  VARIOUS  KINDS  OF  UTILITIES 
Development  Percentages.  50. 

CONVENIENCE  AND  NECESSITY 
Applications  for  Certificates,  17. 
Telephone  Utility  Extension  Cases,  18. 

DAMS.  INVESTIGATION  OF,  117. 

DEALER'S  LICENSES  UNDER  "BLUE  SKY"  LAW 
List  of  Holders.  172-184. 

DEVELOPMENT  OF  BUSINESS 
See  respective  utility  desired. 

EARNINGS 

See  "Income  Account"  and  "Revenues'*  under  particular  kind  of  utility. 


ELECTRIC  RAILWAYS 

Balance  Sheets 

Tabulated  by  Companies.  1000-1005. 

Combined  Yearly  Comparative,  51. 
Car  Mileage.  1016. 
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ELECTRIC  RAlhW AYS— Concluded. 

Cars  and  Locomotives.  1018-1025. 

Certificate  of  Public  Convenience  and  Necessity 

Applications  for,  149. 
Equipment 

Cars  and  Locomotives,  1018-1025. 

StaUon,  1006-1008. 

Substation.  1009. 
Expenses 

Ordinary 

Unit  Cost  per  Mile  of  Track.  1014. 

Operating,  Tabulated  by  Companies 
Class  A  Roads.  974-981. 
Class  B  Roads.  982-987. 
Class  C  Roads.  988^991. 

Power  Accounts,  992-999. 
Freight  Traffic,  1015. 
Income  Accounts.  Condensed.  Yearly  Comparative,  52. 

Tabulated  by  Companies,  968. 
Line  Construction,  1030. 
Operating  Ratio,  1014. 
Passenger  Car-Hours,  1017. 
Passenger  Traffic.  1015. 
Power  Accounts,  992-999. 
Power  Station  Statistics,  1010-1013. 
Rails  Laid,  1031. 
Revenues.  Operating 

Tabulated,  by  Companies,  970-973. 
Service,  82. 

Station  Equipment,  1006-1009. 
Track  Locations.  1028. 
Track  Mileage,  1014,  1026. 
Transfers  Issued,  Percentage,  1015. 
Valuations  made.  List  of,  110. 


ELECTRIC  UTILITIES 

Amendments  to  Schedules,  32-38. 
Balance  Sheets 

Tabulated  by  Companies 

Class  A  Utilities,  252-257. 

Class  B  Private  Utilities.  280-285. 

Class  B  Municipal  Utilities.  298-301. 

Class  C  Private  Utilities.  310. 

Class  C  Municipal  Utilities.  318. 

Class  D  Private  Utilities.  326-329. 

Class  D  Municipal  Utilities,  334. 

Condensed  Class,  Private  Utilities,  338. 

Condensed  Class.  Municipal  Utilities.  340. 

Incomplete  Reports.  342. 
Yearly  Comparative,  Combined  Utilities,  53. 
Boiler  Plant  Performance 

Cost  of  Generating  Steam 

Class  A  UUlities.  580. 
Coal  Consumption 

Class  A  Utilities.  467. 

Class  B  Private  Utilities,  479. 

Class  B  Municipal  Utilities.  485. 
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ELECTRIC  VTlhlTlES— Continued. 

Complaints  and  Applications 

List  of.  Arranged  Chronologically 

Formal,  140-148. 

Informal,  210-225. 

Certificate  of  Public  Convenience  and  Necessity,  149. 

Stock  and  Bond  Issues,  150-156. 
Connected  Load 

Class  A  Utilities.  462. 
Class  B  Private  Utilities.  474. 
Class  B  Municipal  Utilities,  482. 
Class  C  Private  Utilities.  491. 
Class  C  Municipal  Utilities,  495. 
Class  D  Private  Utilities.  499. 
Class  D  Municipal  Utilities,  503. 
Condensed  Class  of  Utilities,  507,  509. 
Consumers 

Development  Statistics 

Class  A  Utilities,  594-597. 

Class  B  Utilities,  640-643. 
Expense 

Unit  Operating  Expense  per  Consumer 
Class  A  Utilities.  559-588. 
Class  B  Utilities.  613-632. 
Number  of 

Class  A  Utilities.  464. 

Class  B  Private  Utilities,  476. 

Class  B  Municipal  Utilities,  484. 

Class  C  Private  Utilities,  490. 

Class  C  Municipal  Utilities,  494. 

Class  D  Private  Utilities,  498 

Class  D  Municipal  Utilities.  502. 

Condensed  Class  of  Utilities.  506.  508. 
Current 

Consumption  of 

Class  A  Utilities.  465. 

Class  B  Private  Utilities,  477. 

Class  B  Municipal  Utilities,  485. 
Generation  of 

See  "Generation**  post. 
Lost  and  Unaccounted  for 

Percentage  of  Loss  and  Loss  per  Thousand  Feet  of  Line 
Class  A  Utilities,  584. 
Percentage  Analysis  of  Sales  by  Classes  of  Use 

Class  A  Utilities.  600. 

Class  B  Utilities,  646. 
Development  Percentages 

Combined  Utility,  Yearly  Comparative.  50. 
Development  Statistics 

(Including  saturation  of  territory,  consumption  and  consumer  statistics.) 

Class  A  Utilities.  594-597. 

Class  B  Utilities,  640-643. 
Distribution  System  Physical  Data 
Class  A  UUIities.  460. 
Class  B  Private  Utilities,  472. 
Class  B  Municipal  Utilities,  482. 
Exemptions  from  Service  Standards,  77. 
Expense 

Consumer 

Class  A  UUHtics,  588. 

Class  B  Utilities.  632. 
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ELECTRIC  UTILITIES— Con/fnue(f. 

Expense — Continued. 
Generalion 

Hydraulic  Power 

Unit  Cost  per  Kilowatt-Flour  Generated 
Class  A  Utilities,  582. 
Steam  Power 

Unit  Cost  per  Kilowatt-Hour  Generated 
Class  A  Utilities,  578-581. 
Labor 

Unit  Cost  per  Kilowatt-Hour  Sold 
Class  A  Utilities.  574. 
Class  B  Utilities,  628. 
Maintenance  of  Distribution  System 

Unit  Cost  per  Thousand  Feet  of  Line 
Class  A  Utilities,  584. 
Materials  and  Supplies 

Unit  Cost  per  Kilowatt-Hour  Sold 
Class  A  Utilities.  576. 
Class  B  Utilities.  630. 
Meter 

Unit  Expense  per  Meter 
Class  A  Utilities,  586. 
Class  B  Utilities,  632. 
Operating 
Detailed 

Percentage  Analysis  ' 

Class  A  Utilities.  564. 
Class  B  Utilities,  618. 
Tabulated  by  Companies 

Class  A  Utilities.  232-247. 
Class  B  Private  Utilities,  262-275. 
Class  B  Municipal  Utilities.  288-295 
Class  C  Private  Utilities,  304-309. 
Class  C  Municipal  Utilities,  314-317. 
Class  D  Private  Utilities.  324. 
Class  D  Municipal  Utilities.  332 
Unit  Cost  Analysis 
Per  Consumer 

Class  A  Utilities,  572. 
Class  B  Utilities.  624. 
Per  KiJowatt-Hour  Sold 
Class  A  Utilities.  568. 
Class  B  Utilities.  622. 
Per  Kilowatt  of  Station  Demand 

Class  A  Utilities,  570. 
Per  Kilowatt  of  Station  Capacity 

Class  B  Utilities,  626. 

Per  Switchboard  Kilowatt-Hour 

Class  A  Utilities.  566. 

Class  B  Utilities,  620. 

Summary 

Percentage  Analysis 

Class  C  Utilities,  650. 
Class  D  Utilities.  654-657. 
Unit  Cost  per  Capita.  Consumer.  Kilowatt  Connected  and  Capacity 
Class  C  Utilities,  653. 
Class  D  Utilities,  658-661. 
Condensed  Class  of  Utilities.  663. 
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ELECTRIC  UTILITIES— Con/inuetf. 

Expense — Continued 
Total 

Unit  Cost  per  Consumer 
Class  A  Utilities,  559. 
Class  B  Utilities.  613. 
Street  Lighting 

Unit  Expense  Analysis 

Per  Kilowatt  Connected 

Class  A  Utilities.  590. 
Per  Kilowatt  Hour  Consumed 

Class  B  Utilities,  636. 
Miscellaneous  Units 

Class  A  Utilities.  592. 
Class  B  Utilities.  538. 
Financial  Statistics.  228-343. 

See  particular  kind  of  statistics  desired  under  Electric  Utiutibs. 
Generation  / 

Amounts  Generated  by  Various  Methods 
Class  A  Utilities.  466. 
Class  B  Private  Utilities.  478. 
Class  B  Municipal  UtiUties.  485. 
Class  C  Private  UtiliUes.  491. 
Class  C  Municipal  Utilities.  495. 
Class  D  Private  Utilities,  499. 
Class  D  Municipal  Utilities.  503. 
Condensed  Class  of  Utilities.  507,  509. 
Percentage  Analysis  by  Methods  of  Generation 
Class  A  UtUities.  598. 
Class  B  Utilities.  644. 
Unit  Cost  of  Generation 

Hydraulic.  Class  A  Utilities.  582. 
Steam.  Class  A  Utilities.  578-581 
Income  Accotints 

Condensed  Summary.  Yearly  Comparative.  54. 
Percentage  Analysis 

Class  A  Utilities,  550.  562. 
Class  B  UtUities.  604.  616. 
Tabulated  by  Companies 
Class  A  UtiUti^,  228. 
Class  B  Private  Utilities.  258. 
Class  B  Municipal  Utilities,  286. 
Class  C  Private  Utilities.  302. 
Class  C  Municipal  Utilities.  312. 
Class  D  Private  Utilities,  320. 
Class  D  Municipal  UtUities.  330. 
Condensed  Class,  Private  Utilities.  336. 
Condensed  Class.  Municipal  UtiUties.  340. 
Incomplete  Reports,  342. 
Unit  Cost  Analysis 

Per  Kilowatt-Hour  Sold 
Class  A  Utilities,  552. 
Class  B  Utilities.  606. 
Labor  Expense 

Unit  per  KUowatt-Hour  sold 
Class  A  Utilities,  574. 
Class  B  Utilities.  628. 
Load  Factors 

Class  A  Utilities.  463. 
Class  B  UtiliUes.  475.  483. 
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ELECTRIC  UTILITIES— Co/i/J/iue(f. 

Maintenance  of  Distribution  System 

Unit  Cost  per  Thousand  Feet  of  Line 
Class  A  Utilities.  584. 
Materials  and  Supplies  Expense 
Unit  per  Kilowatt-Hour  Sold 
Class  A  Utilities,  576. 
Class  B  Utilities,  630. 
Maximum  Demand  Data 
Class  A  Utilities,  463. 
Class  B  Private  Utilities.  475. 
Class  B  Municipal  Utilities,  483. 
Class  C  Private  Utilities,  491. 
Class  C  Municipal  Utilities.  495. 
Class  D  Private  Utilities,  499. 
Class  D  Municipal  Utilities,  503. 
Condensed  Class  of  Utilities.  507.  509. 
Meters 

Expenses  per  Meter 

Class  A  Utilities.  586. 
•  Class  B  Utilities.  632. 
Number  in  Use,  See  Electric  Utilitifs,   "Distribution  System  Physical 

Data." 
Referee  Tests.  List  of,  72. 
Output  Statistics 

Maximum  and  Minimum  Daily  Output 
Class  A  Utilities,  467. 
Class  B  Private  Utilities,  479. 
Class  B  Municipal  Utilities,  485. 
Pay  Roll,  Distribution  of,  Tabulated 
Class  A  Utilities.  250. 
Class  B  Private  Utilities.  278. 
Class  R  Municipal  Utilities,  296. 
Physical  Data,  455-509. 

See  particular  kind  of  data  required  under  Electric  Utilities. 
Rate  DifTerentials  for  Various  Classes  of  Consumption 
Class  A  Utilities.  556. 
Class  B  Utilities.  610. 
Revenue 

Lighting  and  Power 

Unit  Revenue  per  Consumer 
Class  A  Utilities.  558. 
Class  B  Utilities.  612. 
Operating,  Detailed 

Percentage  Analysis 

Class  A  Utilities.  554. 
Class  B  Utilities.  608. 
Tabulated  by  Companies 
Class  A  Utilities.  230 
Class  B  Private  Utilities.  260. 
Class  B  Municipal  Utilities,  286. 
Class  C  Private  Utilities.  302. 
Class  C  Municipal  Utilities.  312. 
Class  D  Private  Utilities,  322. 
Class  D  Municipal  Utilities.  330. 
Operating,  Summary 

Unit  Revenue  per  Capita.  Consumer  and  Kilowatt  Capacity 
Condensed  Class  of  Utilities.  662. 
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ELECTRIC  VTlhlTiES— Continued. 

Revenue — Continued.  " 

Operating  and  Non-Operating,  Summary 

Unit    Revenue    per    Capita,    Consumer.    Kilowatt    Connected    and 
Capacity 
Class  C  Utilities.  652. 
Class  D  Utilities,  658-661. 
Street  Lighting 

Unit  Revenue  per  Capita  and  Kilowatt  Hour  Consumed 
Class  A  UUIities,  560-561. 
Class  B  Utilities,  615. 
Seasonal  Variation  of  Output 
Class  A  Utilities,  602. 
Class  B  Utilities,  648. 
Service  Inspections,  70. 
Station  Capacity 

Class  A  Utilities.  463. 
Class  B  Private  Utilities.  475. 
Class  B  Municipal  Utilities,  483. 
Station  Equipment 

Class  A  Utilities.  454-459. 
Class  B  Private  Utilities,  468-471. 
Class  B  Municipal  Utilities,  480-481. 
Class  C  Private  Utilities.  48&-489. 
Class  C  Municipal  Utilities,  492-493. 
Class  D  Private  Utilities,  496-497. 
Class  D  Municipal  Utilities,  500-501. 
Condensed  Class  of  Utilities.  504-505,  508-509. 
Statistics 

Financial,  228-343. 
Physical,  455-509. 
Unit  Costs.  550-665. 
Steam  Generation  Apportionment.  Account 
Class  A  Utilities.  248. 
Class  B  Private  Utilities,  276. 
Class  B  Municip^  Utilities.  296. 
Street  Lighting 

Expense  per  Kilowatt  Connected 

Class  A  Utilities,  590. 
Expense  per  Kilowatt-Hour  Consumed 

Class  B  Utilities,  636. 
Miscellaneous  Unit  Expenses 
Class  A  UUIities,  592. 
Class  B  Utilities,  638. 
Transformers  in  Service 

See  Electric  Utilities,  "Distribution  System  Physical  Data" 
Unit  Costs,  550-665. 

See  particular  kirtd  of  Unit  desired  under  Electric  Utilities. 
Valuations  made.  List  of.  108. 


ENGINEERING  DEPARTMENT,  WORK  OF.  65 

EQUIPMENT 

See  particular  kind  of  Utility. 

EXPENSES,  DETAILED  OPERATING.  TABULATED 

For  financial  or  unit  figures,  see  under  particular  kind  of  utility. 
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EXPRESS  COMPANIES 


Balance  Sheet.  1042. 

Capital  Stock  and  Funded  Debt,  1032. 

Carriers  Operated  Upon,  1049. 

Cost  of  Real  Property  and  Equipment,  1044. 

Current  Assets  and  Liabilities,  1043. 

Equipment,  Cost  of.  1044. 

Equipment  Statistics,  1046. 

Expenses,  Operating.  1039-1041. 

Financial  Paper  Issued.  1046. 

Funded  Debt,  1032. 

Income  Accounts,  Tabulated,  1034. 

Mileage  Operated  Upon,  1048. 

Profit  and  Loss  Account,  1036. 

Railroads  Operated  Upon,  1049. 

Real  Property,  Cost  of,  1044. 

Revenues,  Operating,  1037-1038. 


GAS  UTILITIES 

Amendments  to  Schedules.  44. 
Appliance  Data. 

Class  A  Utilities.  513. 
Class  B  Utilities.  519. 
Balance  Sheets 

Tabulated  by  Companies 

Class  A  Utilities.  356-359. 
Class  B  Utilities,  370.  ^ 

Class  C  Utilities,  374. 
Yearly  Comparative,  Combined  Utilities,  55. 
British  Thermal  Units,  67. 
Commercial  Expense 

Unit  Costs  per  Meter  and  Consumer 
Class  A  Utilities.  678 
Class  B  Utilities,  695 
Complaints  and  Applications 

List  of.  Arranged  Chronologically 
Formal,  140-148. 
Informal,  210-225. 
Stock  and  Bond  Issues,  150-156. 
Consumer  Data 

Class  A  Utilities,  512. 
Class  B  Utilities,  518. 
Customer's  Expense 

Unit  Costs  per  Consumer 
Class  A  Utilities,  677. 
Class  B  Utilities.  695. 
Development 

Percentages,  50. 

Statistics  (including  saturation  of  territory,  consumption  and  consumer 
statistics) 
Class  A  Utilities,  679. 
Class  B  Utilities,  696. 
Distribution 
Expense 

Unit  Costs  per  Mile  of  Main,  Consumer  and  Service 
Class  A  Utilities.  675. 
Class  B  Utilities,  694. 
Percentage  Analysis  by  Sizes  of  Mains 
Class  A  Utilities.  680. 
Class  B  Utilities,  696 
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GAS  VTILITIES— Continued. 
Distribation — Continued, 
System  Data 

Class  A  UtiUties.  514. 
Class  B  Utilities.  520. 
Expenses 

Commercial 

Unit  Costs  per  Consumer  and  Meter 
Class  A  Utilities,  678 
Class  B  Utilities.  695 
Customer's 

Unit  Costs  per  Consumer 
Class  A  Utilities,  677. 
Class  B  UUlities.  695. 
Distribution 

Unit  Cost  per  Mile  of  Main.  Consumer  and  Service 
Class  A  Utilities.  675. 
Class  B  Utilities.  694. 
Labor 

Unit  Cost  per  Thousand  Cubic  Feet  Sold 
Class  A  Utilities,  671. 
Class  B  Utilities.  690. 
Maintenance 

Unit  Cost  per  Thousand  Cubic  Feet  Sold 
Class  A  Utilities.  673. 
Materials  and  Supplies 

Unit  Cost  per  Thousand  Cubic  Feet  Sold 
Class  A  Utilities.  672. 
Class  B  Utilities.  691. 
Meter 

Unit  Cost  per  Meter 

Class  A  Utilities.  676. 
Class  B  Utilities.  694. 
Miscellaneous.  General  and  Undistributed 

Unit  Cost  per  Thousand  Cubic  Feet  Sold 
Class  A  Utilities.  678 
Operating 

Detailed,  Tabulated  by  Companies 
Class  A  Utilities.  346-353. 
Class  B  Utilities.  362-367. 
Percentage  Analysis 

Class  A  Utilities,  669. 
Class  B  Utilities,  636. 
Gasoline  and  Carbide  Process.  698. 
Unit  Cost  per  Thousand  Cubic  Feet  Made 

Class  B  Utilities.  688. 
Unit  Costs  per  Thousand  Cubic  Feet  Sold 
Class  A  Utilities.  670. 
Class  B  Utilities.  688 
Production 

Unit  Cost  per  Thousand  Cubic  Feet 
Class  A  Utilities,  674. 
Class  B  Utilities,  692 
Total 

Percentage  Analysis  by  Classes  of  Expense 
Class  A  Utilities.  668. 
Class  B  Utilities,  686. 
Financial  Statistics,  344-375 

For  details,  see  particular  items  under  Gas  Utilities. 
Gas  Unaccounted  For 

Class  A  Utilities.  513-682. 
Class  B  Utilities,  519. 
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GAS  VnUTlES— Continued. 


Income  Accounts 

Condensed.  Yearly  Comparative,  56. 
Percentage  Analysis 

Class  A  Utilities.  666. 
Class  B  Utilities.  684. 
Tabulated  by  Companies 
Class  A  Utilities.  344. 
Class  B  Utilities.  360. 
Class  C  Utilities.  372. 
Unit  Cost  per  Thousand  Cubic  Feet  Sold 
Class  A  Utilities,  667. 
Class  B  Utilities.  684. 
Mains.  Distribution 

Percentage  Analysis  of  Sizes 
Class  A  Utilities,  680. 
Class  B  Utilities,  696. 
Maintenance  Expense 

Unit  Cost  per  Thousand  Cubic  Feet  Sold 
Class  A  Utilities.  673. 
Materials  and  Supplies  Expense 

Unit  Cost  per  Thousand  Cubic  Feet  Sold 
Class  A  Utilities.  672. 
Class  B  Utilities,  691. 
Meter 

Expense 

Unit  Cost  per  Thousand  Cubic  Feet  Sold 
Class  A  Utilities.  671. 
Class  B  Utilities,  690. 
Number  in  Use 

Class  A  Utilities.  514. 
Class  B  ITtilities.  520. 
Percentage  Analysis  by  Sizes 
Class  A  Utilities.  680. 
Class  B  Utilities.  698. 
Tests,  66 
Unit  Costs  per  Meter 

Glass  A  Utilities.  676. 
Class  B  Utilities,  694. 
Output.  Station 

Percentage  Analysis  by  Months 
Class  A  Utilities,  682. 
Pay  Rolls,  Distribution  of.  Tabulated 
Class  A  Utilities,  354. 
Class  B  Utilities.  368. 
Physical  Data,  510-521. 

For  details,  see  particular  items  under  Gas  Utilities. 
Production 
Expense 

Unit  Cost  per  Thousand  Cubic  Feet 
Class  A  Utilities.  674. 
Class  B  Utilities,  692. 
Statistics 

Class  A  Utilities,  510-513. 
Class  B  Utilities,  516-519. 
Revenues,  Detailed  Operating.  Tabulated 
Class  A  Utilities,  344. 
Class  B  Utilities,  360. 
Service  Inspections,  65. 
Service  Standards,  67. 
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GAS  VTlhlTlES— Concluded. 

Statistics 

Financial,  344-375. 

Physical.  510-521 

Unit  Cost.  666-699. 
Steam  Generation  Apportionment  Account 

Class  A  Utilities,  354. 

Class  B  Utilities,  368. 
Unit  Costs,  666-699. 

For  details,  see  particular  item  under  Gas  Utilities. 
Valuations  made,  108. 


GRADE  CROSSING,  PROTECTION.  97. 


HEATING  UTILITIES 

Amendments  to  Schedules,  44-45. 
Balance  Sheets 

Combined,  Yearly  Comparative,  59. 

Tabulated  According  to  Companies,  452. 
Complaints  and  Applications 

List  of.  Arranged  Chronologically 
Formal.  140-148. 
Informal,  210-225. 
Stock  and  Bond  Issues,  150-156. 
Development  Percentages,  Yearly  Comparative.  50. 
Income  Accounts 

Condensed,  Yearly  Comparative,  60. 

Tabulated  According  to  Companies.  452. 
Statistics 

Financial,  452-453. 

Physical,  546-547. 
Valuations  made,  110. 


HEAT  VALUES.  67. 

IMMIGRATION  AGENT'S  CERTIFICATES,  21. 

INCOME  ACCOUNT 

Condensed  Totals  for  Various  Kinds  of  Utilities 

Yearly  Comparative,  52-60. 
Tabulated  according  to  Companies 

See  financial  or  unit  figures  under  particular  kind  of  utility. 

INCOME,  GROSS 

Totals  for  Various  Kinds  of  Utilities 

Comparative  Yearly  Development  Percentages,  50. 

INCOME.  NET 

Totals  for  Various  Kinds  of  Utilities 

Comparative  Yearly  Development  Percentages,  50. 

LEGAL 

Suits  against  the  Commission.  24. 

METERS  TESTED  BY  COMMISSION 
Gas  Utilities,  66. 
Electric  Utilities,  72. 
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PAY  ROLL.  DISTRIBUTION  OF,  TABULATED 

For  financial  or  unit  figures,  see  under  particular  class  of  utility. 

PLANT  ACCOUNT 

Totals  for  Various  Kinds  of  Utilities 

Yearly  Comparative  Development  Percentages,  &U. 

PUBLIC  SAFETY.  85. 


RAILROADS 

Accidents  and  Investigations,  105. 

Number  and  Causes  Tabulated.  948-951. 
Additions  and  Betterments,  Expenditures  for,  808-815. 
Agreements.  List  of.  960. 
Balance  Sheet,  Tabulated 

Entire  System.  870-893. 
Block  Signals,  85. 

Capital  Stock  and  Dividends,  782-785. 
Cases.  Formal  and  Informal,  Summarized.  12-16. 
Characteristics  of  Railroads 

See  Physical  Characteristics  pott. 
Complaints.  List  of,  Arranged  Chronologically 

Formal.  123-139. 

Informal.  185-209. 
Consumption  of  Fuel  by  Locomotives,  940-947 
Contracts,  List  of.  960. 
Development  of  Business.  61. 
Directors  of  Railroads,  962. 
Dividends.  782-785. 

Electric  Railways,  see  Electric  Railways. 
Employes  and  Salaries,  894-901. 
Equipment  Owned  or  Leased 

(In  Service).  928-931. 
Expenditures 

Additions  and  Betterments.  808-815. 

New  Lines  or  Extensions,  816-827. 
Expenses 

Classified  Totals,  Yearly  Comparative.  64. 

Operating.  Tabulated,  by  Companies 
Year  Ending  Dec.  31.  1913.  776. 
Year  Ending  June  30.  1914.  850-869. 
Extensions.  Expenditures  for,  816-827. 
Fuel  Consumption  by  Locomotives,  940-947. 
Funded  Debt,  786-807. 
Grade  Crossing  Protection,  97. 
Highway  Crossing  Protection.  97. 
Income  Accounts.  Tabulated  by  Companit 

Year  Ending  Dec.  31.  1913,  766-773. 

Year  Ending  June  30,  1914,  830-839. 
Interlocking  Plants.  86. 
Investment,  Road  and  Equipment,  since  1 
Mileage 

Car.  Freight.  911. 

Car,  Passenger.  912. 

Car.  Special,  913. 

Locomotive,  910. 

Train.  915. 

Track.  778-781,  932-937. 
New  Lines.  Expenditures  for,  816-827. 
Officers  of  Railroads.  964-967. 
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RAILROADS— Concluded. 

Physical  Characteristh;s  of  Railroads 

Bridges,  952-954. 

Overhead  Highway  Crossings,  956. 

Overhead  Railroad  Crossing,  957. 

Telegraph  Lines,  958. 

Trestles,  955. 

Tunnels,  956. 
Profit  and  Loss  Account.  840-843. 
Public  Safety.  85. 
Renewal  of  Rails,  938. 
Renewal  of  Ties,  938. 
Revenues 

Classified,  Yearly  Comparative,  64.  i 

Operating.  Tabulated,  by  Companies 

Year  Ending  Dec.  31,  1913,  774.  | 

Year  Ending  June  30,  1914.  844-849. 
Road  and  Equipment  Investment  since  1907,  828-829.  | 

Salaries  and  Employes,  894-901. 

Service,  84.  I 

Taxes.  Total  Yearly  Comparative.  64. 
Ties,  Renewal  of,  938. 
Track  Elevation  and  Depression.  106. 
Track  Inspection,  107. 
Traffic  and  Mileage  Statistics,  902-915. 
Traffic  Movement,  Freight 

Agricultural  Products,  916-918. 

Animal  Products,  918-920.  , 

Forest  Products,  923.  , 

Manufactured  Products.  923-926. 

Mine  Products.  921-922. 

Miscellaneous  Commodities.  927. 
Valuation  work  done.  111.  | 


RAILROAD  COMMISSION 
Work  of  the  Year 

Anti-Duplication  Law,  18. 
Blue  Sky  Law.  19. 

Certificates  of  Convenience  and  Necessity.  17. 
Complaints  and  Applications.  10-16. 
Engineering  Department.  65. 
*    General  Resum6.  9. 

Immigration  Agents'  Certificates.  21. 
Statistical  Department,  27. 
Stock  and  Bond  Issues,  17. 
Suits  against  the  Commission,  24. 
Tariff  Department,  21. 

RAILWAYS 

See  Electric  Railways;  Railroads. 

REVENUES 

For  financial  or  unit  figures,  see  under  particular  class  of  utility. 

REVENUES.  TOTAL  OPERATING 

Combined  Totals  for  Various  Kinds  of  Utilities 

Yearly  Comparative  Development  Percentages,  50. 

SCHEDULES.  AMENDMENTS  TO.  32-45. 
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SCHEDULES  FILED 
Electric,  38. 
Telephone,  4L 
Toll  Bridge,  45. 
Water,  44. 

SECURITIES.  LICENSES  TO  DEAL  IN,  17. 

SERVICE  INSPECTIONS.  65. 

SERVICE  STANDARDS 
Gas  Utilities.  67. 
Electric  Utilities.  72. 
Exemptions  from,  77. 
Telephone  Utilities,  80. 

STATISTICAL  DEPARTMENT,  WORK  OF.  27. 

STEAM  GENERATION  APPORTIONMENT  ACCOUNT 
For  financial  or  unit  figures,  see  under  particular  kind  of  u 

STOCKS  AND  BONDS 

Applications  for  Authority  to  Issue,  17. 

Chronological  List  of,  150-156. 
Security  Issues  Classified  and  Amounts.  17. 

STREAM  GAGING,  112. 

TARIFF  DEPARTMENT.  WORK  OF,  21. 


TELEPHONE  UTILITIES 

Amendments  to  Schedules,  39-43. 
Complaints  and  Applications 

List  of.  Arranged  Chronologically 

Applications  under  Non-Duplication  Law,  157- 

Formal,  140-148. 

Informal.  210-225. 

Stock  and  Bond  Issues,  150-156. 
Service  Inspections.  78. 
Valuations  Made,  list  of.  109. 


TOLL  BRIDGES 

Schedules  filed.  45. 

TRACK  ELEVATION  AND   DEPRESSION,   106. 

UTILITIES 

Complaints  and  Applications  Summarized.  11-16. 
Number  Reporting  to  the  Commission.  49. 
Valuations  Made,  list  of.  108-112. 

WATER  POWER  CASES.   16. 

WATER  POWER  INVESTIGATIONS 
Stream  Gaging.  112. 
Investigation  of  Dains.  117. 
Miscellaneous  Matters,  119. 
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WATER  UTILITIES 

Amendments  to  Schedules,  43-44. 
Balance  Sheets 

Tabulated  According  to  Companies 
Class  A  Utilities,  396-401. 
Class  B  Utilities,  420-425. 
Class  C  Utilities.  432-435. 
Class  D  Utilities,  442-445. 
Condensed  Class  of  Utilities.  448. 
Incomplete  Reports,  450. 
Yearly  Comparative,  Combined  Utilities,  57. 
Commercial  Expense 

Unit  Cost  per  Consumer 
Class  B  Utilities,  747. 
Complaints  and  Applications 

List  of.  Arranged  Chronologically 
Formal.  140-148. 
Informal.  210-225. 
Stock  and  Bond  Issues,  150-156. 
Consumers 

Class  A  Utilities,  522. 
Class  B  Utilities,  528. 
Class  C  Utilities.  534. 
Class  D  Utilities.  538. 
Condensed  Class  of  Utilities,  542. 
Development  Percentages 

Yearly  Comparative,  Combined  Utilities.  Total,*50. 
Development  Statistics 

(Average  Consumption,  Saturation  of  Territory,  etc.) 
Class  A  Utilities,  720. 
Class  B  Utilities.  750. 
Distribution  Expense 

Unit  Costs,  Miscellaneous 
Class  B  Utilities.  746. 
Distribution  Mains 

Percentage  Analysis  by  Sizes 
Class  A  Utilities.  722. 
Distribution  System  Physical  Data 
Class  A  Utilities,  524. 
Class  B  Utilities,  530. 
Class  C  Utilities.  536. 
Class  D  Utilities.  540. 
Condensed  Class  of  Utilities,  544. 
Expense 

Commercial 

Unit  Cost  per  Consumer 
Class  B  Utilities.  747. 
Detailed  Operating,  Tabulated  by  Companies 
Class  A  Utilities.  380-391. 
Class  B  UtiliUes,  406-415. 
~      Class  C  Utilities,  430. 
Class  D  Utilities.  440. 
Distribution 

Unit  Costs.  Miscellaneous 
Class  B  Utilities,  746. 
Labor 

Unit  Cost  per  Million  Gallons  Pumped 
Class  A  Utilities.  710. 
Class  B  Utilities.  742. 
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WATER  UTILITIES— Con/inuetf. 

Expense — Continued, 

Materials  and  Supplies 

Unit  Cost  per  Million  Gallons  Pumped 
Class  A  UtUities,  712. 
Class  B  UtiUUes,  744. 
Operating 

Percentage  Analysis  by  Classes  of  Expense 
Class  A  Utilities,  704. 
Class  B  UtillUes.  736. 
Percentage  Analysis  by  Primary  Accounts 
Class  A  UtiUUes,  706. 
Class  B  Utilities,  738. 
Class  C  Utilities,  754. 
Class  D  Utilities.  758. 
Unit  Costs  per  Million  Gallons  Pumped 
Class  A  Utilities,  708. 
Class  B  UtillUes,  740. 
Total 

Unit  Cost  per  Consumer 
Class  B  Utilities,  734. 
Financial  Statistics,  376-451. 

For  particular  items,  see  under  Water  Utilities. 
Hydrants 

Unit  Hydrant  Rental  and  Hydrants  per  100  Populatioii  and  Mile  of  Main. 
Class  A  Utilities,  718. 
Class  B  Utilities,  748. 
Class  C  Utilities,  756. 
Class  D  Utilities.  760. 
Condensed  Class  of  Utilities,  762. 
Income  Accounts 

Condensed,  Yearly  Comparative,  58. 
Percentage  Analysis 

Class  A  Utilities,  700. 
Class  B  Utilities,  731. 
Tabulated  According  to  Companies 
Class  A  Utilities,  376. 
Class  B  UtiUties,  402. 
Class  C  Utilities,  426. 
Class  D  Utilities.  436. 
Condensed  Class  of  Utilities,  448. 
Incomplete  Reports,  450. 
Unit  Cost  per  Million  Gallons  Pumped 
Class  A  Utilities,  702. 
Class  B  UtiUties,  732. 
Labor  Expense 

Unit  Cost  per  Million  Gallons  Pumped 
Class  A  Utilities,  710. 
Class  B  Utilities.  742. 
Mains 

Percentage  Analysis  by  Sizes 
Class  A  UtUities,  722. 
Materials  and  Supplies  Expense 

Unit  Cost  per  Million  Gallons  Pumped 
Class  A  UtiUtiea.  712. 
Qasi  B  Utilities,  744. 
Meters 

Percentage  Analirsls  by  Sixes 
Class  A  UtiUties,  726. 
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WATER  UTILITIES— Conc/uded. 

Pay  Roll,  Distribution  of.  Tabulation 
Class  A  Utilities,  394. 
Class  B  Utilities,  418. 
Physical  Data.  522-545. 

For  particular  items,  see  under  Water  Utilities. 
Pumpage,  Amount  of 

Class  A  Utilities.  523. 
Class  B  Utilities,  528. 
Class  C  Utilities,  534. 
Class  D  UtiliUes.  538. 
Condensed  Class  of  Utilities,  542. 
Percentage  Analysis  by  Methods 
Class  A  UtiUtics.  721. 
Class  B  UUUUcs,  752. 
Percentage  Analysis  by  Months 
Class  A  Utilities,  728. 
Pumping  Expense 

Unit  Cost  per  Million  Foot  Gallons 

Class  A  Utilities,  714. 
Comparative  Unit  Cost  by  Methods 
Class  A  Utilities,  716. 
Revenues.  Commercial  and  Industrial 

Detailed  Operating.  Tabulated  by  Companies 
Class  A  Utilities.  378. 
Class  B  UtiliUes,  404. 
Class  C  Utilities.  428. 
Class  D  Utilities,  438. 
Unit  Revenue  per  Capita  and  Consumer 
Class  C  UUlities,  757. 
Class  D  UUlities,  761. 
Condensed  Class  of  UUiiUes.  763. 
Total 

Unit  Revenue  per  Consumer 
Class  B  UUlities,  734. 
Services 

Percentage  Analysis  by  Sizes 
Class  A  UUliUes,  724. 
Service  Standards,  81. 
StaUon  Equipment  Data. 
Class  A  UtiliUes,  526. 
Class  B  UUlities.  532. 
StaUstics 

Financial,  376-451. 
Physical,  522-545. 
Unit  Cost,  700-763. 
Steam  GeneraUon  Apportionment  Account 
Class  A  UUliUes,  392. 
Class  B  UtUities.  416. 
Supply  Sources 

Class  A  UtiliUes.  526. 
Class  B  UtUiUes.  532. 
Unit  Costs,  700-763. 

For  particular  kind,  see  under  Water  Utilities. 
Valuations  made,  list  of.  109. 
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